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TRANSACTIONS 

OF 

THE  AMERICAN  SOCIETY  OF 
MECHANICAL  ENGINEERS 

VOLUME  37—1915 

THE  affairs  of  The  American  Society  of  Mechanical  Engineers 
during  the  year  1915  are  recorded  in  this  volume.  A  gen- 
eral review  of  the  work  of  the  Society  for  this  3-ear  is  given 
in  the  Annual  Report  of  the  Council,  here  included.  The  volume 
contains  a  calendar  of  all  the  meetings  of  the  Society— general 
meetings  and  local  meetings— held  during  the  year;  and  the  papers, 
with  discussion,  presented  at  the  Spring  Meeting  in  Buffalo,  the 
Annual  Meeting  in  New  York  and  the  additional  general  meeting 
in  San  Francisco  in  connection  with  the  Panama- Pacific  Interna- 
tional Exposition  and  the  International  Engineering  Congres:s, 
PJ15,  are  published  practically  in  full.  Papers  read  at  local  meet- 
ings and  presented  subsequently  at  a  general  meeting  are  also 
included;  other  local  meeting  papers  will  be  found  in  The  Journal 
for  1915,  where  a  more  derailed  account  of  the  local  meetings  is 
given.  The  reports  of  s[)ecial  connnittees  received  by  the  Council 
during  1915  and  ordered  published  are  h(»re  included;  of  special 
note  among  these  is  the  report  of  the  Power  Test  Committee.  The 
reports  of  Standing  Committees  for  the  year  are  [)ublishe{l  in  Th(» 
Journal,  December  1915. 

JOHN  A.  BRASHEAR 

John  A.  Brashear,  President  of  The  American  Society  of  Me- 
chanical Engineers  for  th(j  year  1915,  was  born  in  Brownsville,  Pa. 
in  1S4(),  and  was  educated  in  the  public  schools  of  that  town,  lie 
h^arned  the  machinist's  trade,  and  from  1(S()()  to  1880  worked  in 
the  rolling  mills  of  Pittsburgh.  The  study  of  astronomy  had  been 
his  hobby  from  boyhood,  however,  and  all  his  spare  time  was  de- 
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voted  to  •if.:"' In  1876  he  attracted  the  attention  of  Langley,  tnetl 
head  of  "the  Allegheny  Observatory,  and  after  two  years  of  work 
,  ''jif.a.^mall  shop  on  the  South  Side,  Pittsburgh,  where  he  was  aided 
/•/nobly  by  his  wife,  Brashear  was  enabled  through  the  assistance  of 
Mr.  William  Thaw,  one  of  the  Observatory  patrons,  to  set  up  works 
in  Allegheny  for  the  manufacture  of  astronomical  instruments.  In 
a  very  short  time  he  became  widely  known  as  an  expert  in  the 
development  and  manufacture  of  astronomical  instruments  of  pre- 
cision. About  this  time  his  son-in-law,  Mr.  James  B.  McDowell, 
joined  him  in  the  work,  and  Brashear  gives  to  him  a  large  share 
of  credit  in  the  success  of  the  undertaking.  It  is  safe  to  say  that 
a  history  of  the  work  of  Brashear 's  shop  would  be  closely  asso- 
ciated with  the  history  of  astronomy  during  the  last  thirty-five 
years. 

Perhaps  his  most  important  achievement  has  been  in  connection 
with  the  design  and  development  of  the  spectroscope  for  astro- 
nomical uses,  particularly  with  reference  to  the  accurate  optical 
and  mechanical  features.  In  1888  he  completed  the  spectroscope 
for  the  36-in.  telescope  of  the  Lick  Observatory,  furnishing  the  me- 
chanical and  optical  parts.  The  excellence  of  the  work  which  has 
been  done  by  Professor  Keeler  at  the  Lick  Observatory  is  freely 
attributed  to  Dr.  Brashear 's  skill  and  genius,  and  many  of  the 
spectroscopes  in  the  principal  observatories  of  the  world  have  been 
made  in  the  Brashear  workshop,  as  also  many  of  the  largest  tele- 
scopes and  objectives  for  astronomical  research. 

Dr.  Brashear 's  more  purely  scientific  work  also  brought  recog- 
nition, and  about  the  time  of  his  removal  to  Allegheny  he  was  given 
an  appointment  in  the  University  of  Western  Pennsylvania  of  which 
the  Allegheny  Observatory  was  a  department.  From  1898  to  1900 
he  was  acting  director  of  the  Allegheny  Observatory,  and  has  raised 
$300,000  for  the  building  and  equipment  of  a  new  observatory  in 
Riverview  Park.  He  has  always  kept  in  touch  with  the  develop- 
ment of  this  observatory,  and  through  his  efforts  one  department 
has  been  put  in  every  possible  way  at  the  disposal  of  the  public,  as 
well  as  for  astronomical  and  astrophysical  research. 

For  twenty  years  past  Dr.  Brashear  has  been  a  trustee  of  the 
Carnegie  Institute,  for  fifteen  years  of  the  Carnegie  Institute  of 
Technology,  and  for  twenty  years  of  the  University  of  Pittsburgh, 
of  which  latter  he  has  also  served  as  Chancellor,  and  it  is  said  that 
he  has  done  more  for  the  cause  of  education  in  Pittsburgh  than  any 
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other  three  men.  Several  years  ago  a  friend  placed  in  his  hands 
an  endowment  fund  of  $250,000,  to  be  used  for  the  advancement 
of  teachers  and  teaching  in  the  public  schools,  as  a  result  of  which 
to  date  over  seven  hundred  teachers  have  been  sent  to  different  parts 
of  the  country  for  rest  and  study,  bringing  back  with  them  new 
ideas  and  greater  enthusiasm. 

Dr.  Brashear  was  elected  to  membership  in  The  American  Society 
of  Mechanical  Engineers  in  1891,  and  was  made  an  Honorary  mem- 
ber in  1908.  He  was  a  manager  of  the  Society  from  1899  to  1902. 
In  1911,  he  was  elected  one  of  the  Society's  representatives  on  the 
John  Fritz  Medal  Board,  to  serve  for  four  years. 

He  is  a  fellow  of  the  American  Association  for  the  Advance- 
ment of  Science  and  the  Royal  Astronomical  Society  of  Great 
Britain;  is  a  past-president  of  the  Engineers  Society  of  Western 
Pennsylvania  and  the  Pittsburgh  Academy  of  Arts  and  Sciences; 
is  a  member  of  the  British  Astronomical  Association,  the  Societe 
Aatronomique  de  France,  the  Societe  de  Belgique,  the  American 
Philosophical  Society,  the  Astrophysical  Society  of  America,  the 
Washington  Academy  of  Sciences,  the  National  Geographic  Society, 
and  an  Honorary  Member  of  the  Royal  Astronomical  Society  of 
Canada. 

He  has  been  honored  with  the  degree  of  LL.D.  by  Washington 
and  Jefferson  College,  by  Wooster  University  and  by  the  University 
of  Pittsburgh,  and  with  the  degree  of  Sc.D.  by  Princeton  University 
and  the  Western  University  of  Pennsylvania;  also  with  the  degree 
of  Doctor  of  Engineering  by  Stevens  Institute  of  Technology. 
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ANNUAL  REPORT  OF  THE  COUNCIL 

The  Council  herewith  presents  in  brief  the  important  phases  of 
the  Society  activities  during  the  year  1915,  under  the  presidency 
of  Dr.  John  A.  Brashear.  In  reports  published  in  The  Journal, 
December  1915,  the  Standing  Committees  have  given  accounts  of 
their  work  in  detail. 

This  year  the  plan  to  have  a  member  of  the  Council  on  every 
Standing  Conunittee  was  carried  out  so  far  as  possible  in  the  ap- 
pointments by  the  President.  The  new  appointments  on  Standing 
Committees  for  the  year  were :  Finance,  A.  E.  Forstall ;  Meetings, 
L.  P.  Alford;  Publication,  Henry  Hess;  TAbrary,  Jesse  M.  Smith; 
Membership,  George  A.  Orrok  and  later  Charles  E.  Lucke;  House, 
O.  P.  Cummings;  Research,  R.  J.  S.  Pigott,  A.  M.  Greene,  Jr.; 
Public  Relations,  Spencer  Miller ;  Constitution  and  By-Laws,  James 
E.  Sague. 

MEMBERSHIP 

Under  the  guidance  of  I.  E.  Moultrop,  Chairman  of  the  Increase 
of  Membership  Committee,  cooperating  with  the  Membership  Com- 
mittee in  keeping  to  high  ideals  of  membership,  there  has  been  a 
steady  increase  in  enrollment  of  the  most  representative  men  of  the 
[)rofession.  Fig.  1  gives  comparative  data  on  the  membership  of 
the  four  national  engineering  societies. 

On  account  of  the  unusual  conditions  prevailing  abroad  and 
the  inability  to  communicate  with  members  there,  foreign  engineers 
who  are  members  of  the  Society  have  been  continued  on  the  rolls 
of  the  Society  until  further  acticm  by  the  Council. 

The  Council  elected  to  Honorary  Membership,  E.  D.  Leavitt, 
the  second  President  of  the  Society,  who  .served  during  one  of  the 
most  difficult  periods  of  its  history.  Mr.  Leavitt  is  best  kno\yn  for 
his  notable  successes  in  tbe  design  of  high-duty,  compound  pump- 
ing engines  for  city  waterworks  service  and  of  engines  and  other 
machinery  for  some  of  the  great  mining  operations  of  the  country. 
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LOCAL  SECTIONS 


The  Council  at  its  January  meeting  appointed  a  Committee  on 
Local  Sections,  the  personnel  of  which  is  E.  H.  Whitlock,  Cleveland, 
Chairman^  W.  F.  M.  Goss,  Urbana,  111.,  L.  C.  Marburg,  New  York, 
Walter  Rautenstrauch,  New  York,  and  D.  Robert  Yarnall,  Phila- 
delphia. It  hoped  by  this  means  to  develop  and  put  on  an  efficient 
basis  this  important  phase  of  the  Society's  work. 

One  of  the  first  plans  carried  out  by  the  Committee  was  a  con- 
ference at  the  Spring  Meeting  of  Local  Section  representatives. 
Delegates  attended  from  Atlanta,  San  Francisco,  Milwaukee,  Chi- 
cago, New  York,  Providence,  Philadelphia,  Cleveland,  Worcester 
and  Birmingham,  and  so  much  of  interest  developed  that  the  Com- 
mittee arranged  for  a  second  conference  at  the  Annual  Meeting, 
1915.  It  is  planned  to  make  these  conferences  of  Local  Section 
chairmen  a  feature  of  either  the  Annual  or  Spring  Meetings. 

INCREASE  IN   MEMBERSHIP  OP  THE  AM.   SOC.  M.  E.  DURING  THE 

FISCAL  YEAR    I914-I915 


Grade 


Hon.  Mem... 

Member 

As««oc 

Asscx:.  Mem. . 

Junior 

Total 


Oct.  1,  1913, 


Losses 


Additions 


Net 


14 

4077 

380 

245 

1274 

5990 


Trans. 

Resign 

I*apsed 

Death 

1 

1 

29 

36 

38 

12 

6 

9 

4 

1 

42 

25 

24 

2 

55 

60 

69 

46 

1 

33 

1 

20 

55 


Klect.  ;  Increase 


328 
39 
114 
212 
762 


257 
8 
203 
119 
587 


Oct  1.  1915 


14 
4334 

388 

448 

1393 

6577 


Note— Affiliates,  students'  sections,  955,  a  decrease  of  36  since  1914. 


FINANCES 

The  annual  report  of  the  Finance  Committee,  together  with  the 
auditors'  report,  covers  fully  the  financial  status  of  the  Society.  In 
this  connection  the  Council  wishes  to  call  attention  to  the  fact  that 
our  life  membership  fund  ($44,120.11),  representing  all  that  has 
been  paid  in  for  life  memberships,  is  maintained  as  a  separate  fund 
and  is  invested.  Similarly  all  the  other  trust  funds,  and  for  quite 
a  number  of  years  all  the  initiation  fees,  have  been  put  into  a  fund 
and  invested.  From  this  latter  fund,  at  a  rate  of  $6,000  per  year, 
we  are  retiring  the  certificates  of  indebtedness  for  the  land  on  which 
the  headquarters  is  built.  We  have  thus  accumulated  $40,268.90 
to  offset  the  $54,100  of  certificates  of  indebtedness.  We  have  also 
$40,000  cash  on  hand,  so,  if  we  wished  to,  we  could  pay  off  all  these 
certificates  and  be  free  and  clear,  but  to  do  so,  would  leave  little 
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working  capital.  As  we  are  doing  a  business  of  $150,000  a  year, 
and  discount  ail  bills,  it  is  economy  to  carry  this  extra  cash,  par- 
ticularly as  all  our  funds  are  invested  at  the  same  rate  of  interest 
as  we  are  paying  on  the  certificates. 

Financially,  we  are  one  of  the  strongest  engineering  societies 
in  the  world,»although  we  have  secured  far  less  by  gift  than  many 
similar  societies. 

MEETINGS 

The  Society  has  held  its  general  meetings  during  the  year,  the 
Annual  Meeting  in  New  York  and  the  Spring  Meeting  in  Buffalo, 
N.  Y. 

An  additional  general  meeting  was  held  in  San  Francisco,  Sep- 
tember 16  and  17.  The  headquarters  of  the  Society  was  the  Clift 
Hotel  and  tlie  local  arrangements  were  in  the  hands  of  the  local 
committee  of  the  Society,  F.  W.  Gay,  Chairman,  F.  H.  Varney, 
Vice-Chair  man,  C.  F.  Braun,  Secretary,  H.  L.  Terwilliger  and  J.  T. 
Whittlesey.  Five  professional  papers  were  presented.  This  meet- 
ing preceded  the  general  sessions  of  the  International  Engineering 
Congress,  1915. 

LOCAL   MEETINGS 

Local  meetings  have  been  held  under  the  auspices  of  the  several 
local  sections  committees  of  the  Society  in  Atlanta,  Boston,  Buffalo, 
Chicago,  Cincinnati,  Los  Angeles,  Milwaukee,  Minnesota,  New 
Haven,  New  York,  Philadelphia,  St.  Louis,  San  Francisco,  and  the 
new  section  which  has  this  year  been  established  at  Worcester. 

Cooperation  of  local  sections  of  the  Society  with  existing  engi- 
neering organizations  in  the  same  city  has  been  enthusiastically 
supported  by  the  Council  in  the  endeavor  to  promote  general  con- 
currence of  all  engineering  societies  in  technical  meetings.  St. 
Louis  has  formed  such  an  affiliation  with  the  Engineers'  Club  of 
that  city  and  the  Philadelphia  Local  Sections'  Committee  with  the 
Engineers'  Club  of  Philadelphia. 

PUBLICATIONS 

The  history  of  the  Society  from  the  time  of  its  formation  in 
1880  through  the  year  1915,  has  been  completed  and  issued  uniform 
with  Transactions  in  size  and  binding,  with  the  exception  of  color, 
dark  green  being  employed  to  designate  extra  publications  of  the 
Society. 

The  Council  has  approved  the  plans  of  the  Publication  Com- 
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mittee  as  given  in  its  report,  which  ontlines  a  broad  and  progressive 
policy  for  the  several  publications  of  the  Society. 

COMMITTEE    REPORTS 

The  Council  has  ruled  that  the  signatures  of  members  of  the 
committee  grouped  as  assenting  or  dissenting  must  ficcompany  all 
reports.     This  ruling  is  covered  in  the  following  by-law : 

B-47     All  written  reports  of  all  conunittees  shall  be  pre- 
sented to  the  Council.     Each   written   report  of  every 
committee  must  be  approved  in  writing  by  at  least  a 
majority  of  the  members  of  that  committee,  before  it 
is  presented  to  the  Council.     A  member  of  a  committee 
who  disagrees  with  the  action   of  a  majority  of  that 
committee  may  express  his  di.sagreement  over  his  sig- 
nature, either  on  the  report  of  the  committee  or  in  a 
minority  report.     The  minority  report  of  any  member 
of  a  committee  if  offered,  shall  be  presented  at  the  same 
time  that  the  report  of  that  committee  is  presented  to 
the  Council. 
All  reports  of  committees  must  be  first  received  by  the  Coun- 
cil who  shall  prescribe  the  manner  in  which  they  shall 
be  presented  to  the  membership  of  the  Society  and  be 
made  public  and  printed. 
Boiler  Code.     On  the  completion  of  the  report  of  the  committee 
having  in  hand  the  preparation  of  a  code  for  steam  boilers,  the 
original  committee  and  its  advisory  conunittee  were  reappointed 
as  one  committee  and  asked  to  contiiuie  and  extend  its  work  to  cover 
any  structures  and  their  operation  that  are  connected  with  and 
serve  purpo.ses  similar  to  boilers.     The  amount  of  time  and  work 
which  the  various  members  of  this  entire  ccmunittee  have  given  to 
the  preparation  of  this  report  is  so  great  that  the  Council  wishes 
to  record  here  its  sincere  appreciation. 

Threads  for  Fixtures  and  Fittings.  As  the  result  of  careful 
consideration  of  this  subj(»ct  and  th(»  cooperation  l)y  correspondence 
in  detail  with  a  selected  list  of  thirty-eight  of  the  largest  manu- 
facturers, the  Conunittee  on  Threads  for  Fixtures  and  Fittings  has 
completed  its  work  on  Holh»d  Threads.  The  report  on  Straight 
Threads'  will  be  presenlc^d  at  the  Anruial  Meeting,  1915. 

Tolerances  for  Srr<  w  Tint  ads  is  a  subject  which  is  receiving  the 
attention  of  a  special  committee,  and  with  the  ready  cooperation 
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of  manufacturers  of  taps  and  dies,  it  is  now  at  work  on  tolerances 
for  taps  and  screw  threads. 

The  report  of  the  Power  Test  Committee  is  completed  and  pre- 
sented for  record  in  the  Transactions  for  1915.  This  is  another 
example  of  years  of  self-sacrifice  resulting  in  a  complete  standard 
for  power  tests. 

EMPI/OYMENT   WORK 

There  has  been  marked  activity  in  the  employment  work  this 
year.  Over  400  positions  with  firnLs  who  have  asked  our  cooperation 
in  se<*urinia:  men  have  been  registered ;  this  does  not  include  recom- 
mendations of  experts  in  consulting  work  of  which  we  do  not  keep 
record  but  for  whom  we  have  miiny  inquiries.  The  Society  has 
record  of  100  men  who  have  been  placed  in  positions  through  this 
work,  and  we  are  confident  that  this  cannot  represent  the  entire 
list  as  firuLs  and  individuals  in  many  cases  fail  to  advise  the 
Secretary's  office.  It  may  be  of  interest  to  note  that  the  other 
national  engineering  societies  have  now  adopted  this  policy  of 
assisting  members  and  bringing  firms  and  men  together. 

STUDENT    BKANCUKS 

Student  Branches  are  established  in  38  universities,  representing 
a  total  enrollment  of  nearly  1,000. 

PRIZES 

Frizes  for  Technical  Papers,  The  Society  has  received  by  be- 
<|uest  from  the  late  Rear- Admiral  George  W.  Melville  $1,000,  the 
income  of  which  is  to  provide  a  gold  medal  to  be  awarded  annually 
to  such  competing  member  of  the  Society  as  presents  the  best 
original  paper  or  thesis.  As  an  adequate  die  for  a  medal  cannot  be 
purchased  out  of  the  above  fund,  upon  application  to  the  Court  the 
Society  has  been  authorized  to  allow  the  fund  to  accumulate  until 
sufficient  to  defray  the  cost  of  a  suitable  set  of  dies. 

Student  and  Junior  Prizes.  There  was  reported  last  year  the 
receipt  of  $2,000,  through  the  generosity  of  a  member  of  the  Coun- 
cil, from  which  fund. there  are  to  be  awarded  annually  three  prizes, 
one  of  $50.00  to  a  Junioi*  and  two  of  $25.00  each  to  members  of 
.student  branches  who  contribute  the  best  original  papers.  It  is 
felt  that  such  awards  will  influence  young  engineers  to  undertake 
original  work.  The  committees  in  charge  of  these  awards  are:  For 
Juniors,   R.   H.  Pernald,  Chairman;  Fred  E.   Rogers,  George  B. 
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Brand.  For  Students,  Frederick  R.  Hutton,  Chairman;  R.  H. 
Fernald,  D.  S.  Kimball. 

One  award  was  made  this  year  for  the  paper,  **Flow  of  Air 
Through  Thin  Plate  Orifices,"  by  Ernest  0.  Hickstein,  Junior 
Member. 

As  the  papers  submitted  by  members  of  student  branches  did 
not  meet  the  requirements  as  to  standard,  no  awards  were  made  this 
year. 

RELATIONS  WITH  OTHER  SOCIETIES 

The  American  Institute  of  Electrical  Engineers,  the  American 
Institute  of  Mining  Engineers  and  The  American  Society  of  Me- 
chanical Engineers,  representing  the  Founder  Societies  of  the  United 
Engineering  Society,  have  cooperated  by  combining  the  insurance 
of  the  three  libraries  and  establishing  a  Library  Search  Bureau. 
The  representative  of  the  Society  on  the  Board  of  Trustees  is  John 
R.  Freeman,  appointed  to  succeed  Fred  J.  Miller,  whose  term  of 
office  expired  and  who,  under  the  by-laws,  was  not  eligible  for  re- 
election ;  Jesse  M.  Smith  and  Alex.  C.  Humphreys,  Past-Presidents 
are  the  other  appointees. 

The  Engineering  Foundniion.  A  noteworthy  incident  in  the 
history  of  the  profession  of  engineering  was  the  inauguration  in 
January  1915  of  The  Engineering  Foundation,  a  fund  to  be  ad- 
ministered **for  the  advancement  of  arts  and  sciences  connected 
with  engineering  and  the  benefit  of  mankind.''  The  basis  of  this 
fund  is  the  gift  of  $200,000  by  Ambrose  Swasey  of  Cleveland,  Ohio. 
Past-President  of  this  Society.  The  American  Society  of  Civil 
Engineers,  American  Institute  of  Mining  Engineers,  American  Insti- 
tute  of  Electrical  Engineers  and  The  American  Society  of  Me- 
chanical Engineers  are  equally  represented  in  the  administrative 
board  of  The  Foundation.  The  United  Engineering  Society  has 
been  made  custodian  of  the  funds.  The  representatives  of  this 
Society  on  the  Board  are  Jesse  M.  Smith  and  Alex.  C.  Humphreys; 
Frederick  R.  Hutton  is  Secretarv  of  the  Board. 

Conference  Committee,  By  the  death  of  Alfred  Noble  a 
vacancy  was  caused  in  our  representation  on  the  Joint  Conference 
Committee  of  the  National  Engineering  Societies,  and  Arthur  M. 
Greene,  Jr.,  member  of  the  Council,  was  appointed  to  fill  the  place. 
The  Conference  Committee  is  composed  of  two  representatives  from 
each  of  the  five  national  engineering  societies,  the  American  Society 
of  Civil  Engineers,  American  Institute  of  Mining  Engineers,  Amer- 
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ican  Institute  of  Electrical  Engineers,  The  American  Society  of 
Mechanical  Engineers  and  Society  of  Naval  Architects  and  Marine 
Engineers. 

Honorary  Vice-Presidents.  Prank  B.  Gilbreth  represented  the 
Society  on  the  occasion  of  the  opening  of  the  new  house  of  the 
Verein  deutscher  Ingenieure  in  Berlin.  Major  Wm.  H.  Wiley, 
Treasurer  of  the  Society  and  member  of  the  Council,  was  appointed 
the  official  representative  of  the  Society  at  the  convention  of  the 
Atlantic  Deeper  Waterways  Association  in  Savannah,  Ga.,  P.  P. 
Gaines  acting  as  alternate. 

Greetings.  As  has  been  their  practice  for  several  years,  the 
Austrian  Society  of  Engineers  on  the  occasion  of  their  annual  meet- 
ing sent  a  letter  of  greeting  to  the  Council. 

Ghraphics.  As  the  result  of  invitations  extended  by  the  Society, 
a  number  of  associations  of  national  scope  have  appointed  repre- 
sentatives on  a  committee  to  make  a  study  of  the  methods  used  in 
the  diflferent  fields  of  endeavor  for  presenting  statistics  and  quan- 
titative data  in  graphic  form.  A  preliminary  report  has  been  pub- 
lished for  the  purpose  of  inviting  suggestions. 

Classification  of  literature  of  applied  scieyice.  Delegates  from 
about  twenty  national  technical  societies  hav^  conferred  with  a 
view  to  perfecting  a  permanent  organization  for  the  purpose  of 
preparing  a  classification  of  the  literature  of  applied  science  which 
may  be  generally  acceptable  and  adopted. 

The  name  of  this  organization  is  Committee  on  Classification  of 
Technical  Literature.  This  Society  is  represented  on  the  committee 
by  P.  R.  Low,  who  is  chairman  of  the  committee  of  the  whole,  L.  P. 
Breckenridge,  W.  W.  Bird,  A.  E.  ForstaU,  E.  J.  Prindle.  The 
Committee  from  this  Society  will  also  take  under  consideration  a 
proposed  digest  of  material  that  has  appeared  in  the  publications 
of  the  Society,  as  suggested  by  the  New  York  Section  Committee  on 
the  occasion  of  a  paper  by  E.  J.  Prindle  on  **A  Proposed  System 
of  Classifying  and  Digesting  the  Records  of  the  Society  to  Render 
Immediately  Available  all  Information  on  each  Branch  of  Every 
Subject." 

Expert  Testimony.  On  request  from  and  cooperating  with  the 
American  Association  for  the  Advancement  of  Science,  the  Council 
appointed  P.  H.  Richards,  W.  H.  Boehm,  and  H.  deB.  Parsons, 
with  authority  to  add  two  to  their  number,  on  a  committee  having 
for  its  object  better  practice  in  the  use  of  expert  testimony  of 
engineers. 
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The  American  Society  for  Testing  Materials  has  invited  the 
Society  to  a  proposed  conference  to  consider  the  desirability  and 
feasibility  of  cooperation  in  important  matters  of  mutnai  interest 
and  advantage  to  the  various  societies. 

Hydraulic  Flanges,  A  committee  composed  of  H.  G.  Stott, 
Chairman,  A.  R.  Baylis,  A.  M.  Houser,  Julian  Kennedy,  E.  A. 
Stillman  and  W.  M.  White  has  been  appointed  to  cooperate  with 
the  standardization  committee  of  the  Manufacturers'  Association, 
in  the  reconunendation  of  Flange  Standards  for  Hydraulic  Work. 

International  Engineering  Congress,  1915.  The  International 
Engineering  Congress  was  held  in  connection  with  the  Panama- 
Pacific  International  Expasition  in  San  Francisco.  It  was  con- 
ducted under  the  auspices  of  the  five  national  engineering  societies, 
the  American  Society  of  Civil  Engineers,  American  Institute  of 
Mining  Engineers,  American  Institute  of  Electrical  Engineers,  The 
American  Society  of  Mechanical  Engineers,  the  Society  of  Naval 
Architects  and  Marine  Engineers,  and  was  placed  in  the  hands  of 
a  Committee  of  Management  consisting  of  the  presidents  and  sec- 
retaries of  these  five  societies,  and  eighteen  other  members  repre- 
sentative of  them  and  resident  in  or  near  San  Francisco. 

For  the  convenience  of  the  members  and  their  guests  of  the 
national  engineering  societies,  an  ** Engineers'  Special  train  leav- 
ing New  York  September  9,  and  arriving  in  San  Francisco  Sep- 
tember 15,  was  run  to  the  Congress. 

Two  hundred  and  forty-one  papers  were  presented  at  the  fifty- 
two  sessions,  and  although  the  existing  international  conditions 
made  impossible  a  representative  delegation  from  abroad,  sixty-six 
of  the  papers  contributed  were  by  authoins  outside  of  the  United 
States.  It  is  interesting  to  note  that  forty-eight  authors  of  papers 
coming  from  the  United  States  were  members  of  this  Society. 

The  return  trip  of  a  large  proportion  of  the  engineers  was  made 
along  the  lines  of  the  Southern  Pacific  and  Canadian  Pacific  through 
Portland  to  Seattle,  Victoria,  Vancouver,  Glacier,  Lake  Louise, 
Banff,  Calgary  and  Moose  Jaw,  giving  the  party  an  opportunity 
to  inspect  the  engineering  works  in  this  section  of  Canada,  the  last 
objective  being  the  big  dam  at  Bassano. 

PUBLIC   RELATIONS 

The  Council  received  an  invitation  from  Worcester  Polytechnic 
Institute  to  be  represented  at  the  fiftiolh  anniversary  of  the  charter 
of  Worcester  Polytechnic  Institute.  Dr.  Hrashear,  President,  and 
Calvin  W.  Rice,  Secretary,  attended. 
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On  invitation  of  the  Governor  of  Massachusetts,  E.  F.  Miller, 
I.  E.  Moultrop  and  John  A.  Stevens  were  appointed  to  represent 
the  Society  at  the  hearing  on  boiler  legislation  on  December  17, 
1915. 

Park  A.  Dallis  was  appointed  to  represent  the  Society  at  the 
inauguration  of  Edward  Kidder  Graham  as  President  of  the  Uni- 
versity of  North  Carolina,  and  W.  R.  Dunn  represented  the  Society 
at  the  inauguration  of  John  llenr}'  MacCracken  as  President  of 
Lafayette  College. 

Sir  William  H,  White  Memorial.  The  movement  recently  started 
by  the  engineering  societies  of  Great  Britain  to  erect  a  memorial  to 
the  late  Sir  William  H.  White  was  responded  to  by  the  appoint- 
ment of  a  memorial  fund  committee  of  this  Society  composed  of 
Jesse  M.  Smith,  Chairman^  Alex.  C.  Humphreys  and  Frederick  R. 
Hutton.  The  contribution  from  the  members  and  friends  of  this 
Society  was  63  guineas. 

Constitutional  Convention,  The  Committee  on  P^ngineers  repre- 
.senting  national  and  local  engineering  societies  was  organized  to 
present  recommendations  to  the  New  York  Constitutional  Conven- 
tion, and  was  composed  of  representatives  of  the  American  Society 
of  Civil  Engineers,  American  Institute  of  Electrical  Engineers,  The 
American  Society  of  Mechanical  Engineers,  American  Institute  of 
Con.sulting  Engineers,  New  York  Section  of  the  American  Institute 
of  Mining  Engineers,  Municipal  Engineers  of  the  City  of  New  York, 
and  the  Brooklyn  Engineer'  Club. 

The  Committee  a  recommendations  were  for  continuity  of  con- 
trol in  the  conduct  of  the  State's  public  works  and  by  persons 
appointed  by  virtue  of  special  fitness  for  these  oflfices.  In  the  report 
made  by  the  joint  committee  the  opinion  is  expressed  that  consider- 
able success  was  secured  by  the  engineers'  efforts. 

Naval  Consulting  Board,  The  Society  was  honored  by  an 
invitation  from  the  Secretary  of  the  Navy,  Hon.  Josephus  Daniels, 
to  participate  in  the  work  of  the  Naval  Consulting  Board,  by  the 
appointment  of  two  representatives;  and  by  letter  ballot  W.  L.  R. 
Emmet  and  Spencer  Miller  were  selected  by  the  Council  as  the 
appointees  of  this  Society.  The  Board  is  composed  of  two  repre- 
sentatives each  from  eleven  societies,  including  the  Chairman, 
Thomas  A.  Edison,  Honorary  Member  of  this  Society. 

Engineer  Reserve  Corps,  The  suggestion  was  made  in  the  spring 
of  1915  that  the  national  engineering  societies  offer  to  assist  the 
United  States  War  Department  in  the  formation  of  an  Engineer 
Reserve  Corps  in  the  United  States  Army.    Acting  on  this,  the 
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American  Society  of  Civil  Engineers,  American  Institute  of  Elec- 
trical Engineers,  American  Institute  of  Mining  Engineers,  The 
American  Society  of  Mechanical  Engineers,  and  the  American  In- 
stitute of  Consulting  Engineers  appointed  committees  authorized 
and  directed  to  take  such  steps  for  the  organization  of  such  a  reserve 
corps  as  might  be  advisable. 

In  order  to  simplify  future  conferences  a  single  committee  has 
been  formed  to  represent  jointly  the  five  societies— or  the  engineer- 
ing profession  as  a  whole.  This  general  committee  consists  of  Wm. 
Barclay  Parsons,  Chairman,  Committee  American  Society  of  Civil 
Engineers;  Henry  S.  Drinker,  Chairman,  Committee  American 
Institute  of  Mining  Engineers;  B  .J.  Arnold,  Chairman,  Committee 
American  Institute  of  Electrical  Engineers ;  Wm.  H.  Wiley,  Chair- 
man, Committee  The  American  Society  of  Mechanical  Engineers; 
R.  D.  Mershon,  Chairman,  Committee  American  Institute  of  Con- 
sulting Engineers.  The  special  committee  in  this  Society  is  com- 
posed of  Wm.  H.  Wiley,  Chairman,  John  A.  Hill,  Vice-Chairman, 
W.  P.  M.  Goss,  H.  A.  Gillis  and  James  M.  Dodge.  The  separate 
committee  in  each  society  will  take  care  of  the  work  of  its  society 
as  soon  as  the  decision  of  the  War  Department  can  be  given  and  a 
general  scheme  of  organization  adopted. 

Second  Pan-American  Scientific  Congress.  In  response  to  an 
invitation  from  the  Department  of  State  a  committee  of  this  Society 
is  cooperating  in  the  plans  for  a  second  Pan-American  Scientific 
Congress  to  be  held  in  Washington,  December  27,  1915  to  January 
8,  1916.  The  Committee  of  this  Society  consists  of  General  W.  H. 
Bixby,  Chairman,  also  Chairman  in  charge  of  Section  V.  Engineer- 
ing, Carl  C.  Thomas,  Charles  T.  Plunkett,  S.  W.  Stratton  and  Calvin 
W.  Rice. 

UpoD  invitation  from  the  Department  of  State,  Ambrose  Swasey, 
Past-President,  and  W.  H.  Marshall  have  been  appointed  as  repre- 
sentatives of  the  Society  to  the  Congress.  Dr.  John  A.  Brashear, 
President,  has  been  selected  by  the  Secretary  of  the  Department  of 
State  of  the  United  States,  as  the  representative  of  the  engineering 
profession  in  America. 

Fire  Hose  Specifications,  The  Society  cooperated  with  the 
Chamber  of  Commerce  in  the  joint  appointment  of  H.  de  B.  Par- 
sons as  the  representative  of  both  organizations  on  a  special  com- 
mittee created  by  the  Fire  Department  of  the  City  of  New  York  to 
revise  the  specifications  for  fire  hose.  The  work  has  been  performed 
and  the  report  placed  in  the  files  of  the  Society. 


No.  1473 

MEETINGS    JANUARY— JUNE 

MEETINGS  OF  SECTIONS 

BOSTON,  JANUARY  6 

Topic:  Aviation.  Albert  A.  Merrill  discussed  fore  and  aft 
stability ;  Greely  S.  Curtis,  Mem.  Am.  Soc.  M.  E.,  presented  a  num- 
ber of  interesting  slides  showing  aeroplanes  in  flight;  Joseph  C. 
Riley,  Mem.  Am.  Soc.  M.  E.,  showed  a  number  of  slides  of  gasoline 
engines  including  four,  six  and  eight  cylinder  models. 

BUFFALO,   JANUARY  7 

Address:  Recent  Development  in  Steam  Turbine  Engineering, 
J.  A.  Moyer,  Mem.  Am.  Soc.  M.  E. 

CHICAGO,  JANUARY  8 

Subjects:  Superheaters;  Mechanical  Stokers;  Railway  Eco- 
nomics. R.  M.  Ostermann  and  Robert  Quayle,  Members  Am.  Soc. 
M.  E.  discussed  superheaters;  Clement  P.  Street,  Mem.  Am.  Soc. 
M.  E.  covered  mechanical  stokers,  and  Willard  A.  Smith,  president 
of  the  Railway  Review,  spoke  on  railway  economics.  Mr.  Oster- 
mann's  paper  was  published  in  The  Journal,  July,  1915. 

St.  LOUIS,  JANUARY  11 

Annual  Meeting  and  Dinner.  Addresses  by  Edward  Flad, 
Mem.  Am.  Soc.  M.  E.,  E.  R.  Kinsey,  president  of  the  Board  of 
Public  Service,  Joseph  A.  Hook,  director  of  Public  Utilities,  and 
E.  R.  Fish,  Mem.  Am.  Soc.  M.  E. 

PHILADELPHIA,  JANUARY  14 

Joint  meeting  with  the  Metallurgical  Section  of  The  Franklin 
Institute.  Paper:  Modern  Steels  and  Their  Heat  Treatment  by 
Robert  R.  Abbott,  metallurgical  engineer  for  the  Peerless  Motor 
Car  Company.    Published  in  The  Journal,  May,  1915. 
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LOS  ANGELES,  JANUARY  15 

Paper:  The  Diesel  Enp:ine  and  its  Applications  in  Southern 
California,  by  Walter  H.  Adams,  Mem.  Am.  Soc.  M.  E.  Published 
in  this  volume. 

NEW  YORK,  JANUARY   15 

Lecture:  A  Really  Greater  New  York,  by  T.  Kennard  Thom- 
son, Mem.  Am.  Soc.  M.  E. 

CINCINNATI,  JANUARY    21 

Joint  meeting  with  the  Engineers'  Club  of  Cincinnati.  R.  W. 
Rew,  Department  of  Public  Service  of  Cincinnati,  spoke  on  the 
Engineering  Features  of  the'  Proposed  Rapid  Transit  System  for 
Cincinnati. 

BUFFALO,    JANUARY    28 

Subject:  Manufacture  of  Portland  Cement,  by  Prof.  R.  C. 
Carpenter,  Mem.  Am.  Soc.  M.  E. 

MINNESOTA,  JANUARY  28 

Joint  meeting  with  the  Western  Association  of  Electrical  In- 
spectors. Address:  Principles  Entering  into  Valuation  of  Public 
Utilities  and  Rate  Making,  C.  L.  Pillsbury,  Mem.  Am.  Soc.  M.  E. 

NEW  YORK,  FEBRUARY   9 

Address :  A  Proposed  System  of  Classifying  and  Digesting  the 
Records  of  the  Society  to  Render  Immediately  Available  all  Infor- 
mation on  Each  Branch  of  Every  Subject,  by  Edwin  J.  Prindle, 
Mem.  Am.  Soc.  M.  E.     Published  in  The  Journal,  May,  1915. 

MILWAUKEE,  FEBRUARY  10 

Lecture:    New  Linwood  Avenue  Intake  Tunnel,  by  L.  G.  War- 

'  Mr 

ren,  resident  engineer. 

BUFFAIX),  FEBRUARY  11 

Address:  Bearings  and  Their  Lubrication,  by  C.  II.  Bierbaum, 
Mem.  Am.  Soc.  M.  E. 

ATLANTA,  FEBRUARY  12 

Luncheon.  General  discussion  relative  to  the  welfare  and  pros- 
pects of  the  Section. 
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MINNESOTA,  FEBRUARY  12 

Address:  Trianjanilation,  by  Professor  Stewart,  of  the  Minne- 
sota Agricultural  Collofje. 

BOSTON,  FEBRUARY  15 

Sixth  annual  joint  Kngrineei-s'  Dinner,  under  the  auspices  of 
the  Boston  Society  of  C-ivil  Engineers,  the  Boston  Section  of  the 
American  Institute  of  Electrical  Engineers,  and  the  Boston  Section 
of  the  Society.  Speakei^s:  lion.  David  I.  Walsh,  Governor  of 
Massachusetts,  Dr.  Allan  McLaughlin,  Charles  H.  Eglee,  of  the 
Aberthaw  Construction  Co.,  Capt.  Robert  W.  Bartlett,  Harrison 
P.  Eddy,  and  Charles  Whiting  Baker,  Mem.  Am.  Soc.  M.  E. 

ST.  1X)UIS,  FEBRUARY  16 

Committee  appointed  to  prepare  a  tribute  to  the  late  Col.  E.  D. 
Meier,  Past-President  Ani.  Soc.  M.  E. 

BUFFAIiO,  FEBRUARY  25 

Paper :  Waste  in  Hiring  and  Discharging  Employees,  by  M.  W. 
Alexander,  Mem.  Am.  Soc.  M.  E. 

CINCINNATI,  FEBRUARY  25 

Dinner  in  honor  of  Calvin  W.  Rice,  Secretary  Am.  Soc.  M.  E. 
Address  by  Mr.  Rice  describing  trip  of  the  Society  to  Germany  in 
the  summer  of  1913. 

BOSTON,  FEBRUARY   26 

Joint  meeting  with  the  American  Institute  of  Electrical  Engin- 
eers and  the  Boston  Society  of  Civil  Engineers.  Subject :  Training 
and  Education  of  Employees  and  the  Relation  of  the  Employer  to 
His  Men  and  Their  Education.  Papers :  The  Responsibility  of  the 
Manufacturer  for  Training  of  Foremen  and  Skilled  Workmen,  by 
Walter  C.  Fish,  general  manager  Lynn  Works,  General  Electric 
Company;  The  Employer's  Side  of  the  Problems  of  Irregular  Em- 
ployment, Henry  S.  Dennison,  treasurer,  Dennison  Manufacturing 
Company;  Cooperation  Between  Employers  and  the  Schools,  W^il- 
liam  B.  Hunter,  director  of  Fitchburg  Industrial  School;  The 
Economic  Relation  Between  the  Supply  of  Skilled  and  Intelligent 
Workmen  and  Unemployment  of  the  Masses,  Thomas  N.  Carver, 
Harvard  University. 

CHICAGO,   FEBRUARY    26 

Subject :  Refrigeration ;  Ice-Making  as  a  By-Product  of  Central 
Stations. 
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NEW  YORK,  MARCH  9 

Address :  Application  of  Engineering  Methods  to  the  Problems 
of  the  Executive,  Director  and  Trustee,  by  Hollis  Godfrey)  Mem. 
Am.  Soc.  M.  E.    Published  in  this  volume. 

BUFFALO,  MARCH  11 

Paper:  Interesting  Features  Involved  in  the  Design  of  the 
Connors  Creek  Plant  of  the  Edison  Illuminating  Company  of 
Detroit,  by  C.  F.  Hirshfeld,  Jun.  Am.  Soc.  M.  E.  Published  in 
this  volume. 

CINCINNATI,  MARCH  18 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.  Address :  Elec- 
tric Commercial  Vehicle,  T.  H.  Schoepf,  Mem.  Am.  Soc.  M.  E. 

CHICAGO,  MARCH  19 

Subject:  Refrigeration  with  Special  Reference  to  Ice-Making 
as  a  By-Product  of  Central  Stations,  by  Heywood  Cochrane,  West- 
ern manager,  Carbondale  Machine  Company.  Published  in  The 
Journal,  July,  1915. 

BUFFALO,  MARCH  25 

Illustrated  Address :  Our  Navy  and  What  it  Means,  by  Edward 
Breck,  Field  Secretary  of  the  Navy  League,  Washington,  D.  C. 

LOS  ANGELES,  MARCH  25 

Paper :  Gas  Volume  and  Dust  Concentration  Determination  in 
connection  with  the  Cottrell  Process,  Wm.  N.  Drew,  Mem.  Am.  Soc. 
M.  E.    Published  in  The  Journal,  December,  1915. 

BOSTON,  MARCH  31 

Illustrated  lecture  on  the  Engineering  Equipment  of  the  New 
Technology  Buildings,  by  Harry  Gay,  Mem.  Am.  Soc.  M.  E. ;  Geo. 
E.  Libbey  of  the  firm  of  Hollis  French  and  Allen  Hubbard,  de- 
scribed the  Heating,  Ventilating  and  Sanitary  Features  of  the 
Work;  and  Prof.  A.  L.  Williston,  Mem.  Am.  Soc.  M.  E.,  gave  an 
illustrated  talk  on  the  Layout  of  Educational  Institutions. 

CHICAGO,  APRIL  2 

Subject:  Power  Plant  Apparatus  and  General  Equipment, 
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ST.  LOUIS,  APRIL  7 

Joint  meeting  of  the  St.  Louis  Engineering  Societies.  Paper: 
City  Water  Supply,  by  Edward  E.  Wall. 

BUFFALO,  APRIL  8 

Inspection  trip.  Mr.  Hershey  of  Chicago  presented  a  detailed 
illustrated  explanation  of  the  construction  and  operation  of  the 
automatic  telephone  apparatus.  After  the  lecture  an  inspection 
trip  was  made  through  the  Buffalo  plant  of  the  Federal  Telephone 
and  Telegraph  Company. 

WORCESTER,  APRIL  8 

Appointment  of  Committee :  Paul  B.  Morgan,  Chairman,  E.  H. 
Reed,  Secretary,  Carl  F.  Dietz,  H.  P.  Fairfield,  and  F.  W.  Parks. 

PHILADELPHIA,  APRIL  12 

Joint  meeting  with  Philadelphia  Section  of  the  American  Insti- 
tute of  Electrical  Engineers.  Paper:  Turbine  Driven  vs.  Engine 
Driven  Units  in  Small  Capacities,  J.  S.  Barstow.  Published  in  this 
volume. 

NEW  YORK,  APRIL  13 

Paper :  Modern  Electric  Elevator  and  Elevator  Problems,  David 
Lindquist,  chief  engineer  of  Otis  Elevator  Company.  Published 
in  this  volume. 

SAN  FRANCISCO,  APRIL  16 

Spring  meeting  of  the  Section.  Paper :  Design  and  Test  of  a 
Large  Reclamation  Pumping  Plant,  G.  C.  Noble.     Illustrated. 

NEW  HAVEN,  APRIL  21 

Spring  meeting  of  the  Section.  General  subject :  The  Develop- 
ment of  Machine  Took.  Papers:  The  Early  History  of  Machine 
Tools,  Joseph  W.  Roe,  Mem.  Am.  Soc.  M.  E. ;  Modern  Developments 
in  Milling  Machines,  Luther  D.  Burlingame,  Mem.  Am.  Soc.  M.  E. ; 
Milling  Cutters  and  Cutting  Tools,  A.  L.  DeLeeuw,  Mem.  Am.  Soc. 
M.  E. ;  Modern  Development  in  Vertical  Boring  and  Turning  Ma- 
chines, E.  P.  Bullard,  Jr.,  Mem.  Am.  Soc.  M.  E. ;  Special  Forms  of 
Presses  for  Working  Sheet  Metal,  Darragh  deLancey,  Mem.  Am. 
Soc.  M.  E. ;  Grinding  as  a  Manufacturing  Process,  H.  W.  Dunbar, 
Norton  Grinding  Company,  Worcester,  Mass. 
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CINCINNATI,  APRIL  22 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.  Address: 
Forecasting  the  Weather,  W.  C.  Devereaux.     Illustrated. 

MINNESOTA,  APRIL  22 

Paper:  The  Manufacture  of  Illuminating  (Jas,  D.  W.  Flowers, 
Assoc-Mem.  Am.  Soc.  M.  E. 

m 

BOSTON,  APRIL  23 

Joint  meeting  with  the  American  Institute  of  Electrical  Engin- 
eers. Paper:  Electrical  Equipment  Used  in  the  Conmionwealth 
Pier  Development  for  the  Port  of  Boston,  Frank  W.  Hodgdon,  chief 
engineer  for  the  Directors  of  the  Port  of  Boston.     Illustrated. 

BUFFAU),  APRIL  27 

Papers:  Patents,  Charles  W.  Parker;  Conservation,  H.  B.  Al- 
verson,  Mem.  Am.  Soc.  M.  E. 

BUFFALO,    MAY    6 

Paper:  Concrete,  and  Machine  for  Making  Cement,  Rolla  C. 
Carpenter,  Mem.  Am.  Soc.  M.  E. 

MINNESOTA,    MAY    10 

Joint  meeting  with  the  American  Institute  of  Electrical 
Engineers.  Papers:  Lake  Nokomis  Electric  Dredge*,  Mr.  Brillhart 
of  the  Minneapolis  (Jeneral  Electric  Company;  Application  of 
Electric  Drive  to  Paper  Mills  and  Data  concerning  the  Paper  In- 
dustry, II.  F.  Teetsell,  Assoc.  Am.  Soc.  M.  E. 

NEW   YORK,    MAY    11 

Paper:  Metal  S[)ray  Processes  in  Engineering  and  Art,  John 
Calder,  Mem.  Am.  Soc.  M.  E.  Published  in  The  Journal,  July, 
1915. 

CHICAGO,   MAY   14 

Paper:  The  Electric  Locomotive,  by  A.  H.  Armstrong,  of  the 
Ceneral  Electric  Co.     Published  in  The  Journal,  July  1915. 

ST.   LOUIS,  MAY   19 

General  discussion  on  requirements  and  length  of  an  engineer- 
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iiiisr  course  of  study,  by  A.  S.  Langsdorf,  J.  L.  Van  Ornum,  E.  L. 
Ohle,  Mem.  Am.  Soc.  M.  E.,  G.  O.  James  and  E.  L.  McCausland. 

CINCINNATI,  MAY  20 

Joint  meetino:  with  Enjifineers'  Club  of  Cincinnati.  Illustrated 
Lwtuiv:    E»rypt,  Li»rht  of  the  World,  A:  ().  Zwick. 

ST.  LOUIS,  .JUNE  9 

Joint  meeting  with  St.  Louis  Section  of  the  American  Society 
of  Engineering  Contractors.  Paper:  Needed  Improvements  in 
Si>ecifieations,  J.  H.  Emerson,  of  Robert  W.  Hunt  and  Co.  This 
was  followed  by  an  outline  of  tests  by  the  U.  S.  Bureau  of  Standards 
on  full  sized  columns,  by  R.  G.  Olhausen. 

WORCESTER,  JUNi:  9 

Meeting  in  connection  with  the  celebration  of  the  50th  Anni- 
vet^ary  of  Worcester  Polytechnic  Institute.  Paper:  The  Wash- 
l>iirn  Shop  of  the  Worcester  Polytechnic  Institute, .Geo.  I.  Alden, 
Mem.  Am.  Soc.  M.  E.     Published  in  Tue  Journal,  July,  1915. 

MINNESOTA,  JUNE  11   AND  12 

Joint  meeting  with  Minnesota  Section  of  the  American  Institute 
of  Electrical  Engineers,  held  in  Duluth.  Paper,  illustrated  by 
lantern  slides:  The  Great  Northern's  Development  and  Business, 
William  N.  Ryerson,  Mem.  Am.  Soc.  M.  E.  This  was  followed  by 
a  moving  picture  talk  on  the  Iron  Ore  Industry  of  Minnesota,  by 
John  Ilearding,  of  the  Oliver  Iron  Mining  Co. 

The  second  day  was  devoted  to  excursions. 

LOS  ANGELES,  JUNE  15 

Joint  meeting  of  the  technical  societies  in  Los  Angeles.  Sub- 
j«»et :  The  Service  of  the  Technical  Man  to  the  Comnnmity.  Speak- 
ers: William  Mulholland,  chief  engin(»er  of  the  Lcks  Angeles  Water 
Board,  Samuel  Storrow  and  James  A.  B.  Sherer,  president  of  the 
Throop  College  of  Technology. 

ST.  LOUIS,  JUNE  16 

Joint  meeting  under  the  auspices  of  the  Am.  Soc.  INI.  E.  Paper : 
Boiler  Explosions,  and  What  the  A.  S.  M.  E.  is  Doing  to  Prevent 
Them,  E.  R.  Fish,  Mem.  Am.  Soc.  M,  E.  Published  in  The 
Journal,  September,  1915. 
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CINCINNATI,  JUNE  24 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.  Discussion 
on  The  Relations  between  the  Valuation  of  Public  Utilities  and  the 
Determination  of  Rates.  Discussed  by  J.  A.  Lilly,  O.  P.  Shepard, 
and  F.  R.  Healey. 

THE  SPRING  MEETING 

The  Spring  Meeting  of  the  Society  at  Buffalo,  N.  Y.,  the  first 
general  meeting  of  the  Society  in  this  city,  was  held  from  Tuesday, 
June  22  to  Friday,  June  25,  with  headquarters  at  the  Hotel  Statler. 
A  total,  of  424  registered,  223  members  and  201  guests. 

The  headquarters  were  opened  for  registration  at  2  p.  m.  on 
Tuesday,  and  the  registration  on  the  first  day  exceeded  150.  A 
meeting  of  the  Research  Committee  was  held  at  4  p.  m.,  and  at  6 
o'clock  the  oflBcers  and  representatives  of  Local  Sections  met  the 
Local  Sections  Committee  at  a  conference  and  dinner. 

On  Tuesday  evening,  an  informal  reception  was  held  in  the 
ball  room  of  the  Hotel  Statler.  Chairman  David  Bell  of  the  Buf- 
falo Local  Section  introduced  Frank  B.  Baird,  of  Buffalo,  who 
delivered  an  address  of  welcome.  The  President  responded  for  the 
Society. 

The  first  professional  session  was  held  at  Niagara  Falls  on 
Wednesday,  in  the  auditorium  of  the  Shredded  Wheat  Company's 
manufactory.  At  this  session  four  papers  were  presented.  After 
the  session  the  visitors  were  conducted  on  a  tour  of  inspection  of 
the  company's  plant.  In  the  afternoon  the  power  plants  at  the 
Falls  were  visited. 

An  entertaining  lecture  was  delivered  on  Wednesday  evening 
by  Dr.  F.  H.  Newell,  Mem.  Am.  Soc.  M.  Z.,  of  the  University  of 
Illinois,  and  formerly  chief  of  the  U.  S.  Reclamation  Service.  The 
subject  was  The  Engineer  as  a  Citizen,  and  the  lecture  was  illus- 
trated with  beautifully  colored  slides  showing  striking  views  of  the 
reclamation  work. 

On  Thursday  morning  seven  papers  were  presented  at  two  sim- 
ultaneous professional  sessions,  and  on  Friday  morning  the  con- 
cluding session  was  held,  when  three  papers  were  presented.  All 
the  papers  are  listed  in  the  program  below. 

A  reception  and  dance,  which  proved  to  be  a  most  delightful 
gathering,  was  held  at  the  Hotel  on  Thursday  evening.    Another 
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pleasurable  event  was  a  tea  given  by  the  members  of  the  Twentieth 
Century  Club  of  Buffalo  for  the  entertainment  of  the  ladies  and 
members  attending  the  convention.  A  great  deal  of  interest  was 
shown  in  the  technical  excursions  to  industrial  plants  in  Buffalo, 
many  of  which  opened  their  doors  freely  to  the  visitors. 

The  local  committees  had  made  most  complete,  and  even  elabo- 
rate preparations  for  the  reception  of  the  guests.  During  the  time 
of  the  meeting  many  of  the  committee  members  were  in  constant 
attendance,  and  nothing  was  left  undone  that  would  in  any  way 
contribute  to  the  pleasure  of  those  present.  The  chairmen  of  the 
several  local  committees  were  the  following:  General  Committee, 
David  Bell;  Finance  Committee,  D.  W.  Sowers;  Reception  Com- 
mittee, H.  P.  Parrock;  Entertainment  Committee,  David  C. 
Howard;  Women's  Committee,  Mrs.  William  Henry  Barr;  Hotel 
Committee,  W.  H.  Carrier ;  Printing  and  Publicity  Committee,  John 
Younger. 

PROGRAM 

BUFFALO 

Tuesday  Afternoon,  June  tt 
Registration  of  members  and  guests  at  headquarters. 

Tuesday  Evening 
Informal  reception  by  the  members  of  the  Engineering  Society  of  Buffalo 
and  local  members  of  our  Society.     Introductory  remarks  by  David  Bell,  chair- 
man of  the  Buffalo  Local  Section.     Address  of  welcome  by  Frank  B.  Baird. 
Resx>onse  by  President  John  A.  Brashear. 

NIAGARA  FALLS 

Wednesday  Morning,  June  £S 
Business  Meeting 
Report  of  Tellers  on  Amendment  to  C  45  of  Constitution.     Proposed  amend- 
ments to  C  48  and  C  54  of  the  Constitution.     Report  of  Conmiittee  on  Special 
Threads  for  Fixtures  and  Fittings. 

PROFESSIONAL  SESSION 

A  Study  of  an  Axle  Shaft  for  a  Motor  Truck,  John  Younger. 

DiscuKBed  by  RadclyflFe  Furncss,  Corn«'liuB  T.  Myers.  H.  Wado  Hibbard.  The  Author. 

A  Comparison  of  the  Properties  of  Nickel,  Carbon  and  Manganese 
Steel  Before  and  After  Heat  Treatment,  Robert  R.  Abbott. 

Diiirusfl*»d  by  Henry  M   Howp. 

The  Use  op  Corrugated  Furnaces  for  Vertical  Fire-Tube  Boilers, 

F.  W.  Dean. 

Discasaed  by  W.  P.  MacGrejjor,  H.  Wade  Hibbard,  A.  M.  Greene,  Jr.,  Forrest  E. 
Carduno,  Chas.  H.  Manning.   The   Author. 

Ok  Miasurino  Gas  Weights,  Thos.  E.  Butterfleld. 
DIscDued  bj  Artbar  West,  Sanford  A.   Moss,  The  Author. 
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Wednesday  Afternoon 
Technical    excursions. 

BUFFALO 

Wednesday   Evening 
Lecture  by  Dr.  F.  H.  Newell,  Mem.  Am.  Soc.  M.  E.,  of  the  University  of 
Illinois  and  formerly  Chief  of  the  U.  S.  Reclamation  Service,  on  The  Engineer 
as  a  Citizen.     Illustrated  by  colored  lantern  slides. 

Thursday  Morning,  June  24 

PROFESSIONAL   SESSION 

A  Basis  for  Rational  Deskjn  of  Heat  Transffji  Apparatus,  E.  E.  Wilson. 

Discussed  by  R.  C.  H.  Heck,  Leo  Locb,  Edgar  Buckinghuni,  A.  M.  Greene,  Jr., 
C.  F.  Braun,  The  Author. 

Influence  of  Disk  Friction  on  Turbine  Pump  Design,  F.  zur  Nedden. 

r)i«cu8»ed  by  C.  (i.  dc  L-ival.   M.    I).   Her:«cy.  The   A  ilhor. 

The  Surface  Condenser,  C.  F.  Braun. 

Discussed  by  F.   W.  Reynolds,    H.  Wade  Hibbard,  The   Author. 

SIMULTANEOUS   SESSION 

Some  Mechanical  Features  of  the  Hydration  of  Portland  Cement 
AND  THE  Making  of  Concrete  as  Revealed  by  Microscopic  Study,  Nathan 
C.  Johnson. 

Discussed  by  .Tohn   R.   Freeman,   H.   F.   Porter,  The   Author. 

Design  of  Rectangular  Concrete  Beams,  Howard  Harding. 
Model  Experiments  and  the  Forms   of  Empirical   Equations,  Edgar 
Buckingham. 

Discussed  by  M.  D.  Hersey,  M.  I.  Nusim.  A.  R.  Dodge,  John  R.  Freeman,  L.  W. 
Wallace.    The    Author. 

The  Effect  of  Relative  Humidity  on  an  Oak  Tanned  Leather  Belt, 
W.  W.  Bird  and  F.  W.  Roys. 

Discussed  by  G.  N.  Van  Derhoef,  Carl  G.  Barth.  F.  B.  Oilbreth,  Wm.  S.  Aldrich. 
A.  F.   Nagle,   W.  \V.   Bird. 

Thursday  Afternoon 

Technical   Excursions.     Tea  at   Twentieth   Cr»ntury  Club. 

Thursday  Evening 
Reception  and  Dance. 

Friday  Morning,  June  SS 

PROFESSIONAL   SESSION 
On  the  Laws  of  Lubrication  of  Journal  Bearings,  M.  D.  Hersey. 

Discussed  by  H.  F.  Moore,  W.  H.  Herschel,  F.  zur  Nedden,  The  Author. 

The  Relation  Between  Production  and  Costs,  H.  L.  Gantt. 

Discussed  by  D.  B.  Rushmore,  P'orreKt  K.  C"nliillo.  W.  N.  Polakov.  W.  W.  Bird. 
J.  A.  White,  Chas.  Piez.  F.  H.  Xeely.  8.  H.  Bunnell.  Kepiwle  Hall.  Carl  G.  Barth,  Ralph 
E.  Flanders,  D.  C.   Fenner.  C.   B.  Thompson.   William   Kent,  The  Author. 

Laps  and  Lapping,  W.  A.  Knight  and  A.  A.  Case. 
Discussed  by  C.  E.  Oillett,  W.  A.  Knight. 


No.  1474 

REPORT  OF  THE  COMMITTEE  ON 

STANDARDIZATION  OF  SPECIAL  THREADS 

FOR  FIXTURES  AND  FITTINGS 

ROLLED  THREADS  FOR  SCREW  SHELLS  OF  ELECTRIC 

SOCKETS  AND  LAMP  BASES 

To    The  CouNaL  op   The   American   Society  of  Mechanical 

Engineers: 

.Your  Committee  appointed  on  May  1st,  1914  to  take  up  the 
subject  of  Standardization  of  Special  Threads  begs  to  report  on 
rolled  threads  on  sheet  metal  shells  as  follows; 

2  During  June  1912  some  of  the  manufacturers  of  electrical 
wiring  supplies  and  lamps  held  a  meeting  in  the  attempt  to  stand- 
ardize tliese  threads  and  arrived  at  a  practical  compromise  on  those 
then  in  use. 

3  It  being  thought  advisable  to  modify  certain  features  of  the 
standard  agreed  upon  in  1912,  another  meeting  of  manufacturers 
was  held  March  18,  1914  and  at  this  meeting  The  American  Society 
of  Mechanical  Engineers  was  asked  to  take  up  the  subject  and  make 
recommendations.  This  resulted  in  the  appointment  of  your  Com- 
mittee. 

4  Your  Committee  has  held  two  meetings  for  the  consideration 
of  this  subject  and  has  conducted  numerous  conferences  with  manu- 
facturers and  corresponded  in  detail  with  a  selected  list  of  thirty- 
eight  of  the  largest  manufacturers.  Only  minor  changes  from  the 
generally  recognized  standard  have  been  made  and  twenty-seven 
manufacturers  approve  the  recommendations  and  the  balance  of 
the  thirty-eight,  who  have  not  rei)lied  to  our  lettcTs,  are— to  the  best 
of  our  knowledge— already  using  the  recomm(»iided  standards.  No 
objections  have  been  given. 

5  Aji  investigation  of  the  German  Standard  on  the  medium 
size  shells  as  given  by  J.  E.  Heinceker  shows  that  the  same  lunuber 
of  threads  per  inch  is  used  as  on  the  American  Standard  but  that 
the  depth  of  thread  is  greater  and  ditl'ering  diameter  dimensions 


Kec'eivoil  by  the  (•oiineil,  February  13,  liJlo,  ami  ordered  printed.  Pre- 
Kented  at  the  Sprinj?  Meeting,  ButTah>,  N.  V.,  .lune  IDl."),  of  Thk  American 
Society  of  Mecuanical  Enginkers. 
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are  in  use.  It  has  not  seemed  wise,  therefore,  to  consider  this  standard. 

6  The  standards  recommended  are,  therefore,  as  given  below  for 
the  four  sizes  in  both  male  and  female  shells.  The  male  shells  are 
used  on  lamp  bases,  fuse  plugs,  attachment  plugs,  etc.,  and  the 
female  shells  for  electric  sockets,  receptacles  and  similar  devices. 

The  male  shells  are  usually  known  as  "lamp  base  screw  shells" 
and  the  female  as  "socket  screw  shells." 

7  Miniature  size: 

DUUETEB  DIUEHSIOKS  OF  StaNCAKDS 


"Go"  g&uge,  top  of  thread 

"Not  C3o"  gauge,  top  of  thread 

"Glo"  gauge,  bottom  of  thread 

"Not  Go"  gauge,  bottom  of  thread.. 

Threads  per  inch 

Depth   of  thread 


0.377511 
0.3835  ir 
0.3375  io 
0.343511 

14 
0.020  in. 


0.3750  in: 
0.3700  in. 
0.3350  in. 
0.3300  in. 
14 


Fig  1  shows  the  £orm  of  thread  and  for  convenience  repeats  the 
above  dimensions. 
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Pio.  1    Form  and  Dimensions  of  Thbeads  for  Laup  Basb  * 

Socket  Sceew  flHeLLB,  Miniatube  Size 
8     Candelabra  size: 

DiAMETGB   DlUENSIONS   OF    STANDARDS 


"Go"  gauge,  top  of  thread 

"Not  Go"  gauge,  top  of  thread 

"Go"  gauge,  bottom  of  thread 

"Not  Go"  gauge,  bottom  of  tliread.. 

Threads  per   inch 

Depth  of  thread 


Socket  Screw 

Lamp   Base 

Shell 

Screw   Shell 

0.470  in. 

0.465  in. 

0.476  in. 

0.460  in. 

0.420  in. 

0.415  in. 

0.426  in. 

0.410  in. 

10 

10 

0.025  in. 

0.025  in. 
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'  4 
Pig.  2  shows  form  of  thread  and  for  convenience  repeats  the 
above  dimensions. 


OF  Btandasds 

Socket  Screw 

Lamp    Base 

Shell 

Screw  Shell 

1.045  in. 

1.037  in. 

1.053  in. 

1.031  in. 

0.979  in. 

0.971  in. 

0.987  in. 

0.965  in. 

7 

7 

0.033  in. 

0.033  in. 

9    Medium  size: 

DiAllETEB  DlllIMBIONS 


"Go"   gauge,  top  of  thread 

' '  Not  Go ' '  gauge,  top  of  thread 

"Qo"  gauge,  bottom  of  thread 

"Not  Go"  gauge,  bottom  of  thread.. 

Threads   per    inch 

Depth   of  thread 

Fig.  3  shows  form  of  thread  and  for  convenience  repeats  the 
above  dimensions. 
10     Mogul  size : 

DlAMBTEK  DJMBNBIONS    OF    STANDARDS 

Socket  Screw  Lamp   Base 

Shell  j     Screw*  Shell 

'  *  Go"  gauge,  top  of  thread 1.565  in.  1.555  in. 

' '  Not  Go ' '  gauge,  top  of  thread 1.5T7  in.  1.545  in. 

"Go"  gange,  bottom  of  thread ].465in.  1.455  in. 

"Not  Go"  gauge,  bottom  of  thread 1.477iD,  1.445  in. 

Tbreiida   per    inch 4  4 

Depth   of  thread ; 0.050  in.  0.050  in. 

Fig-  4  shows  form  of  thread  and  for  convenience  repeats  the 
above  dimensions. 
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11  For  each  size  of  lamp  base  screw  shells  there  should  be  two 
threaded  ring  gauges  to  govern  the  diameter  of  the  bottom  of  the 
thread  outside  and  the  form  of  the  thread.  Also  two  plain  ring 
gauges  to  govern  the  diameter  of  the  top  of  the  thread  outside. 

12  For  each  size  of  socket  screw  shells  there  should  be  two 
threaded  plug  gauges  to  govern  the  diameter  of  the  top  of  the 
thread  inside  and  the  form  of  the  thread.  Also  two  plain  plug 
jrauffes  to  govern  the  diameter  of  the  bottom  of  the  thread  inside. 

13  These  gauges  should  be  marked  **Go"  and  **Not  Go''  re- 
spectively according  to  the  dimensions  above  given. 

14  Your  Committee,  therefore,  recommends  the  use  of  the 
standards  described  above  and  further  requests  that  there  be 
deposited  with  the  Bureau  of  Standards,  Washington,  D.  C,  master 
gauges  for  each  size  shell,  the  expense  of  such  gauge  to  be  borne  by 
the  manufacturers. 

And  it  further  recommends  that  these  standards  be  known  as 
"The  American  Standards"  for  the  purpose  in  question. 

Respectfully  submitted, 

Edward  S.  Sanderson,  Chairman. 

Wm.  J.  Baldwin 

Stanley  G.  Flagg,  Jr. 

('.  R.  Hare 

II.  E.  Harris 

A.  H.  Moore 

\Vv  R.  Webster 

(fEORGE  B.  Thomas,  Secretary 


No.  1475 

THE  USE  OF  CORRUGATED  FURNACES 

FOR 
VERTICAL  FIRE  TUBE  BOILERS 

By  F.  W.  Dean,  Boston,  Mass. 
Member  of  the  Society 

1  have  been  impressed  for  many  years  with  the  value  of  corrugated 
furnaces  for  vertical  boilers,  but  only  jecently  have  actually  used  them. 

2  By  the  use  of  such  furnaces  staybolts  are  done  away  with,  and 
as  there  appear  to  be  no  disadvantages  in  the  furnace  this  is  a  most 
important  feature.  As  ipany  hundreds  of  staybolts  are  avoided  in 
each  boiler  there  are  just  so  many  less  opportimities  for  breakage  and 
needed  repairs.  In  the  staybolted  firebox  it  is  necessary  for  safety  to 
drill  holes  in  the  ends  of  the  staybolts  in  order  to  know  when  they  are 
broken. 

3  The  simplicity  of  vertical  boilers  with  conjugated  fireboxes 
must  commend  them  to  owners  and  makers.  In  the  boiler  shop  the 
operations  of  building  are  of  the  simplest  and  most  rapid  kind. 

4  This  type  of  firebox  provides  for  expansion  and  contraction  of 
the  tubes  in  a  safe  manner,  but  on  account  of  its  somewhat  flexible 
character  it  should  be  assumed  that  it  is  advisable  to  support  the  lower 
tube  plate  as  near  the  edge  as  practicable.  The  ordinary  firebox  is 
rigid  vertically  and  supports  the  edge  pf  the  lower  tube  plate,  but  as 
the  corrugated  firebox  has  slight  elasticity  it  is  best  to  hold  up  as 
much  of  the  tube  plate  as  practicable  by  the  tubes  and  provide  little 
or  no  elasticity  in  the  tube  plates.  Tlie  flat  and  unstayed  portions  of 
the  upper  and  lower  tube  plates  should  be  made  equal  in  diameter  in 
order  to  balance. 

5  The  flanging  of  the  fire  door  presents  no  difficulty,  but  it 
should  be  done  so  that  the  corrugations  coalesce  with  the  conical  part. 

6  The  behavior  of  the  firebox  end  of  the  boiler  when  under  pres- 
sure led  to  some  speculation,  for  the  area  of  the  fire  door  opening 


Presented  at  the  Spring  Meeting,   Buffalo,   N.   Y.,   June   1915,   of   The 
American  Society  of  Mechanical  Engineers,  29  West  39th  St.,  New  York. 
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theoretically  unbalances  it.    When  under  hydrostatic  pressure,  various 
gauges  were  used  for  showing  distortion,  but  none  could  be  discovered. 

7  In  regard  to  sizes  of  such  furnaces  the  catalogue  of  the 
American  maker  gives  60  in.  as  the  maximum  inside  diameter,  but 
in  fact  this  company  can  make  them  up  to  72  in.,  and  almost  1  in. 
thick.  They  have  been  made  slightly  larger  in  Germany  and  the 
furnace  of  the  larger  boiler  illustrated  was  obtained  in  that  country. 
If  the  inside  diameter  is  72  in.,  the  grate  will  be  3  in.  larger  or  75  in. 
and  the  grate  area  30.68  sq.  ft.  It  is  easy  enough  to  generate  200  h.p. 
on  a  grate  of  this  size  with  considerable  capacity  for  forcing  beyond 
this,  and  there  is  no  difficulty  in  providing  the  heating  surface  for 
this  horsepower. 

8  In  regard  to  pressure,  a  furnace  72  in.  in  diameter  and  0.95  in. 
thick  will  carry  200  lb.  If  there  were  sufficient  demand  for  larger 
furnaces  they  would  probably  be  forthcoming.  The  theory  of  heat 
transmission  through  plates,  and  experience,  show  that  thick  furnaces, 
especially  if  without  riveted  joints,  are  unobjectionable. 

9  The  introduction  of  corrugated  furnaces  for  the  fireboxes  of 
the  vertical  type  of  boiler  is,  T  think,  a  real  improvement  in  steam 
boilers.  The  type  possesses  the  important  qualities  of  giving  maximum 
and  permanent  economy,  superheating  the  steam  from  20  deg.  to 
40  deg.,  being  free  from  brickwork  and  requiring  small  floor  space  per 
horsepower. 

10  Fig.  1  shows  a  boiler  of  the  simplest  possible  design,  two  of 
which  have  been  in  use  for  a  year  and  a  half,  and  Fig.  2  shows  one 
with  the  interior  accessible  for  inspection  and  cleaning  which  has  been 
in  use  a  few  months  only. 

DISCUSSION 

W.  p.  MacGregor  (written).  In  contemplating  a  change  in 
any  well  known  type  of  construction,  it  is  natural  to  consider  first 
its  effect  on  that  portion  which  experience  has  shown  to  have  given 
the  most  trouble.  This,  in  vertical  fire  tube  boilers,  is  tube  leakage 
at  the  crown  sheet.  The  first  (luestion  is,  then,  will  a  flexible 
furnace,  granting  that  the  corrugated  furnace  is  more  flexible,  tend 
to  increase  or  diminish  tube  leakage? 

When  the  first  Manning  boilers  W(»re  built,  it  was  thought  neces- 
sary to  provide  for  the  difl'erential  expansion  between  tubes  and 
shell,  and  an  attempt  was  made  to  do  so  in  the  00  ring,  but  found 


»ft 


impracticable.  The  amount  of  differential  expansion  cannot  be 
great,  and  it  is  questionable  if  the  tubes  acting  throuiih  the  medium 
of  the  flexible  cron'u  sheet  can  produce  a  change  in  length  of  the 
wrrugattd  furnace.     On  the  other  hand,  it  is  quite  possible  that 


c 

! 

Fra.  1     Simple  Design  t 

Fia.    2      iiARUEB    liolLEB    ( 


Vertical  Boii.f.r 


the  corrugated  furnace  may  graihially  ehansre  in  length  and  tend 
to  produce  tube  leakage.  A.s  t<i  whether  the  ttilH*  leakage  will  he 
greater  or  less  with  n  corrugated  fiiniiH-e  can  imly  Ik-  shown  by 
experience. 

HoB-ever,  the  principal   point   in  eonsidering  any   new  boiler 
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construction  is  safety.  Before  abandoning  the  staybolted  construc- 
tion for  other  types,  we  should  bear  in  mind  its  good  points  also. 
The  staybolted  surface  is  increased  in  strength  by  a  slight  deforma- 
tion or  bulging  of  the  plates,  while  the  corrugated  furnace  is  weak- 
ened by  any  deformation,  especially  if  local  in  character.  Leakage 
at  staybolts,  or  a  slight  bulging  of  the  plates,  is  sometimes  a  **  bless- 
ing in  disguise, '  *  in  giving  warning  of  conditions  in  the  boiler  that 
should  be  corrected  to  avoid  serious  damage  or  disaster.  Broken 
staybolts  in  stationary  boilers  are  not  so  common  as  to  condemn  this 
type  of  construction,  and  when  provided  with  tell-tale  holes  do  not 
constitute  a  source  of  danger. 

After  considering  safety,  durability,  eflSciency  and  convenience, 
we  must  then  take  into  account  the  cost  of  construction ;  and  while 
the  figures  showing  the  cost  of  the  corrugated  furnace  are  not  at 
hand,  I  believe  it  is  more  expensive  than  other  types.  The  most 
apparent  advantages  of  the  corrugated  furnace  in  the  vertical  fire 
tube  boiler  are  decreased  resistance  to  circulation  and  increased 
facilities  for  cleaning. 

H.  Wade  Hibbard  objected  to  the  staying  of  the  top  tube  sheet 
of  the  boiler  shown  in  Fig.  2.  He  referred  to  the  statements  of  the 
author  that  this  particular  boiler  will  carry  300  lb.  pressure  and 
that  the  steam  is  superheated  to  as  high  as  40  deg.  superheat.  The 
temperature  at  the  top  of  the  diagonal  stay  for  the  top  tube  sheet 
must  be  very  much  higher  than  Ihe  temperature  of  the  superheated 
steam,  which  means  that  the  top  foot  of  the  diagonal  stay  must 
certainly  be  at  the  temperature  of  blue  heat.  It  is  a  well  known 
fact,  established  by  tests  and  experience,  that  in  the  blue  heat  region 
iron  and  steel  are  brittle,  and  if  bent  within  the  blue  heat  zone  are 
far  more  liable  to  crack  than  if  at  a  higher  temperature  or  at  a 
lower  temperature.  As  the  pressure  in  the  boiler  changes,  the 
diagonal  stay  will  be  constantly  subjected  to  bending  action  and 
there  will  be  danger  of  the  diagonal  stay  breaking  at  its  bend. 

Arthur  M.  Greene,  Jr.  Looking  sideways  at  the  illustration 
of  this  boiler,  we  have  practically  a  locomotive  type  boiler,  and  I 
would  like  to  ask  the  author  to  include  in  his  closure  some  facts 
regarding  the  action  of  the  Vanderbilt  firebox  in  such  boilers,  be- 
cause the  experience  of  the  railroads  with  that  type  of  firebox  would 
be  of  great  value  to  members  considering  the  adoption  of  the 
author's  form  of  boiler. 


DISCUSSION  35 

Forrest  E.  Cardulix).  I  agree  with  Mr.  MacGregor  with  re- 
gard to  the  safety  of  the  general  form  of  design,  and  also  with 
Professor  Hibbard  regarding  the  diagonal  stay,  but  the  latter  might 
be  very  easily  taken  care  of  by  carrying  the  boiler,  in  a  conical 
form,  from  the  joint  flush  with  the  crown  sheet  of  the  firebox  up 
to  the  top  tube  sheet,  so  as  to  eliminate  entirely  the  necessity  of 
staying  that  part  of  the  boiler. 

I  see  no  reason  why  anyone  should  build  a  200  h.p.  vertical 
tnbular  boiler.  Such  a  boiler,  in  my  experience,  invariably  causes 
stack  temperatures  of  800  or  1000  deg.,  which  means  that  it  is 
inherently  a  wasteful  form  of  apparatus,  unless  provision  is  made 
for  utilizing  the  waste  heat. 

Chas.  H.  Manning  (written).  Mr.  Dean's  paper  sets  forth  the 
latest  improvement  in  vertical  boilers,  which  is  certainly  a  great 
step  forward  and  one  which  I  have  desired  to  see  taken  for  a  long 
time,  as  by  eliminating  staybolts  it  overcomes  the  greatest  cost  of 
repair  on  this  type  of  boiler. 

Mr.  Cardullo  loses  sight  of  the  fact  that  the  temperature  of  the 
gases  leaving  a  tube  depends  not  on  the  position  (vertical  or  hori- 
zontal) of  the  tube,  but  on  the  ratio  of  diameter  to  length  of  tubes, 
which  seldom  exceeds  1  to  60  with  horizontal  tubes  but  can  readily 
reach  1  to  90  or  over  with  vertical  tubes  and  at  which  ratio  the 
gases  are  reduced  to  600  deg.  f ahr.  or  less. 

Long  horizontal  tubes  necessitate  increased  floor  space,  an  ex- 
pensive item  in  a  city  plant.  Vertical  tubes  do  not  need  large  floor 
space. 

The  Author.  There  should  be  no  skepticism  as  to  the  safety 
and  proper  action  of  corrugated  furnaces  in  the  vertical  position 
after  their  use  by  thousands  at  sea  for  nearly  forty  years  in  the 
horizontal  position. 

Mr.  MacGregor  mentions  tube  leakage  in  vertical  boilers,  but 
this  cannot  be  influenced  by  corrugated  furnaces,  and  in  general 
it  is  not  a  troublesome  matter  with  such  boilers.  The  lower  ends 
of  tubes  are  rather  sensitive  to  dirt  on  the  crown  sheet,  but  all  types 
of  boilers  are  somewhere  sensitive  to  dirt,  and  the  lesson  to  be  drawn 
is  that  dirt  should  be  kept  out  of  boilers. 

Professor  Hibbard  is  mistaken  in  sayinp:  that  the  boilers  shown 
would  carry  300  lb.  pressure,  200  lb.  being  the  pressure  given. 
Ordinarily  the  superheat  is  not  over  25  deg.,  and  no  boiler  of  my 
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design  has  superheated  the  steam  40  deg.  This  superheat  has, 
however,  been  reached  in  another  type  of  vertical  boiler  in  everyday 
use,  in  \vhich,  however,  there  are  no  braces  at  the  top.  The  boilers 
have  been  in  use  for  several  years  without  any  trouble  being 
apparent. 

Answering  Professor  Greene,  I  never  have  been  familiar  with 
the  working  of  the  corrugated  furnaces  of  Vanderbilt  boilers,  but 
it  is  generally  understood  that  horizontal  boilers  with  such  fur- 
naces have  given  trouble  for  want  of  circulation.  The  bottoms  of 
such  boilers  are  likely  to  be  cold  unless  circulation  is  at  least  arti- 
ficially started. 

Mr.  Cardullo  consider  wrongly  that  vertical  boilers  send  off 
their  gases  hotter  than  a  good  boiler  should.  There  is  no  reason 
why  a  vertical  tube  should  not  absorb  heat  furnished  to  it;  and  if 
coal  is  burnt  to  carbonic  acid  there  is  no  better  way  to  absorb  the 
heat  generated  than  by  a  collection  of  vertical  tubes.  They  keep 
cleaner  than  other  tubes  and  this  is  an  advantage.  That  the  gases 
pass  off  somewhat  hotter  than  those  from  horizontal  boilers  is  true, 
but  the  reason  for  this  is  that  there  is  no  way  for  cold  air  to  cool 
them  off,  as  through  cracks  in  brickw^ork,  and  they  escape  at  a  nor- 
mal temperature.  This  is  beneficial  to  economizers  where  used.  If 
gases  are  very  much  too  hot  from  a  properly  designed  vertical  fire 
tube  boiler  it  is  due  to  bad  firing,  the  formation  of  carbonic  oxide 
and  its  combustion  in  the  smoke  box  or  flue.  In  textile  mills  in 
New  England  it  is  well  known  that  the  most  economical  plants  in 
coal  consumption  are  those  which  are  equipped  with  vertical  fire 
tube  boilers. 

In  regard  to  size  of  boilers  of  this  type  there  are  many  that  are 
rated  at  500  h.p.,  and  some  of  those  are  habitually  operated  at  100 
per  cent  or  more  above  their  rating. 

Table  1,  sunmiariziiig  the  resiilts  of  a  number  of  tests  of  vertical 
firetube  boilers,  gives  the  temperature  of  the  escaping  gases. 
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A  COMPARISON  OF  THE  PROPERTIES  OF 

A  NICKEL,  CARBON  AND  MANGANESE 

STEEL  BEFORE  AND  AFTER  HEAT 

TREATMENT 

By  Bobert  B.  Abbott/  CucyELANDy  O. 
Non-Member 

The  efifect  of  small  quantities  of  manganese  upon  the  physical 
properties  of  annealed  steel  is  fairly  well  known.  Up  to  about 
2  per  cent,  each  0.01  per  cent  of  manganese  increases  the  tensile 
strength  by  about  160  lb.  per  sq.  in.  Its  efifect  upon  the  reduction 
in  area  and  elongation  is  very  small,  slightly  increasing  the  reduction 
and  lowering  the  elongation.  From  about  2J/^  per  cent  to  7  per 
cent  manganese  makes  steel  extremely  brittle  and  above  7  per  cent 
this  effect  disappears  and  we  again  have  a  useful  alloy.  An  11  per 
cent  alloy  has  a  wide  range  of  use  in  the  cast  form  for  crossing  frogs, 
rolls,  gears,  etc.  It  is  usually  finished  by  grinding,  as  it  is  nearly 
impossible  to  machine. 

2  We  can  classify  the  average  commercial  steels  made  in  this 
country  with  carbon  less  than  0.50  per  cent  into  two  groups;  (a) 
Those  with  manganese  contents  approximately  0.40  to  0.50  per 
cent;  this  group  includes  the  ordinary  carbon  steel  and  chrome- 
nickel  steel,  (b)  Those  with  manganese  contents  approximately 
0.60  to  0.70  per  cent;  this  group  includes  nickel  and  chrome-vanadium 
steels. 

3  I  do  not  mean  the  above  as  a  hard  and  fast  classification,  but 
it  represents  fairly  well  commercial  practice.  English  steels  fall 
readily  into  the  same  classification,  but  with  German  steels  the 
grouping  is  not  so  well  defined. 

4  It  is  rare  to  find  a  steel  in  this  country  with  manganese  above 

'HetaUargical  Engineer,  The  Peerless  Motor  Car  Go. 
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1  per  cent  (and  below  2  per  cent).  Abroad  a  considerable  amount 
of  steel  is  used,  particularly  for  frames  of  automobiles,  with  man- 
ganese varying  from  1.25  to  1.75  per  cent. 

5  Very  little  has  been  published  regarding  the  heat  treatment 
of  these  high  manganese  steels  and  I  am  therefore  presenting  a 
comparison  of  the  effect  produced  upon  the  physical  properties  of 
three  steels  of  about  the  same  carbon  contents.  One  of  these  is  a 
plain  carbon  steel,  another  a  nickel  steel,  and  the  third  a  manganese 
steel,  containing  1.61  per  cent  manganese. 

6  Their  analysis  is  as  follows: 


CarboD  st«cl 


Carbon 

Phosphoroiis . 
Sulphur.  .  .  . 
MaDganeitc.  . 

Silicon 

Nickel 

Chrome.  .  .  . 
Vanadium.  . 
Copper 


0.342 

0.014 

0.029 

0.64 

0.030 

0.0 

0.0 

0.0 

0.0 


_                        __ 

Nickel  steel 

Manjcaneae  steel 

0.336 

0  341 

0.019 

0.047 

0.019 

0.026 

0.55 

1.61 

0  188 

0.009 

3.17 

0.0 

0.0 

0.0 

0.0 

0.0 

0.06 

0.02 

7  In  those  three  steels  the  upper  critical  temperatures  were 
first  determined.  Test  bars  ^  in.  in  diameter  and  4J/^  in.  long  were 
n(»xt  machined  from  each  steel.  One  of  each  kind  was  annealed  by 
heating  in  lead  to  a  temperature  5  deg.  fahr.  above  the  upper  critical 
temperature,  holding  there  about  ten  minutes,  and  allowing  to  cool 
slowly  until  the  lead  solidified.  The  time  of  this  cooling  was  about 
ten  hours.  The  lead  was  then  heated  slowly  to  a  temperature  of 
800  deg.  fahr.  and  the  test  bars  removed.  They  were  then  threaded 
and  machined  to  a  standard  2  in.  test  specimen  and  ground  to  a 
diameter  of  0.505  in.  (1/5  sq.  in.).  One  end  was  left  longer  than 
the  other  to  allow  for  hardness  tests.  They  were  then  pulled  in  a 
tensil(»  machine  with  the  following  results: 


Steel 

.  .    '      Elastic 

Maximum 

Reduction 

Kl 

ongation 

Brinell  hardness 

Carbon 

SO.WK) 

67.250 

51.0 

32.0 

120 

Nirkol 

55.000 

;       81.850 

69.0 

1 

31.2 

163 

Manganese 

..          61.160 

87.850 

68  5 

29.9 

160 

8  From  these*  figures  we  see  that  the  manganese  steel  is  slightly 
stronger  than  the  nickel  ste(»l  and  has  practically  the  same  amount  of 
'^toughness'*  as  shown  by  the*  reduction  in  area. 
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9  For  the  heat-treated  specimens  a  test  har  of  the  same  size 
was  used.     The  heating  was  all  done  in  lead  and  was  controlled  hy 
a  Leeds  &  Northrup  resistance  pyrometer.    The  desired  temperature 
was  reached  slowly  and  maintained  as  nearly  constant  as  possible 
for  ten  minutes.    All  tests  which  were  to  be  made  at  the  same  tem- 
perature were  made  simultaneously.     The  furnace  contained  half  a 
ton  of  lead  and  therefore  the  temperature  could  be  kept  very  uniform. 
The  bars  were  quenched  in  water  and  were  drawn  to  the  desired 
temperature  in  a  lead  furnace  holding  about  three  tons  of  lead. 
All  of  the  bars  which  were  to  be  drawn  at  the  same  temperature 
were  drawn  simultaneously.     The  desired  temperature  was  main- 
tained constant  for  thirty  minutes.     The  large  mass  of  lead  made 
this  an  easy  matter.     After  treatment  the  bars  were  machined  and 
then  ground  to  a  diameter  of  0.505  in.  and  were  pulled  in  a  tensile 
machine   with   an   autographic   recording   device.     Hardness   t^sts 
were  made  on  the  long  end  of  the  test  bar  after  sawing  off  and  grind- 
ing to  a  flat  surface.     The  following  determinations  were  made: 

Elastic  Irniit 

Maximum  strength 

Reduction  in  afea 

Elongation 

Brinell  hardness 

Scleroscope  hardness 

Rupture  stress 

Energy  necessary  to  cause  fracture. 

10  The  last  three  detenninaticms  are  not  considered  in  this 
article. 

11  Test  bars  were  treated  from  above  the  upp(T  critical  t(nn- 
perature  and  were  then  dra\vn  to  the  following  temperatures:  'M)() 
500,  700,  800,  900,  1000,  1200,  1300  deg.  fahr. 

12  In  Fig.  1  are  plotted  the  results  of  these  tests  for  the  thn^e 
steels  for  the  elastic  Hmit  and  maxhnum  strength.  In  Fig.  2  the 
results  are  given  for  the  reduction  in  area  and  elongation,  and  in 
Fig.  3  are  given  the  brinell  hardness  results. 

13  From  these  charts  it  can  be  concluded  that  practically  the 
same  results  can  be  obtained,  as  far  as  str(»ngth  is  c()ne(Tne(l,  by  the 
heat  treatment  of  a  1.6  per  cent  manganese  steel  as  for  a  nickel 
steel  of  practically  twice  the  per  cent  of  nickel.  However,  since  the 
nickel  steel  also  contains  0.55  per  cent  manganese,  we  actually  have 
an  excess  of  only  1.06  per  cent  manganese  which  apparently  1ms  the 
same  effect  as  about  three  times  the  same  amount  of  nickel. 


PBOPKBTIffi  07  BEAT-TKS&TED  STSSLS 


Moii.vowi3auvuoiiona3uiN3?y3d 


Ir 


°  sea 
i  ill 
"   s ;  § 

g   I  Ed 

3  I 


i     ll 
J   Il8 


g'- 


™  2   - 

a  a  - 


?ayvenoHi'ssiai5  unwiww  awvxiwn  oiisvi3 


ROBERT   B.    ABBOTT  43 

14  Now,  r^arding  the  "toughaess"  which  for  the  sake  of  com- 
parison  can  be  considered  as  being  measured  by  the  reduction  in 
area,  we  see  that  the  manganese  steel  does  not  compare  so  favorably 
with  the  carbon  or  nickel  steel  for  the  same  temperature  of  draw. 
Evidently  also,  while  manganese  increases  the  reduction  in  area  in 
annealed  steels,  it  has  the  opposite  effect  in  heat-treated  steels. 

15  The  following  equations  represent  fairly  well  the  average 
values  of  the  elastic  limits,  maximum  strengths,  reduction  in  area 


TEMPERATURE  OF  DRAW 


and  elongation  of  the  three  steels. 

E  =ela8tic  limit  in  pounds  per  square  inch. 
M  =maximum  stress  in  pounds  per  square  inch. 
T  =reduction  in  area  in  per  cent, 
e  =  elongation  in  per  cent. 
T  =temperature  of  draw  in  degrees  fahrenheit. 
For  manganese  steel 

E -284,000-  163  T 
JIf -288,000-  169  r 
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r^       -19 +.068  r 
€=       -10+. 0287* 

For  nickel  sto*;! 

£=302,000-  183  r 
Jl/ =314.000-  188  r 
r=  40+024  7' 

c=        3.5 +.018  7" 

For  carbon  strel 

M=  170.000-     11  T 

<■=     -.5.8+. 0037" 
e=     -     3 +  .026  7" 


IS" 


Kill.  I    Tksts  on  Kkkcit  m  Ovkei-  and  Undeb-Heatino 

ON   .Maximum   Strf.ks   (Ui'i-k.b  Curvks)  akd 

Ki.ASTic  Limit  (IjOwkr  (?uiivKa) 

10  Thr  nrxt  (Ictcnni nation  was  upon  thp  effect  of  over-  and 
iin<l(;r-]u>atint;  durinR  the  (nirnching  proccaa.  For  this  porpose  ten 
bars  ot  each  steel  were  qnonrhotl  as  foiliiwa:  One  5  deg.  al>ovc  the 
upper  critical  point,  six  others  at  25,  50,  75,  100,  125  and  150  d^. 
al>ove  and  tlirce  at  25,  .50  and  75  dcg.  below  the  critical  point.  These 
wore  all  drawn  to  a  temperature  of  800  ileR.  fahr.  and  the  regular 
tests  conducted  u|K)ii  them.  The  results  of  these  testa  are  plotted 
in  Fig.  4  which  givra  the  elastic  limit  and  maximum  strength,  and  in 
Fig.  5  which  ahowa  the  reduction  and  <'U)ngation. 

17  These  testa  ahow  that  there  i.s  very  little  difference  between 
the  nickel  and  manganese  steels  as  far  as  over-  and  under-heating  is 
concerned. 
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Id  Briefly  simumurismg  the  above  results:  For  a  heat-treated 
IM  P^''  <^d^  manganese  steel  the  manganese  in  excess  of  that  con- 
tained in  a  nickel  steel  of  a  corresponding  carbon  contents  (about 
0.34  per  cent)  exerts  a  strengthening  elTect  equivalent  to  about 
three  times  the  same  amount  of  nicliel. 

19  While  the  manganese  effect  upon  a  steel  which  has  not  been 
heat-treated  is  to  increase  the  toughness  slightly,  its  effect  upon  a 


TEMPERATURE  RAM&E 

Fid.  S    Tests  on  Epfect  of  Over-  and  I'NDER-HKATtNO 

OS  Rbditwion  in  Area  (Uppm  (nrnvKs)  and 

Elongation  (Lower  ('tiRV>:;i} 

heat-trcatfd  stoel  is  (IocifIe<lly  the  rpverse.  In  the  case  of  nickel 
the  effect  upon  an  untreated  steel  is  praeticullj'  zfro,  while  in  a  hoat- 
treated  steel  nickel  increases  the  toughness  decidedly. 

20  An  untreated  steel  containing  alM)ut  V/^  jmt  cent  manganese 
is  fully  as  tough,  and  is  stronger  than  a  nickel  steel  of  about  3}i 
per  cent  nickel. 

DISCUSSION 
[Ienry  M.  Howk'   (written).     The  niaii^mnesc  Htcfl  to  which 
Mr.  Abbott  calls  altention  iiu.s  come  into  use  in  this  coiinlrv  more 
iL'itlumbia  Uoivcrsity,  Nrw  Vurk. 
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widely  than  might  be  inferred  from  his  remarks.  The  late  Maunsell 
White  developed  a  steel  of  over  1  per  cent  manganese  and  some- 
what lower  in  carbon  than  the  author  *s,  and  this  has  gone  into  very 
wide  use  where  high  quality  is  needed. 

Roughly  speaking,  1  per  cent  of  manganese  is  about  equivalent 
to  2  per  cent  of  nickel;  at  least,  1  per  cent  of  manganese  accom- 
plishes some  of  the  more  important  things  which  double  the  quantity 
of  nickel  accomplishes. 

The  reason  why  manganese  and  nickel  are  useful  for  such  steels 
is  a  very  simple  one.  In  order  to  develop  the  properties  of  a  given 
steel  very  highly  it  should  be  heated  above  the  transformation  range, 
to  cause  the  usual  rather  coarse  masses  of  ferrite  to  become  reab- 
sorbed. The  steel  should  then  be  cooled  rapidly,  lest  in  slow  cooling 
through  the  transformation  range  the  ferrite  should  again  form 
coarse  masses. 

.  If  this  cooling  is  done  by  quenching  in  water  or  oil  the  resultant 
steel  is  too  brittle,  that  is  to  say,  the  chemical  transformation  is 
arrested  and  at  the  same  time  serious  internal  stresses  are  set  up. 
In  order  to  permit  the  transformation  to  complete  itself,  so  that 
the  chemical  brittleness  may  be  removed,  and  in  order  to  relieve  the 
stresses  which  are  also  a  cause  of  brittleness,  the  steel  must  next  be 
reheated,  as  in  tempering  or  moderate  annealing.  The  rise  of  tem- 
perature enables  the  chemical  transformation  to  complete  itself,  so 
that  the  metal  becomes  transformed  into  ferrite  and  cementite.  It 
also  releases  the  stresses.  But  this  is  accompanied  by  an  incidental 
damage,  namely  that  the  resultant  ferrite  coalesces  more  and  more 
into  larger  and  larger  masses,  and  with  the. increase  in  the  size  of 
these  masses  the  quality  of  the  steel  falls  off  progressively. 

The  advantage  of  manganese  and  nickel  is  that  they  cause  this 
coalescence  and  coarsening  to  occur  very  slowly.  As  a  consequence, 
when  the  steel  is  reheated  so  that  the  transformation  occurs,  remov- 
ing the  chemical  brittleness,  and  when  the  stresses  are  removed, 
thus  removing  the  second  cause  of  brittleness,  the  coalescence  of 
the  ferrite  is  very  much  slower  than  in  steel  with  less  manganese. 
And  in  general  this  same  sluggardizing  effect  of  manganese  and 
nickel  under  miscellaneous  conditions  gives  rise  to  a  finer  structure 
than  would  otherwise  form.  Their  effect  in  this  respect  is  like  that 
of  vanadium,  only  less  powerful. 
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A  BASIS  FOR  RATIONAL  DESIGN  OF  HEAT 

TRANSFER  APPARATUS 

By  E.  E.  Wilson,'  New  York,  N.  Y. 
Non-Member 

An  examination  of  the  literature  on  the  subject  of  heat  transfer 
shows  such  a  wide  variation  in  the  coefficients  established  that  it  is 
difficult  to  make  a  choice  for  use  in  practice.  The  fact  that  the  results 
of  careful  experimenters  do  not  agree  leads  to  the  conclusion  that  some 
variable  or  variables  have  been  neglected,  and  the  fact  that  for 
similar  flow  conditions,  the  rate  of  heat  transfer  in  feed  water 
heaters  is  consistently  greater  than  that  in  the  similar  apparatus, 
the  condenser,  indicates  that  one  such  neglected  variable  is  the 
temperature  of  the  circulating  water.  It  is  the  purpose  of  this 
paper  to  apply  a  correction  for  the  water  temperature  to  the  results 
of  .reliable  experiments,  thereby  reconciling  not  only  the  results  of 
an  individual  experimenter  but  those  of  different  experimenters  as 
well,  and  to  utilize  the  results  as  a  basis  for  rational  design. 

2  The  rate  of  heat  transfer  has  often  been  related  to  the  circu- 
lating water  velocity  and  is  generally  expressed  as  some  exponential 
function  of  the  velocity.  By  correcting  for  all  variables,  this  relation 
may  be  expressed  in  a  different  form  as  a  straiglit  line  function. 
With  this  relation  it  is  possible  to  evaluate  the  thickness  of  a  water 
film  capable  of  ofTr>riiii2:  the  same  resistaiico  to  lioat  transfer  as  is 
encountered  on  the  water  side  of  a  condenser  or  feed  water  heater. 
From  the  known  internal  conductivity  of  such  a  film  it  is  possible  to 
develop  an  expression  for  the  area  of  heating  surface  required  to  trans- 
mit a  given  quantity  of  heat  under  all  conditions  of  circulating  water 
velof'ity  and  tempeiature,  mean  temperature  difference,  and  tube  di- 
ameters. With  the  use  of  suitable  design  factors  this  expression  for 
area  may  form  the  basis  of  rational  design,  while  a  consideration  of  the 

'Lieutenant,  U.  S.  N. 
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manner  in  which  the  variables  appear  may  be  of  assistance  to  the 
operator. 

3  The  possibility  of  solution  along  the  lines  indicated  was  brought 
to  the  author's  attention  by  Dr.  C.  E.  Lucke  of  Columbia  University 
in  the  course  of  instruction  for  officers  of  the  Navy  doing  post-graduate 
work  in  engineering  under  his  direction.  Professor  Lucke  pointed 
out  that  the  resistance  to  heat  transfer  in  such  apparatus  is  prob- 
ably due  to  a  film  of  gas  or  liquid  on  the  tube  walls;  that  the  mag- 
nitude of  each  resistance  depends  upon  the  thickness  of  the  film, 
and  that  the  thickness  of  the  film  depends  upon  the  amount  of 
scrubbing  action  due  to  the  velocity  as  well  as  the  fluid  tempera- 
ture. The  problem  then  is  to  locate  the  controlling  resistance  and 
by  reducing  the  resistance  increase  the  heat  transfer. 

4  In  condensers  and  feed- water  heaters  the  resistances  to  heat 
flow  for  clean  tubes  are : 

a  That  due  to  the  thickness  of  the  tube  walls. 

6  That  due  to  the  film  of  water  on  the  steam  side  next  the  tubes. 

c  That  due  to  air  in  the  exhaust  steam. 

d  That  due  to  the  water  film  on  the  water  side. 

5  Of  these,  {a\  is  ordinarily  negligible,  (6)  may  be  quite  large 
and  (c)  may  be  the  controlling  resistance  if  the  quantity  of  air  is 
large.  If  the  velocity  of  the  circulating  water  be  zero  and  we  consider 
the  steam  to  be  air  free,  then  {d)  becomes  the  controlling  resistance 
because  here  the  film  thickness  is  the  radius  of  the  tube  and  is  there- 
fore much  greater  than  (6).  Under  ordinary  conditions  of  operation 
{d)  will  be  the  controlling  resistance  and  any  increase  in  heat  transfer 
should  come  through  reduction  of  the  film  thickness  on  the  water  side. 
This  is  evident  when  the  general  law  of  heat  transfer  is  considered. 
Taking  the  analogy  of  the  electric  or  magnetic  circuit  we  may  write, 

where     U  =  B.t.u.  transmitted  per  hour  per  sq.  ft. 

/„,  =  mean  temperature  difference  between  the  hot  and  cold 

fluids 
R  =  resistance  to  transfer 
Putting  in  the  individual  resistances  enumerated  above  this  becomes 


[/  = 


tm 


R^-\-Rf^-^R^-\-Rx 
in  which 

£w  =  resistance  of  the  water  film  on  the  water  side 


E.  E.   WILSON  49 

Bb  ^  reBistance  of  the  air  film  on  the  steam  side 
B,  =  reBistance  of  the  water  film  on  the  steam  side 
St  ^  resistance  of  the  tube  walls 
6      If  now  we  let  p  be  the  resistance  per  unit  of  film  thickness  and 
I.  the  thickness  of  the  film  the  expression  becomes 

in  which  we  have  the  heat  transfer  in  terms  of  the  film  thicknesses 
involved. 
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7  Of  the  resistances  above  enumerated,  fi^^,  H^  and  R^  arc, 
for  modern  condenser  conditions,  quite  constant.  R^,  however,  is 
a  variable  and  a  function  of  first  Ihe  water  velocity  and  second  the 
meao  temperature  of  the  water.  Any  attempt  to  relate  the  rate  of 
heat  transfer  to  the  water  velocity  alone  is  likely  to  give  (liscordant 
results,  and  that  this  is  the  case  is  shown  by  Fig.  1,  taken  from  a 
paper  by  George  A.  Orrok',  summing  up  the  investigations  of  many 
experimenters.  Again,  we  see  that  the  cneffieient  of  heat  transfer 
varies  inversely  as  the  sum  of  a  variable  an<I  a  constant  and  there- 
fore cannot  be  expressed  as  a  simple  exponential  function  of  one 
of  the  things  upon  which  the  variable  depends,— water  velocity.  It 
80  happens  that  such  an  exponential  funution  of  the  mean  tem- 
iTnma.  Am.  Soc.  H.  E.,  Vol.  32,  p.  1136. 
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perature  difference  or  the  water  velocity  may  represent  fairly 
enough  the  results  of  individual  investigations,  but  it  cannot  be  a 
rational  general  law.  If  we  wish  to  use  the  circulating  water 
velocity  as  a  prime  variable,  we  must  first  correct  the  velocity  by 
reducing  it  to  some  standard  temperature.  This  done,  we  can  ex- 
press the  results  in  the  form  of  resistances  and  obtain  the  general 
law  desired. 

THE   CORRECTION  FOR  VISCOSITY 

8  In  his  Scientific  Papers  Osborne  Reynolds  pointed  out  that  if 
a  fluid  traversed  a  tube  without  turbulence,  the  resistance  to  the  trans- 
fer of  heat  would  be  entirely  independent  of  the  velocity ;  while  if  the 
flow  were  turbulent,  it  would  vary  inversely  as  the  velocity.  In  a  later 
paper  he  showed  that  the  transition  from  non-turbulent  to  turbulent 
flow  was  a  discontinuous  phenomenon.  Up  to  a  certain  critical  velocity 
of  flow  a  fluid  moves  through  a  tube  in  parallel  layers  and  without 
turbulence;  but  on  this  velocity  being  exceeded,  turbulence  sets  in  and 
does  so  abruptly.  The  law  of  loss  of  head  in  the  tube  changes  abruptly 
from  being  proportional  to  the  velocity  to  being  proportional  to  the 
square  of  the  velocity.  Hence,  when  heat  is  being  transferred  from  a 
hot  tube  to  a  fluid  flowing  in  it,  the  law  of  heat  transference  changes 
abruptly  once  the  critical  velocity  is  reached. 

9  The  critical  velocity  according  to  Reynolds  is  given  by  the 
relation 

1   £ 

B  '  d 

where 

P  =  Poiseuille's  value  for  the  ratio  of  visco;uty  to  density 
d  =  i  iiternal  diameter  of  the  tube 
B  ^=-  fi  constant 
The  value  of  P  in  centigrade  imits  is  given  as 

1 

1+0.0336^+0.000221^2 
in  which  T  is  the  temperature  centigrade. 

10  If  now  the  value  of  P  at  some  one  temperature  such  as  60  deg., 
be  settled  upon  as  the  standard,  the  ratio  of  P  at  any  otlier  temperature 
to  that  at  the  standard  temperature  may  be  compntorl  as  a  specific 
viscosily  and  this  has  been  done  in  Table  1.  That  portion  of  this 
table  from  40  deg.  to  103  deg.  was  taken  from  a  papc  r  m  Engineering 
of  Jan.  23, 1914,  and  the  extension  was  made  from  th^  tnble  of  viscosi- 


•^ critical—  r>   '    j 


ties  and  densities  in  the  SmitiiBonian  Physical  Tables.    The  whole  ia 
plotted  in  Fig.  3. 
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11  The  view  that  the  rate  of  heat  transfer  should  vary  inversely 
with  the  viscosity  was  arrived  at  through  consideration  of  the  simi- 
larity between  the  accepted  law  for  heat  transfer  and  that  for  the  loss 
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TABLE  1     FACTORS  OP  OORRECTrON  FOR  VISCOSITY 
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ut  head  in  pipes.  .The  curyes  shown  in  Fig.  1  for  heat  transfer  have 
the  equation  of  the  form  V  =  kV,  in  which  n  varies  from  1/3  to  1/2. 
The  accepted  law  for  loss  of  head  in  pipes  is  familiar  as  A  =  hV",  in 
which  n  is  about  2.  In  these  expressions  V  is  the  rate  of  heat  transfer, 
k  the  loss  of  head  per  unit  of  length,  and  V  the  velocity  of  the  water 
in  feet  per  second.  This  similarity  of  form  le^  to  a  study  of  the  law 
for  loss  of  head,  which  had  heen  determined  by  Osborne  Reynolds  and 
n-portetl  in  the  Philosophical  Transactions  of  the  Hoyal  Society  of 
Loudon  in  1883.  Reynolds  found  that  up  to  the  critical  velocity  the 
loss  of  head  varied  directly  with  the  velocity  as  shown  in  the  lower 
branches  of  two  of  his  results  in  Fig.  4.    The  coordinates  here  are  the 


LOG  SLOPES  OF  PRESSURE. 
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logarithms  of  the  lose  of  liead  and  velocity,  and  llie  slope  of  the  lower 
branches  is  45  deg.  At  the  critical  points  C  and  C  the  flow  becomes 
turbulent  and  the  slope  of  the  curve  changes  to  about  1,72.  Reynolds 
shows  further  that  the  temperature  of  the  water  and  the  litameter 
Iff  the  tubes  have  no  effect  upon  the  slope  of  the  cnrvcs,  but  shift  the 
position  of  the  critical  point  instead.  The  component  of  this  shift 
in  the  direction  of  the  velocity  is  0.297  on  the  figure  and  this  eor- 
ivaponds  very  closely  to  log.  I'/d  in  the  expression  for  critical 
velocity  above. 

12  With  these  facts  in  mind  the  results  for  heat  transfer  were 
investigated  and  those  reported  by  George  A.  Orrok  were  selected  as 
being  the  most  complete  and  accurate.  The  mean  temperature  of  the 
circulating  water  was  computed  from  his  results  as  shown  in  Table  2 
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TABLE  3    CALCULATIONS  FOR  REDUCTION  OF  DATA  ON  CONDENSERS 
RBPoitTKD  BT  GioBSa  A.  Obboi.  TKAHucnom  Au^oc.M.E.,  VoLDn  33. 
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TABLE  2— CoNTiNUKD 
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and  the  data  grouped  in  accord  with  certaiu  average  temperatures. 
The  results  are  plotted  in  Fig.  5  from  which  it  ia  seen  that  there  is  a 
distinct  shift  from  the  mean  of  the  points  for  the  lowest  temperature 
to  those  of  the  highest  temperature.  Of  course  these  results  are  too 
few  and,  not  having  been  obtained  with  this  purpose  in  mind,  are  too 
inaccurate  for  quantitative  results,  but  they  show  well  enough  the 
qualitative,  effect. 

13    Looking  now  at  the  points  defining  the  five  lines  of  more  or 
less  equal  temperature  it  is  noted  that  these  form  a  wide  band.    If, 
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however,  we  apply  a  correction  similar  to  that  for  the  critical  velocity 
80  as  to  reduce  the  results  to  some  common  temperature,  say  60  deg. 
the  width  of  this  band  is  cut  in  half.  For  instance,  if  the  mean  water 
temperature  in  one  case  were  40  deg.  and  the  velocity  5  ft.  per  sec., 
the  resistance  to  heat  transfer  would  be  the  same  as  if  the  temperature 
were  60  deg.  and  the  velocity 

5X   «"  =  3.62  ft-scc. 
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This  correction  has  been  applied  in  Table  2  and  the  results  as  reduced 
from  a  1-in.  to  a  .%-in.  pipe  are  plotted  in  Fig.  5  along  with  the  un- 
corrected data.  The  reduction  in  the  dispersion  is  quite  marked  and 
the  agreement,  in  view  of  the  difficulties  in  eliminating  air  from  the 
steam  in  a  test  of  this  sort,  becomes  now  quite  good.  There  is  a 
well  marked  curvature  in  the  plots  which  bears  out  tie  statement 
in  Par.  7  that  no  simple  exponential  law  can  represent  the  conditions 
throughout  the  whole  range,  though  in  this  case  it  does  very  well 
through  a  wide  range. 

14     These  results  are  in  terms  of  conductivities,  so  that  for  the 


I 
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Fig.  6    Resistance  to  Heat  Flow,  General  Form 


purpose,  of  summation  it  is  necessary  to  convert  them  into  resistances. 
The  water  resistance  does  not  vary  directly  as  the  velocity  but  the 
expression 

Pk 


Rw=' 


'0.82 


is  the  value  of  water  resistance  when  P  is  the  viscosity  divided  by 
density  and  A;  is  a  constant  for  any  given  diameter  of  pipe.  It  now 
remains  to  define  the  imits  in  which  R  is  to  be  measured  and  R  is 
therefore  taken  arbitrarily  as 

P 1000  tm 

B.t.u.  passed  per  hour  per  sq.  ft.  of  external  tube  surface 

This  is  seen  to  be  1000  times  the  reciprocal  of  the  coefficient  of  heat 
transfer  as  defined  above.  Accepting  this  definition,  suppose  we  have 
a  set  of  observations  on  the  condensation  of  air  free  steam,  and  that  by 
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means  of  Poiseiiille's  formula  we  find  for  each  result  the  actual  velocity 
of  flow  which  would  correspond  to  the  viscosity  and  density  at  the 
standard  temperature  of  60  deg.  Calling  these  "reduced  velocities" 
V^Q,  we  can  plot  values  of  H  against  the  corresponding  values  of 

1 

and  get  a  straight  line  as  shown  in  Pig.  6.  The  value  of  the  ex- 
ponent 0.82  was  obtained  by  trial  and  error  by  the  author  of  Pig. 
7  and  is  such  that  AB  becomes  a  straight  line,  when  plotted  as 
shown. 

1 

15  When,  now,  the  velocity  of  flow  becomes  infinite  ^  =  0,  and 

if  we  prolong  the  straight  line  to  C,  the  intercept  on  the  vertical  axis, 
OC,  represents  the  sum  of  the  resi.stances,  R^  and  Rtj  while  a  line 
through  the  origin  parallel  to  the  original  line  gives  the  resistance 

due  to  the  water  side  alone  or  R^„  We  have,  then,  a  linear  relation 
between  the  resistance  on  the  water  side  and  one  variable,  the  velocity, 
after  the  other  variables  have  been  taken  care  of  in  reducing  the 
velocity.  The  resistance  of  the  tube  walls  for  clean  tubes  is  well 
known  and  that  on  the  steam  side  has  been  determined  for  the  one  case, 
that  of  steam  at  212  deg.  The  curves  resulting  from  plotting  experi- 
mental data  will  lie  above  that  due  to  the  sum  of  the  resistances  as 
calculated  because  in  practice  steam  is  never  quite  air  free  and  the 
resistance  on  the  steam  side  is  increased  by  that  due  to  the  air. 

16  This  constitutes  the  reduction  for  viscosity,  but  when  the 
results  of  different  experimenters  are  considered  it  is  found  that 
different  sized  tubes  have  been  used.  Now  the  xelocity  in  a  1-in.  pipe 
corresponding  to  that  in  a  %-in.  pipe  of  the  same  thickness  is  in  the 
ratio  of  the  internal  diameters,  according  to  Reynolds'  expression.  In 
the  "Engineering"  paper  all  results  have  been  referred  to  a  tube  %  in. 
outside  diameter  of  18  S.  W.  G.,  or  0.018  in.,  while  Orrok's  experi- 
ments were  conducted  on  a  tube  of  1  in.  outside  diameter  and  18 
B.W.G.,  or  0.049  in.  The  velocity  in  a  -j^-in.  tube  corresponding  to 
that  in  the  1-in.  tube,  then,  is  given  by  multiplying  the  latter  by  the 
ratio 

1—2X0.040         0.902 


0.625  —  2X0.048     0.529 


17     The  values  of  R  above  are  resistances  in  the  arbitrary  units 
r^feyred  \o  the  unit  of  external  tube  surface.    If  p  denotes  the  sanie 
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resistance  referred  to  the  internal  surface  will  be  less  than  R,    In  the 
1-in.  tube  mentioned  above 

0.5'^U 

It  is  more  convenient  to  deal  veith  R  than  with  p  and  since  we  have 

Inner  diameter 


'wr  —  *"'w 


BwX 


Outer  diameter 


,„     ,  /r>  V         1.00        0.529      0.529         ^ck  ^i>   x 

This  gives  a  reduction  factor  for  relating  the  two  sizes  of  tubes  on  the 
basis  of  the  resistance  of  the  water. 

18  As  an  example  of  the  method  of  applying  the V'orrect ions  for 
working  up  the  results,  take  the  first  run  in  Orrok's  results.  Here  V ^ 
=  11.2  ft.  per  sec;  i^  =  126.3  deg.;  t^  =  '^3.2  dcg.;  U  =  1000. 
Now  t  ^-l  tn  =^w  =51.1  deg.  From  the  table  of  correction 
factors,  Table  1,  for  l^  =  54.1  deg.,  C  =  1.10.     Then 

11.2       ,... 

^.0  =  no  == '-' 

0.902       ^         0.902 
F...  =  y,oX,-^  =  9.3X^;^,    -15.9 

of  which  the  reciprocal  is  0.063.  This  can  be  raised  to  tlie  0.8.2  power 
by  laying  off  a  pair  of  scales,  one  of  wliich  will  show  V  when  the  other 
gives  V^-^-.    By  this  method  the  result  is  0.102. 

1  1000 


R  =  lOOOX 


U    ~     1000 


or  in  this  case,  1.    The  coordinates  of  a  point  on  the  final  curve  are 
then  I  and  0.102. 

19  In  Fig.  7  is  shown  the  result  of  applying  this  method  to  the 
n*sults  of  different  experimenters  as  reported  in  Engineering.  No 
experimental  points  have  been  rejected  and  the  results  are  in  good 
accord.  In  Fig.  8  are  shown  the  results  of  the  experiments  by  Mr. 
Orrok.  These  are  the  same  points  as  those  plotted  in  Fig.  2  in  which 
there  was  an  apparent  inconsistency,  yet  here  they  are  in  quite  good 
accord.  At  the  same  time  it  is  noted  that  the  slope  of  the  curve  from 
Orrok's  results  is  steeper  than  that  taken  from  "Engineering"  and 
thin  is  explained  probably  by  the  fact  that  the  circulating  water  used 
by  Orrok  w^s  ti^kep  fron^  a  si^lt  water  fire  n^aip  which  in  tur^  took 
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itfl  supply  from  a  source  contaminated  with  sewage.    The  denmty  of 
this  masB  being  greater  than  that  of  pure  water,  tJie  total  weight  was 
partly  due  to  foreign  matter.     The  true  water  velocity  must  then 
SCALE  FOR  fvU) 
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have  been  smaller  than  that  reported  if  referred  to  fresh  water,  and 

without  taking  into  consideration  the  difFerence  in  viscosity,  t^  must 

have  been  larger.    This  correction  would  tend  to  flatten  out  the  curve, 
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but  since  no  data  is  available  as  to  the  real  conditionB  in  either  case 
the  proper  correotioo  cannot  be  evaluated.  The  quality  of  the  cir- 
culating water  then,  is  another  factor  which  has  apparently  been 
neglected  and  we  have  here  the  results  to  be  expected  under 
ordinary  circumstances  and  those  encountered  in  the  neighborhood  of 
a  large  cily  where  sewage  is  discharged  to  the  waters  used  for  cooling 
purposes. 

30  In  Kg.  9  is  shown  the  results  of  applying  the  method  of 
redaction  to  experimental  results  reported  for  a  Navy  feed  water 
beater.*  In  the  comment  within  the  article  it  was  stated  that  the 
results  of  the  tests  as  reported  were  considered  to  be  in  error  due  to 


REDUCED  VliSKITtfj^y" 


the  presence  of  air  on  the  water  side.  No  air  cock  had  been  fitted  to 
remove  the  gases  expelled  from  the  river  water. by  heat,  with  the  re- 
sult that  they  collected  and  interfered  with  the  heat  transmission. 
Not  only  are  the  results  inconsistent  but  the  resistances  arc  extremely 
targe  due  to  the  formation  of  a  gas  film  on  the  wat«r  side,  and  this 
calls  to  our  attention  still  another  variable.  This  one  is  not  likely  to 
be  met  in  condenser  practice  but  it  is  very  likely  to  be  encountered  in 
feed  water  heaters,  for  here  the  greater  temperature  rise  results  in 
•Joamal  A.  a  N.  B.,  VoL  XXIV,  No.  1,  Feb.  1912. 
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the  expulsion  of  larger  amounts  of  gas  and  often  the  provisions  foi* 
getting  rid  of  the  gas  are  not  as  good  as  in  condensers. 

21  Having  reduced  the  results  to  a  linear  form  it  now  becomes 
possible  to  interpret  them.  Referring  to  the  curves  we  see  that  the 
line  drawn  through  the  plotted  points  gives  the  resistance  to  heat 
transmission  in  terms  of  a  reduced  velocity.  The  line  through  the 
origin  parallel  to  this  gives  the  resistance  due  to  the  film  on  the  water 
side.  The  resistance  due  to  the  tube  wall  itself  can  be  computed  and 
is  about  0.08  units.  If  this  amount  be  laid  off  on  the  vertical  axis  and 
a  line  be  drawn  parallel  to  the  water  resistance  line,  then  the  resulting 
curve  is  the  sum  of  the  resistances  on  the  water  side  and  tube  wall 
plotted  against  the  same  fully  reduced  velocities.  According  to  Pro- 
fessor Callendar^s  result  for  the  resistance  due  to  air  free  steam  con- 
densing at  212  degrees,  the  resistance  in  our  unit  is  about  0.34. 
For  steam  at  lower  temperatures  this  resistance  is  a  little  higher  and 
may  be  taken  as  about  0.48  units  for  the  conditions  in  condensers. 
If  this  amount  be  laid  off  on  the  axis  and  another  parallel  to  the 
original  plot  be  drawn,  we  have  the  curve  of  resistance  to  heat  trans- 
fer for  air  free  steam  giving  up  its  heat  through  a  tube  of  known 
thickness  to  water  moving  at  a  certain  reduced  velocity.  Above  this 
lies  the  curve  of  resistances  to  be  expected  in  condenser  practice  and 
we  see  that  Orrok's  curve  in  addition  to  being  steeper  has  a  smaller 
intercept.  This  difference  is  accounted  for  in  the  fact  that  Orrok 
took  special  precautions  against  air.  The  steam  used  was  generated 
in  a  closed  system  and  after  condensation  was  returned  for  re-evap- 
oration. The  other  results  were  obtained  in  larger  experimental  con- 
densers and  in  certain  cases  in  actual  condensers  imder  the  operating 
conditions  due  to  the  use  of  a  dry  vacuum  air  pump.  Just  how  well 
Mr.  Orrok  succeeded  in  getting  rid  of  air  is  shown  by  the  similarity 
in  the  intercepts. 

22  So  far  we  have  dealt  with  these  resistances  in  terms  of  an 
arbitrary  unit  because  it  is  simpler  to  do  so,  but  this  is  not  necessary, 
shwe  the  resistance  may  be  expressed  in  terms  of  the  thickness  of 
equivalent  water  films,  by  a  simple  transformation.  Referring  to  our 
original  law  of  conductivity  we  find  that  it  may  be  written 

pl 
in  which 

m 

U  is  now  the  symbol  for  the  B.  t.  u.  transmitted  per  hour, 
per  square  foot,  per  degree  mean  temperature  difference. 
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p    is  the  reciprocal  of  the  conductivity  and 
I    is  the  thickness  of  the  film. 

For  water  p  is  it-tt;-     Referring  back  to  the  definition  of  water  re- 

sistance,  we  find  that  R^  may  be  written  R^  =  1000 p/.  For  R^ 
=  1,1  is  found  to  be  0.00348  and  we  can  now  convert  the  scale  oi  R  ^ 
on  the  curves  to  one  of  film  thicknesses  in  fractions  of  an  inch  of  the 
fluid.  When  this  is  done  we  have  the  thickness  of  the  films  on  each 
side  and  that  of  the  tube  wall  expressed  as  a  water  film  thickness,  and 
we  have  the  film  thickness  on  the  water  side  in  terms  of  one  variable 
which  has  been  reduced  in  such  a  manner  that  all  other  variables  are 
accounted  for.  In  other  words,  we  have  a  linear  relation  between  the 
physical  object  offering  the  resistance  and  the  factors  upon  which  it 
depends  for  its  magnitude.     , 

23  It  now  reinains  to  express  the  results  algebraically  and  this 
may  be  readily  done.  Since  the  curves  are  of  the  form  y  =  mx+b 
we  have,  measuring  the  values  of  m  and  h  on  the  line  for  "resistance 
as  measured"  in  Fig.  7, 

1  =  0.0143  (:ji-)««-f 0.003 13 

24  Fig.  7  is  used  because  it  represents  the  results  from  a  num- 
ber of  actual  condensers  rather  than  one  experimental  apparatus  as 
in  Fig.  8.  Now  the  reduced  velocity  \\q  was  corrected  for  both 
viscosity  and  the  diameter  of  the  standard  %-in.  tube,  0.529  in.  If 
we  let  d  be  the  inside  diameter  of  the  tube  under  test  and  I\  be  the 
viscosity -V- density  for  the  mean  water  tomporature  as  l)efore  and 
P^  the  same  ratio  for  the  standard  water  temperature  we  can  write 

P  VO  ''i*^') 
Z  =  0.0143  (  ,V,,\) ^-^-+0.00313 

VXPfioXd' 

Calling  the  ratio  of  the  viscosities  6'^.,  water  correction,  and  reducing 
we  find 

I  =  0.0085  (  -^  )«  «_|.o.oo313 

V  Xd 

25  If  now  C  ^  can  be  expressed  in  terms  of  the  temperature  we 
have  an  expression  involving  the  film  thickness  and  all  the  variables 
concerned.  In  Fig.  10  the  values  of  C  taken  from  Fig.  4,  have  been 
plotted  against  absolute  temperature  in  degrees  Fahrenheit  on 
logarithmic  paper,  and  it  is  seen  that  while  the  curve  is  not  exactly 
straight  it  can  be  divided  into  two  sections  wliieh  an»  pra(!tically  so. 
The  lower  section  has  a  range  from  32  to  140  deg.  fahr.,  which  em- 
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braces  tlie  temperatureB  met  in  condenser  practice  and  greatly  ex- 
ceeds tlic  limits  in  this  practice.  £xpreasing  the  lower  section 
algebraically  we  have 

Putting  this  value  in  the  expreseion  for  I  above 

'  =  °-°°^  'r."'x'v'x,j'"'+''-'"'"' 

From  which 

20  6X10'2 

'=r.-x(Fx.)"+"''"'' 

For  water  temperatures  outside  this  range,  such   as  tho 
feedwater  heaters  the  upper  section  may  be  nsed  and  a 
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pression  obtained.  This  expression  is  a  rational  one  as  far  as  film 
thicknesses  are  concerned  but  is  still  not  in  a  practical  form.  To 
reduce  it  to  such  form,  the  general  law  of  heat  transfer  is  utilized. 
According  to  this  law 

in  which  Q  is  the  heat  transferred  per  hour,  A,  the  area  of  the  heating 
surface,  and  („  the  mean  temperature  differenee  as  before. 
Remembering  that  we  can  now  write 

7T_    1  .       A-nP^ 
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from  which 


A=        « 


/      20.6X10"  \ 

Upon  further  reduction  this  becomes 

Q/      592X10"  \ 

26     This  is  a  rational  expression  for  the  area  of  the  heating 
surface  required  in  a  condenser  in  which  all  the  surface  is  active  and 
in  which  steam  is  substantially  air  free,  as  it  exists  when  an  effective 
dry  vacuum  pump  is  in  use.    If  a  portion  of  the  total  surface  is  to  be 
drowned  for  the  purpose  of  cooling  the  condensate  to  augment  the 
effective  capacity  of  the  wet  air  pump,  then  the  above  area  must  be 
increased  in  proportion.     If  air  is  present  in  the  steam  or  the  con- 
denser is  so  designed  that  part  of  it  becomes  inactive  through  pockets 
or  crowding  of  the  tubes,  then  the  area  must  again  be  increased,  but 
in  any  case  the  area  found  from  the  above  expression  is  that  required 
to  transmit  the  given  quantity  of  heat  under  the  conditions  laid 
down.    It  is  the  law  of  heat  transfer  in  condensers,  and  as  such  is 
a  basis  of  rational  design. 

27  As  an  example  of  its  application  the  area  of  a  given  con 
denser  can  be  computed.  Eeferring  to  Fig.  7  it  is  noted  that  one 
point  of  some  tests  by  B.  J.  Nicol  is  located  near  the  curve  at  a  fully 
reduced  velocity  of  0.13  and  a  resistance  of  1.4  This  point  corre- 
sponds to  a  run  having  the  following  data :  Heat  units  transferred 
per  hour  per  sq.  ft,  123,722 ;  t  ,177  deg.  f ahr. ;  t  ,  77  deg.  f ahr. ; 
actual  velocity,  ft.  per  sec.  6.95;  diameter  of  tubes  inside,  0.664. 
These  data  are  taken  from  Table  III,  page  4,  Engmeering,  Jan- 
uary 2,  1914.  If  we  assume  a  surface  of  say  100  sq.  ft.  in  order  to 
obtain  Q,  the  total  heat  transferred  per  hour,  and,  by  substituting 
this  Q  with  the  other  data  in  the  formula,  solve  for  A  and  obtain 
the  area  as  100  sq.  ft.  we  have  checked  the  formula.  On  this  basis 
Q  becomes  12,372,200  and  from  the  formula 

^  12,372,200  / 592X10" _^,,,,,\ 

177         V538»'"'(6.95X0.664)"''='   ^  / 

_iym??L^      592X10"  .^ 


u. 


177         V  2.48X3.50X10" 
=  ^^'^^'^yQQ  (  0.000682+0.0009 

=  110  sq.  ft. 
This  is  fairly  dose  to  the  assumed  value  of  100  and  the  variation 


HEAT   TRANSFER   APPARATUS 


•J  OF  DATA  ON  FEED 


Rnosrao  in  JouaNU.  A£.N£.,  Vou  XXIV,  No.  1 


II 


II 
Pi 

m 


il 


Is 

0.660 


0.218  >  0.285  ,  243.2 


2SG  9  ,  3. SO  ,1 
337.4     2.BT     ] 


n.ISS  '  O.IOS  I  370.6 


I  45t   5     2.21     I 


D.134  I  0.100     433.0 
D.123  I  0.177  I  456.3 


0.600 

248.9 

1  R8. 

1160.4 

0.37  1     I. 

0.802 

268.4 

1  H7  ■ 

1.210 

220  6 

76.0 

150.9 

0.40  1     3. 

1.205 

'  93  9 

.148.3 

1.212 

2*84 

,107.: 

,151.1 

0.39  1     3 

1.790 

23S.I 

166.0 

1.785 

247.9 

!l03.3 

0.30       4. 

1,785 

250.0 

na 

157  0 

0  37        4 

230  5 

0.36  1     0, 

2.405 

240,1 

m- 

'150.7 

0.37       6. 

2.380 

282.0 

93.7 

1108  3 

0.35  ,     6. 

2,380 

257.5 

MS 

'162.0 

0.36'     0. 

a. 870 

23S  3 

98  : 

1 143.(1 

a.8M 

287.8 

123.0 

1134  8 

0.46  '     6.4 

0.364  I  0.440     201 .0 


i  0  100     0.255  I  2S0.4 


B.UO  I  303.7  .  2.75    ■ 


£.   £.   WILSON  69 

may  be  assigned  to  the  fact  that  the  point  does  not  lie  exactly  on  the 
curve  from  wliich  the  law  was  derived,  indicating  some  error  in  ex- 
perimental work,  which  determined  the  values  used  in  the  formula. 
This  checks  the  formula  for  one  value  chosen  at  random  and  it  can 
be  shown  by  similar  substitution  that  the  expression  is  true  throughout 
the  entire  range  of  temperatures,  velocities  and  tube  diameters  met 
Id  condenser  practice. 

28  The  above  rational  expression  for  the  area  of  condensers,  the 
determination  of  the  actual  thickness  of  the  dead  fluid  film  and  its 
variation  with  the  flow  conditions,  suggests  a  method  of  dealing  with 
all  heat  transfer  apparatus,  dependent  upon  the  same  principles. 
With  the  water  resistance  measured  above,  tests  may  be  run  on  an 
economizer,  for  instance,  and  from  the  known  resistance  of  the  tube 
walls,  the  resistance  of  the  gas  film  may  be  evaluated  for  mass  flow 
variations.  The  actual  thickness  of  the  dead  gas  film  may  be  evaluated 
as  before  and  with  these  data  similar  tests  may  be  conducted  on  a 
superheater,  remembering  that  in  this  case,  the  controlling  re- 
sistance may  be  on  either  side  and  may  shift  from  one  to  the  other. 
With  full  control  of  all  the  variables  involved,  it  seems  possible  to 
write  complete  laws  for  each  type  of  apparatus  from  the  experi- 
mental data,  and  in  this  way  assemble  information  that  will  be  of  the 
^eatest  value,  not  only  to  the  designer,  but  to  the  operator  as  well. 

COXCLUSIONS 

29  In  condensers  and  feed  water  heaters,  using  practically  air 

free  steam,  the  controlling  resistance  to  heat  transfer  is  on  the  water 

side.     This  resistance  is  a  function  of  the  water  velocity,  its  mean 

temperature  and  the  diameter  of  the  tubes,  and  it  varies  inversely 

as  these  three  variables,  according  to  a  straight  line  law.     The  rate 

of  heat  transfer  cannot  properly  be  expressed  as  an  exponential 

function  of  the  mean  temperature,  difference  or  the  water  velocity 

in  a  general  law  of  heat  transfer,  though  such  an  expression  may 

serve  well  for  purposes  of  empiric  design.     Large  quantities  of  air 

collecting  in  pockets  on  the  water  side  greatly  increase  the  resistance 

to  heat  flow  while  the  quantity  of  solid  matter  contained  in  the 

circulating  water  may  increase  the  apparent  resistance  by  increasing 

the  apparent  velocity  as  determined  by  the  weight  of  water  passing. 

The  viscosity  of  the  circulating  water  has  an  important  influence 

on  the  resistance,  since  the  warmer  the  water  the  less  resistance  it 

offers.     The  resistance  due  to  oily  circulating  water  may  be  greatly 

different  from  that  of  fresh  water.    Finally  by  analysis  of  reliable 
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test  data  it  is  possible  to  get  an  expression  for  the  area  of  heating 
surface  required  to  transmit  a  given  quantity  of  heat,  in  terms  of 
the  prime  variables,  from  which  it  is  seen  that  the  area  varies 
directly  as  the  quantity  of  heat  to  be  transferred  per  hour  per 
square  foot,  and  inversely  as  the  circulating  water  velocity  and  its 
mean  temperature,  as  well  as  the  tube  diameter.  Such  an  expres- 
sion, based  on  good  experimental  results,  should  replace  empiric 
coefficients  and  become  a  basis  of  rational  functional  design,  at  the 
same  time  being  of  assistance  in  the  operation  of  heat  transfer 
apparatus. 

DISCUSSION 

Robert  C.  H.  Heck  (written).  In  this  paper  the  argument  is 
developed  so  much  by  the  empirical  method  that  the  title  *  *  rational ' ' 
is  not  fully  deserved.  Thus  in  the  original  discussion  in  Engineer- 
ing  the  ratio  P/Pqq  was  at  first  computed  with  0.00221  instead  of 
0.000221  for  the  coefficient  of  T^,  and  the  values  of  R  were  found 
to  be  proportional  to  1/V.  When  attention  was  called  to  the  error 
the  base  was  changed  (presumably  by  trial  calculation)  to  l/T®-®*, 
with  the  result  shown  in  Pig.  7  of  the  paper.  This  flexibility  or 
insensitiveness  of  method  leaves  one  in  doubt  as  to  the  finality  of 
the  conclusions  reached. 

The  argument  from  analogy  in  Par.  11  seems  rather  farfetched. 
If  U  =  Zc,y°*  and  h  =.  fcjV^-*,  the  functions  U  and  h  are  not  really 
enough  alike  in  their  manner  of  variation  to  make  a  good  team. 
Further,  the  assumption  that  general  velocity  states  are  proportional 
to  critical  states  is  an  hypothesis  of  the  simple,  first-trial,  partly 
probable  type,  which  must  be  confirmed  by  direct  and  copious 
experiment  before  it  can  be  accepted  as  truly  giving  the  overall 
effect  of  the  complex  actions  which  it  covers.  Even  with  the  same 
tubes  and  with  the  same  mean  velocity,  but  with  different  water 
temperatures,  variations  in  heat  transfer  would  not  surely  measure 
variations  in  turbulence  of  flow,  because  the  conductivity  of  the 
water  probably  varies  with  temperature,  although  less  rapidly  than 
does  convection. 

Again,  consider  the  assumption  that  because,  with  the  same  water 
temperature,  the  critical  velocity  in  a  1-in.  tube  is  only  half  as  great 
as  in  a  y2-in.  tube,  therefore  a  unit  surface  of  the  larger  tube  is 
twice  as  effective  as  a  unit  of  the  smaller.  This  means  that  with 
the  same  temperature  and  velocity  the  convection  would  be  twice 
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as  great  in  the  larger  tube.  Of  course,  more  water  is  passing  the 
anit  surface  of  the  larger  tube  and  the  eddy  currents  are  larger  in 
volume;  but  does  not  the  idea  of  complete  inverse  proportionality 
to  diameter  appear  to  be  too  simple  and  to  give  too  much  weight  to 
size  of  tube  ?  At  any  rate,  it  is  open  to  doubt  and  subject  to  expe- 
rimental trial.  I  believe  that  the  difference  of  slant  in  the  final 
lines  of  Figs.  7  and  8  is  due  more  to  excessive  influence  of  tube 
diameters  than  to  the  causes  named  in  Par.  19. 

It  is  easy  and  helpful  to  define  verbally  the  unit  of  R  here  used 
as  the  resistance  through  which  a  temperature  difference  of  one 
degree  will  drive  1000  B.t.u.  per  square  foot  per  hour. 

Leo  Loeb  (written).  The  results  of  Lieutenant  Wilson's  studies 
are  summarized  in  his  conclusions  that  the  controlling  resistance  to 
heat  transfer  from  a  condensing  vapor  to  liquid  warming  rests  on 
the  liquid  side,  and  that  the  numerical  value  depends  on  the  three 
factors  of  water  velocity,  mean  temperature  and  tube  diameter. 
The  most  recent  developments  in  heat  transfer  apparatus,  all 
directed  toward  the  reduction  of  this  resistance,  have  produced 
types  of  apparatus  in  which  the  agitation  of  the  liquid  is  carried  to 
the  highest  practicable  point  consistent  with  reasonable  frictional 
resistance,  and  it  appears  that  in  the  near  future  the  largest  part 
of  such  apparatus  will  embody  construction  principles  which  make 
it  altogether  impossible  to  base  results  on  either  velocity  or  diameter. 
The  variations  in  results  reported  by  several  investigators  are 
not  entirely  due  to  the  neglect  of  any  one  variable,  so  much  as  the 
lack  of  standard  methods  of  test  and  of  uniformity  of  presentation 
of  data,  as  well  as  in  many  instances  to  an  improper  conception  of 
the  meaning  and  application  of  the  term  temperature  difference. 

As  an  example  of  the  possibility  of  accidental  errors  influencing 
final  results  might  be  cited  a  test  of  a  feed  water  heater  in  which 
there  was  a  noticeable  difference  in  temperature  across  the  cross 
section  of  a  6-in.  pipe  where  the  outlet  temperature  was  measured. 
Only  after  the  installation  of  a  mixing  device  could  the  thermometer 
be  depended  upon  to  indicate  the  true  temperature  at  outlet.  Sev- 
eral instances  have  shown  that  water  is  discharged  from  different 
portions  of  the  heating  surface  in  streams  of  varying  temperature 
and  that  these  streams  do  not  diffuse  readily. 

Another  source  of  uncertainty  is  the  average  temperature  of  the 
heating  medium.  In  the  case  of  air-free  condensers  and  feed-water 
heaters  with  generous  tube  spacing,  the  pressure  throughout  the 
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steam  space  is  substantially  constant,  and  the  average  temperature 
therein  is  that  corresponding  to  the  pressure.  However,  in  many 
instances  the  heat  transfer  is  so  great  that  the  velocity  of  approach 
of  steam  toward  the  heating  surface  is  considerable  and  it  will  be 
necessary  to  determine  the  steam  pressure  at  exit  as  well  as  inlet 
or  take  the  saturation  temperature  at  several  points  within  the  shell. 

One  cause  of  difficulty  is  the  assumption  usually  made  that  the 
law  of  heat  transfer  is  analogous  to  the  electric  or  magnetic  circuit. 
This  analogy  can  be  directly  carried  out  when  there  is  the  considera- 
tion of  a  single  thermal  resistance,  the  case  which  never  occurs  in 
practice. 

The  writer  has  recently  summarized^  a  great  number  of  tests 
made  to  determine  the  effect  on  heat  transfer  under  air-free  con- 
ditions of  various  forms  of  water  film  agitators  produced  either 
through  the  use  of  retarders  in  the  tubes  or  by  a  deformation  of  the 
tube  in  process  of  manufacture.  Those  tests  which  Lieutenant 
Wilson  cites  in  Paragraph  20  were  the  first  made  and  represent 
only  a  few  preliminary  results  used  to  modify  the  test  arrangement 
in  order  to  obtain  consistent  data. 

Also,  in  order  to  determine  the  form  of  temperature  gradient 
in  a  tube  a  number  of  tests  were  conducted  at  the  Naval  Engineer- 
ing Experiment  Station,  Annapolis,  Md.,  upon  single  tubes  and 
normal  heaters.  The  results^  give  data  which  may  be  used  directly 
to  evaluate  the  temperature  gradient. 

In  view  of  the  trend  of  design  of  heat  transfer  apparatus 
toward  types  in  which  velocity  or  reduced  velocity  is  not  a  measure 
of  film  agitation,  it  is  not  considered  practicable  with  the  informa- 
tion in  hand  to  introduce  another  factor  of  viscosity.  A  moderate 
number  of  tests  on  any  type  will  serve  to  establish  the  few  coeflB- 
cients  needed  by  a  designer  in  the  development  of  geometrically 
similar  apparatus. 

Edgar  Buckingham  (written).  While  Mr.  Wilson's  very 
interesting  paper  has,  ostensibly,  only  a  purely  practical  object,  it 
evidently  also  suggests  some  consideration  of  the  physics  of  the 
subject  of  heat  transmission  which  he  has  refrained  from  giving  but 
which  may  be  in  place  in  the  discussion.  We  may  confine  our 
attention  to  the  dominating  resistance,  namely  that  encountered  by 
the  heat  in  passing  from  the  inner  surface  of  the  tubes  into  the 

^Heat    transmission    and    tube    length    in    Marine    Feed    Water    Heaters. 
American  Society  of  Naval  Engineers — May  1915. 
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water  flowing  through  them,  and  we  shall  assume  that  the  water  is 
moving  with  more  than  the  critical  speed  so  that  its  motion  is 
turbulent.  We  shall  also  suppose  that  the  apparatus,  whatever  its 
nature,  is  in  a  steady  state  of  operation  so  that  the  temperature 
and  water  velocity  at  any  point  are  sensibly  constant  with  time, 
when  measured  by  instruments  too  sluggish  to  respond  to  the  rapid 
turbulent  changes. 

Against  the  tube  wall,  the  water  is  stationary  and  heat  must 
pass  from  the  metal  at  first  by  conduction.  There  is  no  stationary 
film  of  finite  thickness,  but  as  we  consider  points  farther  and  farther 
from  the  solid  surface,  the  mean  axial  speed  and  the  degree  of 
turbulence  increase  rapidly,  until  all  over  the  body  of  the  cross 
section  the  water  is  so  thoroughly  mixed  that  its  temperature  is 
nearly  uniform.  The  transition  from  zero  speed  and  the  tempera- 
ture of  the  metal  to  a  nearly  uniform  speed  and  temperature  away 
from  the  wall  is  of  course  gradual  and  continuous ;  but  it  is  very 
rapid  near  the  wall  and  we  may  get  a  good  approximation  to  the 
facts  by  idealizing  them  somewhat.  We  may,  without  departing 
far  from  reality,  imagine  that  there  is  an  absolutely  stationary  film 
of  finite  thickness  against  the  wall,  and  that  beyond  this  the  fluid 
is  completely  mixed  by  turbulence.  The  process  of  heat  transmis- 
sion will  then  consist  in  pure  conduction  through  the  stationary 
film,  followed  by  the  removal  of  heat  from  the  inner  surface  of  the 
film  by  convective  mixing. 

Among  the  physical  properties  of  the  water  (or  other  liquid) 
which  enter  into  the  problem  and  determine  what  happens  we  have 
therefore  to  consider;  first,  its  thermal  conductivity,  and  second 
those  properties  which  determine  the  convective  effect  of  a  given 
state  of  motion,  namely  density  and  specific  heat.  Finally,  the 
state  of  motion  itself  depends  on  and  is  fully  determined  by  the 
density  and  viscosity  of  the  liquid,  its  mean  speed  of  flow,  and  the 
diameter  of  the  tube,  if,  as  we  are  now  supposing,  the  tube  is  round, 
smooth,  straight,  and  long  in  comparison  with  its  diameter. 

As  regards  the  state  of  motion  of  a  sensibly  incompressible  fluid 
in  such  a  tube,  it  may  be  shown  by  dimensional  reasoning  to  depend 
only  on  the  value  of  the  dimensionless  quantity  (DVp/fi).  in  which 
D  is  the  internal  diameter  of  the  tube  and  V,  p,  fi  are  the  speed, 
density,  and  viscosity  of  the  fluid.  Furthermore,  it  is  well  known 
that  this  conclusion  frpp)  the  principle  of  ctuneosional  homogeneity 


h. 
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is  in  perfect  accord  with  the  observed  facts.^  In  order  therefore 
to  compare  different  cases  of  any  phenomenon,  such  as  heat  trans- 
mission, which  depends  on  the  nature  of  the  fluid  motion,  we  ought 
to  make  the  comparison  at  equal  values  of  (DVp/fi) ;  or  in  plotting 
results  to  show  the  effect  of  speed,  we  should  use  not  V  but  (DVp/fji,) 
as  one  coordinate.  This  is,  in  effect,  what  Mr.  Wilson  has  done 
by  making  his  reductions  to  standard  viscosity  and  standard  diam- 
eter, although  for  his  purpose  he  has  found  it  more  convenient  to 
state  the  matter  differently.  No  reduction  to  standard  density 
was  needed  because  the  density  of  water  varies  so  little  with  tem- 
perature. 

To  see  how  the  various  quantities  mentioned  may  enter  into 
the  problem,  it  is  well  to  make  a  preliminary  survey  by  means  of 
dimensional  reasoning.  At  any  section  of  the  tube,  let  p,  /n,  C  be 
the  density,  viscosity,  and  specific  heat  of  the  liquid  at  the  nearly 
uniform  temperature  prevailing  over  this  section;  these  quantities 
determine  the  convective  behavior  of  the  liquid.  Density  and 
specific  heat  are  so  nearly  constant  that  we  may  disregard  their 
possible  variations  with  temperature.  Viscosity,  on  the  other  hand, 
decreases  rapidly  with  rising  temperature  and  is  therefore  much 
less  against  the  wall  than  at  a  distance.  But  the  layer  where  this 
variation  takes  place  is  so  thin  and  the  liquid  there  so  nearly  at 
rest,  that  the  whole  convective  action  of  the  liquid  can  hardly  be 
appreciably  affected  by  this  variation  of  viscosity  close  to  the  wall, 
and  it  seems  safe  to  proceed  as  if  ^  had  only  a  single  fixed  value 
for  the  whole  section  depending  on  the  mean  temperature  there. 

The  rate  of  conduction  through  the  stagnant  film  depends  on 
the  temperature  difference  A  at  the  section  in  question  and  also  on 
the  conductivity  of  the  liquid.  We  know  very  little  about  the  con- 
ductivity of  liquids,  but  if  we  make  the  reasonable  assumption  that 
it  may  be  represented  well  enough  for  practical  purposes  as  a  linear 
function  of  the  temperature,  we  may  be  sure  that  the  behavior  of 
the  liquid  as  regards  conduction  can  be  completely  specified  by  A,  a, 
and  A,  where  A  is  the  conductivity  at  the  mean  temperature  of  the 
section,  and  o  is  the  temperature  coefficient  of  the  conductivity  be- 
tween this  and  the  temperature  of  the  inner  tube  surface  which  is 
A  degrees  hotter. 

'See,  for  ezample,  Stanton  and  Pannell  on  Similarity  of  Motion  in  Relation 
to  the  Surface  Friction  of  Fluids,  Phil.  Trans.  Royal  Soc.  London,  A  $14,  p. 
109,  Jul  1014. 
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If  we  now  let  Q  represent  the  heat  transmitted  to  the  liquid 
from  unit  length  of  the  tube  in  unit  time,  tliere  must  be  some 
definite  relation  connecting  Q  with  the  other  quantities  mentioned, 
and  we  may  represent  it  by  writing 

F{Q,D,  y,  p,  ^,  C,  A,  a,  A)=0  [1] 

The  validity  of  this  symbolic  statement  of  the  existence  of  the  re- 
lation in  question  depends  only  on  the  following  assumptions:  a 
that  the  density  and  specific  heat  are  sensibly  independent  of  tem- 
perature over  the  range  A  deg. ;  b  that  the  conductivity  may  be 
treated  as  a  linear  function  of  the  temperature  over  this  same 
range;  c  that  the  variation  of  viscosity  very  close  to  the  wall  is  of 
negligible  importance  in  determining  the  motion  and  the  resulting 
convection,  in  comparison  with  the  viscosity  throughout  the  great 
body  of  the  liquid  outside  of  the  nearly  stagnant  film.  There  can 
hardly  be  any  doubt  that  these  assumptions  may  be  regarded  as 
entirely  legitimate  for  the  moderate  temperature  ranges  with  which 
we  are  concerned  at  present. 

By  proceeding  in  the  manner  illustrated  in  my  paper^  the 
nnmber  of  variables  in  equation  [1]  may  be  reduced  by  four  and 
the  equation  may  be  put  into  a  great  variety  of  forms,  one  of  the 
simplest  and  most  convenient  for  our  present  purpose  being 

in  which  *  is  an  unknown  function  which  remains  to  be  determined. 
In  order  to  be  **  rational, ' '  in  the  sense  of  *  *  dimensionally  homo- 
geneous,'* any  more  specific  equation  purporting  to  describe  the 
relation  symbolized  by  equation  [1],  must  be  reducible  to  the 
form  [2]. 

While  equation  [2]  refers  only  to  the  process  as  it  occurs  at  a 
single  cross  section  where  the  liquid  and  the  wall  have  particular 
temperatures,  an  equation  of  just  the  same  form  will  hold  for  the 
mean  transmission  over  the  whole  length  of  the  tube,  measured  in 
B.t.u.  per  hour  per  running  foot,  if  the  temperature  of  the  liquid 
do«i  not  change  much  along  the  tube  and  if  the  temperature  of 
the  tube  itself  is  fairly  uniform  from  end  to  end.  We  may  then 
replace  A  by  the  mean  temperature  difference  t^^^  and  let  f>,  fi,  C, 
and  A  be  values  for  the  mean  temperature  of  the  liquid  in  the  tube. 

A  glance  at  equation  [2]  shows  that  a  complete  investigation  of 
the  problem  of  heat  transmission,  even  for  a  single  liquid  in  so 
'Model  Experiments  and  the  Fonn  of  Empirical  Equations,  post  p.  263. 
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simple  an  apparatus  as  a  condenser  tube,  is  a  rather  complicated 
affair.  For  to  determine  the  form  of  the  unknown  function  *,  it 
is  necessary  to  find  the  effect  on  Q  of  varying  the  four  arguments 
of  *  separately.  In  view  of  our  almost  complete  ignorance  about 
the  thermal  conductivity  of  water,  to  say  nothing  of  other  liquids, 
it  is  not  surprising  that  we  do  not  yet  know  all  there  is  to  know 
about  heat  transmission ;  and  any  attempt  to  proceed  rationally,  as 
Mr.  Wilson  has  done,  by  taking  into  account  and  allowing  for  the 
various  physical  quantities  that  may  be  involved  in  the  process  of 
heat  transmission,  is  very  much  to  be  welcomed. 

In  any  systematic  attack  on  the  general  problem  of  heat  trans- 
mission, whether  by  making  new  experiments  or  by  analyzing  the 
data  already  at  hand,  equation  [2]  or  some  one  of  the  many  equiva- 
lent forms  into  which  it  may  be  thrown,  may  be  used  as  a  guide. 
To  illustrate,  let  us  suppose  that  as  a  first  guess  we  decide  to  leave 
the  possible  variation  of  conductivity  with  temperature  as  a  refine- 
ment to  be  attended  to  later  if  necessary,  and  see  whether  we  can 
not  coordinate  the  observed  facts,  at  least  approximately,  by  assum- 
ing that  these  variations  are  of  negligible  importance.  This 
amounts  to  setting  o  ==  0,  and  equation  [2]  at  once  reduces  to 

in  which  *i  represents  a  new  unknown  function,  but  one  with  only 
two,  instead  of  four,  independently  variable  arguments.  Since  the 
temperature  head  A  has  disappeared  from  within  the  unknown  func- 
tioUy  we  now  have  Q  oc  A,  as  is  very  often  assumed  from  the  start 
in  discussions  of  heat  transmission. 

Of  the  two  arguments  of  *i,  the  first  or  (DV  p/fi),  in  which  D 
is  a  length  and  V  a  speed,  occurs  very  often  in  considering  the 
motion  of  viscous  fluids,  and  it  would  be  convenient  to  have  a  name 
for  it.  When  the  geometrical  shape  of  the  solids  in  contact  with 
the  fluid  is  given— a  smooth  straight  tube,  in  the  present  instance— 
the  value  of  {DV  p//i)  determines  the  nature  of  the  motion,  includ- 
ing the  degree  of  turbulence,  and  it  might,  provisionally,  be  called 
the  ** turbulence  variable."  The  other  argument  (^C/A)  is  a 
property  of  the  fluid,  and  for  a  given  fluid  it  depends,  like  other 
properties,  only  on  the  temperature  and  pressure.  Physically 
speaking,  it  is  the  ratio  of  kinematic  viscosity  to  thermal  diffusivity. 
For  lack  of  an  obviously  appropriate  name,  it  might,  in  case  of 
need,  be  termed  the  **convectivity''  of  the  fluid. 


DISCUSSION  77 

If  we  write  equation  [3]  in  the  form 

the  first  member  is  susceptible  of  a  simple  physical  interpretation. 

For  it  is  easily  seen  that    y^.,,     .,  ^=S  is  the  change  in  temperature 

VV  p  G  A 

of  the  liquid  in  moving  a  distance  v  /V4,  or  one  quarter  circum- 
ference, along  the  tube.     Hence  we  may  write  [4]  in  the  form 

which  states  that  the  ratio  of  the  temperature  change  in  passing 
over  any  fixed  number  of  tube  diameters  along  the  tube,  to  the 
mean  temperature  head  A  causing  the  change,  depends  only  on  the 
values  of  the  turbulence  variable  {DV  p/fi)  and  of  the  convectivity 
of  the  liquid  (fiC/k).  The  form  [5]  has  the  advantage  over  [4J 
that  the  temperature  differences  8  and  A  are  among  the  quantities 
which  may  be  directly  measured  during  an  experiment,  and  the 
meaning  of  the  equation  is  physically  plainer  than  that  of  [3] 
or  [4]. 

Returning  to  equation  [3]  we  may,  if  we  like,  replace  Q  by  the 
somewhat  artificial  but  practically  convenient  transmission  coeflB- 
eient  U.    For  we  have  Q  =^  Vy^irD  A,  so  that  [3]  may  be  written 

If,  as  in  the  case  of  water  in  condenser  tubes,  we  are  dealing 
with  a  liquid  for  which  p,  V,  and  A  may  be  treated  as  sensibly  con- 
stant over  the  working  range  of  temperature,  equation  [6]  may  be 
simplified  to  the  form 

i/  =  y<i>3(Z)y,^)  [7] 

If  experiments  at  variable  rates  of  flow  show  that  Z7  oc  F" ,  equa- 
tion [7]  simplifies  still  further  to 

V=y-  D^^-'f  (^)  [8] 

so  that  the  effect  of  varying  diameter  is  known  at  once  from  the 
effect  of  speed,  without  further  experiment.  To  find  the  effect  of 
viscosity,  i.e.  of  temperature,  the  natural  thing  to  do  after  finding 
the  value  of  n  is  to  plot  observed  values  of  i7-7-(F"Z)°'*)  against 
simultaneous  values  of  ^,  draw  a  curve  through  the  points,  and 
thereafter  make  corrections  or  allowances  for  temperature  by  using 
the  curve  or  an  empirical  equation  for  it.  If  the  points  do  not  lie 
on  a  single  curve,  within  the  errors  of  experiment,  our  neglect  of 
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the  variations  of  A  with  temperature  was  probably  not  permissible, 
and  we  must  then  take  up  a  more  complete  analysis  of  the  problem 
by  treating  the  tube  temperature  as  one  of  the  variables. 

Equation  [1]  may  be  treated  in  various  ways  and  the  problem 
considered  from  various  standpoints.  But  the  important  things 
to  be  noted  are :  first,  that  in  attacking  such  a  problem  in  technical 
physics  as  that  of  heat  transmission,  it  is  important  to  start  by 
recognizing  all  the  physical  quantities  which  may  be  involved  in  it, 
instead  of  trying  to  shut  one 's  eyes  to  as  many  as  possible ;  second, 
that  an  empirical  equation  which  is  not  rational,  i.e.  not  dimension- 
ally  homogeneous,  is  not  safe ;  and  third,  that  dimensional  reasoning 
is  very  useful,  both  in  suggesting  and  directing  experimental  work, 
and  in  analyzing  experimental  data  so  that  they  may  be  represented 
by  rational  formulas. 

C.  P.  Braun  (written).  This  paper  is  particularly  interesting 
to  the  writer  because  it  treats  in  a  most  thorough  manner  a  factor 
in  calorifier  design,  which  is  given  only  slight  attention  in  my 
condenser*  paper. 

Unquestionably  the  resistance  to  heat  flow  on  the  fluid  side  of 
a  tube  increases  rapidly  with  increase  in  viscosity  and  is  a  most 
important  factor  in  the  design  of  calorifiers  for  such  viscous  fluids 
as  oils,  syrups,  etc.,  having  viscosities  ranging  up  to  50  times  that 
of  water.  As  the  oil  industry  particularly  is  an  important  one  in 
this  country  and  the  demand  for  oil  heaters  and  exchangers  large, 
the  development  of  rational  formulae  relating  to  heat  transfer  and 
viscosity  would  be  very  valuable,  and  can  the  author  extend  his 
researches  to  these  fields  he  will  render  a  service  to  the  profession. 

The  viscosity  of  water  varies  so  slightly  within  the  ranges  of 
temperatures  encountered  in  heater  and  condenser  practice  that  its 
effect  is,  I  feel,  almost  negligible  compared  with  that  of  other 
variables  indeterminate  and  diflScult  to  control.  While  believing 
in  figuring,  I  think  we  must  eliminate  unimportant  complications, 
or  we  avoid  and  do  not  use  our  theory. 

One  of  the  greatest  variables  in  determining  the  unit  coefficient 
of  heat  transfer  for  comparison  of  different  experimental  results 
is  the  method  of  computing  the  mean  temperature  difference. 
Without  discussing  the  merits  of  the  various  formulae,  it  is  sufiicient 
to  call  attention  to  the  fact  that  the  arithmetic  mean,  logarithmic 
mean  and  others  produce  widely  varying  results,  particularly  when 
*The  Surface  Condenser,  post,  p.  203. 
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the  ratio  between  the  last  temperature  difference  and  the  greatest 
temperature  difference  is  small. 

Again  the  amount  of  air  present  is  a  variable  which  cannot  be 
controlled  or  its  effect  determined,  and  will  invariably  produce 
variations  far  beyond  the  limits  of  viscosity  effects. 

The  density  or  mass  flow  of  the  steam,  while  apparently  having 
no  important  effect  upon  heat  transfer,  may  very  probably  have 
as  much  if  not  more  effect  than  the  viscosity  of  the  water. 

Also,  I  believe  thoroughly  that  heat  transfer  varies  inversely 
with  tube  size  and  to  a  far  greater  degree  than  with  water  viscosity. 
Elxperimental  data  on  this  point  would  be  valuable. 

Unaccountable  discrepancies  in  condenser  test  results  are  very 
frequently  the  result  of  assuming  a  uniform  temperature  in  the 
iteam  space,  instead  of  obtaining  an  average  which  may  fall  consid- 
erably below  that  at  the  inlet,  due  to  friotional  pressure  drop 
through  the  tube  of  space,  and  to  the  presence  of  air. 

Arthur  M.  Obeene,  Jr.  I  would  like  to  ask  how  the  author 
proposes  to  get  the  mean  temperature  so  as  to  use  the  results  of  his 
work,  and  also  how  he  obtained  the  mean  temperature  he  did  use. 

As  Mr.  Braun  points  out,  using  the  arithmetic  mean  and  the 
logarithmic  mean  gives  two  results;  and  if  viscosity  is  affected  by 
temperature,  this  must  be  considered  in  finding  the  coefScient  of 
heat  transfer.  It  seems  that  both  methods  of  getting  t^  are  incor- 
rect, and  ij^^  should  really  be  found  by  the  method  Mr.  Orrok  uses 
in  his  condenser  work. 

Mr.  Leo  Loeb's  paper,  in  the  Transactions  of  the  Institute  of 
Naval  Engineers,  points  out  clearly  that  this  heat  transfer  coeflBcient 
varies  with  temperature.  The  method  which  Mr.  Loeb  uses  is  rather 
unique,  and  proves  clearly,  I  think,  that  we  must  use  some  exponent 
form  for  computing  t^.  This  seems  to  me  better  than  using  an 
expression  involving  viscosity. 

The  Author.  Professor  Heck  criticises  the  reference  to  the 
similarity  between  the  laws  of  resistance  to  the  flow  of  water  and 
heat  on  the  grounds  of  dissimilarity  of  exponents.  The  mere 
numerical  value  of  these  exponents  is  of  little  importance  for  the 
purpose  in  hand.  It  was  the  similarity  in  form  of  the  accepted 
law  that  led  to  the  study,  and  although  this  study  showed  the 
exponential  law  to  be  incorrect  for  heat  transfer,  nevertheless  the 
remarkable  facility  with  which  all  data  are  reconciled  by  the 
viscosity  correction  is  justification  enough  for  the  method. 
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Professor  Heck  also  objects  to  the  use  of  the  word  ''rational. 
My  understanding  is  that  an  expression  is  rational  when  it  so  in- 
volves the  different  variables  that  the  truth  may  be  checked  up  by 
the  fundamental  dimensional  equations.  Taking  the  expression 
for  film  thickness  in  the  paper,  we  have  L  =  {a/V)  +  b  where  L 
is  the  thickness,  V,  the  reduced  water  velocity,  a,  the  slope  of  the 
line,  and  b,  the  intercept  on  the  vertical  axis,  Pigs.  7  and  8.  In 
this  expression  b  has  the  dimension  L;  V  is  of  course  L/T;  a  is 
L/V  or  L^/T,  and  we  then  have 

which  is  a  rational  expression.     Referring  to  the  expression  for 
the  area  we  have 

A  =  Q  p  L/t-    in  which  L  is  taken  as  the  expression  above ;  by 
definition  Q/t^  =  V,  and  p  =  L/V  from  which 

y  ~ 

which  expression  is  again  rational. 

As  for  the  influence  of  tube  diameter  to  which  Professor  Heck 
takes  objection,  there  seems  no  reason  for  endeavoring  to  find  a  more 
complicated  function.  The  resistance  to  heat  flow  and  water  flow 
are  both  a  function  of  the  water  agitation.  In  the  flow  of  water  the 
diameter  is  shown  by  Reynolds  to  have  a  certain  influence  on  the 
critical  point,  that  is  the  point  at  which  the  flow  becomes  turbulent, 
and  this  feature  in  turn  affects  the  resistance  to  flow.  It  seems  not 
unreasonable  to  expect  the  diameter  to  have  the  same  sort  of  influ- 
ence on  heat  transfer,  which  is  dependent  upon  the  agitation  ip  the 
same  manner.  In  comparing  a  i/^-in.  and  a  1-in.  tube  as  to  the 
effectiveness  of  the  unit  surface  it  must  be  borne  in  mind  that  for 
the  same  linear  velocity  the  quantity  of  water  passed  increases  as 
the  square  of  the  diameter.  If  now  the  flow  is  turbulent,  there  can 
be  a  larger  number  of  impacts  on  the  unit  surface  of  the  larger  tube 
than  of  the  smaller,  and  this  accounts  for  the  greater  effectiveness. 

Professor  Greene  has  asked  the  method  of  obtaining  the  mean 
water  temperature.  This  is  shown  in  the  tables  where  I  have  sub- 
tracted the  mean  temperature  difference  f^  from  the  temperature 
of  the  steam  t^,  thus  getting  f^,  the  mean  water  temperature.  Both 
Mr.  Braun  and  Professor  Greene  have  discussed  the  mean  tempera- 
ture difference;  I  am  aware  of  the  difference  of  opinion  as  to  the 

proper  waj^  of  getting  this.    Mr.  Orrok  io  bis  calculations  used  the 


DISCUSSION  81 

arithmetic  mean  for  the  reason  that  the  difference  in  results  by 
different  methods  when  the  temperature  rise  is  small  is  not  worth 
considering. 

Mr.  Loeb  states  that  no  useful  purpose  can  be  served  by  con- 
sidering the  high  circulating  water  temperature  in  design  where 
space  and  weight  are  limited.  On  the  other  hand  this  seems  to 
me  to  be  the  very  place  careful  design  is  needed.  As  an  example 
take  the  condenser  design  of  a  battle  cruiser  developing  say  120,000 
horsepower,  on  a  small  displacement.  Her  condensers  will  be  be- 
yond the  limits  of  present  practice  so  that  no  comparison  may  be 
had  with  other  vessels,  yet,  on  the  other  hand,  space  will  be  so  con- 
fined as  to  preclude  guesswork. 

Mr.  Loeb  calls  attention  to  the  fact  that  the  variation  in  results 
reported  by  several  investigators  may  be  due  to  experimental  errors, 
rather  than  the  neglect  of  the  variables  mentioned.  I  appreciate 
fully  the  difficulties  of  work  in  this  field  and  drew  Pig.  9  as  an 
example. 

The  objection  by  Mr.  Loeb  that  the  analogy  of  the  law  of  the 
electric  circuit  can  apply  only  when  we  have  a  single  resistance  is 
not  sustained.  We  are  fully  justified  in  writing  such  a  law  if  we 
remember  that  the  resistance  in  this  case  is  a  variable.  Mr.  Loeb 
practically  uses  the  .same  analogy  in  his  paper,  but  instead  of 
sepiarating  the  resistance  into  its  component  parts  he  assumes  that 
he  is  keeping  this  constant  when  he  maintains  the  water  velocity 
constant  and  determines  an  exponent  for  the  mean  temperature 
difference.     In  the  general  expression. 


V  = 


tru 


/?wt+  R.  +  Ra-\-  Rx 

R^  is  not  dependent  upon  the  velocity  alone,  but  also  on  the  mean 
water  temperature,  and  his  failure  to  consider  the  temperature  is 
probably  responsible  for  the  value  of  his  exponent  for  t^,  and  its 
difference  from  unity.  Any  exponential  law  for  heat  transfer 
involving  either  V  or  f^^,  however  convenient  it  may  be  for  the 
de.sign  of  a  limited  class  of  apparatus,  cannot  be  considered  a  valid 
general  law.  As  Mr.  Loeb  says  any  one  can  run  a  few  tests  and 
use  them  as  a  basis  for  design  for  siitiilar  apparatus  involving  the 
.same  conditions;  surely,  however,  wo  are  not  entitled  to  use  these 
few  results  in  writing  a  general  law  for  the  whole  subject. 

The  objection  that  new  types  of  apparatus  have  been  evolved  in 
which  agitation  is  carried  to  the  limit  so  that  viscosity  need  not  be 
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considered  is  hardly  valid.  We  have  two  distinct  methods  of  reduc- 
ing the  reaiatance,— mechanical  agitation  and  increased  water  tem- 
peratures. In  certain  types  of  apparatus  the  first  method  is  car- 
ried to  the  limit,  but  this  does  not  remove  the  influence  of  tempera- 
ture on  the  thickness  of  the  water  film. 

In  regard  to  the  value  of  the  exponent  of  V  in  the  paper,  I  have 
now  plotted  the  results  of  Mr,  Orrok's  work  against  V  with  the  in- 
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Fio.  11    BxPLOTTED  CuBVXB  Or  Besistasce  to  Heat  Transfib 
IN  A  Condenses 

dex  unity  and  find  excellent  accord,  as  shown  in  Fig.  11.  Further 
experimental  work  must  determine  the  real  value  of  the  exponent. 

In  conclusion,  successful  design  of  heat  apparatus  has  been  done 
empirically  and  will  continue  to  be  so  done.  In  all  design,  however, 
we  must  appreciate  two  great  classes,  (1)  functional  design  and  (2) 
the  design  of  the  mechanism.  Mr.  Braun  in  his  paper'  gives  an 
excellent  summary  of  the  design  of  the  mechanism  of  a  condenser. 
My  paper  is  intended  to  demonstrate  a  basis  for  rational  functional 
design  of  heat  transfer  apparatus  of  all  type^  for  every  flow  condi- 
tion, throughout  the  whole  range  of  variation. 

The  Surface  Condenser,  pott,  p.  203. 
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INFLUENCE  OF  DISK  FRICTION  ON 
TURBINE  PUMP  DESIGN 

By  F.  zur  Nedden,  New  York,  N.  Y. 
Member  of  the  Society 

SYNOPSIS  OF  PAPER 

The  mathematical  survey  of  the  problem  leads  to  these  conditions  for  a 
minimum  loss  through  disk  friction: 

a  Smoothness  (polish)  of  both  disk  and  casing.    Roughness  of  either  is 

equally  detrimental. 
b  Smallest  possible  surface  of  both.    Excessive  extension  of  surface  is 

equally  detrimental  whether  it  is  the  surface  of  the  disk  or  of  the 

casing. 
c  Outward  indication  of  attainment  of  minimum  is  the  fact  that  the 

waste-water  rotates  half  as  fast  as  impeller. 

A  gyrostatic  pressure  is  generated  by  the  rotation  of  the  waste-water  and 
added  to  static  pressure  prevailing  at  the  center  of  the  impeller. 

From  the  influence  of  the  width  of  the  impeller  it  follows  that  it  is  important 
to  keep  the  thickness  of  metal  at  the  periphery  as  small  as  possible.  Protruding 
rims  are  objectionable. 

The  influence  of  the  ordinary  roughness  of  non>machined  castings  has  no 
perceptible  effect  on  the  efficiency  except  with  high  lift  pumps.  Painting  or 
japanning  the  surfaces  generally  seems  less  desirable  than  machining  them  with 
a  medium  heavy  cut.  High  polish  seems  wasted.  The  experiments  verify 
conclusionK  of  mathematical  survey. 

The  influence  of  viscosity  is  proportional  to  its  fifth  root;  yet,  it  is  responsible 
for  an  improvement  in  the  efficiency  of  hot-water  turbine  pumps.  The  effect 
of  pumping  heavy  oil  and  tarry  liquid  is  estimated.  The  influence  of  fluid 
density  is  almost  exactly  proportional  to  the  specific  gravity. 

The  loss  through  disk  friction  constitutes  a  constant  percentage  of  the  normal 

useful  power  at  all  speeds  in  one  and  the  same  pump.     G enerally  its  percen tic  value 

head  per  stage 
grows  with  the  value  of caoacitv **  constant  speed,  and  diminishes  with 

head  per  stage 
increasing  speed  and  constant  ratio caoacitv "  ^^^  heads  are  more  eco- 
nomically produced  by  high  speeds  or  a  greater  number  of  stages  than  by  in- 
creasing the  diameter  of  the  impellers,  but  the  number  of  stages  should  be  left 
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to  the  discretion  of  the  maken,  not  fixed  by  specifications.  A  steep  angle  be- 
tween impeller  blades  and  the  tangent  at  the  periphery  serves  very  considerably 
to  improve  the  efficiency  owing  to  indirect  reduction  in  disk  friction  losses, 
especially  in  high  lift  pumps. 

The  disk  friction  reaches  a  minimum  for  a  certain  width  of  the  waste  water 
chamber,  which  is  about  %  in.  for  disks  of  12  in.  diameter.  The  increase 
with  increasing  width  is  due 

a  To  the  increase  in  retarding  surface. 

b  To  the  induction  of  secondary  or  induced  hydraulic  currents. 

Concentric  ribs  are  advantageous;  radial  ribs  are  detrimental. 

In  single-stage  pumps  the  rotation  of  the  waste-water  reduces  the  tendency 
for  leakage  by  about  20  to  35  per  cent.  In  multi-stage  pumps  the  same  influ- 
ence may  even  increase  the  leakage. 

Inequality  in  shape  or  roughness  of  the  waste-water  chambers  on  both  sides 
of  the  impeUers  produces  a  gyrostatic  axial  thrust  due  to  disk  friction  which 
can  assume  very  considerable  values.  The  direction  of  this  thrust  is  indicated 
by  the  rule:  "The  impeller  is  drawn  to  the  side  where  the  waste-water  rotates 
fastest.  * ' 


K  ZUB  Keddek  85 


ABRIDGED  PAPER 


A  disk  revolving  in  water  acts  as  a  brake.  The  losses  due  to  the 
rotation  of  impellers  in  the  water  surrounding  them  amount  to  one- 
quarter  to  one-third  of  the  total  of  the  losses  occurring  in  a  high-lift 
turbine  pimip.  It  is  astonishing  that  publications  on  the  nature 
and  magnitude  of  these  losses  are  more  than  scarce.**'''^*  There  is 
ver>'  little  reliable  information  on  the  question;  and  that  little  is 
not  arranged  as  designers  would  like  to  have  it  for  use  in  com- 
mercial practice. 

2  In  the  present  paper  the  results  gained  by  Professors  Unwin* 
and  Gibson*  are  mainly  employed  in  an  effort: 

a  To  find  what  means  are  at  the  disposal  of  the  designer  of 
turbine  pumps  for  minimizing  the  losses  due  to  disk 
friction. 

b  To  furnish  reliable  data  and  diagrams  from  which  to 
estimate  the  influence  of  disk  friction  on  the  eflBciency  of 
a  turbine  pump. 

c  To  draw  attention  to  the  bearing  which  disk  friction  of  the 
impellers  has  on  the  axial  thrust  of  turbine  pumps. 

NOTATION 

3  Referring  to  Fig.  1,  the  following  symbols  and  terminology 
will  be  used: 

ka  and  Kb  =  coefficients  of  friction  between  surfaces  A  and  B 

respectively  on  one  hand  and  the  fluid  sur- 
rounding the  disk  on  the  other  hand. 
Waste- water*  =  fluid  surrounding  the  disk. 

/  =  Gibson's  coefficient  of  disk  friction. 
vt  «=abs.   velocity  of  waste-water  in  ft./scc.  at  the 
distance  r  from  the  axis. 
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Vf  ^absolute  velocity  in  ft./sec.  of  a  point  mtuated  <m 

the  surface  of  the  disk  at  a  distance  of  p  from 

the  axis. 
v«A  '•abs.  velocity  in  ft./sec.  of  adjacent  particle  of 

waste- water, 
VoB  -abs.  velocity  in  ft./sec.  of  waste-water  particles 

adjacent  to  casing;  at  distance  p  from  axis. 
0*  -area  in  sq.  ft.  of  that  part  of  the  impeller  surface 

which  is  marked  by  fat  contour  in  upper  half 

of  Fig.  1. 
Ob  =area  in  sq.  ft.  of  surface  of  casing  as  marked  by 

fat  contour  in  upper  half  of  Fig.  1. 


Fio.  1    Key  to  Notation 


P -dragging  force  in  pomids  of  impeller,  i.e.,  force 
exerted  by  impeller  on  waste-water  which  it 
causes  to  rotate. 
Q  =retarding  force,   in  pounds,  of  casing,  resisting 

efEects  of  P. 
wt  cn^angular  velocity  per  sec.  of  waste-water. 
w  =aQgular  velocity  per  sec.  of  impeller. 
J  A  =polar  moment  of  inertia  in  ft*,  of  surface   0* 

with  respect  to  axis  of  rotation. 
J*  "the  same  of  surface  Oa. 
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Rp  and  Rq  <=  distance,  in  feet,  of  P's  or  Q's  place  of  application 

respectively  from  axis  of  rotation. 
Et  =  energy  of  disk  friction  in  ft-lb. 
fcg  =gyrostatic  head  in  ft. 

h,  =  static  head  generated  by  impeller  proper  in  ft. 
Di  =  diameter  of  slip  ring  clearance  in  ft. 
Z>2  and  Ri  =  diameter  and  radius  respectively  of  impeller  in  ft. 
Pg  =total  gyrostatic  force  in  lb.,  see  equation  [1]. 
P,  =  total  axial  force  exerted  by  gyrostatic  plus  static 

pressure  on  the  impeller  in  lb.,  see  equation  [2]. 
Nt  =  number  of  revolutions  of  waste-water,  per  min. 
N  «number  of  revolutions  of  pump  per  min. 
M  ^moment  of  frictional  force  in  ft-lb. 
L  » friction  loss  in  ft-lb.  per  sec. 
n  « Gibson's  functional  exponent  of  v. 
bi  » axial  thickness  of  left  hand  margin  of  impeller  in 

same  measure  as  Z>s. 
bt «  axial  thickness  of  right  hand  margin  of  impeller  in 

same  measure  as  Ds. 
b  -total  thickness  -bi  +b%. 
Lb  -  loss  due  to  6,  in  ft-lb.  per  sec. 
h.p.  p  =  loss  due  to  friction  on  both  faces  of  disk  without 
considering  axial  thickness,  in  h.p.  (see  formula 
[3]). 
h-P/b  =lo88  due  to  friction  on  circumference  of  disk  or 

impeller  (see  formula  [4]). 
h.p.  /  =h.p.  /b  +h.p.  P  (see  Fig.  6). 

M  =  absolute  viscosity  in  grams  per  cm-sec.  (  =0.010 

for  water  of  65  deg.  fahr.). 
ti;  =  density   or  specific   gravity    (=1    fol*   water   of 

40  deg.  fahr.). 
s  =^ lateral  distance  between  wall  and  disk. 
k  =  ratio  of  roughness  of  disk  to  roughness  of  wall. 
A-*  ^k  X  constant  (see  formula  [6]). 
VcTit  =  critical  speed  of  flow. 

•The  term  **  waste-water"  was  chosen  in  order  to  specify  unmistakably 
this  part  of  the  contents  of  the  pump.  It  is  the  fluid  that  has  leaked  out 
from  the  clearance  between  the  circumference  of  the  impeller  and  the  diflfusor. 
It  does  not  participate  in  the  pumping  process  proper.  The  water  which 
fills  the  eye  of  the  impeller  (see  fat  contours  marked  F  in  lower  half  of 
fig.  1)  does  participate  in  that  process.  The  friction  of  that  part  of  the 
impeUer  skin  is  not  booked  under  disk  friction  and  is  not  dealt  with  in  this 
paper. 
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DEDUCTIONS 

a  In  order  to  reduce  the  loss  through  disk  friction  as  much 
as  possible,  the  coefficients  of  friction  ka  and  kb  should 
be  made  as  small  as  possible;  i.e.,  both  the  casing  and 
the  runner  should  be  machined  or  polished  as  smoothly 
as  possible. 

6  If  a  smoothly  finished  impeller  revolves  within  a  rough 
casing,  the  result  is  the  same  as  if  a  rough  impeller  re- 
volves within  a  smooth  casing. 

c  The  surface  of  the  impeller  and  of  the  stationary  parts  of 
chamber  C  (Fig.  1)  should  be  made  as  small  as  possible. 

d  The  effect  of  an  extended  and  complicated  surface  is 
equally  bad  whether  this  surface  be  the  stationary  wall  of 
chamber  C  or  the  rotating  surface  of  the  impeller. 


Fio.  2    Gyrostatic  Pababola 


The  outward  indication  of  the  attainment  of  a  minimum  of  loss  through 
disk  friction  is  the  fact  that  the  waste-water  rotates  just  half  as  quickly 
as  the  impeller, 

THE   GYROSTATIC   PRESSURE 

5     The   pressure  due  to  the  rotation  of  the  waste-water  is  the 
source  of  important  axial  forces.    At  a  distance  of  r  ft.  from  the  axis 

of  rotation  and  an  wgular  velocity  of  wt  per  sec.  tbig  pressure  in 

feet  of  fluid  is 


2? 


2P 
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whae  v-r  stands  for  the  absolute  tangential  velocity  of  the  waste-water 
in  ft-sec.  and  g  -32.16. 

6  When  plotting  these  pressures  as  abscisstp  over  the  respective 
radii  as  ordinates,  the  parabola  ABC,  Fig.  2,  is  obtained.  The 
pressure  k^  is  directed  towards  the  circumference. 

7  In  turbine  pumps  the  problem  is  to  hnd  the  influence  of  the 
gyrostatic  pressure  upon  annular  surfaces,  say,  e.g.,  that  part  of  the 
impeller  which  lies  between  slip  ring  a  and  its  peripheo'  (Fig.  3). 

!<-■  4 -I 


Pre.  3    GiBOsTATio  FoBCTt  Acnxo  upon  Aknulab  Subfacb 

8  The  gyrostatic  force  in  pounds  axially  exerkd  by  the  rotating 
wtute-water  upon  an  annular  surface  is 

1000  '^J 

where 

A't  -rotative  speed  of  waste-water  in  r.p.in. 
Z>i  and  Di  =the  outer  and  the  inner  cliamelcr,  rfspectively ,  of 
the  surface  in  ft. 

9  The  total  axial  force,  therefore,  is 

where 

Dt  and  Di  =outer  and  iimer  diameter,  respectively,  of  annular 

face,  in  ft. 
A,  -static  head  existing  at  circumference  of  impeller,  in  ft. 
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Nr  =  rotative  speed  of  waste-water  in  r.p.m. 
Pg  =gyrostatie  force  (see  equation  [9]). 

V.      ESTABLISHMENT   OF   PRACTICAL   FORMULA 

10  The  paper  here  surveys  the  experiments  of  Unwin  and 
Gibson,  considering  the  limitations  of  their  formulae  and  also  that 
of  Biel  for  the  theoretical  loss  through  disk  friction.  It  then  de- 
velops the  expression 


4  «•"+'  f  D*"+* 

^••^     550 .  30"+^  2"+«  ^^       •    n-h3         "^  ^^ 


where 


h.p./*=loss  due  to  friction  on  both  faces  of  disk,  without 
considering  axial  thickness,  in  h.p. 

/  =  coefficient  of  friction,  see  Fig.  4,  a,  b  and  c. 

n  ^exponent  of  friction,  see  Fig.  4,  a,  b  and  c. 
N  =  r.p.m.  of  disk. 
D2  =  largest  diameter  of  disk. 

11  This  formula  does  not  take  into  account  the  axial  extension 
of  the  disk.  Gibson  introduces,  for  this  purpose,  an  "Eflfective 
Radius"  Ri  which  is  slightly  larger  than  the  actual  radius  of  the  disk 
so  as  to  make  up  for  the  extra  loss  produced  by  the  circumferential 
face  of  the  disk.  The  author  has  found  this  correction  to  be  rather 
inconvenient  for  use  in  connection  with  turbine  pump  impellers.  He 
therefore  developed  a  corrective  factor  specially  adapted  to  the 
needs  of  the  designer  as  follows: 


h.p.fb  =  h.p.px 


^^•(n+3) 


w 


That  is,  in  order  to  find  the  total  loss  due  to  friction  both  of  the 
circumferential  and  the  lateral  faces  of  a  disk,  the  value  of  h.p.  f  ob- 
tained for  the  latter  (equation  [3])  should  be  multiplied  by 

l+;^^(n+3)  [6] 

where  6  is  the  total  axial  thickness  of  the  disk,  expresse<l  in  the  same 
measure  as  D2. 

12    In  this  way  the  designer  can  always,  by  a  simple  factor  to 
be  worked  out  mentally,  consider  separately  and  keep  apart  the 
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influence  of  the  diameter  and  that  of  the  axial  extent  of  an  impeller 
on  the  friction  loss.^ 

INFLUENCE   OF   ROUGHNESS   OF  DISK   AND   CASING 

13  Fig.  4  a,  6  and  c  represent  graphically  the  average  varia- 
tions of  /  and  n  in  function  of  t^*  as  established  by  Gibson  and  Ryan 
for  various  degrees  of  roughness.  Their  results  were  compared  with 
those  established  by  Professor  Unwin's  experiments  and  found  to 
harmonize  with  them  to  a  satisfactory  degree.  As  set  forth  in 
Fig.  4  a,  6  and  c  the  values  of  /  and  n  furnish,  within  the  range  of 
speeds  at  which  turbine  pumps  are  run,  figures  for  the  losses  (equa- 
tions [3]  and  [4])  which  always  come  within  5  per  cent  of  the 
actual  test  results. 

14  The  second  deduction  at  which  the  author  arrived  by  the 
mathematical  survey  in  this  paper,  viz.:  'Hf  a  smoothly  finished 
impeller  revolves  within  a  rough  casing,  the  result  is  the  same  as 
if  a  rough  impeller  revolves  within  a  smooth  casing,"  is  well  corrob- 
orated by  these  curves.  Gibson  and  Ryan  carried  oat  a  series 
of  special  tests  dealing  with  this  question,  the  results  of  which  are 
contained  in  Table  1. 

TABLE  1     LOSS  THROUGH  FRICTION  OF  DISKS  1  FT.  IN  DIAMETER  AND  OF  VARY- 
ING ROUGHNESS.  REVOLVING  WITHIN  H  IN.  LATERAL  DISTANCE  FROM 
COVERS  OF  CASING  OF  VARYING  ROUGHNESS 


Friction  loss  (h.p./+h.p./h  equations  12  and  14) 


h.p. 


Per  cent  of 


'AT -1500  r.p.m.iV-2000  r.p.m.  minimum  Ion 


Poliflhed  brass  disk  in  varnished  casing 

Varnished  cast  iron  disk  in  varnished  casing . 


0.928 
0.923 


Rough  cast  iron  disk  in  varnished  casing 1.11 


Policed  brass  disk  in  rough  cast  iron  casing  . .  , 
Varnished  cast  iron  disk  in  rough  cast  iron  casing . 


1.11 
1.13 


Rough  cast  iron  disk  in  rough  cast  iron  casing ....  I  1.25 


2.07 

tioiOO 

2.06 

100 

2.49 

1     120-M25 

2.49 

120 -M  25 

2.67 

122-M26 

2.9 

135-M40 

*This  correction  is  silently  based  on  the  assumption  that  /  and  n  have  the 
same  value  for  the  circumferential  face  as  for  the  lateral  surfaces.  They 
really  are  slightly  smaller  there.  Still,  considering  all  uncertainties  that  are 
connected  with  the  application  of  the  experimental  values  to  practical  shapes 
of  impellers  the  inaccuracy  is  trifling. 

•u  is  the  peripheral  velocity  of  the  disk,  in  distinction  from  the  value  i;= 
mean,  or  one-half  the  peripheral,  velocity  as  employed  by  Gibson. 
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15  This  table  further  shows  that  the  eflfect  of  metal  polish  and 
of  varnish  is  almost  exactly  the  same.  This  result  should,  however, 
not  encourage  manufacturers  to  resort  to  varnishing  rather  than 
machining  the  surfaces.  Varnishing  or  japanning  appears  only  at 
first  sight  to  be  the  cheaper  process.  As  a  matter  of  fact,  two  coats 
of  varnish  require  rather  a  long  time  to  dry  thoroughly.  If  the 
varnish  or  lacquer  is  not  applied  very  carefully  and  dried  well,  or 
if  the  fluid  to  be  pumped  is  not  absolutely  clean,  the  varnish  will 
peel  off.  The  surface  then  acts  worse  than  even  a  rough  casting. 
Polished  surfaces,  on  the  other  hand,  will  often  lose  much  of  their 
original  finish  by  the  sediments  of  the  water  in  the  pump.  It  is, 
therefore,  of  no  great  use  to  expend  much  time  and  wages  on  a  high, 
shining  exterior  finish  of  the  impellers.  It  is  sufficient  to  turn  the 
faces  off  with  a  medium  heavy  cut,  especially  as  the  turning  ruts  are 
running  concentric,  i.e.,  in  the  direction  of  the  flow  of  the  waste-water. 

16  Much  saving  can  be  effected  if  designers  and  shops  cooperate 
in  producing  the  smoothest  possible  castings  to  surround  the  waste- 
water chamber.  This  chamber  should  offer  a  minimum  of  surface 
and  be  free  of  any  ribs,  protrusions  or  recesses  which  not  only  increase 
the  surface  and  impede  the  rotation  of  the  waste-water,  but  also 
frequently  give  rise  to  rough  castings.  If  the  designer  gives  the 
walls  of  the  chamber  a  shape  of  utmost  simplicity,  the  foundry  will 
be  able  to  produce  faultless,  smooth  castings  without  extra  cost. 

17  Considerable  though  the  differences  due  to  various  degrees 
of  roughness  may  at  first  seem,  still  it  is  only  with  typical  high  lift 
pumps  that  they  appreciably  affect  the  efiiciency  of  the  pump.* 
This  is  especially  true  where  the  duty  is  small  in  comparison  with 
the  head  per  stage. 

INFLUENCE    OF   VISCOSITY,    TEMPERATURE   AND   SPECIFIC 
GRAVITY   OF   FLUID   ON   DISK    FRICTION 

18  Inasmuch  as  oil,  gasolene,  hot  water,  etc.,  are  today  pumped 
by  turbine  pumps,  the  consideration  of  these  influences  pains  in 
importance.  The  author  has  found  it  possible  to  answer  the  ques- 
tion of  their  respective  magnitudes  by  a  simple  application  of  the 
theory  of  dimensions,  without  resorting  to  experiment.^ 

'This  holds  good,  of  course,  only  for  pumps  while  new.  Bad  water  often 
causes  the  formation  of  very  heavy  sediments,  which  act  very  detrimentally 
on  the  disk  friction  and  lower  the  efficiency. 

2Se€  also  Author's  closure. 
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19     By  considering  the  dimensiona  upon  which  the  magnitude 
of  the  resistence  depends,  the  expreesion 


h.p./'.i'.^^'v-d- 


where 

II  -absolute  coefficient  of  viscosity  in  grammes  per  centimeter- 
second. 

10  —specific  gravity 
is  deduced.     It  is  easily  seen  that  this  is  substantially   identical 
with  formula  13]. 


t*  Fahrenheit. 
Pio.  5    DisK'Frictiok  Loss  as  Function  op  Temperatube  of  Waste- Watek 

20  Fig,  5  represonts  the  variation  of  h.p.J  with  the  tempera- 
ture ot  the  water.' 

21  This  curve  may  be  utilized  for  estimating  the  improvement 
in  power  consumption  which  may  be  expected  when  a  pump  which 
has  been  tested  with  cold  water  (65  deg.  fahr.)  is  eventually  used, 
say,  as  a  boiler  feed  pump  and  deals  with  water  of  200  deg.  fahr. 

22  Of  course,  in  a  pump  all  the  other  causes  inherent   to 

'Influence  of  viscoaitj  disappears  nhen  n=:2,  i.e.  wben  the  sides  of  the 
waste  cliHuiber  are  very  rough.  A  seasible  reduction  of  frictional  resistance 
can  only  be  expected  when  walls  and  impellers  are  very  smooth. 
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the  change  of  temperature  are  at  work  at  the  same  time.  For 
instance  the  loss  of  head  owing  to  hydraulic  friction  in  the  fixed  and 
rotative  channels  of  the  pump  is  likewise  diminishing.  On  the  other 
hand  the  leakage  loss  must  increase  as  the  fluid  becomes  less  viscous. 
The  balance  of  all  influences  tends  slightly  to  improve  the  eflSciency 
of  a  boiler  feed  pump  in  actual  service  as  compared  with  the  figures 
obtained  when  testing  it  with  cold  water. 

23  The  paper  gives  t^o  examples  illustrating  the  influence  of 
heavy  oil  and  tarry  liquid  on  the  disk  friction  in  a  turbine  pump. 

INFLUENCE   OF  DIAMETER  AND   SPEED 

24  Formula  [3]  with  n=1.8  to  2,  reveals  at  once  the  tre- 
mendous role  the  diameter  plays.  The  influence  of  the  rotary  speed 
iV  is  of  relatively  minor  importance,  though  it  is  in  proportion  to 
about  the  third  power  of  the  number  of  revolutions. 

25  As  the  duty  of  a  turbine  pump  is  in  proportion  to  the  speed, 
and  the  head  in  proportion  to  its  square,  the  useful  output  is  in- 
creased in  proportion  to  the  third  power  of  the  speed.  It  will  be  seen, 
therefore,  that  the  loss  through  disk  friction  mv^t  form  a  constant  per^ 
centage  of  the  normal  useful  ouijmt,  {water-h.p,),  of  a  given  pump  iV- 
respective  of  speed. 

26  High  heads  per  stage  are  more  economically  produced  by 
applying  high  speed  than  by  using  a  large  diameter  of  the  impeller. 
This  economic  tendency  for  the  high-speed  pump  is  fostered  by  a 
number  of  other  incidental  advantages,  e.g.,  alternating  current 
electric  drive,  direct  steam  turbine  drive,  small  unit  costs,  small 
weight,  reduction  in  tensile  stress  on  casing,  compactness,  ease  in 
transport  and  repairs,  etc. 

27  It  might  not  be  out  of  place  to  point  out  that  the  angle  be- 
tween the  impeller  blades  and  the  tangent  at  the  periphery  has  an 
important  bearing  on  the  loss  through  disk  friction.  If  this  angle  is 
made  20  deg.  the  diameter  must,  from  hydraulic  reasons,  be  larger 
by  10  to  25  per  cent,^  than  if  the  angle  were  45  deg.  This  implies 
for  the  flatter  angle  an  increase  in  disk  friction  of  at  least  60  to  more 
than  150  per  cent  in  some  cases.  As  the  disk  friction  loss  expressed 
in  percentage  of  the  useful  work  amounts  seldom  to  less  than  5  and 
often  to  more  than  10  per  cent  in  high  lift  pumps,  it  is  evident  that 
the  mere  changing  of  the  vane  angle  from  20  to  45  deg.  implies  a 

'Ten  per  'cent  in  pumps  with  guide-wheels,  up  to  25  per  cent  in  pumps 
with  a  more  or  less  efficientlj  shaped  volute. 
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profit  of  from  3  to  8  per  cent  and  even  more  in  the  eflSciency  of  such 
pumps.  The  reason  why  many  designers  like  to  choose  flat  angles  of 
about  20  deg.  is  that  the  water  then  leaves  the  runner  at  a  relatively 
high  static  pressure  and  low  speed,  i.e.,  that  little  or  no  attention 
needs  to  be  paid  to  the  balance  of  kinetic  energj\  Diffusors  or 
guide  wheels  may  be  dispensed  with,  and  eddies  due  to  an  improperly 
simplified  design  of  the  casing  cannot  do  much  harm.  Still,  com- 
petition in  regard  to  efficiency  between  various  makes  and  the  urgent 
demand  of  the  salesmen  to  reduce  the  motor  power  in  order  to 
minimize  the  cost  ot  the  unit  to  the  consumer  gradually  force  the 
manufacturer  and  designer  to  abandon  their  preference  for  flat 
angles  and  to  utilize  the  advantage  that  results  from  the  consequent 
reduction  in  diameter  and  disk  friction. 

28  In  order  to  enable  designers  and  manufacturers  to  estimate 
the  loss  due  to  disk  friction  without  resorting  to  formula  [3]  which 
is  rather  unwieldy  for  practical  use,  the  author  plotted  the  diagram 
Fig.  6,  which  should  be  self-explanatory.  In  basing  the  chart  on  the 
highest  values  found  by  Gibson  and  adding  15  per  cent  for  friction  of 
rim  (supposed  to  be  3  percent  of  A  thick)  the  author  felt  he  should 
come  nearest  to  conditions  as  they  obtain  in  practice. 

29  The  author  here  gives  some  examples  serving  to  illustrate 
the  value  and  the  mode  of  using  this  figure;  the  following  example 
is  a  typical  one: 

30  Suppose  250  gal.  per  min.  were  to  be  pressed  against  a  total 
head  of  600  ft.  and  the  speed  of  about  1800  r.p.m.  had  to  be  adhered 
to,  say  on  account  of  60  cycle  a.c.  current  motor  drive.  What 
number  of  stages  should  be  chosen? 

31  As  200  ft.  per  stage  is  too  much  for  that  capacity,  either  a 
4-stage,  a  5-stage  or  a  6-stage  pump  fnust  be  employed.  By  using 
Fig.  6  the  following  table  (Table  3)  can  be  compiled  without  diffi- 
culty. 

TABLE  3 

INFLUENCE  OF  NUMBER  OF  STAGES  ON  PERCENTIC  VALUES  OF  LOSS 

THROUGH  DISK  FRICTION. 


Q  ■■250  gal.  per  min. 
JV-1800  r.p.m. 


Head  per 
stage  in  ft. 


Water  h.p. 
per  stage 


Loss  through  disk  friction 


In  h.p. 
per  stage 


In  percentage 
of  water  h.p. 


4H9tage  pump 1 50  9.5 

5-fltagepump i  120  I  7.6 

Outage  pump 100  6.3 


1.62 
0.98 
0.66 


17 

12.9 

10.5 
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Fig.  6     Loss  through  Disk  Friction  in 
Based  hn  Fobmui.'' 
•  Prt  fool  of  DiiuneMt. 
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32  If  the  4-stage  and  the  6-stage  pump  were  designed  equally 
well,  the  6-stage  pump  would  have  an  inherent  advantage,  due 
solely  to  the  number  of  stages,  of  about  6.5  per  cent  of  the  water- 
horse  power,  or  about  4  per  cent  in  efficiency.  The  first  cost  would 
be  increased  in  proportion  to  the  number  of  stages  and  it  would  be  a 
question  of  the  cost  of  energy  to  the  consumer  whether  the  4  per 
cent  advantage  in  efficiency  would  outweigh  the  excess  in  price  of  the 
6-stage  pump  over  that  of  the  4-stage  pump. 

33  Looking  at  the  question  from  the  manufacturer's  point  of 
view,  it  might  be  possible,  by  abandoning  certain  niceties  in  design, 
for  instance,  the  expensive  guide  vanes,  to  turn  out  a  6-stage  pump 
actually  as  cheaply  as  the  more  elaborate  4-stage  pump.  If  more 
than  4  per  cent  of  efficiency  was  not  sacrificed  by  that  simplifica- 
tion the  6-stage  pump  would  be  as  advantageous  as  the  4-stage  pump 
— leaving  out  the  question  of  number  of  spare  parts,  dimensions  and 
weight. 

34  One  more  point  comes  in  for  consideration:  an  impeller  de- 
signed for  250  gal.  only  and  required  to  pump  against  a  150-ft. 
head  per  stage  would  have  to  be  large  in  diameter.  As  the  duty 
is  comparatively  small,  the  passages  at  its  circumference  become 
rather  narrow — ^too  narrow  perhaps  for  the  cores  to  be  properly  fixed 
in  the  mould,  or  the  passages  to  be  well  filed  out  in  the  shops.  For 
this  reason  alone  the  head  per  stage  is  limited.  The  admissible 
minimum  number  in  the  present  instance  is  probably  5-stage. 
The  competition  then  stands  between  the  5-stage  and  the  6-stage 
pump.  It  is  evident  that  it  will  be  a  difficult  decision  whether  the 
slight  increase  in  efficiency  due  to  the  one  stage  more  will  warrant  the 
extra  cost  of  that  stage.  Leaving  out  the  possible  advantages  in 
manufacturing  costs  which  might  result  from  a  greater  output,  a 
skilful  designer  may  be  quite  able  to  surpass  the  efficiency  of  a 
competitive  6-stage  pump  with  a  5-stage  pump  of  like  or  even 
lesser  cost  per  stage  though  the  former  has  a  natural  advantage  of 
2.5  per  cent  less  in  disk  friction. 

35  At  any  rate  the  question  will  be  of  such  nicety  as  to  make  it 
impossible  for  the  buyer,  judging  merely  from  the  number  of  stages, 
to  have  a  sufficient  insight  into  the  merits  of  a  pump.  Specificaiiona 
therefore,  should  not  fix  the  number  of  stages  but  leave  this  point  to 
the  discretion  of  the  manufacturer. 

INFLUENCE  OF  LATERAL  DISTANCE  BETWEEN  CASING  AND  DISK 

36  Fig.  7  represents  a  diagrammatic  compilation  of  the  results 
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which  Gibson  and  Ryan  obtained  when  varying  the  lateral  distance,  s, 
with  those  found  by  Wagner  when  rotating  a  disk  in  practically  an 
unlimited  basin  (s  =  oo )  and  by  Dr.  Becker^  when  rotating  a  polished 
piston  within  a  very  narrow  polished  casing. 

37  From  the  diagram  it  is  clear  that  the  loss  due  to  disk  friction 
has,  in  general,  a  rising  tendency  with  increasing  width,  s,  of  the 
waste-water  chamber.  This  tendency  is,  for  the  larger  widths  s, 
due  less  to  a  variation  of  the  exponent  of  friction,  n,  which  remains 
fairly  constant  at  about  1.76  to  1.8,  than  to  a  rise  in  the  coefiicient/. 

38  Nothing  can  illustrate  better  than  this  diagram  the  necessity 
of  using  every  caution  in  deriving  conclusions  from  any  mathe- 
matical survey  of  hydrodynamic  problems. 

39  The  designer  will  draw  two  conclusions  from  Fig.  7.  First, 
there  is  in  general  a  tendency  for  the  disk  losses  to  rise  when  the 
width  of  the  waste-water  chamber  is  increased.^  (This,  by  the  way, 
follows  also  from  the  mathematical  survey  in  this  paper,  for  an  in- 
crease of  8  implies  an  increase  of  Ob). 

40  Second,  concentric  circular  protrusions  or  ribs  are  not  ob- 
jectionable and  might  even  be  of  advantage  by  breaking  the  secon- 
dary currents;  while  radial  ribs  must  increase  the  disk  losses  because 
they  favor  the  generation  of  induced  currents  and  additional  losses 
caused  thereby. 

INFLUENCE   OF   LATERAL   DISTANCE   AND   ROUGHNESS    UPON   THE 

AXLAJ^  THRUST 

41  Professor  Gibson,  when  investigating  the  effects  of  radial 
vanes  attached  to  the  impeller,  raeasuied  the  pressures  generated  by 
them.  Incidentally  he  made  a  few  readings  from  the  gage  attached 
for  that  purpose  at  the  casing  (which  had  an  internal  diameter  of 
13  in.)  while  rotating  smooth  disks.  The  author  found  that  these 
accidental  by-products  of  Gibson^s  tests  are  of  the  utmost  im- 
portance for  explaining  and,  therelore,  mastering  some  components 
of  the  axial  thrust  which  for  a  long  time  remained  inexplicable  to  him 
and  to  many  others. 

*Bull.  No.  48,  Mitteilungcn  ueber  Forschungsarbeiten,  Verein  Deutscher 
Ingenieure,  Berlin,  1907. 

'Whether  the  witlth  indicated  by  Fig.  7  as  connected  with  a  minimum  of 
loss,  viz.  «  (/>  %  in.,  is  a  constant  for  all  sizes  of  disks,  or  a  function  of  the 
diameter,  cannot  be  concluded  from  the  ex])erimental  evidence  at  hand.  The 
Author  is  inclined  to  conclude  from  mechanical  reasons  that  it  is  a  constant 
f unctioii  of  the  diameter  i.  o.  a  bent  co  3  hundredth 's  of  D  . 
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42  In  Fig.  8  the  lower  three  curves  (curves  of  h^)  arc  plotted 
from  Gibson's  results.  They  represent  the  pressure  difference  due 
to  the  rotation  of  the  waste-water  between  the  center  and  points  at 
a  radial  distance  of  6^  in.  from  it. 

43  From  these  readings  it  is  possible  to  work  out  the  rotary 
speeds  of  the  waste-fluid,  iVr,  which,  for  the  particular  value  of 
f  «0.541  ft.  obtaining  in  Gibson's  apparatus,  is 


iVT=215VAg 


hg  Measured  by 
Gibson  S  Ryar» 


Zl  Inches. 


Width  of  Waste-Water  Chamber. 

Fig.  8    Rotary  Speed  and  Pressure  in  13-In.  Diameter  Casing  f^RODuci-n) 
BY  12-lN.  Diameter  Disk  Running  at  1200  R.P.M.,  in  Function 

Width  of  Waste- Water  Ciiamijer 

44  By  far  the  most  important  consequences  follow  from 
Fig.  8  when  used  to  estimate  what  axial  ])ressures  will  r(»sult  if  th(» 
roughness  of  disk  or  casing,  or  their  distance  from  each  otl.er,  diffef 
on  the  tw^o  sides  of  the  impelle^. 


.  .     .  *    • 


.  "    I      •  •    • 
«  r  •  •      •  •     • 

•      •  •     • 
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/\  .45.  •Equation  [2],  furnishes  the  total  axial  force  resulting 
!*•,  Jfoin  the  co6peration  of  the  static  pressure  h»  generated  by  the 
impeller  vanes  at  the  circumference,  and  the  gyrostatic  pressure 
Ag.  If  the  rotary  speed  of  the  waste-water  Nt  is  diflferent  on 
the  two  sides  of  the  same  impeller  an  axial  thrust  results.  This 
thrust  is  most  striking  with  so-called  balanced  impellers,  i.e.,  either 
double  inlet  runners,  or  runners  having  a  slip  ring  on  the  back 
and  borings  leading  from  the  inlet  chamber  through  the  eye  into 
the  chamber  thus  formed  on  the  back  (see  Fig.  9).  It  shall  be 
supposed  that  the  static  pressure  generated  by  the  impeller  vanes 
is  identical  on  both  sides  of  the  impeller.  (This  does  not  exactly 
hold  true  for  single-inlet  impellers  for  reasons  which  have  no 
bearing  upon  the  problem  treated  in  this  paper).  When  making 
the  above  assumption  A.  (see  equation  [2])  is  eliminated  when 
subtracting  the  total  axial  force  on  one  side  from  that  on  the  other, 
and  the  effect  of  the  g>TOstatic  phenomenon  can  be  treated  inde- 
pendently of  any  other  causes  which  might  affect  axial  thrust. 

46  After  subtracting  the  two  values  which  equation  [2] 
assumes  for  two  different  rotary  speeds  of  the  waste-water  bodies  on 
both  sides  of  the  impeller,  the  following  equation  results: 

P«'-P.-P«'-^g^(0.' -£>.*)  O2'  (ATt'-ATxi')  [7] 

Introducing  the  values  for  Pg  and  P^^  which  result  from  equation  [9] 
this  final  expression*  is  obtained  for  the  differential  axial  force: 

P>-P,-,^  =  ^''^QQ^'''[2.08  {D,'-l\')  D;--{D,'-D,')]  [71 

where 

Nt  and  Nr^  =r.p.m.  of  waste-water  bodies  on  two  sides  of 

impeller. 
D2  =  outer  diameter  of  impeller  in  ft. 
D\  =  diameter  of  clearance  of  slip-rings  in  ft. 
P.  =axial  thrust  resulting  from  difference  between  Nt  and 
Nt\  m  lb. 
P^  depSnds  on  the  fourth  power  of  the  diameter.     No  appreciable 
inaccuracy  is  caused  by  disregarding  the  central  part  of  the  impeller. 

47  Fig.  9  shows  the  direction  of  the  resulting  thrust  P^. 
The  difference  in  pressure  between  axis  and  periphery  is  greatest 
where  the  waste-water  rotates  quickest   (Fig.  9:   right  hand  side — 

*The  two  members  of  the  square  brackets  are  reversed  in  sequence  in  order 
to  make  the  contents  of  the  brackets  a  positive  value. 
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owing  to  small  distance  a).  The  static  pressure  h,  is  the  same  on 
both  aides.  On  the  side  where  the  waste-water  rotates  faster  the 
gyrostatic  pressm^  cuts  out  a  greater  parabolic  area  than  at  the 
other  Mde.  Therefore  the  total  weight  of  pressure  is  smaller  on  the 
ade  where  the  waste-water  rotates  faster.  Perhaps  the  following 
rule  is  easder  to  keep  in  mind:  "The  impeller  is  dratm  to  the  side 
where  the  imste-waler  rotaies  fastest." 

. Stafic  Prtiiom  h, .., 


48  Two  more  examples,  intentionally  chosen  to  emphasize  the 
necessity  of  the  designer's  attention  to  gyrostatic  axial  thrust,  are 
here  worked  out  in  the  paper.  They  show  that  an  axial  thrust  of 
440  lb.  can  be  easily  accounted  for  by  the  gjTostatic  pressure  dif- 
ferences forming  in  a  4-stage  pump  with  impellers  1  ft.  in  diameter 
and  the  lateral  width  of  the  waste-water  chambers  ^-in.  on  one 
and  |-in.  on  the  other  side  of  each  impeller.  Mention  is  made  that 
further  investigation  of  the  details  of  the  curves  in  Fig.  8  would  be 
very  desirable. 

49  The  gyrostatic  axial  forces,  though  important,  do  not 
constitute  the  only  hidden  cause  of  axial  thrust.  There  are  other 
variable  components  of  the  axial  forces  due,  for  instance,  to  the 
flow  of  the  leakage  water,  or  to  the  difference  in  pressure  within  the 
cells  of  the  impeller,  etc.  Designers  may  never  hope  to  obtain  per- 
fect balance  under  more  than  one  particular  condition  or  independent 
of  wear  and  tear.    They  must  always  rely  upon  some  strong  hydraulic 
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balancing  mechanism  or  thrust  bearing.  The  value  of  the  above 
formulae,  therefore,  lies  principally  in  the  possibility  to  foresee,  by 
their  aid,  any  danger  that  the  axial  thrust  of  the  pump  may  act  in  the 
direction  opposite  or  in  addition  to  that  for  which  the  balancing 
device  or  thrust  bearing  is  designed.  It  is  known  what  strong  axial 
forces  can  be  exerted  by  disks  provided  with  radial  ribs.  In  this 
connection  the  results  which  Professor  Hesse*  derived  from  investi- 
gating hydraulic  footsteps  offer  some  valuable  data  to  the  designer, 
as  does  the  paper  of  Gibson  and  Ryan.  Not  so  well  known,  but  no 
less  remarkable  is  the  effect  of  radial  vanes  in  the  fixed  walls  of  the 
waste-water  chamber.  From  the  mathematical  survey  it  is  evident 
that  their  effect  must  about  equal  that  of  rotary  vanes.  The 
author  knows  of  the  experiences  of  a  well-known  pump  manu- 
facturer who  had  provided  radial  ribs  in  one,  but  not  in  the  other 
waste-water  chamber  of  a  perfectly  symmetrical  double  inlet 
impeller.  The  strong  axial  thrust  which  resulted  was  reduced 
to  almost  nil  after  the  pockets  between  the  ribs  were  covered  by 
means  of  sheet  iron,  and  incidentally  the  efficiency  was  consider- 
ably increased. 

50  In  case  a  designer  should  find  it  difficult  for  general  con- 
structive reasons,  to  shape  both  waste-water  chambers  exactly  alike, 
he  will,  on  the  basis  of  the  information  contained  in  this  paper,  be 
able  to  counterbalance  the  effect  of  any  differences  in  roughness  and 
shape.  It  is  scarcely  necessary  for  the  author  to  elaborate  on  this 
question  which  must  be  solved  in  a  different  way  in  each  individual 
case. 

DISCUSSION 

C.  George  de  Laval  (written).  The  author  draws  the  conclu- 
sion that  roughness  of  surfaces  of  impellers  and  internal  parts  does 
not  to  an  appreciable  degree  affect  the  efficiency  of  the  pumps.  In 
late  researches  by  the  National  Physical  Laboratory  in  England,  it 
has  been  shown  that  the  change  from  lamellar  motion  of  liquid  to 
eddying  motion  takes  place  suddenly  at  a  definite  value  of  the 
critical  velocity  directly  proportional  to  the  kinematical  viscosity 
of  fluid.  The  conclusions  by  Lord  Rayleigh  indicate  that,  by  the 
principle  of  dynamical  similarity,  the  relation  of  bodias  immersed 
in  fluids  moving  relatively  to  them  is  a  general  law  of  resistance  of 
bodies  and  depends  on  the  velocity,  density  and  kinematical  viscosity 
of  the  fluid  expressed  by  the  formula 

•Bulletin  No.  2,  Univ.  of  Cal.,  Berkeley,  Cal.,  1887. 
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R  =  pv'-F^'^^ 


s 
where  d  =  section  or  diameter  of  casing  or  pipe 

R  is  resistance  per  unit  area 

S  =  specific  gravity 

F  is  a  function  of  the  one  variable  — 

8 

p  =  density  of  water 

V  =  mean  velocity  of  water 

ft  =  viscosity 

The  information  given  by  the  author  is  exceedingly  interesting, 
particularly  in  the  light  thrown  on  the  subject  of  fluids  affected  by 
viscosity,  temperature  and  specific  gravity.  There  is  no  doubt  that 
little  is  known  of  this,  not  only  on  movement  through  pipes  but 
also  in  chambers  of  centrifugal  pumps.  It  is  no  doubt  difficult  to 
obtain  a  practical  formula  for  use  in  dealing  with  very  viscous 
liquids,  nor  can  one  estimate  even  approximately  what  can  be  ex- 
pected in  the  way  of  power,  speed  and  capacity. 

The  writer  has  found  that  results  obtained  are  at  considerable 
variance  with  what  has  been  expected  from  mathematical  conclu- 
sioDS  based  on  existing  laws  of  water.  It  would  be  most  helpful 
if  a  commission  were  appointed  to  conduct  a  series  of  experiments 
to  determine  frictional  resistances  of  oil  and  heavy  viscous  liquids 
in  pipes,  centrifugal  pumps  and  reciprocating  pumps,  and  so  finally 
establish  a  practical  formula  which  could  be  relied  upon.  The  oil 
industry  is  so  great  and  important  that  more  research  information 
should  be  made  available  to  the  engineering  profession  than  is  now. 
Today  we  have  not  even  a  standard  viscometer  which  is  satisfactory ; 
nor  is  a  final  method  settled  upon  as  to  basis  of  figuring  results  and 
comparing  with  water. 

The  guaranteed  performance  of  a  centrifugal  pump  for  oil  is 
always  based  on  clear  water,  the  friction  of  oil  in  pipes  and  pump 
being  assumed  on  this  basis.  The  final  results  in  pumping  oil  with 
a  specific  gravity  of  0.87  show  an  increase  of  power  of  about  20 
per  cent  and  a  reduction  in  head  of  about  20  per  cent.  The  inter- 
nal disk  friction  of  impellers  on  account  of  viscosity  of  the  oil 
eau.ses  the  efficiency  to  drop  25  per  cent.  Theoretically  the  pump- 
ing head,  whether  oil  or  water,  should  be  the  same,  but  owing  to 
the  viscosity  of  the  liquid  there  is  considerable  heat  generated  by 
the  impellers  in  the  pump  chamber  and  the  frictioq  loss  of  the 
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liquid  increases,  due  to  the  viscosity  in  impeller  passages,  so  that  the 
head  produced  is  about  20  per  cent  less  than  with  water.  It  is, 
therefore,  necessary  that  experiments  be  resorted  to  as  a  considerable 
number  of  errors  will  creep  in  and  give  misleading  results. 

The  author  claims  that  he  answers  these  important  questions 
by  theory  without  resorting  to  experiments.  To  the  writer  this 
appears  a  rather  dangerous  proceeding  in  the  case  of  influence  of 
viscosity,  temperature  and  specific  gravity  of  fluids  on  disk  friction. 
Theories  should  be  proved  out  by  experiments.  The  work  wasted  in 
impeller  friction,  which  is  a  wasted  power  due  to  skin  friction,  is 
the  most  serious  loss,  and  can  be  obviated  by  having  the  impeller 
revolve  in  atmospheric  air,  sealing  the  edges  of  outer  circumference 
of  impellers  at  each  side  of  the  rim  and  also  at  hub ;  this  would  go 
a  long  way  towards  increasing  overall  efSoienoy  and  reducing  power. 
Any  leakages  at  these  points  can  be  automatically  taken  oare  of 
allowing  this  water,  the  amount  of  which  would  be  very  small,  to 
go  back  to  its  original  source. 

Impellers  oould  be  made  also  to  operate  in  air  pressure  between 
impeller  and  casings.  Both  these  methods  would  reduce  the  skin 
friction,  gyrostatic  and  axial  losses.  Credit  is  due  the  author  for 
bringing  these  subjects  before  us,  and  his  paper  gives  us  considerable 
information  on  these  important  losses,  about  which  there  is  very 
meager  and  incomplete  information. 

M.  D.  Hersey.  In  order  to  be  able  to  state  that  an  equation  is 
wrong  because  it  is  not  dimensionally  homogeneous,  it  is  necessary 
that  all  the  physical  quantities  governing  the  fact  be  included  in 
the  equation;  hence,  while  the  noteworthy  use  which  the  author 
has  made  of  this  criterion,  both  in  refuting  Rossi ter's  equation  and 
in  developing  his  own  results,  is  entirely  legitimate,  it  is  to  be  re- 
membered that  in  other  cases  likely  to  arise  in  hydraulics  if  some 
physical  quantity,  such  as  gravity,  has  been  suppressed,  an  equation 
not  dimensionally  homogeneous  may  still  be  correct. 

The  Author.  In  reply  to  Mr.  de  Laval,  when  the  surface  of 
an  impeller  is  covered  with  sediments  of  the  structure  of  fine  sand, 
the  friction  loss  may  increase  to  three  times  what  it  would  be  with 
polished  surfaces,  or  twice  that  prevailing  when  the  disk  is  a  smooth 
casting.  However,  such  degree  of  roughness  may  safely  be  termed 
abnormal  in  turbine  pumps,  and  the  loss  caused  by  an  ordinary 
smooth  impeller  in  most  pumps  is  not  so  much  greater  than  that 
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caused  by  a  polished  disk  that  it  pays  to  polish  the  impeller  faces, 
especially  as  they  soon  lose  their  polish  when  running. 

As  to  the  influence  of  eddying  and  lamellar  motion,  it  should  be 
emphasized  'that  unless  the  speeds  ot  the  pumped  fluid  are  high 
enough  to  insure  eddying  motion  throughout,  the  ordinary  centrifu- 
gal pump  is  not  fit  to  pump.  The  papers  presented  by  Messrs. 
Buckingham  and  Hersey  at  this  meeting  deal  more  closely  with  the 
problems  touched  on  by  Mr.  de  Laval. 

The  suggestion  to  entrust  a  special  commission  with  experimental 
work  on  viscosity  is  an  excellent  one.  The  author  intends  to  direct 
the  attention  of  the  U.  S.  Bureau  of  Standards  to  the  advisability 
of  establishing  more  firmly  the  standards  and  laws  of  viscosity. 

Mr.  de  Laval  very  aptly  draws  attention  to  the  effect  which  the 
heat  developed  by  impeller  friction  must  have  on  viscosity.  The 
author,  however,  has  not  committed  the  mistake  of  resorting  to 
theoretical  rather  than  experimental  solution  of  the  question  of 
the  influence  of  viscosity,  temperature,  and  specific  gravity  of  the 
fluid.  As  a  matter  of  fact,  he  resorted  to  dimensional  reasoning 
in  this  instance  only  after  having  very  carefully  investigated  all 
available  experimental  evidence. 

After  the  paper  was  written,  the  author  applied  formula  [6] 
tQ  some  other  tests  carried  out  with  syrup  of  known  viscosity, 
gravity  and  temperature  and  found  that  the  calculation  tallied 
very  well  indeed  with  experiment. 

Unfortunately  the  figures  quoted  by  Mr.  de  Laval  are  not  con- 
clusive, as  he  does  not  state  the  value  of  the  coefficient  of  viscosity 
of  the  oil  pumped.  This,  by  the  way,  is  a  figure  which  pump- 
makers  are  rarely  able  to  obtain  from  customers,  but  without  which 
they  are  entirely  unable  to  predict  results. 

The  idea  of  rotating  the  impeller  in  air  instead  of  water  is  not 
new.  The  author  has  himself  given  it  a  considerable  amount  of 
thought  which  he  condensed  in  his  application  for  German  patent, 
of  1909,  No.  N.  11099.  There  also  are  some  French  and  American 
patents  covering  similar  efforts.  The  practical  difficulties  which 
stand  in  the  way  of  this  idea,  however,  are  very  great  indeed.  How, 
for  instance,  can  the  impeller  be  prevented  from  sucking  air  from 
the  lateral  chambers! 

At  present  those  high  lift  impeller  designs  which  tend  to  diminish 
the  diameter  of  the  impeller,  i.e.  to  diminish  the  impeller  coefficient, 
deserve  more  attention.  The  reduction  in  disk  friction  loss  is  about 
five  times  the  percentic  reduction  of  this  coefficient. 
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THE  RELATION  BETWEEN  PRODUCTION 

AND  COSTS 

By  H.  L.  Gantt,  New  York 
Member  of  the  Society 

Manufacturers  in  general  recognize  the  vital  importance  of  a 
knowledge  of  the  cost  of  their  product,  yet  but  few  of  them  have  a 
cost  system  on  whicli  they  are  willing  to  rely  under  all  conditions. 

2  While  it  is  possible  to  get  (luite  accurately  the  amount  of 
material  and  labor  used  directly  in  the  production  of  an  article,  and 
several  systems  have  been  devised  which  accomplisli  this  result,  there 
does  not  yet  seem  to  have  been  devised  any  system  of  distributing  that 
portion  of  the  expense  known  variously  as  indirect  expense,  burden 
or  overhead,  in  such  a  manner  as  to  make  us  have  any  real  confidence 
that  it  has  been  done  properly. 

3  There  are  in  common  use  several  methods  of  distributing  this 
expense.  One  is  to  distribute  the  total  indirect  expense,  including 
interest,  taxes,  insurance,  etc.,  according  to  tlie  direct  labor.  Another 
is  to  distribute  a  portion  of  this  expense  according  to  direct  labor,  and 
a  portion  according  to  machine  hours.  Other  methods  distribute  a 
certain  amount  of  this  expense  on  the  material  used,  etc.  Most  of 
these  methods  contemplate  the  distribution  of  all  of  the  indirect  ex- 
pense of  the  manufacturing  plant,  however  much  it  may  be,  on  the 
output  produced,  no  matter  how  small  it  is. 

4  If  the  factory  is  running  at  its  full,  or  normal,  capacity,  this 
item  of  indirect  expense  per  unit  of  product  is  usually  small.  If  the 
factory  is  running  at  only  a  fraction  of  its  capacity,  say  one-half,  and 
turning  out  only  onerhalf  of  its  normal  product,  there  is  but  little 
change  in  the  total  amount  of  tliis  indirect  expense,  all  of  which  must 
now  be  distributed  over  half  as  much  product  as  previously,  each  unit 
of  product  thereby  being  obliged  to  bear  approximately  twice  as  much 
expense  as  previously. 

Presented  at   the    Spring   Meeting,   liuffalo,    N.   Y.,   .lunc    1915,   of   The 
American  Society  of  Mechanical  Enginkkks. 
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5  When  times  are  good,  and  there  is  plenty  of  business^  this 
method  of  accounting  indicates  that  our  costs  are  low;  but  when  times 
become  bad  and  business  is  slack,  it  indicates  high  costs  due  to  the 
increased  proportion  of  burden  each  unit  has  to  bear.  During  good 
times,  when  there  is  a  demand  for  all  the  product  we  can  make,  it  is 
usually  sold  at  a  high  price  and  the  element  of  cost  is  not  such  an 
important  factor.  When  business  is  dull,  however,  we  cannot  get 
such  a  high  price  for  our  product,  and  the  question  of  how  low  a  price 
we  can  afford  to  sell  the  product  at  is  of  vital  importance.  Our  cost 
systems,  as  generally  operated  at  present,  show  under  such  conditions 
that  our  costs  are  high  and,  if  business  is  very  bad,  they  usually  show 
us  a  cost  far  greater  than  the  amount  we  can  get  for  the  goods.  In 
other  words,  our  present  systems  of  cost  accounting  go  to  pieces  when 
they  are  most  needed.  This  being  the  case,  many  of  us  have  felt  for 
a  long  time  that  there  was  something  radically  wrong  with  the  present 
theories  on  the  subject. 

6  As  an  illustration,  I  may  cite  a  case  which  recently  came  to 
my  attention.  A  man  found  that  his  cost  on  a  certain  article  was 
30  cents.  When  he  found  that  he  could  buy  it  for  26  cents,  he  gave 
orders  to  stop  manufacturing  and  to  buy  it,  saying  he  did  not  under- 
stand how  his  competitor  could  sell  at  that  price.  He  seemed  to  realize 
that  there  was  a  flaw  somewhere,  but  he  could  not  locate  it.  I  then 
asked  him  what  his  expense  consisted  of.  His  reply  was  labor  10  cents, 
material  8  cents,  and  overhead  12  cents.  My  next  question  was:  Are 
you  running  your  factory  at  full  capacity  ?•  and  got  the  reply  that 
he  was  running  it  at  less  than  half  its  capacity,  possibly  at  one-third. 
The  next  question  was :  What  would  be  the  overhead  on  this  article  if 
your  factory  were  running  full  ?  The  reply  was  that  it  would  be  about 
5  cents;  hence  the  cost  would  be  only  23  cents. 

7  The  possibility  tliat  his  competitor  was  running  his  factory  full 
suggested  itself  at  once  as  an  explanation. 

8  The  next  question  that  suggested  itself  was  how  the  12  cents 
overhead,  which  was  charged  to  this  article,  would  be  paid  if  the 
article  was  bought.  The  obvious  answer  was  that  it  would  have  to  be 
distributed  over  the  product  still  being  made,  and  would  thereby 
increase  its  cost.  In  such  a  case  it  would  probably  be  found  that 
some  other  article  was  costing  more  than  it  could  be  bought  for ;  and, 
if  the  same  policy  were  pursued,  the  second  article  should  be  bought, 
which  would  cause  the  remaining  product  to  bear  a  still  higher  ex- 
pense rate. 
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9  If  this  policy  were  carried  to  its  logical  conclusion^  the  manu- 
factnrer  would  be  buying  everything  before  long,  and  be  obliged  to 
give  up  manufacturing  entirely. 

10  The  illustration  which  I  have- cited  is  not  an  isolated  case, 
but  is  representative  of  the  problems  before  a  large  class  of  manu- 
facturers, who  believe  that  all  of  the  expense,  however  large,  must  be 
carried  by  the  output  produced^  howei^er  smaJL 

11  This  theory  of  expense  distribution  is  quite  widespread,  and 
clearly  indicates  a  policy,  which  in  dull  times  would,  if  followed 
logically,  put  many  of  our  manufacturers  out  of  business.  In  1897  the 
plant  of  which  I  was  superintendent  was  put  out  of  business  by  just 
this  kind  of  logic.    It  never  started  up  again. 

12  Fortunately  for  the  country,  American  people  as  a  whole  will 
fiually  discard  theories  which  conflict  with  common  sense;  and,  when 
Iheir  cost  figures  indicate  an  absurd  conclusion,  most  of  thejn  will 
fepudiate  the  figures.  A  cost  system^  however,  ^hich  fails  us  when 
we  need  it  most,  is  of  but  little  value  and  iti  is  imperative  for  us  to 
devise  a  theory  of  costs  that  will  not  fail  us.- 

18 '  Most  of  the  cost  systems  in  use,  and  the  theories  on  which 
they  are  based,  have  been  devised  by  accountants  for  the  benefit  of 
financiers,  whose  aim  has  been  to  criticize  the  factory  and  to  make  it 
responsible  for  all  the  shortcomings  of  the  business.  In  this  they 
have  succeeded  admirably,  largely  because  the  methods  used  are  not 
#©'  devised  as  to  enable  the  superintendent  td  present  his  side  of  the 
cdie. 

14  Out  theory  of  cost  keeping  is  that  one  of  Us  prime  functions 
is  to  enable  the  superintendent  to  I'now  whether,  or  not,  he  is  doing 
the  work  he  is  responsible  for  as  econoniically  as  possible,  which  func- 
tion is  ignored  in  the  majority  of  the  cost  systems  now  in  general  use. 
Many  accountants,  who  make  an  attempt  to  show  it,  are  so  long  in 
getting  their  figures  in  shape  that  they,  are  i  practically  worthless  for 
the  purpose  intended,  the  possibility  of  using  the!m  having  past. 

15  In  order  to  get  a  correct  view,  of  the -subject  we  must  look  at 
the  matter  from  a  different  and  broader  standpoint.  The  following 
illustration  seems  to  put  the  subject  in  its  true  light: 

IBv  Let  us  suppose  that  a  manufacturer  owns  three  identical 
planta  of  an  economical  operating  size,,  manufacturing  the  same 
article, — one  located  in  Albany,  one  in  Buffalo  and  one  in  Chicago, — 
and'  that  they  are  all  running  at  their  normal  capacity  and  managed 
equally  well.     The  amount  of  indirect  expense  per  unit  of  product 
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would  be  substantially  the  same  in  each  of  these  factories,  as  would 
be  the  total  cost.  Now  suppose  that  business  suddenly  falls  off  to 
one-third  of  its  previous  amount  and  that  the  manufacturer  shuts 
down  the  plants  in  Albany  and  Buffalo,  and  continues  to  run  the  one 
in  Chicago  exactly  as  it  has  been  run  before.  The  product  from  the- 
Chicago  plant  would  have  the  same  cost  that  it  previously  had,  but 
the  expense  of  carrying  two  idle  factories  might  be  so  great  as  to  take 
all  the  profits  out  of  the  business ;  in  other  words,  the  profit  made  from 
the  Chicago  plant  might  be  offset  entirely  by  the  loss  made  by  the 
Albany  and  Buffalo  plants. 

17  If  these  plants,  instead  of  being  in  different  cities,  were 
located  in  the  same  city,  a  similar  condition  might  also  exist  in  which 
the  expense  of  the  two  idle  plants  would  be  such  a  drain  on  the 
business  that  they  would  offset  the  profit  made  in  the  going  plant. 

18  Instead  of  considering  these  three  factories  to  be  in  different 
parts  of  one  city,  they  might  be  considered  as  being  within  the  same 
yard,  which  would  not  change  the  conditions.  Finally,  we  might 
consider  that  the  walls  between  these  factories  were  taken  down  and 
that  the  three  factories  were  turned  into  one  plant,  the  output  of 
which  had  been  reduced  to  one-third  of  its  normal  volume.  Arguing 
as  before  it  would  be  proper  to  charge  to  this  product  only  one-third 
of  the  indirect  expense  charged  when  the  factory  was  running  f ulL 

19  If  the  above  argument  is  correct,  we  may  state  the  following 
general  principle:  THB  INDIBECT  EXPENSE  CHARGEABLE 
TO  THE  OUTPUT  OP  A  PACTOBY  SHOULD  BEAB  THE 
SAME  BATIO  TO  THB  INDIRECT  EXPENSE  NECESSARY 
TO  RUN  THE  PACTORY  AT  NORMAL  CAPACITY,  AS  THB 
OUTPUT  IN  QUESTION  BEARS  TO  THB  NORMAL  OUTPUT 
OP  THB  PACTOBY. 

20  This  theory  of  expense  distribution,  which  was  forced  upon  us 
by  the  abrupt  change  in  conditions  brought  on  by  the  war,  explains 
many  things  which  were  inexplicable  imder  the  older  theory,  and 
gives  the  manufacturer  imif orm  costs  as  long  as  the  methods  of  manu- 
facture do  not  change. 

21  Under  this  method  of  distributing  expense  there  will  be  a 
certain  amount  of  imdistributed  expense  remaining  whenever  the 
factory  runs  below  its  normal  capacity.  A  careful  consideration  of 
this  item  will  show  that  it  is  not  chargeable  to  the  product  made,  but 
is  a  business  expense  incurred  on  account  of  our  maintaining  a  certain 
portimi  of  the  factory  idle,  and  chargeable  to  profit  and  loss.    Many 
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mannfactnrers  have  made  money  in  a  small  plants  then  built  a  large 
plant  and  lost  money  for  years  af terwards,  without  quite  understand- 
ing how  it  happened.  This  method  of  figuring  gives  a  clear  explana- 
tion of  that  fact  and  warns  us  to  do  everything  poseible  to  increase 
ike  efficiency  of  the  plant  we  have,  rather  than  to  increase  its  size. 

22  This  theory  seems  to  give  a  satisfactory  answer  to  all  the 
questions  of  cost  that  I  have  been  able  to  apply  it  to,  and  during  the 
past  few  months  I  have  laid  it  before  a  great  many  capable  business 
men  and  accountants.  Some  admitted  that  this  viewpoint  would 
produce  a  very  radical  change  in  their  business  policy^  and  are  abeady 
preparing  to  carry  out  the  new  policy. 

23  It  explains  clearly  why  some  of  our  large  combinations  of 
manufacturing  plants  have  not  been  as  successful  as  was  anticipated, 
and  why  the  small,  but  newer  plant,  is  able  to  compete  successfully 
and  make  money,  while  the  combinations  are  only  just  holding  their 
own. 

^  The  idea  so  prevalent  a  few  years  ago,  that  in  the  industrial 
world  money  is  the  most  powerful  factor,  and  that  if  we  only  had 
enough  money,  nothing  else  would  matter  very  much,  is  beginning  to 
lose  its  force,  for  it  is  becoming  clear  that  the  size  of  a  business  is  not 
90  important  as  the  policy  by  which  it  is  directed.  If  we  base  our 
policy  on  the  idea  that  the  cost  of  an  article  can  only  Intimately 
include  the  expense  necessarily  incurred  either  directly  or  indirectly 
in  producing  it,  we  shall  find  that  our  costs  are  much  lower  than  we 
thought,  and  that  we  can  do  many  things  which  under  the  old  method 
of  figuring  appeared  suicidal. 

25  The  view  of  costs  so  largely  held,  namely,  that  the  product  of 
a  factory,  however  small,  must  bear  the  total  expense,  however  large, 
is  responsible  for  much  of  the  confusion  about  costs  and  hence  leads 
to  unsound  business  policies. 

26  If  we  accept  the  view  that  the  article  produced  shall  bear  only 
that  portion  of  the  indirect  expense  needed  to  produce  it,  our  costs 
will  ftot  only  become  lower,  but  relatively  far  more  constant,  for  the 
most  variable  factor  in  the  cost  of  an  article  under  the  usual  system 
of  accounting  has  been  the  ^^overhead,''  which  has  varied  almost  in- 
versely as  the  amoimt  of  the  product.  This  item  becomes  substantially 
constant  if  the  ^^overhead"  is  figured  on  the  normal  capacity  of  the 
plant 

97    Of  course  a  method  of  accounting  does  not  diminish  the  ex- 
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pense,  but  it  may  show  us  nrhere  the  expense  properly  belongs,  and 
give  us  a  more  correct  understanding  of  our  btisiness. 

28  In  our  illustration  dfthe  three  factories,  the  cost  in  the 
Chicago  factory  remained  constant,  but  the  expense  of  supporting  the 
Buffalo  and  Albany  factories  in  idleness  was  a  charge  against  the 
business,  and  properly  chargeable  to  profit  aoad  loss. 

29  If  we  had  loaded  this  expense  on  the  product  of  the  Chicago 
factory,  the  cost  of  the  product  would  probably  have  been  so  great  as 
to  have  prevented  our  selling  it,  and  the  total  loss  would  have  been 
greater  stilli    '  •  > 

30  When  the  factories  are  distinctly  separate,  few  people  make 
such  a  mistake,  but.  where  a  single  factory  is  three  times  as  large  a^ 
is  needed  for  the  output,  the  error  is  frequently  made,  with  results 
that  are  just  as  .misleading. 

31  As  c  matter  of  fact  it  seems  that  the  attempt  to  mak^  a 
product  hear  the  expense  of  plant  not  needed  for  its  production  is  oxte 
of  the  most  serious  defects  in  our  industrial  system  today,  and  farther 
reaching  than  the  differences  between  erp^ployers  and  employees. 

312  The  problem  that  faces  us  is  then  first  to  find  just  what  plant, 
or  part  of  a  plant,  is  needed  to  produce  a  given  output,  and  to 
determine  the  "overhead"  expense  on  operating  that  plant  or  portion 
of  a  plant. :  This  is  primarily  the  work  of  the  manufacturer,  or  engi- 
neer, and  only  secondarily  that  of  the  accountant,  who  must,  as  far 
as  costs  are  concerned,  be  the  servant  of  tj^e  superintendent. 
:  33,  In  the  past,  in  almost  all  cost  systems  the  amount  of  "over- 
head" to  be  charged  to  the  product,  when  it  did  not  include  all  the 
"overhead,"  was  more  or  less  a  matter  of  judgment.  According  to  the 
theory  now  presented,  it  is  not  a  matter  of  judgment,  but  can  be 
determined  with  an  accuracy  depending  upon  the  knowledge  the  manu- 
facturer has  of  the  business. 

34  Following  this  line  of  thought  it  should  be  possible  for  a 
manufacturer  to  calculate  just  what  plant  and  equipment  he  ought 
to  have,  and  what  the  staff  of  officers  and  workmen  should  be  to  turn 
out  a  given  profit. 

35  If  this  can  be  correctly  done,  the  exact  cost  of  a  product  can 
bfe  predicted.  Such  a  problem  cannot  be  solved  by  a  cost  accountant 
of  the  usual  type,  but  is  primarily  a  problem  for  "an  engineer,  whose 
knowledge  of  materials  and  processes  is  essential  for  its  solution. 

36  Having  made  an  attempt  to  solve  a  problem  of  this  type,  oA 
of  the  most  irtiportant  functions  we  need  a  cost  system  to  perform,  ft 
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to  keep  the  superintendent  continually  advised  as  to  how  nearly  he  if' 
realizing  the  ideal  set^  and  to  point  out  where  the  shortcomings  are 

37  Many  of  us  are  accustomed  to  this  view  point  when  we  are 
treating  individual  operations  singly^  but  few  have  as  yet  made  an 
attempt  to  consider  that  this  idea  might  be  applied  to  a  plant  as  a 
whole,  except  when  the  processes  of  manufacture  are  simple  and  the 
products  few  in  number.  When,  however,  the  processes  become 
numerous  or  complicated,  the  necessity  for  such  a  check  becomes  more 
urgent,  and  the  cost  keeper  who  performs  this  function  becomes  an 
integral  part  of  the  manufacturing  system,  and  acts  for  the  super- 
intendent, as  an  inspector,  who  keeps  him  advised  at  all  times  of  the 
quality  of  his  own  work. 

38  This  conception  of  the  duties  of  a  cost  keeper  does  not  at  all 
interfere  with  his  supplying  the  financier  with  the  information  he 
needs,  but  insures  that  information  shall  be  correct,  for  the  cost 
keeper  is  continually  making  a  comparison  for  the  benefit  of  the  super- 
intendent, of  what  has  been  done  with  what  should  Iiave  been  done. 
Costs  are  valuable  only  as  comparisons,  and  comparisons  are  of  little 
value  imless  we  have  a  standard,  which  it  is  the  function  of  the  engi- 
neer to  set. 

39  Lack  of  reliable  cost  methods  has,  in  the  past,  been  responsible 
for  much  of  the  uncertainty  so  prevalent  in  our  industrial  policies; 
but  with  a  definite  and  reliable  cost  method,  which  enables  us  to 
differentiate  between  what  is  lost  in  manufacturing  and  what  is  lost 
in  business,  it  will  usually  become  easy  to  define  clearly  the  proper 
business  policy. 

In  presenting  his  paper,  the  author  said : 

I  was  moved  to  present  this  paper  not  because  the  ideas  were  ab- 
solutely new,  but  because  they  are  of  such  great  importance  to  manu- 
facturers, and  are  apparently  so  little  understood  by  many  of  them. 

Since  publishing  this  paper  I  have  had  my  attention  called  to  the 
work  of  numerous  accountants,  and  especially  manufacturers,  who, 
within  the  last  few  years,  have  discarded  tradition,  and  made  excellent 
progress  toward  a  rational  system  of  expense  distribution.  Some  have 
apparently  solved  the  problem  completely.  Nevertheless  it  is  a  fact 
that  the  generally  accepted  theory  of  only  a  few  years  ago,  was  that 
the  product  of  a  shop  must  bear  the  total  expense  of  owning  and  oper- 
'»ting  that  shop.  It  is  also  a  fact  that  this  theory  is  still  misguiding 
many  manufacturers.  In  addition,  the  expense  of  selling  was  often 
added  88  a  part  of  the  cost  of  the  article. 
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The  first  step  taken  by  students  of  this  problem  was  to  separate 
the  cost  of  manufacturing  from  that  of  selling.  According  to  this 
division,  the  expense  of  manufacturing  stops  when  the  article  is  deliv- 
ered to  the  shipping  department  or  placed  in  the  finished  stock  room. 
All  expenses  incurred  from  this  time  on  belong  to  the  sales  depart- 
ment and  are  deductions  from  profits. 

This  separation  took  one  variable  and  confusing  element  out  of  the 
manufacturing  cost ;  but  with  a  widely  varying  product  and  a  relative 
fixed  "burden"  or  "overhead"  charge,  the  manufacturing  cost  was 
still  subject  to  fluctuations  over  which  the  superintendent  had  no  con- 
trol, and  hence  not  only  gave  no  measure  of  the  efficiency  with  which 
the  shop  was  run,  but  was  no  guide  at  all  to  the  salesman ;  and  was 
actually  misleading  when  business  was  dull. 

The  next  step  in  the  evolution  of  a  rational  cost  system  was  to 
establish  a  fixed  "overhead"  based  on  past  experience.  This  had  the 
great  advantage  of  making  costs  comparable,  and  of  giving  the  sales- 
man a  definite  limit  by  which  to  be  governed. 

It  had  the  disadvantage  that  if  the  output  was  at  a  less  rate  than 
the  usual  previous  rate,  there  was  left  unabsorbed  a  portion  of  this 
"overhead";  and  vice  versa,  if  the  product  was  greater  than  at  the 
previous  average  rate,  more  "overhead"  was  accounted  for  than  was 
actually  incurred.  Of  the  various  methods  adopted  to  take  care 
of  this  residual  "overhead,"  the  two  that  are  best  known  are,  first 
by  charging  it  to  a  fund  that  is  eventually  charged  back  on  the  cost 
of  the  product,  and  second  by  charging  it  directly  to  business .  as 
a  profit  or  loss.  The  second  method  seems  the  more  logical  of  the  two, 
and  for  those  who  are  guided  by  what  has  been  done  in  the  past, 
seems  to  be  entirely  satisfactory.  Indeed  for  him  who  is  an  account- 
ant only,  and  not  familiar  with  manufacturing  methods,  it  is  ap- 
parently the  only  possible  solution. 

To  the  engineer,  however,  who  is  not  so  much  concerned  with  what 
has  been  done  as  with  what  should  be  done,  it  is  not  at  all  satisfactory. 

If  a  plant  has  been  built  that  is  larger  than  is  needed  to  supply 
the  available  market,  the  business  error  of  building  the  excess  por- 
tion of  that  plant  should  not  be  charged  as  a  manufacturing  cost, 
but  directly  to  the  business  as  a  loss.  For  instance,  if  we  should 
build  two  identical  plants  where  only  one  was  needed,  the  expense 
of  owning  and  maintaining  one  of  them  in  idleness  could  not  be 
charged  to  the  goods  manufactured  in  the  other,  but  would  have  to 
be  deducted  from  the  profits  of  the  business. 
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In  the  same  way  the  expense  of  any  portion  of  a  plant  not  needed 
in  production  should  not  be  charged  to  the  articles  produced,  but  is 
a  business  expense  and  must  be  deducted  from  profits,  or  entered 
as  a  loss,  if  the  profits  will  not  cover  it.  In  other  words,  the  only  ex- 
poise  logically  chargeable  to  a  product  is  thai  needed  for  its  pro- 
ductio^i  when  the  factory  is  running  at  its  full  or  normal  capacity, 
which  may  be  quite  different  from  that  used  in  its  production  in 
the  past. 

Inasmuch  as  the  determination  of  this  fact  is  primarily  an 
engineering  or  manufacturing  problem,  and  not  primarily  an  ac- 
counting problem,  it  becomes  evident  that  cost  methods  must  be 
based  on  engineering  knowledge,  and  the  cost  accountant  of  the 
future  must  himself  be  an  engineer  or. manufacturer,  or  be  guided 
by  one. 

Granting  this,  it  is  safe  to  predict  the  early  dawning  of  the  day 
longed  for  by  Uncle  John  Sweet,  when  the  man  who  knows  what 
to  do  and  how  to  do  it  shall  gradually  supplant  the  man  who  knows 
what  was  dime  and  who  did  it. 

DISCUSSION 

D.  B.  RusHMORE.  In  figuring  the  cost  of  any  product  the 
largest  and  most  indeterminate  item  is  usually  the  overhead  expense, 
and  the  proper  use  of  this  overhead  after  it  is  once  obtained  is  of 
course  the  difficult  part  of  the  problem.  The  manufacture  and 
production  of  power  and  commodities  is  usually  subject  to  con- 
siderable fluctuations,  and  in  the  extreme  case  of  a  small  power 
house  for  a  widely  fluctuating  load,  in  which  the  power  may  vary 
from  zero  to  a  maximum  over  irregular  intervals,  the  instantaneous 
cost  of  power  will  vary  enormously. 

Forrest  E.  Cardullo.  I  think  the  idea  advocated  in  the  paper 
is  correct,  but  there  are  two  points  to  which  I  would  call  attention : 
One  is  that  the  loss  incurred  and  charged  to  profit  and  loss  must 
be  made  up  in  the  selling  price.  The  other  is  whether  it  is  better 
to  charge  that  loss  annually  against  the  product,  or  to  capitalize  it 
and  get  rid  of  it  once  and  for  all. 

W.  N.  PoLAKOV.  The  question  is  whether  the  cost  at  which  a 
product  has  been  manufactured  in  the  past  is  the  cost  at  which  it 
shall  and  can  be  manufactured.  If  the  overhead  is  not  properly 
differentiated  from  the  production  cost,  and  if  the  production  cost 
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is  not  known,— not  as  it  was  in  the  past  but  as  it  ought  to  be, — we 
shall  not  be  in  a  sound  position. 

For  example,  there  is  an  electric  plant  which  carried  $200,000 
overhead  a  year.  The  records  show  that  the  plant  generated  cur- 
rent at  between  0.72  and  0.68  cent  per  kw-hr.,  depending  on  the 
load  factor.  With  an  annual  output  of  60,000,000  kw-hr.  (about 
half  capacity),  the  overhead  per  kw-hr.  would  be  %  cent;  with  an 
output  of  80,000,000  kw-hr.,  it  would  be  y^  cent  and  with  a  full 
output  of  120,000,000  kw-hr.,  allowing  a  margin  for  peaks  and 
breakdowns,  it  would  be  0.166  cent. 

Consider  that  the  capacity  of  the  plant  may  not  have  been  suf- 
ficient for  the  increased  business,  and  that  a  public  utility  company 
was  willing  to  sell  any  amount  of  current  for  0.83  cent  per  kw-hr. 
one  would  immediately  go  to  the  old  records  and  get  the  lowest 
figure,  0.68  cent,  for  which  current  had  been  manufactured,  and 
then  add  the  minimum  overhead  of  0.166  cent,  giving  0.85  cent, 
against  0.83  cent  which  the  public  service  corporation  offered.  On 
this  basis,  buying  would  seem  to  be  warranted.  New  records  would 
show,  however,  that  cost  of  production  had  risen  to  0.91  cent, 
because  output  was  reduced  and  overhead  was  0.25  instead  of  0.166. 

We  finally  come  to  the  point  where  it  appears  to  be  no  use  operat- 
ing our  plant  any  longer,  so  it  is  shut  down  and  all  the  power 
purchased  outside  at  0.83  cent.  If  this  were  done  it  would  mean 
that  we  would  get  the  power  at  0.83  cent,  plus  the  overhead  on  the 
idle  plant  of  $200,000.  In  this  case  the  cost  per  kw-hr.  would  be 
0.996  cent,  and  we  would  then  remember  that  while  the  plant  was 
in  operation  current  had  been  manufactured  for  0.85  cent.  Where 
would  be  the  expected  saving?  One  fallacy  is  that  we  use  past 
records,  instead  of  the  exact  scientifically  established  standard  of 
what  the  cost  ought  to  be. 

In  fact,  I  know  from  actual  experience  that  in  this  plant  the 
cost  was  brought  from  0.72  to  0.44  cent,  which,  even  added  to  the 
overhead  in  accordance  with  the  old  method,  would  give  only  0.60 ; 
consequently  the  expected  saving  of  some  $25,000  on  the  plan  of 
buying  power  would  be  turned  into  a  loss  of  over  $250,000. 

WaiiiAM  W.  Bird.  This  paper  shows  in  a  way  the  evolution  of 
the  mechanical  engineer.  Twenty  or  thirty  years  ago  we  heard 
Thurston  talk  about  the  steam  engine  indicator;  the  mechanical 
engineer  of  those  days  made  boiler  and  engine  tests.  Ten  years 
ago  Taylor  told  about  the  stop  watch  and  routing  cards  for  work- 
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men;  the  mechanical  engineer  of  that  period  went  not  only  into 
the  power  house,  but  also  into  the  shop. 

Now  the  author  tells  us  it  is  not  good  engineering  to  put  all  the 
shop  burden  on  productive  labor  all  the  time.  In  other  words,  the 
mechanical  engineer  of  today  is  applying  the  general  principle  of 
cause  and  effect  in  the  o£Sce  of  our  industrial  plants,  the  same  as 
he  has  in  the  other  departments. 
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PERCEMTOFOUTPUT 

Fio.  1    Diagram  showing  Relation  or  Fixed  Charges,  Production 

Cost  and  Income 


James  A.  White  said  he  had  found  the  diagram,  Fig.  1,  useful 
in  determining  the  effect  of  fixed  charges.  The  point  where  the 
sales  income  line  crosses  the  total  cost  line  indicates  where  it  is 
advisable  to  shut  down  the  factory,  the  shaded  space  at  the  left 
indicating  loss,  and  the  upper  space  at  the  right,  profit.  This 
diagram  is  easy  of  application  to  a  concern  whose  fixed  charges 
can  be  accurately  determined. 

Charles  Piez  (written).  In  our  own  business  we  have  assumed 
normal  output  to  be  the  output  of  each  department  secured  by  its 
full  complement  of  men  working  2500  hr.  per  year,  which  represents 
90  per  cent  of  the  possible  working  hours  per  annum  on  a  54-hr. 
week  basis.  The  average  factory  expenses  are  distributed  on  a 
payroll  representing  this  degree  of  activity,  and  our  average  or 
standard  departmental  and  general  expense  factors  are  based  on 
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the  output  which  this  degree  of  activity  represents.  Costs  are  based 
on  the  average  factors,  and  are  therefore  fairly  uniform  and  wholly 
independent  of  the  fluctuations  of  business. 

At  the  end  of  each  month  the  standard  or  average  factors  are 
compared  with  the  actual  factors  for  each  department,  and  the 
total  expenses  compared  with  the  total  obtained  by  distributing  the 
standard  rates.  In  times  of  depression  the  standard  rates  fail  to 
distribute  the  total  expenses,  and  the  debit  balance  goes  to  reduce 
the  profits.  When  the  business  is  running  considerably  above  the 
assumed  normal,  the  standard  factors  produce  a  credit  balance 
which  goes  to  increase  the  profits. 

Sheets  showing  the  comparison  between  actual  and  standard 
expense  rates,  which  the  cost  department  submit  to  the  management 
each  month,  keep  the  management  informed  and  enable  it  to  correct 
the  standard  rates  when  advisable.  By  following  the  method  of 
distributing  expenses  through  carefully  ascertained  standard  factors, 
we  get  in  a  ready  and  practical  way  the  results  the  author  advocates. 

Frank  H.  Neely  (written).  This  paper  does  much  to  clear  up 
the  uncertainty  with  which  most  manufacturers  consider  indirect 
expense  and  its  application  to  costs.  Further,  it  shows  in  clear  re- 
lief the  urgent  need  of  the  engineer  in  laying  out  and  deciding  upon 
the  business  issues  of  manufacturing. 

About  three  years  ago,  in  standardizing  the  processes  in  a  factory 
making  a  complete  line  of  candies  and  crackers,  I  found  it  necessary 
to  develop  my  cost  records  very  much  along  the  line  of  the  author's 
paper.  This  business  is  seasonal,  and  in  the  three  fall  months  the 
volume  is  practically  double  what  it  is  in  any  other  similar  period 
in  the  year.  This,  of  course,  made  the  costs  appear  high  in  the  first 
part  of  the  year  and  extremely  low  in  the  busy  season,  which  forced 
the  standardization  of  costs  on  the  lines  described  in  the  paper  for 
the  individual  product ;  and  each  department,  as  the  year  progresses, 
shows  its  profit  or  loss,  at  the  same  time  absorbing  its  just  pro  rata 
of  indirect  expense,  regardless  of  the  volume  manufactured. 

Sterling  H.  Bunnei^l  (written).  The  reason  why  cost  systems 
are  generally  of  so  little  use  to  the  manufacturer  is  that  they  are 
planned  for  no  other  purpose  than  to  meet  the  needs  of  the  ac- 
countant in  balancing  his  books.  The  fact  that  cost  keepers  are 
accountants  and  not  manufacturers  is  the  only  explanation  of  the 
belief  so  prevalent  that  the  cost  of  the  product  of  a  given  month  is 
equal  to  the  total  expenditure  of  the  month. 


DISCUSSION  121 

Cost  records  should  show  the  management  that  the  cost  of 
product  is  within  proper  standards.  For  this  purpose,  the  items  of 
material  and  direct  labor  are  sufficient,  and  the  burden  figure  of 
secondary  importance.  But  the  cost  figures  should  also  show  the 
sales  department  the  minimum  selling  prices  which  will  cover  the 
total  of  operating  cost.  Material,  direct  labor  and  factory  burden 
furnish  only  part  of  the  total  which  selling  price  must  cover  in 
order  to  insure  continued  profit. 

The  cost  of  today's  product  is  the  result  of  the  whole  past 
existence  and  future  purpose  of  the  factory  organization.  Experi- 
ence is  expensive  before  it  becomes  a  direct  source  of  profit ;  equip- 
ment, working  force,  financial  resources  and  goodwill  all  enter  into 
the  cost,  not  only  of  the  factory  product  of  today,  but  also  of  the 
product  of  future  days  and  years.  The  cost  of  the  day's  product, 
therefore,  includes  more  than  the  chance  portion  of  the  total  cost  of 
operating  the  plant  that  happens  to  get  into  the  day 's  accounts. 

Keppele  HaTjL  gave  an  example  to  illustrate  the  author's  con- 
tention that  overhead  or  indirect  charges  cannot  be  arbitrarily  dis- 
tributed over  product  without  regard  to  conditions,  and  still  have 
costs  serve  as  a  useful  guide  to  the  management  or  superintendent. 

He  stated  that  an  objection  which  might  be  raised  to  the  author's 
proposed  solution  of  overhead  expense  distribution  is  that  it  does 
not  hold  the  superintendent  responsible  for  such  items  of  the  in- 
direct expense  as  he  has  under  his  control  during  slack  times.  In 
such  cases  is  it  not  advisable  to  divide  the  indirect  expense,  hold 
the  product  responsible  for  such  portion  as  the  superintendent  can 
control,  and  relieve  it  of  the  portion  over  which  he  has  no  control  ? 

A  good  arrangement  for  proportioning  indirect  costs  is  to  have 
a  machine  or  work  place  rate  fixed  so  as  to  cover  all  indirect  expense 
under  normal  conditions.  Each  job  is  then  charged  with  the  direct 
labor  and  material  and  the  machine  or  work  place  hours.  The 
balance  of  the  indirect  expense,  which  is  not  absorbed  by  the  ma- 
chine and  work  place  rates,  is  placed  in  an  account  known  as  ai> 
under-absoi^tion  account.  This  account  increases  in  dull  times  and 
decreases  in  very  busy  times.  The  net  result  at  the  end  of  a  given 
period  shows  the  under  or  over-absorption  of  the  indirect  expense. 
The  cost  of  the  product  Ls  estimated  from  the  sum  of  the  three  items 
(labor,  material  and  machine  or  work  place  hours),  and,  except  for 
variations  in  the  efficiency  with  which  the  work  is  done,  holds  the 
costs  practically  constant. 
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Carl  G.  Barth  (written).  The  question  the  author  endeavors 
to  answer  is  only  another  form  of  the  old  question  of  how  low  we 
may  take  orders  in  dull  times,  and  it  does  not  seem  that  the  author 
has  reached  the  bottom  of  it.  The  true  answer  may  be  had  no  mat- 
ter what  the  policy  regarding  the  distribution  of  overhead  expenses, 
so  long  as  these  are  definitely  known  and  properly  analyzed. 

This  is  by  means  of  what  Mr.  Taylor  called  dull  time  **  limit 
costs/*  the  making  up  of  which  is  practised  by  all  concerns  which 
fully  understand  the  true  nature  of  manufacturing  costs. 

In  very  dull  times  it  is  unfortunately  not  so  much  a  question  of 
how  much  money  we  can  make  by  taking  orders,  but  how  to  hold 
our  organization  together  and  lose  as  little  money  as  possible,  for 
the  fixed  charges  go  on  even  if  we  take  no  orders  at  all  and  allow 
the  organization  to  disband.  In  making  up  a  ''limit  cost,''  we 
therefore  leave  out  all  consideration  of  the  fixed  charges  of  a  plant, 
and  also  such  other  overhead  expenses  as,  without  being  absolutely 
fixed,  become  so  for  the  time  being,  because  we  purpose  not  to  dis- 
rupt our  organization  entirely. 

The  overhead  expenses  to  be  added  to  flat  labor  and  material  in 
making  up  such  a  cost  are,  therefore,  such  only  as  will  actually  be 
incurred  by  virtue  of  undertaking  the  work  under  consideration. 

If  this  limit  cost  is  less  than  the  market  value  of  an  article,  it 
will  then  be  correct  to  manufacture  the  article  ourselves  rather  than 
to  buy  it,  or  offer  it  in  the  market  for  anything,  however  little, 
above  this  limit  cost,  for  this  margin  will  help  carry  the  fixed  charges. 

Suppose  the  limit  cost  of  the  article  in  the  case  cited  in  the  paper 
could  have  been  shown  to  figure  up  to  20  cents  only,  this  would  have 
constituted  a  still  stronger  argument  against  the  buying  of  the 
article  at  26  cents,  even  if  the  full  and  true  cost  at  the  time  of 
manufacture  was  30  cents. 

Ralph  E.  Flanders  (written).  In  the  firm  with  which  I  am 
connected,  the  plan  is  followed  of  setting  the  overhead  rate  to  agree 
►  with  average  business  conditions  over  a  long  period,  taking  into  ac- 
count both  good  times  and  bad.  An  overhead  accouilt  is  carried, 
to  which  are  charged  all  the  items  that  go  to  make  up  the  shop  over- 
head expense;  and  in  like  manner  to  this  account  are  credited  all 
sums  apportioned  as  overhead  charges  to  work  in  process. 

In  busy  times  there  will  evidently  be  a  deficit  in  this  account. 
In  dull  times,  on  the  contrary,  the  continuance  of  the  heavy  ex- 
penses, coupled  with  the  small  volume  of  productive  labor  to  which 
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they  may  be  applied,  will  produce  a  heavy  unapportioned  balance. 
The  plan  is  so  to  set  the  average  overhead  rate  that  the  deficits  and 
excess  balances  will  about  cancel  each  other.  From  time  to  time 
this  overhead  rate  requires  adjustment  to  meet  changed  business 
conditions,  both  internal  and  external. 

It  is  worth  while  to  compare  this  plan,  which  we  may  call  the 
average  rate  plan,  with  that  set  forth  by  the  author,  which  we  may 
call,  for  simplicity,  the  proportional  rate  plan. 

In  the  first  place,  the  average  rate,  being  practically  unchanging, 
is  the  more  easily  applied.  It  has  the  same  advantage  as  the  pro- 
portional rate  in  the  matter  of  avoiding  sudden  and  violent  fluc- 
tuation in  cost  figures  due  to  corresponding  fluctuation  in  output. 
The  average  rate  offers  the  most  direct  method  of  distributing 
what  may  be  called  the  ** cataclysmic''  overhead  expenses,  such  as 
taxes,  etc.,  which  impose  a  disastrous  load  on  the  period  in  which 
they  fall,  unless  apportioned  piecemeal  over  the  full  term  to  which 
they  apply. 

The  main  difference  between  the  two  plans  is  that  with  the 
average  rate  the  burden  of  carrying  idle  equipment  and  organiza- 
tion through  dull  times  is  distributed  into  the  cost  of  work  in  good 
times,  while  the  proportional  rate  takes  it  out  of  the  cost  system 
entirely  and  charges  it  to  profit  and  loss. 

I  contend  that  there  is  good  reason  for.  absorbing  this  periodically 
recurring  expense  in  costs,  rather  than  in  profit  and  loss.  This 
charge  has  not  the  nature  of  an  extraneous  calamity,  like  an  embez- 
zlement or  unwise  investment.  We  are  forced,  unfortunately,  to 
reckon  with  cycles  of  boom  and  depression  as  one  of  the  conditions 
of  doing  business  and  this  condition  is  therefore  a  regular  factor 
in  the  cost  of  production,  and  should  be  so  treated.  This  argument 
becomes  all  the  stronger  when  it  is  remembered  that  cost  figures 
have  a  two-fold  use.  Not  only  are  they  employed  for  comparison 
with  previous  costs,  but  they  are  used  as  well  to  determine  whether 
articles  can  be  profitably  manufactured  at  a  given  selling  price; 
in  some  cases,  in  fact,  they  are  used  for  setting  selling  prices.  There 
is  nothing  like  having  all  unavoidable  expenses  firmly  imbedded  in 
the  cost  figures,  instead  of  rattling  around  loose  in  the  ledger. 

To  sum  up  the  matter,  it  may  be  said  that  the  use  of  the  average 
rate  directly  disagrees  with  what  the  author  states  as  a  fallacy,  that 
(Ul  of  the  expense,  however  large,  must  he  carried  by  the  ontput 
produced,  however  small.     In  fact,  it  seems  to  me  to  be  the  prime 
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merit  of  the  average  rate  plan,  when  based  on  an  overhead  account, 
that  no  legitimate  expense  escapes  from  distribution  to  costs.  The 
errors  which  the  author  sees  in  this  principle  are  not  inherent  in 
the  principle  at  all,  but  are  caused  by  an  illogical  application  of  it. 
The  average  rate  seems  to  me  to  answer  nearly  all  his  objections. 

The  proper  solution  of  problems  such  as  outlined  by  Mr.  Gantt, 
of  a  factory  running  below  normal  capacity,  is  independent  of  any 
particular  method  of  applying  overhead  charges.  You  can  increase 
the  output  without  perceptibly  increasing  the  overhead  charges,  and 
you  may  safely  reckon  the  cost  of  the  increased  production  as  equal 
to  labor  plus  material  only.  Forget  about  the  overhead.  Any 
margin  between  the  cost  and  the  price  at  which  you  can  buy  or  sell 
may  be  considered  as  profit,  in  the  sense  that  it  will,  by  that  much, 
help  to  carry  your  overhead  and  thus  reduce  your  expenses.  This 
is  not  a  matter  of  accounting,  but  of  common  sens^. 

D.  C.  Fenner  (written).  Mr.  Gantt 's  interesting  paper  sug- 
gests hope  for  a  branch  of  cost  accounting  that  is  still  struggling 
for  intelligent  analysis  and  even  a  semblance  of  uniformity. 

Every  alternate  step  in  production,  conversion  and  distribution 
of  any  product  is  that  of  transportation.  Raw  stock,  stock  in 
process,  finished  stock  must  be  moved  on  to  the  ultimate  consumer. 
At  many  points  motor  driven  road  trucks,  shop  trucks,  crane  trucks, 
tractors  and  trailers  can  be  used  to  advantage ;  but  present  methods 
are  built  around  equipment  very  limited  as  to  capacity  and  sales 
value,  but  strong  in  associations,  sentiment  and  book  valuation. 

Depending  on  how  good  a  horse  trader  the  stable  boss  may  be, 
the  manager  figures  he  can  use  horses  and  hand  trucks  for  several 
years  to  come.  He  hesitates  to  adopt  machine  equipment  on  account 
of  its  initial  cost,  and  its  cost  of  operation.  He  has  never  k6pt 
accurate  costs  of  horse  delivery  and  the  very  limited  amount  of 
machine  costs  that  are  available  are  based  on  conditions  that  do  not 
fit  his  business.  He  finds  too  that  each  machine  is  loaded  with  a 
fixed  portion  of  the  yearly  overhead  charges  of  the  installation, 
whether  the  machine  has  been  in  operation  all  or  a  portion  of  the 
time.  In  other  words  a  fixed  charge  is  made  against  each  machine 
working  or  idle  and  at  the  end  of  the  year  the  total  fixed  charges 
have  figured  prominently  in  the  '*cast  of  operation  per  mile"  or  ton. 

Following  the  author's  suggestions,  if  a  motor  truck  is  laid  up 
for  lack  of  work,  its  fixed  charges  or  overhead  should  be  charged 
against  profit  and  loss,  and  at  such  times  the  manager  should  find 
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outside  work  for  his  trucks.  Further,  if  a  truck  is  laid  up  for 
repairs,  the  fixed  charges  for  that  period  of  time  should  be  added 
to  the  cost  of  repairs,  and  should  not  appear  as  fixed  charges  against 
the  actual  cost  of  operation. 

By  a  proper  analysis  of  operating  and  maintenance  costs,  a  guide 
can  always  be  found  for  reducing  the  idle  time  and  increasing  the 
earning  capacity  of  each  machine  and  the  installation  as  a  whole. 

C.  Bertrand  Thompson  contributed  a  written  discussion,  stat- 
ing that  in  periods  of  depression  and  subnormal  operation,  costs 
should  be  figured  on  the  basis  of  the  equipment  actually  used,  and 
the  cost  of  idle  equipment  should  be  determined  and  charged  simply 
in  the  profit  and  loss  account,  to  be  taken  care  of  in  the  selling 
price  so  far  as  competitive  conditions  permit. 

Mr.  Gantt  notes  that  this  method  may  affect  the  policy  of  the 
plant,  but  unfortunately  does  not  offer  a  suggestion  as  to  what  the 
new  policy  should  be.  Merely  charging  the  cost  of  unused  plant 
and  equipment  to  profit  and  loss  does  not  really  solve  the  problem, 
which  is— How  can  this  loss  be  made  good?  When  it  is  a  question 
of  closing  whole  plants,  there  is  a  possibility  of  selling  them  and 
thus  at  least  cutting  off  a  part  of  the  loss ;  but  when  it  is  a  question 
of  part  of  a  plant  being  unused  it  is  practically  impossible  to  end 
the  loss  by  merely  dfsposing  of  the  superfluous  part. 

Viewed  broadly,  the  condition  of  subnormal  operation  in  a  plant 
is  due  to  the  sales  organization  rather  than  the  producing  organiza- 
tion, not  overlooking  the  fact  that  the  sales  organization  has  a 
perfectly  legitimate  excuse  for  not  keeping  the  plant  busy  up  to  its 
fullest  capacity.  Special  emphasis,  nevertheless,  should  be  laid  on 
the  fact  that  it  rests  on  the  .sales  organization  to  reduce  or  eliminate 
the  loss. 

Here  is  a  field  for  a  further  application  of  scientific  manage- 
ment. There  is  a  clear  call  for  the  application  to  the  marketing 
problem  of  the  same  type  of  analysis,  scientific  research  and  accurate 
determination  of  laws  and  principles  that  has  characterized  the 
development  of  scientific  management  in  production. 

William  Kent  (written).  Mr.  Gantt 's  paper  is  an  admirable 
presentation  of  the  evils  that  result  from  the  adoption  of  a  system 
of  costkeeping,  usually  advocated  by  accountants,  in  which  all  the 
indirect  expense,  burden,  or  overhead,  in  a  given  period  of  time, 
such  as  a  month,  is  charged  as  part  of  the  cost  of  the  output  of  that 
period,  even  if  the  amount  of  that  output  is,  on  account  of  depress- 
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sion  of  business  or  other  cause,  far  below  normal.  The  only  excuse 
for  such  a  system  is  an  accountant's,  that  it  enables  the  cost  ledger 
to  be  balanced  each  month. 

The  author's  statement  of  the  general  principle  or  theory  of 
the  correct  method  of  charging  indirect  expense  against  product  is 
strictly  sound  and  logical,  but  it  is  not  a  new  theory  or  principle. 
I  have  been  acquainted  with  it  and  have  believed  in  it  for  many 
years,  although  I  do  not  recall  having  seen  it  in  print.  I  have 
often  made  a  statement  of  the  principle  something  like  this:  "The 
burden  to  be  charged  against  any  product  is  the  average  burden  of 
a  normal  year  for  the  same  quantity  of  product.  If  the  total  cost 
of  keeping  a  certain  machine  in  a  shop  for  a  year,  including  cost 
of  light,  heat,  power,  repairs,  depreciation,  rent,  etc.,  divided  by 
the  number  of  hours  the  machine  may  be  expected  to  run  in  a  normal 
year  is  say  20  cents  per  machine  hour,  then  the  charge  for  burden 
to  be  made  against  the  product  of  that  machine  is  fixed  at  20  cents 
per  hour  for  the  time  the  machine  runs  in  the  following  year, 
whether  it  runs  the  normal  number  of  hours  or  not. ' ' 

In  this  connection  attention  may  be  called  to  an  example  of  in- 
correct reasoning  which  sometimes  follows  a  strict  adherence  to  dis- 
tributing burden  on  the  itiachine  hour  system.  An  owner  of  a  ma- 
chine shop  who  had  a  tabulated  hourly  burden  charge  for  each 
machine,  varying  with  the  size  of  the  machine,  the  cost  of  running 
it  and  the  number  of  hours  that  the  machine  was  expected  to  run 
in  a  year,  noticed  that  a  small  piece  was  being  turned  in  a  very 
large  lathe.  He  told  the  foreman  that  he  should  not  use  the  lathe 
for  that  piece  because  the  burden  charge  on  it  was  too  heavy,  and 
it  would  make  the  piece  cost  too  much.  The  foreman  replied  that 
all  the  other  lathes  were  busy  and  that  there  was  no  heavy  work 
on  hand  for  the  large  tool,  and  he  thought  he  would  make  the  big 
lathe  **do  something  for  its  keep."  The  foreman  was  right,  and, 
moreover,  the  burden  that  should  be  assessed  against  that  piece  in 
making  up  its  cost,  if  the  cost  was  to  be  used  as  a  basis  for  esti- 
mating on  future  orders  for  similar  pieces,  is  not  the  machine  hour 
rate  of  the  big  lathe,  but  only  that  of  a  small  one,  on  which  the 
work  would  ordinarily  be  done. 

The  Author.  If  I  am  to  draw  any  conclusions  from  the  dis- 
cussion of  this  paper,  it  has  had  the  effect  which  I  hoped  it  would 
have,  namely,  to  make  clear  that  a  cost  accountant  to  be  reallv 
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useful  to  a  manufacturing  company  must  understand  the  manu- 
facturing process. 

There  is  one  point,  however,  which  does  not  seem  to  have  been 
clearly  grasped  by  some,  and  that  is  that  what  I  propose  as  the  real 
cost  of  an  article  is  not  what  it  apparently  has  cost  in  the  past,  but 
what  it  should  cost  if  the  proper  manufacturing  methods  were  used 
and  the  shop  were  run  at  full  capacity.  This  might  be  called  the 
ideal  cost,  and  toward  its  attainment  all  efforts  should  be  directed. 
Mr.  Polakov's  discussion  illustrates  this  most  clearly. 

It  was  perhaps  twenty  years  ago  when  the  great  necessity  for 
a  knowledge  of  costs  began  to  be  apparent,  and  manufacturers  in 
general  began  to  give  the  subject  careful  consideration.  The  de- 
mand for  ''cost  accountants"  soon  became  so  great  that  almost  any 
clerk  who  had  had  experience  in  a  manufacturing  plant  was  able 
to  get  a  job  as  cost  accountant,  much  as,  today,  almost  anybody  who 
calls  himself  an  "efficiency  engineer,**  even  though  he  may  never 
have  had  any  engineering  experience  whatever,  seems  to  be  able  to 
gain  the  confidence  of  some  manufacturer. 

Such  cost  accountants,  with  a  few  high-sounding  theories  and 
a  Uttle  bookkeeping  experience,  but  with  absolutely  no  shop  knowl- 
•  edge,  have  too  often  been  able  to  gain  the  confidence  of  the  financier, 
whose  policy  has  been  governed  by  the  reports  obtained  from  such 
sources.  The  result  of  such  an  epidemic  of  cost  accounting  has 
undoubtedly  been  seriously  detrimental  to  our  industries,  and  it  is 
with  a  great  deal  of  satisfaction  that  I  see  the  best  accountants 
of  today  absolutely  repudiating  false  theories  and,  if  not  actually 
keeping  pace  with  engineers  on  the  subject,  at  least  traveling  the 
same  road. 

The  class  of  people  that  advertised  themselves  as  *  *  cost  account- 
ants*' when  "costs"  was  the  watchword,  today  follow  the  slogan  of 
'^efficiency."  This  is  certainly  a  step  in  advance  as  far  as  their 
work  is  concerned,  but  before  we  sacrifice  everything  on  the  altar 
of  **efl5ciency,"  let  us  ask  whether  eflBciency  is  a  means  or  an  end, 
and  get  the  answer. 

It  is  our  duty  to  ourselves  and  to  society  to  do  well,  or  efiiciently, 
whatever  we  do  but  are  we  not  in  danger  of  losing  sight  of  our 
object  if  we  lay  too  much  stress  on  the  efficiency  with  which  we 
strive  for  it? 

It  does  not  take  much  thought  to  convince  us  that  efficiency  is 
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not  an  end,  but  a  means;  and  that  it  may  be  beneficial  or  detri- 
mental as  the  end  is  worthy,  or  unworthy. 

To  do  efficiently  something  that  should  not  be  done  at  all,  benefits 
nobody.  Would  it  not  be  better  to  do  something  worth  while,  how- 
ever inefficiently?  Let  us  stop,  therefore,  in  this  wild  cry  for 
efficiency  long  enough  to  ask  what  its  proper  aim  is. 

If  its  object  is  to  enable  the  few  to  accumulate  wealth  at  the 
expense  of  the  many,  it  is  not  worth  while,  for  an  industrial  system 
that  allows  this  will  finally  fail.  If  its  aim  is  to  enable  one  man 
to  take  unfair  advantage  of  another  in  any  manner  it  is  not  suitable 
to  a  democratic  nation ;  and  it  is  the  country  as  a  whole  that  must 
be  considered,  when  we  discuss  such  a  broad  question  as  this. 

The  greatest  problem  before  our  industrial  world  today  is  the 
establishment  of  harmonious  cooperative  relations  between  employer 
and  employee.  Efficiency  is  one  of  the  most  potent  factors  in  the 
solution  of  this  great  problem,  but  it  can  be  directed  either  for  or 
against  this  solution. 

Should  we  not  know  on  which  side  it  is  to  be  used  before  we 
commit  ourselves  to  it? 

Before  we  support  too  strongly,  then,  this  striving  for  efficiency, 
let  us  be  sure  that  it  is  to  be  directly  toward  a  worthy  object. 
Efficiency  alone  will  not  cure  our  troubles,  for  misdirected  efficiency 
may  he  just  as  detrimental  in  the  future,  as  misdirected  cost  ac- 
cotinting  has  been  in  the  past. 

On  the  other  hand,  a  combination  of  properly  directed  efficiency 
and  proper  cost  methods  are  absolutel}'  essential  to  the  solution  of 
our  industrial  problems;  and  the  hopeful  thing  about  the  newer 
ideas  of  cost  keeping  is  that  they  point  the  way  of  measuring  not 
only  the  efficiency  of  the  workmen,  but  that  of  the  manager  and  of 
the  financier. 

Past  methods  have  too  often  not  only  failed  in  this  respect,  but 
have  frequently  been  so  devised  as  to  relieve  the  man  at  the  top  of 
the  responsibility  that  was  justly  his,  and  to  saddle  it  on  the  sub- 
ordinate. The  introduction  of  methods  that  will  relieve  this  situa- 
tion will  be  a  long  step  in  the  solution  of  our  industrial  problems. 
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It  has  long  been  a  reco^ized  fact  that  the  weather  has  a  more 
or  less  noticeable  eflFect  on  leather  belts.  In  experimental  work  it 
has  often  been  found  impossible  to  duplicate  results  when  testing 
the  same  belt  on  different  days.  In  practice,  those  who  are  familiar 
with  the  behavior  of  leather  belts  have  noticed  a  difference  in  the 
action  of  belts  from  day  to  day,  under  varying  conditions  of  the 
weather.  However,  when  the  generally  accepted  rules  for  belting 
are  consulted,  it  will  be  found  that  the  discussion  of  the  weather  has 
been  entirely  omitted  for  once.  Of  the  several  weather  conditions 
which  can  be  noted  readily,  it  was  thought  that  the  variation  of  the 
relative  humidity  of  the  atmosphere  would  offer  the  most  promising 
field  and  therefore  the  effect  of  this  variation  was  chosen  as  the 
subject  for  a  special  investigation. 

2  After  several  months  of  preliminary  work,  with  uncertain 
conclusions  and  very  discouraging  prospects,  it  was  decided  that,  if 
anything  definite  was  to  result  from  the  experiments,  the  effect  of 
many  of  the  variables  would  have  to  be  eliminated  by  keeping  most 
of  the  conditions  constant. 

3  The  most  noticeable  effect  of  an  increase  in  the  humidity 
was  found  to  be  in  the  lengthening  of  the  belt.     If  the  distance 
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between  the  pulley  centers  remained  constant,  this  lengthenii^  of 
the  belt  would  decrease  the  sum  of  the  tensions.  On  the  other 
hand,  the  sum  of  the  tensions  could  be  maintained  by  varying  the 
center  distance  as  the  humidity  was  changed.  Thus  the  field  being 
narrowed  to  these  limited  conditions  of  constant  initial  length, 
width,  thickness  and  speed  of  the  belt;  diameters  of  the  pulleys; 
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horse  power  transmitted,  and  temperature,  the  investigation  was 
carried  out  to  determine: 

a  The  effect  produced  on  the  center  distance  by  varying  the 
sum  of  the  tensions,  the  relative  humidity  remaining 
constant. 
6  The  effect  of  the  relative  humidity  on  the  center  distance, 
the  sum  of  the  tensions  remaining  constant. 
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c  The  effect  of  the  relative  humidity  on  the  sum  of  the 
tensions,  the  center  distance  remaining  constant. 

4  A  general  layout  of  the  apparatus  used  in  these  experiments, 
which  were  conducted  at  the  Worcester  Polytechnic  Institute, 
is  shown  in  Fig.  1.     It  may  be  described  as  follows: 

5  A  shaft  which  carries  a  pulley  on  one  end  and  an  Alden 
djnuKOQeter  on  the  other  is  mounted  on  a  canine  which  is  free 

;.  On 
:  shaft 
le  end 


tin  same  aiee  as  the  pulley  on  the  dynamometer  shaft  and  the  "  belt 
under  test"  runs  over  these  two  pulleys.  The  Alden  dynamometer 
furnishes  the  load  which  is  equivalent  to  Ti-Tt  or  the  difference 
between  the  tensions  of  the  tight  and  slack  sides  and  the  platform 
scales  weighs  the  sum  of  the  belt  tensions  or  Ti+Tj,  as  shown  in 
the  figure. 

6  In  order  to  measure  all  of  the  power  transmitted  by  the  belt, 
the  shaft  bearings  were  so  designed  that  they  formed  a  part  of  the 
dynamometer.  Fig.  2  shows  this  arrangement  in  more  detail.  The 
bearings  consist  of  a  pair  of  S.  K.  F.  ball  bearings  in  which  the  shaft 
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turns.  The  ball  bearings  are  carried  in  a  housing  which  is  free  to 
turn  inside  of  a  pair  of  Standard  roller  bearings.  Thus  what 
little  friction  there  may  be  in  the  ball  bearings  will  tend  to  turn  the 
housing  which  is  attached  to  the  dynamometer  casing,  and  thereby 
becomes  a  part  of  it. 

7  In  the  rear  of  the  room.  Fig.  1,  is  a  Sturtevant  heater  and 
blower,  the  heater  to  keep  the  temperature  under  control  and  the 
blower  to  circulate  the  air  in  the  room.  A  live  steam  jet  inside  of 
the  heater  and  a  humidifier  hung  from  an  overhead  beam  were  used 
for  humidity  control.  The  use  of  the  humidifier  had  to  be  discon- 
70" 


tinned  because  it  was  found  to  give  iog  instead  of  true  humidity 
and  consistent  results  could  not  be  obtained,  while  with  the  steam 
jet  it  was  possible  to  duplicate  results  at  any  time.  The  degree  of 
relative  humidity  was  measured  by  a  precision  hygrometer  of  the 
hair  type,  a  wet  and  dry  bulb  thermometer  and  a  sling  psychrometer, 
{a  modification  of  the  pattern  developed  by  the  U.  S.  Weather 
Bureau),  the  last  method  giving  very  satisfactory  results. 

S  The  belt  used  in  this  investigation  was  a  four-inch,  sii^Ie,  oak 
tanned  leather  belt  furnished  by  the  Graton  &  Knight  Mfg.  Co.  of 
Worcester.  The  pulleys  were  a  pair  of  cast  iron  crown  face  pulleys, 
twenty-four  inches  in  diameter  with  a  six  inch  face.  The  initial 
length  of  the  belt  was  such  that  the  center  distance  at  20  per  cent 
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humidity,  Ti  +  Tj  equallinR  320  lb.,  wag  9  feet  6A  in.     This  makes 
the  belt  approximately  25}^  ft.  long. 

9  Standard  conditions  were  assumed  to  be  Ti  =240  or  60  lb.  per 
in.  of  width,  and  Ti/Tt  =3,  where  Ti  -the  tension  in  the  tight  side  of 
the  belt  and  Tt  the  tension  in  the  slack  side.  This  pves  Ti~T%=< 
160  lb.  and  as  the  belt  speed  remained  constant  at  about  1900  ft.  per 
miDUte,  the  horse  power  was  approximately  9.21  all  of  the  time.  This 
tondition  will  give  between  0.8  and  0.9  of  one  per  cent  slip, 
or  creep. 
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Fio.  4    Relation  between  Peb  Cent  Relative  Humiditv  and  (Jenteb  Dis- 
tance AT  Three  Conditions  or  T   +  r  .    Uoese  Poweb  Constant 

First.  Experiments  were  run  to  see  if  a  dififerenco  in  the  modulus 
of  elasticity  of  the  belt,  when  running,  could  be  detected  at  20  per 
cent,  55  per  cent  and  90  per  cent  humidity.  These  relations  as 
found  are  shown  in  Fig.  3.  Tests  were  also  made  at  these  humid- 
ities to  see  if  a  difference  in  the  slip  due  to  different  values  of 
the  modulus  of  elasticity  could  be  shon'n.  No  noticeable  elTect 
could  be  detected. 

Second.  The  results  of  the  tests  under  the  second  condition  are 
shown  for  three  different  values  of  Ti  +Ti  in  Fig.  4. 

10  The  results  of  these  two  sets  of  experiments  were  investi- 
gated and  plotted  as  a  surface  as  8ho\vn  in  Fig.  5. 

11  From  Fig.  5  the  data  for  the  curvos  of  Fig.  6  were  taken. 
After  these  curves  were  drawn,  experiments  were  performed  and 
the  circles  shown  in  Fig.  6  indicate  the  results  obtained.    Thege 
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results,  as  will  be  seen  were  a  very  good  check  on  the  calculations. 
12  The  three  black  spots  indicated  on  the  surface  of  Fig.  5  all 
occur  at  T\  +Tt  "-320  lb.  Now  starting  at  any  one  of  these  point« 
and  keeping  the  center  distance  constant,  take  the  course  in- 
dicated by  the  line  along  which  the  printing  occurs.  This  line  is 
seen  to  cross  the  lines  of  constant  tension,  the  tension  increasing  as 
the  relative  humidity  decreases,  or  vice  versa. 


Fio.  5    BiLT  PxRPOEUAKci  SusPACX  FOR  AN  Oae  Tanhkd  Liathkb  Belt  4 

in.  Wm,  BBOWiNG  Bblation  between  Centbb  Distance,  Sum  op 

Tensions  and  Per  Cent  Belativx  Hduiditi 

concldsions 
13  The  surface  shown  in  Fig.  5  might  well  be  called  the  char- 
acteristic of  this  belt,  and  it  indicates  in  a  general  way  what  might 
be  expected  from  similar  belts.  Leather  itself  will  vary-;  the  tanning 
is  different;  the  quantity  and  quality  of  belt  dressing  is  never  twice 
the  same.  All  of  the  factors  being  more  or  less  unknown,  it  will  be 
impossible  to  make  definite  prediction  regarding  other  belts. 
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14  However,  in  a  general  way,  it  may  be  stated  that  the  effect 
of  a  change  in  relative  humidity  is  greater  at  high  humidities  than 
at  low,  that  the  effect  is  shown  more  rapidly  in  a  single  than  in  a 
double  belt,  and  that  increasing  the  humidity  shows  immediate 
results  while  a  decrease  takes  some  little  time  to  be  effective. 

15  If  a  belt  be  set  up  at  20  per  cent  humidity  under  standard 
conditions,  then,  the  load  remaining  constant,  and  the  center  dis- 
tance being  fixed,  an  increase  in  the  humidity  will  decrease  the  sum 
of  the  tensions,  while  the  difference  of  the  tensions  will  remain  the 
same.    Therefore,  the  ratio  of  the  tensions,  Tx/Ti,  will   increase 
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i^ith  the  humidity,  and  at  about  90  per  cent  humidity  the  belt 
\iill  be  on  the  point  of  slipping.  This  variation  is  shown  in  Fig.  7. 
The  data  for  the  curve  are  taken  from  Fig.  5. 

16  If  the  belt  be  set  up  at  90  per  cent  relative  humidity  under 
standard  conditions,  a  decrease  in  humidity  will  increase  the  sum 
of  the  tensions,  provided  the  distance  between  centers  remains 
constant.  This  will  result  in  an  excessive  pressure  on  the  bearings 
at  low  himwdity  and  also  tend  to  stretch  the  belt  beyond  the  elastic 
limit.  This  is  shown  in  Fig.  8  which  is  in  reality  a  section  of  the 
surface  in  Fig.  5. 

17  If  the  standard  set  up  be  made  at  55  per  cent  relative  hu- 
midity, which  is  somewhere  near  the  normal,  any  possible  increpse  in 
relative  humidity  will  not  produce  an  excessive  ratio  of  tensions, 
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and  any  possible  decrease  in  relative  humidity  will  not  cause 
an  undue  sum  of  tensions.  Both  of  these  relations  are  shown  in 
Rg.  9. 

18  As  the  higher  relative  humidities  generally  occur  at  tem- 
peratures above  70  deg.,  it  was  thought  best  to  extend  the  field  of 
investigation  by  \arying  the  temperature.  Accordingly  a  series  of 
experiments  was  run  at  50  deg.  temperature  with  the  relative  hu- 
midity var3ang  from  20  per  cent  to  90  per  cent  and  another  series 
at  90  deg.  temperature,  Ti+T^  and  h.p.  being  constant  for  all  of 
these  tests. 
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19  These  results  are  shown  in  Fig.  10,  which  also  has  the  cor- 
responding results  at  70  deg.  from  previous  experiments.  This 
would  indicate  that  the  belt  lengthens  as  the  temperature  increases, 
the  relative  humidity  remaining  constant;  that  the  amount  of  this 
lengthening  of  the  belt  is  somewhat  greater  at  high  relative  hu- 
midities than  at  low  relative  humidities;  and  thpt  the  lengthening  of 
the  belt  due  to  an  increase  in  the  relative  humidity  is  greater  at 
temperatures  higher  than  70  deg.  and  less  for  temperatures 
under  70  deg. 

20  It  would  appear  from  our  experiments  that  the  lengthening 
of  the  belt  which  takes  place  when  the  humidity  increases  is  very 
nearly  proportional  to  the  relative  humidity  while  no  definite 
relation  to  absolute  humidity  exists. 

21  The  fact  that  the  lines  in  Fig.  10  are  not  parallel  would 
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indicate  that  either  there  is  some  slight  effect  due  to  changes  in  the 
absolute  humidity  or,  what  is  more  probable,  that  the  coefficient  of 
expansion  is  greater  at  90  deg.  than  at  20  deg.  temperature. 

22    The  general  conclusions  are: 

First.  If  a  belt  be  set  up  at  low  relative  humidity,  slipping  will 
probably  occur  if  the  relative  humidity  increases  to  any  great  extent, 
especially  if  the  increase  be  accompanied  by  a  rise  in  temperature. 

Second,     If  a  belt  be  set  up  at  high  relative  himiidity,  excessive 
pressure  on  the  beariags  and  stretching  of  the  belt  will  result  from 
a  decided  decrease  in  relative  humidity,  especially  if  the  decrease, 
be  accompanied  by  a  fall  in  temperature. 

Third.  If  a  belt  be  set  up  at  a  medium  relative  humidity,  the 
tensions  will  not  be  excessive  at  lower  relative  humidities,  nor  will 


Center  Distance. 

Fio.  10    Relation  between  Center  Distance  and  Relative  Humidity  at 

Three  Different  Temperatures 


there  be  any  great  danger  of  slipping  at  high  relative  humidities 
unless  accompanied  by  excessive  temperature  changes.  In  other 
words,  the  factor  of  safety  in  the  ordinary  belt  rules  is  sufficient 
to  take  care  of  the  effect  of  changes  in  the  relative  humidity  if  the 
set  up  be  made  at  a  medium  per  cent  of  relative  humidity. 

Fourth.  If  a  belt  be  set  up  at  any  relative  humidity  with 
a  spring  or  giavity  tightener,  a  load  50  per  cent  greater  than  the 
standard  can  be  transmitted  at  either  high  or  low  humidity  without 
danger  of  stretching  the  belt,  slipping  or  excessive  pressure  on  the 
bearings. 
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DISCUSSION 

Geo.  N.  Van  Derhoep  (written).  This  paper  goes  far  in  ex- 
plaining some  of  the  peculiar  actions  of  belt  drives.  It  is  strange 
that,  in  all  the  previous  experimental  work  on  transmission  of  power 
by  leather  belts,  the  effect  of  humidity  should  not  have  been 
investigated. 

The  results  again  show  the  importance  of  using  spring  belt 
clamps  in  tightening  belts,  and  also  that  when  these  are  used  atten- 
tion should  be  given  to  temperature  and  relative  humidity.  Those 
who  have  not  found  the  use  of  spring  belt  clamps  all  they  expected 
may  find  the  real  explanation  in  the  disregard  of  these  two  points. 

The  results  also  show  the  advantage  of  more  frequent  use  of 
tighteners.  Highest  eflBciency  of  drive  and  maximum  life  of  belt 
can  only  be  secured  by  keeping  the  slack  side  tension  as  low  as 
possible.  The  injury  to  the  belt  by  reverse  bending  round  the 
tightener  pulley  is  practically  negligible  if  the  pulley  is  made  of 
large  diameter ;  in  fact,  this  loss  and  that  due  to  the  friction  of  the 
tightener  is  far  less  than  that  due  to  the  extra  load  on  the  main 
shaft  bearings  from  the  belt  without  a  tightener  never  being  at  its 
condition  of  minimum  stress,  except  just  before  taking  up.  A  belt 
tightener  is,  however,  of  little  value  unless  it  is  used  to  keep*  the 
belt  just  as  loose  ,as  possible,  and  it  is  very  unfortunate  that  this 
important  device  was  given  the  name  of  tightener  instead  of  loosener. 

Nearly  all  belted  electric  generators  and  motors  are  arranged 
with  sliding  bases,  and  the  belts  used  with  them  are  considerably 
smaller  than  would  generally  be  used  with  equal  loads  for  other 
machinery. 

The  great  success  of  the  continuous  system  of  rope  transmission 
is  due  very  largely  to  the  fact  that  the  tension  can  be  kept  at  a 
minimum  by  means  of  the  automatic  tension  carriage ;  and  while  it 
is  impossible  to  secure  as  favorable  results  with  a  belt  drive,  they 
can  frequently  be  more  or  less  approximated  by  the  intelligent  use 
of  belt  tighteners. 

Carl  6.  Barth  wrote  that  some  fifteen  years  ago,  while  with 
the  Bethlehem  Steel  Co.,  he  attempted  to  study  the  influence  of 
humidity  on  the  tensions  of  two  belts  in  the  shop,  by  plotting  daily 
simultaneous  humidity  readings  and  readings  of  belt  tension  scales 
applied  to  the  belts.  However,  due  to  the  unlooked-for  extraordi- 
nary variations  in  the  loads  transmitted  by  these  belts  (at  times  they 
would  carry  heavy  loads  and  again  they  would  run  idle  for  days  at 
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a  time),  no  definite  results  were  obtained,  whereas  he  could  not  help 
believe  that  results  of  some  value  would  have  been  secured  if  the 
belts  had  transmitted  a  fairly  uniform  load  day  and  night. 

Previously,  the  drop  in  tensions  of  two  other  belts  had  been 
studied  during  the  winter  months,  when  the  shop  was  heated  and 
both  the  temperature  and  the  humidity  thus  kept  within  fairly 
small  limits  of  variation.  The  results*  were  very  satisfactory  when 
the  crudeness  of  the  scales  used  is  considered. 

He  believed  the  results  given  in  the  paper  could  be  more  readily 
applied  if  the  experiments  were  repeated  along  the  following 
slightly  different  lines: 

Take  a  brand  new  first  class  belt  and  put  it  under  an  initial 
tension  of  240  lb.  per  sq.  in.  of  cross  section,  over  revolving  pulleys 
transmitting  no  power.  Measure  its  length  under  this  tension 
while  the  humidity  is  kept  constant.  Keep  this  up  until  the  tension 
has  fallen  to  120  lb.  Re-tighten  the  belt  over  the  same  pulleys  to 
240  lb.  by  cutting  out  the  necessary  fraction  of  its  length,  note 
this  length,  and  proceed  as  before;  repeat  this  procedure  for  at 
least  one  school  year.  During  the  next  two  school  years,  repeat  the 
process  under  different  degrees  of  humidity,  and  with  belts  of  the 
same  size  and  make,  and  preferably  cut  from  the  same  roll  as  the 
first;  or,  build  and  equip  three  separate  rooms  for  the  purpose  and 
do  all  the  work  in  one  year.  Next,  thoroughly  impregnate  the  bfclts 
with  some  good  belt  dressing,  such  as  Kling  Surface  or  Plome,  and 
repeat  the  experiments.  It  is  claimed,  and  it  is  undoubtedly  true, 
that  belt  dressings  keep  out  the  moisture  to  a  considerable  extent. 

He  was  sure  that  results  obtained  from  a  constant  length  of  belt 
under  no  load  transmission  would  be  more  rapidly  applicable  in 
practice  than  would  those  obtained  by  a  constant  load  transmission 
with  variable  belt  length. 

F.  B.  GiLBRETH  thought  we  paid  too  much  attention  to  the  cost 
of  the  belt ;  it  is  to  the  cost  of  the  up-keep  of  the  belt  and  its  effect 
on  the  achievement  of  the  task  of  the  worker  that  we  should  look. 
He  would  like  to  know  the  effects  of  these  experiments  if  carried 
on  in  practice  on  those  two  features. 

W^.  S.  Aldricii  (written).  The  55  per  cent  relative  humidity 
chosen  by  the  authors  for  their  standard  test  comparisons  seems 
reasonable,  but  the  70  (leg.  temperature  chosen  as  an  accompanying 

^Transmission  of  Vowor  by  Leather  Bolting,  Barth,  Trans.  Am.  Soc.  M.  E., 
vol.  31,  p.  43. 
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standard  shop  temperature  would  be  uncomfortable  in  practice. 
The  best  working  temperature  is  still  a  mooted  question  and  depends 
on  the  class  of  workmen,  the  kind  of  physical  work  and  the  humidity. 
The  best  range  is  probably  a  little  under  or  over  60  deg.,  according 
to  local  circumstances.  60  or  62  deg.  is  also  about  the  standard 
normal  temperature  for  comparisons  of  engineering  data,  in  English 
measures. 

The  barometric  pressure  must  be  taken  into  consideration  in 
standardizing  atmospheric  conditions  with  regard  to  the  relative 
and  absolute  amount  of  moisture  present.  It  is  not  unusual  for 
this  to  range  over  2  in.  of  mercury  in  the  course  of  a  day  in  very 
changeable  weather.  Were  barometric  readings  taken  throughout 
and  all  observations  reduced  to  standards  of  comparison  for  the 
conditioned  relative  humidity  selected? 

A  careful  study  of  the  results  in  Fig.  10  will  show  that  it  is 
probably  the  actual  amount  of  moisture  present  in  the  air  which 
most  influences  the  stretch  of  the  belt,  and  this  is,  therefore,  the 
determining  factor.  In  the  diagrams,  the  scale  values  of  the  rela- 
tive humidity  may  be  interpreted  as  directly  proportional  to  the 
actual  moisture,  assuming,  however,  that  the  barometric  pressure 
was  coDstabt  throughout  the  test. 

Prom  Meteorological  Tables^,  the  absolute  amount  of  moisture 
present  in  the  air  under  standard  conditions,  is : 

Deg.  fahr 50  70  90 

Gr.  Troy 4.076        7.980        14.780 

In  other  words,  at  the  standard  condition  of  the  air  in  the  shop  of 
55  per  cent  relative  humidity,  the  actual  moisture  in  the  air,  at  the 
above  temperatures  will  be  2.24,  4.39  and  8.23  gr.  respectively. 
These  weights  are  not  quite  in  geometric  progression,  but  they  are 
sofficiently  cumulative  to  suggest  interesting  comparisons.  They 
show  to  what  extent  the  belt  can  absorb  moisture  as  the  temperature 
rises— how  hygroscopic  it  really  is.  In  short,  the  belt  seems  to  have 
almost  unlimited  capacity  to  absorb  moisture  as  the  temperature 
rises,  and  in  comparison  with  the  accompanying  equal  increments 
of  belt  stretch  under  test. 

The  authors  have  well  pointed  out  that  the  difficulties  inherent 
with  so  many  variables  as  naturally  arise  in  belt  testing  indicated 
constant  speed  and  constant  load  as  prerequisites.  It  would  be 
interesting  to  know  how  these  latter  might  vary   under  varying 

'Smithsonian  Institution,  Washington,  D.  C. 
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humidity  with  constant  center  distance,  since  it  is  this  latter  condi- 
tion which  is  imposed  on  the  belt  in  actual  service.  For  precise 
work  in  certain  driving  operations,  it  may  even  be  desirable  to  go 
to  the  expense  of  waterproofing  the  belt  if  this  should  prove  feasible. 

A.  F.  Naqls  (written).  This  is  a  laboratory  experiment  and  as 
such  has  an  educational  value,  but  its  practical  value  may  be  ques- 
tioned. Practical  considerations,  that  is,  men  and  materials,  do  not 
admit  of  too  great  refinements.  Belt  tensions  should  be  adjusted 
by  a  mechanical  engineer,  with  spring  scales  to  guide  him ;  but  the 
operating  mechanic  will  cut  out  an  inch,  more  or  less,  if  he  finds 
a  belt  does  not  drive  his  machine.  When  the  works  are  large 
enough  to  employ  special  men  to  attend  to  all  belts,  something  like 
the  refinements  alluded  to  in  this  paper  may  be  carried  out,  but 
even  then  the  practice  is  liable  to  fall  into  disuse. 

The  authors  should  give  the  actual  thickness  of  the  belt  used. 
^^ Single  thickness"  is  not  specific  enough,  for  belts  in  the  market 
under  this  designation  vary  nearly  two  to  one  in  thickness. 

W.  W.  Bird  replied  that  if  a  belt  is  fitted  up  with  a  spring  or 
gravity  tightener,  it  practically  adjusts  itself,  and  a  very  material 
difference  in  up-keep  results.  He  was  running  a  great  many  ma- 
chines with  an  idler  or  spring  arrangement  to  take  up  and  tighten 
the  belt,  and  this  is  done  automatically ;  the  arrangement  not  only 
lengthens  the  life  of  the  belt,  but  also  has  a  bearing  on  the  question 
of  upkeep.  A  few  dollars  for  a  belt  is  nothing  in  comparison  with 
the  loss  of  use  of  a  machine. 

The  authors  do  not  think  best  to  give  here  the  results  of  their 
study  of  the  comparative  effects  of  relative  and  absolute  humidity 
on  leather  belts.  They  have  proved  to  their  own  satisfaction,  how- 
ever, that  the  statement  in  Par.  20  is  correct. 


No.  1481 

ON  MEASURING  GAS  WEIGHTS 

By  Thomas  £.  Butterfixld,  South  BKrHLXHSM,  Pa. 

Member  of  the  Society 

The  Society  has  spent  much  effort  in  helping  to  establish  standard 
designs  for  construction  details  and  standards  of  procedure  in 
testing.  The  author  is  interested  in  accurate  methods  of  determining 
gas  quantities,  such  as  the  quantity  of  gas  delivered  by  a  fan,  a 
blower,  or  a  compressor,  or  the  quantity  of  gas  generated  by  a  pro- 
ducer, furnace  or  other  combustion  apparatus,  or  finally  the  quan- 
tity of  gas  used  or  consumed  for  various  purposes.  The  following 
remarks  are  intended  to  raise  discussion  on  points  which  the  author 
thinks  should  not  be  omitted  in  a  new  standard  cod^  on  procedure 
in  gas  measurement,  and  also  in  the  hope  that  they  may  be  of  some 
immediate  use  in  the  practice  of  the  members  generally. 

2  In  reporting  results  on  gas  measurement,  the  use  of  volume 
as  an  expression  of  quantity  or  mass  should  be  eliminated  Gas 
quantities  should  be  expressed  by  weight.  Volumes  of  ordmary 
standard  gases  even  at  standard  pressure  and  temperature  are 
oseful  m  determming  quantities,  but  it  is  almost  always  misleading 
to  use  such  volumes  as  measures  of  quantity  or  mass. 

3  The  various  gases  used  in  the  industries  are  not  simple  chemi- 
cal compounds,  but  each  one  is  a  mixture  of  such  simple  compounds 
in  varying  proportions.  The  name  of  a  gas  even  to  the  engineer  is 
ao  exact  indication  of  its  constitution  or  physical  properties,  be- 
cause commercial  gases  made  by  the  same  process  or  indeed  in  the 
same  apparatus  are  subject  to  important  variations  in  the  propor- 
tions of  their  principal  constituents. 

4  Density  of  a  gas  may  be  readily  calculated  from  the  chemical 
analysis,  but  the  result  of  such  calculation  giving  quantity  in  poimds 
should  always  be  reported  by  the  investigator,  whose  business  it  is 
to  present  his  results  in  a  form  permitting  the  reader  most  easily  to 
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make  accurate  comparisons  with  other  reports.  For  fuel  gases 
this  would  also  imply  that  thermal  quality  be  expressed  in  heat 
units  per  pound,  and  in  general  all  volume  data  should  be  regardcKl 
as  of  only  collateral  interest. 

5  It  is  usual  to  consider  that  after  generation  commercial 
gases  retain  their  composition  unaltered.  Even  gases  containing 
no  condensible  tarry  constituents,  however,  suffer  considerable 
changes  in  their  moisture  content  with  changing  temperature, .  due 
to  the  corresponding  change  of  vapor  tension  of  steam.  Gases 
which  are  permitted  to  come  into  contact  with  water  when  hot  and  are 
then  used  hot  or  even  warm,  contain  large  quantities  of  moisture. 
If  a  gas  be  used  at  the  same  temperature  with  different  treatment 
after  water  contact  or  with  no  water  contact,  the  moisture  content 
will  be  quite  different  in  each  case.  The  ordinary  volumetric  an- 
alysis gives  the  composition  of  the  dry  gas,  which  is  different  from 
the  actual  composition  as  generated  or  used.  An  arbitrary  assump- 
tion sometimes  made  is  that  the  gas  is  saturated  with  moisture. 
This  will  be  correct  in  but  few  cases. 

6  Where  accuracy  is  of  importance  the  moisture  content  should 
be  measured.  A  simple  approximate  method  suggested  is  to  use 
wet  and  dry  bulb  thermometers  in  the  gas  main,  the  amount  of 
water  carried  being  determined  from  the  thermometer  readings  after 
reference  to  a  hygrometric  table.  For  great  accuracy  the  hygro- 
metric  table  should  be  made  for  the  gas  being  measured. 

7  Gasometer  measurements  furnish  the  most  accurate  method 
of  determining  gas  volumes  and  weights.  It  is  essential  that  the 
temperature  of  the  gas  should  be  uniform  in  every  part  of  the  gas- 
ometer. This  requires  a  uniform  temperature  of  the  air  surroimding 
the  gasometer,  protection  from  all  unequal  radiation  interchanges, 
and  exact  control  of  the  temperature  of  the  entering  gas. 

8  Displacement  gas  meters,  whether  of  wet  or  dry  type,  are 
very  accurate  where  the  volume  of  the  measuring  chamber  is  un- 
alterable or  accurately  known  at  every  instant,  and  where  the 
pressure,  temperature  and  humidity  of  the  gas  at  the  instant  of 
filling  are  also  known,  or  nearly  the  same  as  at  calibration.  This 
is  not  true  in  fluctuating  flow. 

9  The  pitot  tube,  venturi  meter,  and  orifice  methods  of  measure- 
ment depend  for  accuracy  on  the  preservation  of  a  constant  rela- 
tion of  velocities  over  an  entire  cross-section,  accurate  measure  of 
this  cross-section,  and  accurate  measurement  of  gas  density.  It  is 
evidently  as  easy  to  calculate  weights  as  volumes  from  the  readings 
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of  such  meters.    They  are  not  at  all  adapted  to  measure  a  rapidly 
fluctuating  flow  or  a  flow  accompanied  by  eddies. 

10  Where  the  specific  heat  of  the  gas  is  known  its  weight  may 
be  calculated  by  the  change  in  temperature  produced  by  the  addition 
or  abstraction  of  a  known  quantity  of  heat.  Heat  may  be  supplied 
by  passing  a  known  electric  current  flowing  through  a  known  re- 
sistance, or  probably  with  greater  accuracy  by  the  flow  of  water. 
Esther  of  these  methods  is  cumbersome  and  requires  a  large  amoimt 
of  attention. 

11  Where  large  volumes  of  gas  are  to  be  measured  reliable  shunt 
methods  could  be  developed  for  measuring  part  of  the  flow,  just  as 
electric  current  is  measured.  A  rational  form  for  such  a  shunt  would 
be  a  double  walled  diaphragm  placed  in  the  main  through  which  the 
gas  passes.  The  diaphragm  is  pierced  full  of  holes  all  of  the  same 
siae,  say  of  about  one  inch  diameter.  From  one  in  twenty  to  one  in 
one  hundred  of  these  holes  communicates  with  the  interior  of  the 
diaphragm;  the  remainder  pass  through  both  walls,  and  are  short, 
slightly  flaring  tubes  with  sharp  edges.  The  gas  from  the  interior 
of  the  diaphragm  is  carefully  metered  and  returned  to  the  main,  and 
gives  a  measure  of  the  total  amount  flowing.  This  method  should 
give  quite  accurate  results  with  either  continuous  or  fluctuating 

*flow. 

12  Finally,  we  have  methbds  which  depend  on  chemical  analysis 
of  the  gas  and  measurement  of  one  constituent  which  forms  a  known 
percentage  of  the  whole.  For  instance,  in  any  combustion  process 
the  weights  of  the  solid  constituents  charged  into  the  furnace  may 
be  easily  obtained,  and  the  weight  of  ash  or  other  solids  withdrawn. 
Knowing  the  moisture  in  the  blast  and  the  analysis  of  the  gas  and 
of  the  solids  charged  and  withdrawn,  the  gas  weight  may  be  readily 
calculated.  Similarly' the  weight  of  burnt  gas  resulting  from  the 
combustion  of  a  fuel  gas  may  be  found  by  metering  the  fuel  gas  and 
making  analyses  of  fuel  and  burnt  gas. 

13  Various  metallurgical  formulae  are  in  use  for  obtaining  the 
result  from  volumetric  analyses  of  fuel  and  burnt  gas.  It  is  the 
author's  belief  that  the  following  method,  based  on  reduction  of 
volumetric  analysis  to  weight  analysis  h  simpler  and  safer  than 
other  methods,  and  the  principal  object  of  this  paper  is  to  urge  its 
adoption  in  a  standard  code. 

14  An  example  will  illustrate  the  method.  The  fuel  gas  con- 
taiDS  2  per  cent  moisture.  The  volumetric  analysis  of  dr>^  fuel  gas  is 
CO  «6  per  cent,  CO2  =2  per  cent,  CH4  =40  per  cent,  C2H4  =4  per 
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make  accurate  comparisons  with  other  reports.  For  fuel  gases 
this  would  also  imply  that  thermal  quality  be  expressed  in  heat 
units  per  pound,  and  in  general  all  volume  data  should  be  regarded 
as  of  only  collateral  interest. 

5  It  is  usual  to  consider  that  after  generation  commercial 
gases  retain  their  composition  unaltered.  Even  gases  containing 
no  condensible  tarry  constituents,  however,  suffer  considerable 
changes  in  their  moisture  content  with  changing  temperature, .  due 
to  the  corresponding  change  of  vapor  tension  of  steam.  Gases 
which  are  permitted  to  come  into  contact  with  water  when  hot  and  are 
then  used  hot  or  even  warm,  contain  large  quantities  of  moisture. 
If  a  gas  be  used  at  the  same  temperature  with  different  treatment 
after  water  contact  or  with  no  water  contact,  the  moisture  content 
will  be  quite  different  in  each  case.  The  ordinary  volumetric  an- 
alysis gives  the  composition  of  the  dry  gas,  which  is  different  from 
the  actual  composition  as  generated  or  used.  An  arbitrary  assimip- 
tion  sometimes  made  is  that  the  gas  is  saturated  with  moisture. 
This  will  be  correct  in  but  few  cases. 

6  Where  accuracy  is  of  importance  the  moisture  content  should 
be  measured.  A  simple  approximate  method  suggested  is  to  use 
wet  and  dry  bulb  thermometers  in  the  gas  main,  the  amount  of 
water  carried  being  determined  from  the  thermometer  readings  after 
reference  to  a  hygrometric  table.  For  great  accuracy  the  hygro- 
metric  table  should  be  made  for  the  gas  being  measured. 

7  Gasometer  measurements  furnish  the  most  accurate  method 
of  determining  gas  volumes  and  weights.  It  is  essential  that  the 
temperature  of  the  gas  should  be  uniform  in  every  part  of  the  gas- 
ometer. This  requires  a  uniform  temperature  of  the  air  surrounding 
the  gasometer,  protection  from  all  unequal  radiation  interchanges, 
and  exact  control  of  the  temperature  of  the  entering  gas. 

8  Displacement  gas  meters,  whether  of  wet  or  dry  type,  are 
very  accurate  where  the  volume  of  the  measuring  chamber  is  un- 
alterable or  accm-ately  known  at  every  instant,  and  where  the 
pressure,  temperature  and  humidity  of  the  gas  at  the  instant  of 
filling  are  also  known,  or  nearly  the  same  as  at  calibration.  This 
is  not  true  in  fluctuating  flow. 

9  The  pitot  tube,  venturi  meter,  and  orifice  methods  of  measure- 
ment depend  for  accuracy  on  the  preservation  of  a  constant  rela- 
tion of  velocities  over  an  entire  cross-section,  accurate  measure  of 
this  cross-section,  and  accurate  measurement  of  gas  density.  It  is 
evidently  as  easy  to  calculate  weights  as  volumes  from  the  readings 
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of  such  meters.    They  are  not  at  all  adapted  to  measure  a  rapidly 
fluctuating  flow  or  a  flow  accompanied  by  eddies. 

10  Where  the  specific  heat  of  the  gas  is  known  its  weight  may 
be  calculated  by  the  change  in  temperature  produced  by  the  addition 
or  abstraction  of  a  known  quantity  of  heat.  Heat  may  be  supplied 
by  passing  a  known  electric  current  flowing  through  a  known  re- 
dstance,  or  probably  with  greater  accuracy  by  the  flow  of  water. 
Either  of  these  methods  is  cumbersome  and  requires  a  large  amount 
of  attention. 

11  Where  large  volumes  of  gas  are  to  be  measured  reliable  shunt 
methods  could  be  developed  for  measuring  part  of  the  flow,  just  as 
electric  current  is  measured.  A  rational  form  for  such  a  shimt  would 
be  a  double  walled  diaphragm  placed  in  the  main  through  which  the 
gas  passes.  The  diaphragm  is  pierced  full  of  holes  all  of  the  same 
size,  say  of  about  one  inch  diameter.  From  one  in  twenty  to  one  in 
one  hundred  of  these  holes  communicates  with  the  interior  of  the 
diaphragm;  the  remainder  pass  through  both  walls,  and  are  short, 
slightly  flaring  tubes  with  sharp  edges.  The  gas  from  the  interior 
of  the  diaphragm  is  carefully  metered  and  returned  to  the  main,  and 
gives  a  measure  of  the  total  amount  flowing.  This  method  should 
&ve  quite  acciu*ate  results  with  either  continuous  or  fluctuating 

*8ow. 

12  Finally,  we  have  methbds  which  depend  on  chemical  analysis 
of  the  gas  and  measurement  of  one  constituent  which  forms  a  known 
percentage  of  the  whole.  For  instance,  in  any  combustion  process 
the  weights  of  the  solid  constituents  charged  into  the  furnace  may 
be  easily  obtained,  and  the  weight  of  ash  or  other  solids  withdrawn. 
Knowing  the  moisture  in  the  blast  and  the  analysis  of  the  gas  and 
of  the  solids  charged  and  withdrawn,  the  gas  weight  may  be  readily 
calculated.  Similarly*  the  weight  of  burnt  gas  resulting  from  the 
combustion  of  a  fuel  gas  may  be  found  by  metering  the  fuel  gas  and 
making  analyses  of  fuel  and  burnt  gas. 

13  Various  metallurgical  formulse  are  in  use  for  obtaining  the 
result  from  volumetric  analyses  of  fuel  and  burnt  gas.  It  is  the 
author's  belief  that  the  following  method,  based  on  reduction  of 
volumetric  analysis  to  weight  analysis  ?s  simpler  and  safer  than 
other  methods,  and  the  principal  object  of  this  paper  is  to  urge  its 
adoption  in  a  standard  code. 

14  An  example  will  illustrate  the  method.  The  fuel  gas  con- 
tains 2  per  cent  moisture.  The  volumetric  analysis  of  dr>^  fuel  gas  is 
C0»6  per  cent,  C02=2  per  cent,  CH4=40  per  cent,  C2H4  =4  per 
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make  accurate  comparisons  with  other  reports.  For  fuel  gases 
this  would  also  imply  that  thermal  quality  be  expressed  in  heat 
units  per  pound,  and  in  general  all  volume  data  should  be  regard^ 
as  of  only  collateral  interest. 

5  It  is  usual  to  consider  that  after  generation  commercial 
gases  retain  their  composition  unaltered.  Even  gases  containing 
no  condcnsible  tarry  constituents,  however,  suffer  considerable 
changes  in  their  moisture  content  with  changing  temperature, .  due 
to  the  corresponding  change  of  vapor  tension  of  steam.  Gases 
which  are  permitted  to  come  into  contact  with  water  when  hot  and  are 
then  used  hot  or  even  warm,  contain  large  quantities  of  moisture. 
If  a  gas  be  used  at  the  same  temperature  with  different  treatment 
after  water  contact  or  with  no  water  contact,  the  moisture  content 
will  be  quite  different  in  each  case.  The  ordinary  volumetric  an- 
alysis gives  the  composition  of  the  dry  gas,  which  is  different  from 
the  actual  composition  as  generated  or  used.  An  arbitrary  assump- 
tion sometimes  made  is  that  the  gas  is  saturated  with  moisture. 
This  will  be  correct  in  but  few  cases. 

6  Where  accuracy  is  of  importance  the  moisture  content  should 
be  measured.  A  simple  approximate  method  suggested  is  to  use 
wet  and  dry  bulb  thermometers  in  the  gas  main,  the  amount  of 
water  carried  being  determined  from  the  thermometer  readings  after 
reference  to  a  hygrometric  table.  For  great  accuracy  the  hygro- 
metric  table  should  be  made  for  the  gas  being  measured. 

7  Gasometer  measurements  furnish  the  most  accurate  method 
of  determining  gas  volumes  and  weights.  It  is  essential  that  the 
temperature  of  the  gas  should  be  uniform  in  every  part  of  the  gas- 
ometer. This  requires  a  uniform  temperature  of  the  air  surroimding 
the  gasometer,  protection  from  all  unequal  radiation  interchanges, 
and  exact  control  of  the  temp)erature  of  the  entering  gas. 

8  Displacement  gas  meters,  whether  of  wet  or  dry  type,  are 
very  accurate  where  the  volume  of  the  measuring  chamber  is  un- 
alterable or  accurately  known  at  every  instant,  and  where  the 
pressure,  temperature  and  humidity  of  the  gas  at  the  instant  of 
filling  are  also  known,  or  nearly  the  same  as  at  calibration.  This 
is  not  true  in  fluctuating  flow. 

9  The  pitot  tube,  venturi  meter,  and  orifice  methods  of  measure- 
ment depend  for  accuracy  on  the  preservation  of  a  constant  rela- 
tion of  velocities  over  an  entire  cross-section,  accurate  measure  of 
this  cross-section,  and  accurate  measurement  of  gas  density.  It  is 
evidently  as  easy  to  calculate  weights  as  volumes  from  the  readings 
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of  such  meters.    They  are  not  at  all  adapted  to  measure  a  rapidly 
fluctuating  flow  or  a  flow  accompanied  by  eddies. 

10  Where  the  specific  heat  of  the  gas  is  known  its  weight  may 
be  calculated  by  the  change  in  temperature  produced  by  the  addition 
or  abstraction  of  a  known  quantity  of  heat.  Heat  may  be  supplied 
by  passing  a  known  electric  current  flowing  through  a  known  re- 
sistance, or  probably  with  greater  accuracy  by  the  flow  of  water. 
Either  of  these  methods  is  cumbersome  and  requires  a  large  amount 
of  attention. 

11  Where  large  volumes  of  gas  are  to  be  measured  reliable  shunt 
methods  could  be  developed  for  measuring  part  of  the  flow,  just  as 
electric  current  is  measured.  A  rational  form  for  such  a  shimt  would 
be  a  double  walled  diaphragm  placed  in  the  main  through  which  the 
gas  passes.  The  diaphragm  is  pierced  full  of  holes  all  of  the  same 
sue,  say  of  about  one  inch  diameter.  From  one  in  twenty  to  one  in 
one  hundred  of  these  holes  communicates  with  the  interior  of  the 
diaphragm:  the  remainder  pass  through  both  walls,  and  are  short, 
slightly  flaring  tubes  with  sharp  edges.  The  gas  from  the  interior 
of  the  diaphragm  is  carefully  metered  and  returned  to  the  main,  and 
©ves  a  measure  of  the  total  amount  flowing.  This  method  should 
give  quite  accurate  results  with  either  continuous  or  fluctuating 

*flow. 

12  Finally,  we  have  methods  which  depend  on  chemical  analysis 
of  the  gas  and  measurement  of  one  constituent  which  forms  a  known 
percentage  of  the  whole.  For  instance,  in  any  combustion  process 
the  weights  of  the  solid  constituents  charged  into  the  furnace  may 
be  easily  obtained,  and  the  weight  of  ash  or  other  solids  withdrawn. 
Knowing  the  moisture  in  the  blast  and  the  analysis  of  the  gas  and 
of  the  solids  charged  and  withdrawn,  the  gas  weight  may  be  readily 
calculated.  Similarly  the  weight  of  burnt  gas  resulting  from  the 
combustion  of  a  fuel  gas  may  be  found  by  metering  the  fuel  gas  and 
niaking  analyses  of  fuel  and  burnt  gas. 

13  Various  metallurgical  formula?  are  in  use  for  obtaining  the 
result  from  volumetric  analyses  of  fuel  and  burnt  gas.  It  is  the 
author's  belief  that  the  following  method,  based  on  reduction  of 
volumetric  analysis  to  weight  analysis  fs  simpler  and  safer  than 
other  methods,  and  the  principal  object  of  this  paper  is  to  urge  its 
adoption  in  a  standard  code. 

14  An  example  will  illustrate  the  method.  The  fuel  gas  con- 
tains 2  per  cent  moisture.  The  volumetric  analysis  of  dr>^  fuel  gas  is 
C0«6  per  cent,  CO2  =2  per  cent,  CH4  =40  per  cent,  C2H4  =4  per 
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make  accurate  comparisons  with  other  reports.  For  fuel  gases 
this  would  also  imply  that  thermal  quality  be  expressed  in  heat 
imits  per  pound,  and  in  general  all  volume  data  should  be  regarded 
as  of  only  collateral  interest. 

5  It  is  usual  to  consider  that  after  generation  commercial 
gases  retain  their  composition  unaltered.  Even  gases  containing 
no  condensible  tarry  constituents,  however,  suffer  considerable 
changes  in  their  moisture  content  with  changing  temperature, .  due 
to  the  corresponding  change  of  vapor  tension  of  steam.  Gases 
which  are  permitted  to  come  into  contact  with  water  when  hot  and  are 
then  used  hot  or  even  warm,  contain  large  quantities  of  moisture. 
If  a  gas  be  used  at  the  same  temperature  with  different  treatment 
after  water  contact  or  with  no  water  contact,  the  moisture  content 
will  be  quite  different  in  each  case.  The  ordinary  volumetric  an- 
alysis gives  the  composition  of  the  dry  gas,  which  is  different  from 
the  actual  composition  as  generated  or  used.  An  arbitrary  assump- 
tion sometimes  made  is  that  the  gas  is  saturated  with  moisture. 
This  will  be  correct  in  but  few  cases. 

6  Where  accuracy  is  of  importance  the  moisture  content  should 
be  measured.  A  simple  approximate  method  suggested  is  to  use 
wet  and  dry  bulb  thermometers  in  the  gas  main,  the  amount  of 
water  carried  being  determined  from  the  thermometer  readings  after 
reference  to  a  hygrometric  table.  For  great  accuracy  the  hygro- 
metric  table  should  be  made  for  the  gas  being  measured. 

7  Gasometer  measurements  furnish  the  most  accurate  method 
of  determining  gas  volumes  and  weights.  It  is  essential  that  the 
temperature  of  the  gas  should  be  uniform  in  every  part  of  the  gas- 
ometer. This  requires  a  uniform  temperature  of  the  air  surrounding 
the  gasometer,  protection  from  all  unequal  radiation  interchanges, 
and  exact  control  of  the  temperature  of  the  entering  gas. 

8  Displacement  gas  meters,  whether  of  wet  or  dry  type,  are 
very  accurate  where  the  volume  of  the  measuring  chamber  is  un- 
alterable or  accurately  known  at  every  instant,  and  where  the 
pressure,  temperature  and  humidity  of  the  gas  at  the  instant  of 
filling  are  also  known,  or  nearly  the  same  as  at  calibration.  This 
is  not  true  in  fluctuating  flow. 

9  The  pitot  tube,  venturi  meter,  and  orifice  methods  of  measure- 
ment depend  for  accuracy  on  the  preservation  of  a  constant  rela- 
tion of  velocities  over  an  entire  cross-section,  accurate  measure  of 
this  cross-section,  and  accurate  measurement  of  gas  density.  It  is 
evidently  as  easy  to  calculate  weights  as  volumes  from  the  readings 
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(rf  such  meters.    They  are  not  at  all  adapted  to  measure  a  rapidly 
fluctuatmg  flow  or  a  flow  accompanied  by  eddies. 

10  Where  the  specific  heat  of  the  gas  is  known  its  weight  may 
be  calculated  by  the  change  in  temperatm'e  produced  by  the  addition 
or  abstraction  of  a  known  quantity  of  heat.  Heat  may  be  supplied 
by  passing  a  known  electric  current  flowing  through  a  known  re- 
aatance,  or  probably  with  greater  accuracy  by  the  flow  of  water. 
Esther  of  these  methods  is  cumbersome  and  requires  a  large  amount 
of  attention. 

11  Where  large  volumes  of  gas  are  to  be  measured  reliable  shunt 
methods  could  be  developed  for  measuring  part  of  the  flow,  just  as 
electric  current  is  measured.  A  rational  form  for  such  a  shimt  would 
be  a  double  walled  diaphragm  placed  in  the  main  through  which  the 
gas  passes.  The  diaphragm  is  pierced  full  of  holes  all  of  the  same 
fflie,  say  of  about  one  inch  diameter.  From  one  in  twenty  to  one  in 
one  hundred  of  these  holes  communicates  with  the  interior  of  the 
diaphragm:  the  remainder  pass  through  both  walls,  and  are  short, 
slightly  flaring  tubes  with  sharp  edges.  The  gas  from  the  interior 
of  the  diaphragm  is  carefully  metered  and  returned  to  the  main,  and 
gives  a  measure  of  the  total  amount  flowing.  This  method  should 
give  quite  accurate  results  with  either  continuous  or  fluctuating 

*flow. 

12  Finally,  we  have  methods  which  depend  on  chemical  analysis 
of  the  gas  and  measurement  of  one  constituent  which  forms  a  known 
percentage  of  the  whole.  For  instance,  in  any  combustion  process 
the  weights  of  the  solid  constituents  charged  into  the  furnace  may 
be  easily  obtained,  and  the  weight  of  ash  or  other  solids  withdrawn. 
Knowing  the  moisture  in  the  blast  and  the  analysis  of  the  gas  and 
of  the  solids  charged  and  withdrawn,  the  gas  weight  may  be  readily 
calculated.  Similarly  the  weight  of  burnt  gas  resulting  from  the 
combustion  of  a  fuel  gas  may  be  found  by  metering  the  fuel  gas  and 
making  analyses  of  fuel  and  burnt  gas. 

13  Various  metallurgical  formulae  are  in  use  for  obtaining  the 
result  from  volumetric  analyses  of  fuel  and  burnt  gas.  It  is  the 
author's  belief  that  the  following  method,  l)ase(l  on  reduction  of 
volumetric  analysis  to  weight  analysis  fe  simpler  and  safer  than 
other  methods,  and  the  principal  object  of  this  paper  is  to  urge  its 
adoption  in  a  standard  code. 

14  An  example  will  illustrate  the  mot  hod.  The  fuel  gas  con- 
tains 2  per  cent  moisture.  The  volumetric  analysis  of  dr>'  fuel  gas  is 
C0«6  per  cent,  C02=2  per  cent,  CH4  =40  per  cent,  C2H4=4  per 
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cent,  H2  =46  per  cent,  and  N2  «2  per  cent.  After  burning  with  air 
containing  l}/^  per  cent  moisture  the  volumetric  anal3rsis  of  the  dry 
products  of  combustion  is 

CO2  =8.8  per  cent,  O2  =4.5  per  cent,  and  N2  =86.7  per  cent. 
It  is  required  to  find  the  ratio  by  weight  or  volume  of  the  burnt  n^as 
to  fuel  gas.    Call  this  ratio  o^  for  weight,  or  Oy  for  volume.    Then, 
necessarily,  the  weight  of  air  is  o^  ~  !>  if  fuel  gas  weight  be  taken  as 
unity. 

15  The  four  elements,  cai'bon,  hydrogen,  oxygen  and  nitrogen 
are  the  only  ones  present  in  the  three  gases,  and  the  volumetric 
analyses  are  reduced  to  weight  analyses  giving  proportions  of  these 
four  elements.  The  actual  volumetric  analysis  of  the  fuel  gas  in- 
cluding moisture  is 

Constituents CO      CO2     CH4    C2H4      H2        N,      HtO 

Percent 5.9        2       39.2     3.9       45  2  2 

The  total  carbon  weight  is 

12  (5.9  +2  +39.2  +2  x3.9)  =659. 
The  hydrogen  weight  is 

1  (4  X39.2  +4  x3.9  +2  x45  +2  x2)  -268. 
The  oxygen  weight  is 

16  (5.9+2x2+2)  =190. 
The  nitrogen  weight  is  ^ 

28x2=66. 
The  density  of  the  gas  is 

659+268+190+56    1173    _  ^^  . .        x.    x    r  u  j 
9()n '^'9m  '^^•^"  times  that  of  hydrogen. 

The  weight  analysis  by  elements  is:  carbon  =  rY=«,  hydrogen =r-r=, 

190         ,    .^  56 

oxygen  =  rT=^,  and  nitrogen  = 


1173^ ^        1173- 

16  In  the  equations  followmg  the  subscript  a  denotes  fuel,  6 
burnt  gas,  c  air,  and  d  dry  burnt  gas. 

17  Then  let  C„  be  pounds  of  carbon  in  one  pound  of  fuel.  N^ 
pounds  nitrogen  in  one  poimd  of  fuel,  etc. 

18  The  weight  analysis  of  fuel  will  be  C„  =56.1  per  cent,  H^  = 
22.9  per  cent,  0„  =16.2  p^r  cent,  and  N„  =4.8  per  cent. 

19  Similarly  the  weight  analysis  of  air  is:  H^  =0.1  per  cent, 
Oc  =24  per  cent,  and  N,.  =75.9  per  cent,  with  a  density  ->  14.34  times 
that  of  hydrogen. 

20  The  weight  analysis  of  the  ''dry"  products  of  combustion  is: 
Crf  -3.6  per  cent,  Oj  =  14.4  per  cent,  N^^  -82  per  cent  and  the  densi^ 
is  14,8  times  that  of  hydrogen. 
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21  The  weight  of  any  element  in  the  burnt  gas  (before  con- 
densation of  moisture)  is  the  sum  of  the  weights  in  fuel  gas  and  air, 
giving  rise  to  the  foiu*  fimdamental  equations: 

Ca  +(aw  -1)  Cc  =aw  C5,  carbon  equation [1] 

Ha  +(aw  -1)  H^  =aw  H^,  hydrogen  equation [2] 

0„  +(aw  -1)  Oc  =aw  O5,  oxygen  equation [3] 

\  +(fl»  -1)  N^  ==^w  N5,  nitrogen  equation [4] 

22  Since  the  weight  of  carbon  in  air  is  negligible 

Q 

Ca=awCb  or  aw  =  7T* [6] 

23  Since  the  relative  proportions  of  carbon  and  nitrogen  in 
the  burnt  gas  cannot  be  altered  by  the  separation  of  moisture,  we 
may  write 

carbon  in  fuel  plus  carbon  in  air carbon  in  dry  burnt  gas 

nitrogen  in  fuel  plus  nitrogen  in  air      nitrogen  in  dry  burnt  gas 

or 

Ca+(aw-l)CV._awC7>  ^Cd 
Na+(aw-l)Ne    awNb    N^' 

Simplifying 

24  Equation  [6]  gives  a  simple  expression  for  the  weight  ratio 
from  the  analyses  by  weight  of  fuel  and  "dry"  burnt  gas. 

The  weight  of  moisture  in  the  burnt  gas  is  nine  times  the  total 
weight  of  hydrogen  in  fuel  and  air,  or 

9{H„+(a,-l)H,} 

and  the  weight  of  "dry"  burnt  gas  per  pound  of  fuel  is 

a.-9{H„+(a.-l)X,}. 
Then 

^^^^aw-0{H«+(aw-l)H>} 
Crf    Nrf  ^ 

and 

Ca=a,C6 =[a,  -9  { H„+(a,  - 1)  H, }  ]C„anda„ =^-"+^J^j^"""^  ^'''[Sal 

Similarly  for  nitrogen 

N„+(ow-l)  Ne=[ow-9{  H„+(aw-l)  H,}  ]  N^  and 

^      Ne-N„-9(H„-a.)N,/  ,.  , 

""-       N.-N„(1-9H,.)       '**' 

25  The  oxygen  in  air  and  fuel  less  the  ox^^gen  that  separates 
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from  the  burnt  gas  as  moisture  is  equal  to  the  oxygen  in  the  "dry" 
burnt  gas,  or 

0a+(a,-l)0e~8{H,+(a.-l)H,}  =[a.-9{  H„ +(a.- 1)H,}]  O^ 

or 

^        Oc-Oa  +  (8-9  0d)(Ha-He)  ,,   , 

^""     Oe-8He-Orf(l-9H,)       ^''^^ 

26    Applying  equations  [3a],  [4a],  [6a]  and  [6]  to  the  solution  of 
the  problem  given  we  use  the  recapitulation  of  analyses  by  weight. 


Fuel 

Air 

Dry  burnt  ga« 

o 

16.2 

4.8 

22.0 

56.1 

5.86 

24 

75.9 
0.1 

•   •  ■   • 

14.34 

14.4 

N 

82 

H 

C 

Density 

•  •  •  • 

3.6 
14.8 

Then   from    [3a] 

Oe-Oa  +  (8-90rf)(Ha-He) 


Ow  = 


Oe-8H,-()rf(l-9He) 

0.24-0.162+(8-9x  0.144)  (0.229-0.001) 


0.24-8x0.001  -0.144  (1  -9X0.001) 


=  18.05 


From  [4a] 


aw== 


N,-Na-9(Ha-He)Nrf_ 

N,-Nrf(l-9He) 
0.759-0.048-9  (0.229-0.001)  0.82 


0.759-0.82(1-9x0.001) 


=  18.13 


From  [5a] 


Ca+9(H„-H^)(\/    0.561+9  (0.229-0.001)  0.036    .^.^ 


(l-9H.)Cci 


(1-9x0.001)0.036 


From  [6] 


C„Nd-N„Qi     ,    0.561X0.82-0.048X0.036 
«w  = ^rr-n =  1  + /^^frr>w/A/Ao/.. =  17.79 


27     The  percentage  error 


0.759X0.036 
18.13-17.79 


18.13 


X  100  =1.9.     The  error 


evidently  lies  in  the  too  rough  approximation  in  determining  C^  - 
0.036.  The  valu(»  of  the  check  given  by  the  separate  determinations 
is  evident.  Tlie  author  has  had  this  method  in  use  for  some.years 
with  very  satisfactory  results. 
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DISCUSSION 


Sanford  a.  Moss  (written).  It  is  greatly  to  be  doubted  if  the 
universal  custom  of  expressing  gas  quantities  by  volumes  can  ever 
be  superseded.  The  writer  therefore  recommends  the  following  as 
being  the  nearest  practical  attainment  of  the  author's  idea. 

Amounts  of  air  or  gas  delivered  by  fans,  blowers  or  compressors 
should  be  given  as  cubic  feet,  referred  to  a  fixed  pressure  and 
temx>erature.  I  have  used  14.7  lb.  per  sq.  in.  abs.  pressure  (at  sea 
level  and  45  deg.  north  latitude,  if  such  precision  is  needed)  and  60 
deg.  fahr.  temperature,  and  have  called  the  quantities  so  given  **cu. 
ft.  of  standard  air,"  or  ''standard  gas."  70  deg.  fahr.  and  62  deg. 
fahr.  have  also  been  used.  A  cubic  foot  of  standard  air  or  standard 
gas  is  a  unit  of  weight,  just  as  the  author  suggests,  but  does  not 
involve  a  serious  departure  from  customary  practice. 

Another  definite  unit,  which  is  not  a  unit  of  weight,  however,  is 
a  cubic  foot  at  atmospheric  conditions.     The  weight  of  such  a  unit 
varies  with  barometer,  altitude  and  atmospheric  temperature.     The 
unit  most  intelresting  to  a  designer  of  a  fan  or  compressor  is  the 
cubic  foot  at  the  average  atmospheric  conditions  of  the  point  of 
installation,  and  this  is  usually  understood  when  cubic  feet  of  a 
fan  is  specified  without  qualification.     The  term  **cu.  ft.  of  free 
air*'  or  **free  gas"  is  often  used  without  stating  whether  cubic  feet 
of  standard  air  or  cubic  feet  of  air  at  average  atmospheric  condi- 
tions is  meant.     Hence,   the  use  of  this  term  without  definition 
should  be  avoided. 

Arthur  West  (written).  I  agree  with  the  author  in  his  con- 
tention that  gas  measurements  should  be  made  by  weight  rather 
than  by  volume.  I  believe  this  custom  would  greatly  reduce  the 
possibilities  of  error  in  matters  involving  the  measurement  of  gases 
of  various  kinds. 

The  Author  is  convinced  that  the  compound  unit  for  measuring 
?a«  mass  can  be  safely  used  only  for  laboratory  work.  He  believes 
that  it  will  be  displaced  by  the  more  rational  and  simple  unit,— 
weight. 

In  the  codes  for  Tests  of  Power  Plant  Apparatus,  Par.  184a,  the 
long  equation  and  the  paragraph  following  give  an  incorrect  method 
for  calculating  pounds  of  gas  per  pound  of  fuel.  In  effect  it  is 
stated  that  this  ratio  equals  the  ratio  of  the  percentage  of  carbon 
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in  the  fuel  divided  by  the  percentage  of  carbon  in  the  gas.  Another 
term  must  be  subtracted,  equal  to  the  product  of  the  weight  of  ash 
per  pound  of  fuel  by  the  ratio  of  the  percentage  of  carbon  in  the 
ash  to  the  percentage  of  carbon  in  the  gas.  The  omission  of  this 
term  was,  of  course,  accidental,  but  would  be  practically  impossible 
if  the  author's  method  were  used. 

In  addition  the  method  in  the  paper  provides  three  independent 
calculations  to  check.  It  is  applicable  to  any  furnace  reaction.  In 
brief,  it  substitutes  a  simple,  general  method  in  place  of  the  casual 
and  partial  methods  now  in  use. 


No.  1482 

A  STUDY  OF  AN  AXLE  SHAFT  FOR  A 

MOTOR  TRUCK 

HOW  IT  WAS  8TBENGTHENED  BT  HEAT  TREATMENT 

Bt  John  YouNoxSy  Buffalo,  N.  Y. 
Member  of  the  Society 

What  is  described  herein  is  an  investigation  which  the  writer  made 
to  determine  the  cause  of  failure  of  a  very  important  detail  in  large 
motor  trucks.    The  remedy  adopted  is  also  described. 

2  A  detailed  investigation  is  valuable  in  future  designs  of  similar 
structures.  What  fellows  has  a  very  much  wider  application  than  to 
motor  trucks,  and  is  testimony  to  the  value  of  heat-treated  steels. 

3  The  design  of  the  shaft  and  its  adjacent  parts  is  shown  in  the 
diagrammatic  sketch,  Pig.  1.  The  flutes  or  splines  at  the  ends  are 
slightly  loose  so  that  it  is  under  no  constraint  except  to  move  in  a 
rotary  path.  In  other  words  it  is  intended  to  be  subject  to  pure 
torsional  stresses,  with  no  complicating  bending  effects. 

4  The  shaft  itself  is  shown  in  Fig.  2.  It  was  made  from  2y^-m. 
diameter  chrome  nickel  bar,  turned  all  over  to  2.1i235  in.  diameter. 
The  specifications  of  the  steel  read  as  follows: 

Chemical  Physical 

« 

Per  cent  Lb.  per  sq.  in. 

Carbon  about 20  Elastic  limit 90,000 

Chromium  about 1.5  Maximum    strength 105,000 

Manganese  about 30 

Nickel   about 4 .  00  Per  cent 

Silicon  about 20  Reduction  in  area 66 

Phophorus  and  sulphur  below     .  04  Elongation  25 

The  shafts  broke  in  service  as  shown  by  the  illustrations,  Figs.  3,  4, 
5,  and  6. 


Presented   at  the   Spring   Meeting,   Buffalo,   N,    Y.,   June   1915,   of   Ths 
Amkwoan  Society  of  Msghanioal  Engii^reks. 
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OALCOLATIOKB   OF  aTRSKOTH 

6     The  following  are  the  particulars  of  the  motor  truck  upon 
which  all  calculations  urnst  be  based : 

Motor  develops  44  h.p.  at  1000  r.p.m.  under  average  conditions. 

Transmission  reduction  is  3.7?  to  1. 

Worm  gear  reduction  is  9.75  to  1. 

Total  reduction,  36.8  to  1. 
6     From  various  tests  into  which  it  is  needless  to  enter  in  this 


Fio.  5    Showiho  EFfECT  Of  Spunb 

paper,  tlie  efficiency  of  the  transmitting  mechanism  between  motor 
and  axle  shafts  on  this  gear  ratio  is  about  75  per  cent.  There  are 
therefore  33  h.p.  transmitted  as  a  maximum  by  the  shafts  at  S7  r.p.m. 

7  In  common  with  usual  road  vehicle  practice,  a  differential  gear 
is  fitted,  so  that  the  power  transmitted  by  each  shaft  at  each  wheel  is 
only  half  the  total.  The  shaft  shown  in  Fig.  2,  therefore,  is  under 
maximum  pure  torsional  stress  due  to  the  transmission  of  16i^  h.p.  at 
27  r.p.m. 

EFFECTIVE   DIAMETER  OF   SHAFT   AND   EFFECT   OF  SPLINEB 

8  The  next  question  that  arose  was  as  to  the  effective  diameter 
on  which  to  base  calculations  of  stress.  The  large  diameter  of  Z^  in. 
would  oot  be  accurate  inasmuch  as  the  flutes  at  the  ends  weaken  the 
shaft  to  a  considerable  extent.     That  they  do  weaken  the  shaft  is 
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obviouB  from  Figs.  3,  4,  5,  and  6,  There  the  lines  of  cleavage  are 
clearly  seen  to  start  from  the  corner  of  the  spline.  While  it  ie  true 
that  a  sharp  comer  is  a  verj  dangerous  source  of  weakness,  it  was 
impogsible  to  get  a  radius  of  more  than  0.02  in.  at  the  fillet  without 
reducing  the  area  of  bearing  surface.  Key  seats  or  splines  are  always 
weakening  elements,  but  it  is  unfortunately  impossible  to  do  without 
them. 

9  Mr.  C.  E.  Larard,  member  of  the  Institution  of  Mechanical  En- 
gineers, (London),  read  a  paper  in  1911  before  the  Institution  of 
Automobile  Engineers  on  "Strength  of  Castellated  or  Splined  Shafts." 
The  results  of  his  investigations  are  shown  in  Table  1. 


Fig.  6    Characteribtic  FsAcruttx 

10  The  diameters  of  the  plain  shafts  were  the  same  as  the 
diameters  of  the  splined  shafts  at  the  bottom  of  the  key-ways.  The 
limit  of  elasticity  and  the  torque  at  fracture  for  the  splined  pieces 
are  seen  to  be  slightly  greater  than  that  for  the  plain.  Yet,  when  we 
turn  to  the  work  required  to  produce  fracture,  we  find  it  takes  more 
energy  to  break  the  plain  shaft  than  it  does  the  splined.  Mr.  Larard 
merely  points  out  this  difference,  but  does  not  account  for  it.  It 
would  certainly  seem  as  if  the  projections  should  give  an  added 
strength  to  the  shaft;  yet  in  the  ultimate  their  presence  seems  to 
hasten  its  downfall.  This  is  bourne  out  by  the  appearance  of  the 
fractures  in  Figs.  4,  5,  and  6,  and  it  would  seem  to  the  writer  that 
Tbile  the  splines  add  a  slight  extra  strength  to  the  shaft  under  static 
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Kinditions,  they  subtract  from  it  under  dyiiamie  conditions  where 
fatigue  is  likely  to  result. 

11  Taking  the  energy  required  to  fracture  as  shown  in  column 
n,  the  plain  shaft  could  be  considered  30  per  cent  to  60  per  cent 
stronger  than  a  shaft  with  splines  added.  The  immediate  conclusion 
therefore  would  be  that  calculations  for  strength  should  be  based  at 
mi»t  on  the  diameter  at  the  bottom  of  the  splines. 


Flo.  7    ' '  Cradle  ' ' 


12  In  order  to  try  out  the  value  of  this  concluBion  in  practical 
fistiion,  a  truck  was  loaded  up  to  full  5  tons  capacity.  Its  rear  wheels 
'ere  then  anchored  somewhat  in  a  cradle,  which  would  allow  about 
fi  ft.  of  travel,  as  shown  in  Fiji.  7.  A  driver  then  made  the  truck 
5urge  to  and  fro,  the  extent  of  (he  alternations  being  measured.  The 
ides  was  to  give  the  maximum  slre.ss  on  the  axlca  by  obtaining  the 
full  force  of  the  motor  as  well  as  the  rotationa'l  enerjrj'  of  the  flywheel 
*<^iiij;  against  the  inertia  of  the  truck.  One  shaft  was  left  parallel 
in  its  length,  the  other  was  turned  down  in  the  centre.  The  former 
^'roke  first  and  the  latter  some  little  time  after,  S141  blows  being 
necessary.  The  total  twist  in  the  second  cxcccdod  700  deg.,  whereas 
tbe  twist  in  the  first  was  through  an  exceedingly  short  length,  all 
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being  concentrated  near  the  end  of  the  splines  (Fig.  6).    It  ia  inter- 
esting to  note  in  Fig.  8  the  begiiining  of  the  planes  of  cleavage. 

13  From  this  test  it  is  evident  that  the  conclusion  is  justified 
that  the  diameter  at  the  bottom  of  the  splines  is  the  one  to  be 
taken  in  calculations  for  stiengtb.  Accordingly,  the  design  was 
changed  to  that  of  Fig.  9  in  which  tlie  diamctei  at  the  bottom  of 
the  splines  is  1.75  in.    The  shaft  fonnula  therefore  gives 

„     .            ^                            .     ,        381.000  h.p. 
Maximum  stress  per  square  men  = —rj — *- 

=  36,500  lb.  per  sq.  in.,  approx. 


]?ia.  S    Lines  showiko  Planes  or  Cleavaqe  in  a  Shaft  about  to  Break 

This  ffivos  n  factor  of  safety  of  2.5  based  on  tlic  elastic  limit,  or  8.0 
based  on  maximum  tensile  strength. 

BRAEIXO   PRODI-EMB 

14  This  particular  design  of  truck  has  a  powerful  brake  located 
near  the  transmission,  so  that  all  the  braking  effort  ie  transmitted  by 
the  rear  axle  shaft  to  the  wheels.  Wo  are  quite  siiTe  in  assuming  a 
maximum  load  on  each  rear  wheel  of  8000  lb.  and  can  assume  a  co- 
efficient of  adhwiiou  of  the  rubber  tire  to  the  mad,  of  O.G.  The 
diameter  of  the  wheels  is  10  in.,  so  that  torque  on  shaft  is  96,000  in-lb. 
The  writer  docs  not  believe  that  we  really  get  tliis  torque  owing  to  the 
elastic  rubber  tires  absorbing  part  of  tin's  blow;  but  assuming  that  it 
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were  obtained,  we  would  have  a  maximum  stress  of  93,000  lb.  per 
sq.  in.  set  up  in  the  axle  from  the  formula 

Twisting  moment  or  torque  =  -^ — 

(It  must  be  understood  that  the  above  loads  are  not  normal  .working 
loads,  but  are  the  maximum  that  can  be  expected.) 

15  It  is  obvious,  therefore,  that  the  shafts  which  have  broken 
may  have  been  considerably  overstressed,  although  a  large  number  of 
these  actually  ran  high  mileages  up  to  30,000  and  40,000  miles  before 
breaking.  For  this  reason,  it  was  felt  that  a  comparatively  small  in- 
crease in  strength  might  be  sufficient  to  prevent  such  breakages  and  a 
set  of  experiments  was  put  in  hand  to  determine  the  governing 
factors.  The  necessity  for  this  lay  in  the  fact  that  it  was  almost  im- 
possible to  increase  the  diameter  of  the  shafts,  which  was  of  course 
the  obvious  step  to  take. 

DESIGN 

16  A  study  of  the  results  of  Mr.  Larard's  paper,  and  of  the 
fractures  shown  in  Figs.  3,  4,  5,  and  6,  convinced  us  that  the  large 
splines  were  a  very  grave  source  of  weakness.  If  each  spline  is  con- 
sidered as  a  small  cantilever  of  breadth  2h  jdtting  out  from  the  shaft, 
with  a  load  of  2W  upon  it,  the  bending  moment  at  the  junction  will 
be  2Wh. 

17  If  now  we  take  double  the  number  of  splines,  but  keep  the 
same  total  bearing  area,  each  spline  will  have  half  its  former  breadth 
and  carry  half  its  former  load.     The  bending  moment  will  then  be 

Wh 

-^ ,  or  only  ^4  of  what  it  was  before  (Fig.  10).    In  addition  to  the 

gain  in  strength  by  this  change,  the  diameter  of  the  shaft  at  the 
bottom  of  the  splines  can  be  increased  by  the  height  of  one  spline,  and 
yet  keep  the  outside  diameter  the  same. 

18  It  was  felt,  also,  that  as  the  strength  should  be  calculated 
from  the  diameter  at  the  bottom  of  the  splines,  it  would  be  advisable 
to  turn  down  the  shaft  in  the  middle  and  so  reap  the  advantage  of 
having  it  uniformly  strong  throughout  its  length,  and  avoid  trouble 
due  to  sudden  changes  in  torque-resisting  values. 

19  This,  therefore,  gave  a  shaft  (Fig.  11),  in  which  12  splines 
were  used,  with  the  effective  diameter  increased  from  1.75  in.  to  1.S965 
in.    This  was  an  increase  in  strength  of 

1.93  0.86        ^„  . 
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20  The  body  of  the  shaft  was  ground  and  polished  to  avoid  all 
scratches.  It  was  found  from  examination  of  fractures  that  the 
slightest  flaw  was  enough  to  start  a  breakdown.  Particiilar  attention 
was  given  to  the  junction  of  the  main  body  of  the  shaft  with  the  parts 
of  larger  diameter  used  for  the  splines,  to  avoid  grooving  of  the 
filleting  tool.  It  is  interesting  to  note  in  this  connection  that  the 
cause  of  failure  of  an  axle  shaft  on  a  locomotive  tender  in  September 
19,  1914,  involving  the  wreck  of  a  passenger  train  on  the  B.  &  0. 
Baihroad,  was  directly  attributed  to  the  presence  of  serrations  or  score 
marb  on  the  surface  of  the  axle.  Their  presence  caused  the  axle  to 
fail  gradually  under  the  influence  of  the  dynamic  stress  to  which  it 
was  subject.  A  full  report  of  this  was  given  in  the  Iron  Trade  Review 
for  March  20,  1915,  and  is  very  interesting  reading. 

EBB0B8  IN  MAKTJFACTUBE 

21  The  designer  naturally  looks  first  to  the  manufacturing  end 
as  the  cause  of  his  troubles  and  one  of  the  first  investigations  was  with 
the  object  of  assuring  ourselves  that  the  axle  was  subjected  to  pure 
torque  and  not  a  combined  bending  and  twisting  stress.  Half-a-dozen 
complete  axles,  some  of  which  had  run  up  large  mileage  with  no 
fracture,  and  the  remainder  had  fractured  in  their  early  life,  were 
inspected  in  detail.  No  difference  was  found,  the  only  errors  present 
being  those  that  fell  within  what  could  only  be  considered  as  limits 
of  tolerance.  This  disposed  effectually  of  improvement  being  effected 
in  machining  process.  Unfortunately  our  improved  shaft,  while  some- 
what stronger  and  of  longer  life,  also  broke  down  in  the  long  run,  and 
further  improvement  was  desired. 

MATERIAL 

22  This  left  only  the  material  question  to  be  studied.  It  had  first 
been  the  impression  that  the  best  material  available  was  being  used 
and  certainly  the  physical  tests  given  at  the  beginning  of  the  paper 
indicate  a  high  grade  of  alloy  steel.  The  writer  had  noticed  the 
curious  fact,  however,  that  the  energy  required  to  fracture  a  piece  of 
ordinary  soft  mild  steel  was  practically  the  same  as  that  required  to 
fracture  an  exactly  similar  piece  of  high-grade  alloy  steel. 

23  Mr.  Larard  in  his  paper  also  noted  this  fact,  finding  that  the 
work  required  to  twist  3  per  cent  nickel  steel  shafts,  oil  hardened, 
was  about  the  same  as  that  required  with  soft  carbon-steel  shafts. 
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Several  tests  which  the  writer  has  witnessed  have  even  shown  that  a 
soft  steel  bar  requires  more  energy  to  break  it  than  does  a  hardened 
bar.  The  question,  therefore,  at  once  suggested  itself:  "Should  the 
shaft  be  of  a  softer  steel  capable  of  twisting  more  under  a  suddenly 
applied  load,  and  afterwards  returning  to  normal  conditions ;  or  should 
it  be  of  a  very  much  harder  steel,  which  would  be  more  rigid  and  not 
deflect  so  much,  but  which  would  require  a  greater  load  to  break?" 

24  A  careful  examination  of  printed  matter  shed  no  light  on  the 
subject.  Engineers  habitually  specified  maximum  elongation  and  re- 
duction of  area,  witli  the  idea  that  they  were  getting  great  toughness. 
A  large  number  of  tests  of  pieces  under  fatigue  seemed  to  give  all 
kinds  of  results;  and  after  witnessing  many  tests  the  writer  came  to 
the  conclusion  that  the  reason  for  such  variation  was  in  all  prob- 
ability that  the  elastic  limit  was  not  what  it  seemed,  but  very  much 
lower,  and  that  steels  stressed  just  over  the  real  elastic  limit  behaved 
differently  from  those  that  had  not  been  stressed  to  this  point.  By 
far  the  greater  number  of  tests  of  steel  have  been  made  to  see  how 
they  will  break,  and  very  few  as  to  how  they  will  not  break. 

25  The  writer  therefore  reasoned  that  if  the  elastic  limit  could 
be  raised  materially,  the  shafts  would  stand  up  better.  Experiments 
made  with  small  heat-treated  specimens,  which  could  be  bei^t  by  hand, 
indicated  that  this  was  on  the  right  path  and  accordingly,  after  some 
experiments,  two  shafts  were  heat-treated  to  175,000  lb.  elastic  limit 
(measured  in  the  usual  way),  and  tested  on  a  truck  in  very  severe 
service.    These  stood  up. 

Z6  Further  tests  showed  the  desirability  of  increasing  the  carbon 
content  somewhat,  and  several  shafts  were  made  to  the  new  specifica- 
tions and  sent  out  on  hard  service  with  excellent  results. 

27  The  material  was  a  domestic  steel  of  the  following  charac- 
teristics : 

Chemical  Physical 

Per  cent'  Lb.  per  sq.in. 

Carbon  about 30  Elastic  limit 175,000 

Manganese    50  Tensile   strength 1S5,000 

^'•0™^""^ 1-^  Percent 

Elongation   in   2   in 14 

Reduction   of  area 53 


Nickel    3.5 


28     These  experiments  proved  so  satisfactory  that  in  September 
1913  a  number  of  these  heat-treated  shafts  were  sent  out  to  replace 
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others.     Not  one  of  these  nor  the  original  experimental  shafts  have 
broken,  to  the  best  of  the  writer's  knowledge.* 

29     The  shafts  are  machined  from  hot-rolled  bars  already  heat- 
treated  to  show  an  elastic  limit  of  about  100,000  lb.    They  are  then 
heated  in  a  gas  furnace  to  a  temperature  of  between  1450  and  1600 
deg.  fahr.,  and  quenched  in  oil.     (This  double  treatment  is  to  insure 
the  grain  being  properly  refined.)    They  are  then  reheated  to  a  little 
over  700  deg.  fahr.,  and  allowed  to  cool  slowly  in  air.    Some  trouble 
was  experienced  at  first  with  warping,  but  slight  experimenting  showed 
they  could  be  readily  straightened  when  hot,  under  a  press.     Each 
individual  shaft  is  then  put  under  the  brinell  hardness  machine,  and 

its  Brinell  number  read  at  the  ends  and  the  middle  of  the  bar.    This 

• 

should  be  402  to  444.  It  is  then  wrapped  around  with  a  metal  tag, 
(Fig.  12),  used  with  the  idea  of  getting  reliable  results  on  the  different 
steels  we  were  trying  out  in  our  search  for  a  suitable  material.  In 
this  connection  it  is  interesting  to  note  that  5  per  cent  nickel  steels, 
chrome  vanadium  steels,  and  air  hardening  steels  were  tried  out  and 
60  far  all  have  been  standing  up  to  service.  The  physical  specifications 
of  all  these  steels  are  very  much  alike.  The  success,  therefore,  seems 
due  entirely  to  the  higher  elastic  limit,  especially  as  a  number  of  these 
axles  had  six  flutes  and  were  not  of  the  later  12-flute  type. 

SECOXD/\RY  RESULTS  OP   INVESTIGATIONS 

30  It  was  thus  definitely  established  that  under  pure  torsional 
conditions  the  strength  of  a  shaft  is  increased  by  increasing  its  elastic 
limit  by  heat  treatment. 

31  It  would  naturally  follow,  therefore,  that  similar  results  could 
be  expected  from  other  components  under  tensile  or  shear  stress,  and 
accordingly  greater  attention  has  been  paid  to  heat  treating.  The 
elastic  limit  has  been  raised  in  many  pieces  with  corresponding  ad- 
vantage and  in  addition  as  a  special  measure  of  precaution  each  im- 
portant structural  forging  or  bar  is  submitted  to  test  on  either  the 
scleroscope  or  the  brinell  machine  to  insure  that  the  piece  has  been 
properly  treated.  Both  these  machines  give  very  reliable  readings 
which  can  be  directly  compared  with  the  elastic  limit  and  by  their 
use  a  number  of  forgings  seemingly  all  right,  but  actually  either  too 
hard  or  too  soft,  have  been  detected. 

32  As  regards  the  economic  aspect  of  the  use  of  heat-treated 
steela,  it  is  found  that  this  process  costs  between  2  and  2^^  cents  per 

•Thia  is  trup  to  date,  April,  1916. 
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pound  and  as  the  strength  can  in  many  cases  be  nearly  doubled  it 
clearly  efifects  a  large  saving. 

33  Alloy  steels,  properly  heat-treated,  are  indispensable  for 
motor  truck  work,  as  their  capacity  to  resist  fatigue  is  very  great. 
The  writer  looks  forward  to  their  extended  use  among  other  me- 
chanical engineers,  just  as  the  ball  bearing  first  introduced  for 
cycle  and  automobile  work  is  now  becoming  a  universal  friction 
saver.  As  a  permanent  repair  the  heat-treated  piece  of  steel  is 
in  many  cases  worth  its  weight  in  gold. 

DISCUSSION 

Radclyppe  Furness^  (written).  Not  being  a  mechanical  engi- 
neer, it  would  be  a  presumption  for  me  to  criticise  the  early  part 
of  the  paper,  but,  in  passing,  I  should  like  to  point  out  that  by  in- 
creasing the  carbon  in  the  material  Mr.  Younger  increased  the  true 
elastic  limit,  and,  therefore,  the  proportion  between  this  and  the 
yield  point,  thus  having  a  much  greater  factor  of  safety  in  the 
higher  carbon  material  than  existed  in  the  low  carbon  material. 

I  should  like  to  emphasize  two  points  which  I  feel  I  may  be  per- 
mitted to  do  from  my  experience  with  the  metallurgy  of  steel : 

First,  the  desirability  of  an  engineer  making  a  thorough  and 
careful  study  of  the  physical  properties  of  the  metal  which  he  has 
in  mind  to  use,  in  conjunction  with  the  work  that  he  expects  this 
metal  to  perform,  the  test  conditions  being  exactly  similar  to  the 
actual  conditions.  This  has  been  done  by  the  author,  to  my  mind, 
in  a  most  thorough  manner. 

Second,  Mr.  Younger  mentions  that  alloy  steels  properly  heat- 
treated  are  indispensable  to  motor  truck  work.  Since  this  is  so,  it 
immediately  comes  to  the  mind  of  any  one  familiar  with  metallurgy 
that  the  converse  is  true,  namely,  that  alloy  steels  improperly  heat- 
treated  are  actually  a  menace  to  all  work  where  they  are  used,  and, 
in  addition,  should  never  be  used  when  not  given  a  known  and 
thoroughly  tried  heat  treatment. 

In  the  fabrication  of  any  steel  forging,  one  is  obligated  to  heat 
the  steel  above  the  critical  temperature  (which  is  the  temperature 
at  which  remarkable  changes  take  place  in  the  molecular  arrange- 
ment), and,  as  the  final  physical  properties  depend  upon  the  rate 
at  which  the  steel  cools  through  the  critical  range,  the  number  of 
degrees  heated  above  the  critical  range,  or  the  time  that  it  has  been 

iThe  Midvale  Steel  Company,  Philadelphia,  Pa. 
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held  at  the  temperature  above  the  critical  range,  when  forgings  are 
being  manufactured  one  can  readily  see  that  the  material  is  actually 
being  heat-treated. 

Alloys  are  added  to  steel  because  they  emphasize  the  changes 
that  can  be  brought  about  in  the  molecular  arrangement  by  heat 
treatment,  and  thus  increase  the  physical  properties  that  can  be 
obtained  from  the  material  in  hand..  Thus,  one  is  emphasizing,  by 
the  addition  of  alloys,  the  difference  that  can  be  obtained  by  vary- 
ing heat  treatments,  and,  if  the  forgings  are  given  no  definite  heat 
treatment  and  are  being  turned  out  at  different  rates,  the  varying 
heat  treatments  which  are  given  to  the  material  are  infinite.  Al- 
though it  is  possible  in  fabrication  to  turn  out  an  article  which  has 
all  the  properties  of  a  piece  that  has  been  put  through  a  carefully 
thought-out  and  prescribed  heat  treatment,  the  likelihood  of  accom- 
plishing this,  when  the  chances  of  producing  other  results  are  infinite, 
is  so  small  as  to  be  negligible.  In  addition,  one  would  have  many 
forgings  of  varying  physical  properties  from  the  varying  heat  treat- 
ments which  the  forgings  of  necessity  received.  Therefore,  it  be- 
comes necessary  to  heat-treat  the  material  to  bring  it  to  a  known 
standard,  and,  since  one  has  increased  the  susceptibility  by  addition 
of  alloys,  it  is  evidently  more  necessary  to  heat-treat  alloy  steels 
than  simple  carbon  steels,  and  the  danger  of  un-heat-treated  alloy 
steels  is  far  greater  than  of  simple  carbon  steels,  as  I  have  endeav- 
ored to  make  plain,  by  their  increased  susceptibility  to  treatment. 

I  take  this  opportunity  of  mentioning  the  above,  which  may  be 
well  known  to  all  the  members,  as  I  feel  it  is  the  duty  of  all  those 
who  are  interested  in  the  success  of  alloy  steels,  and  the  improve- 
ment of  the  arts  in  which  they  may  be  used,  to  emphasize  on  all 
occasions  the  desirability  of  putting  the  steels  in  that  condition 
which  will  give  the  best  possible  results,  and  removing  the  common, 
but  fast-dying  impression  that  a  steel,  because  it  is  a  nickel,  nickel- 
chrome  or  chrome-vanadium  steel,  is  better  than  a  plain  carbon 
steel,  DO  matter  what  heat  treatment  it  may  have  received,  when, 
as  a  matter  of  fact,  the  contrary  is  really  true. 

Cornelius  T.  Myers  (written).  The  author  has  treated  his 
subject  with  thoroughness,  and  his  conclusions  are  worthy  of  more 
than  mental  note.  The  strides  made  by  the  automobile  industry, 
comparatively  a  young  industry  in  this  country,  have  not  been 
accomplished  without  much  careful  application  of  mechanical  and 
metallurgical  engineering.    Analogous  problems  confront  us  in  the 
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older  industries,  and  the  suggestions  that  can  be  gotten  from  even 
a  cursory  study  of  the  methods  in  vogue  in  automobiledom  should 
make  such  a  study  well  worth  while. 

H.  Wade  Hibbard  asked  the  author  to  define  in  his  closure  what 
he  means  by  ** elastic  limit."  Is  it  the  commercial  elastic  limit 
obtained  by  drop  of  beam,  or  is  it  a  more  scientific  elastic  limit 
obtained  by  extensometer,  electric  contact  or  otherwise? 

Regarding  the  strains  which  occur  in  connection  with  reversal 
of  load,  he  said  we  have  the  results  of  Wohler's  experiments  and 
of  the  experiments  of  those  who  have  followed  Wohler,  accounts  of 
all  of  which  are  to  be  found  in  any  good  book  on  machine  design. 

The  Author.  In  reply  to  Mr.  Fumess,  one  method  of  guarding 
against  making  a  mistake  in  heat-treated  alloy  steels  is  to  subject 
each  individual  forging  to  a  brinell  or  scleroscope  hardness  test. 
Porgings  of  alloy  steel  are  expensive,  and  I  believe  that  it  is  just 
as  necessary  to  test  them  for  heat  treatment  as  it  is  to  ascertain 
if  they  measure  correctly. 

Answering  Professor  Hibbard,  the  elastic  limit  of  175,000  lb. 
is  by  drop  of  beam,— the  ordinary  commercial  elastic  limit.  Ex- 
tensometer tests  show  a  slightly  lower  elastic  limit ;  and  from  obser- 
vation of  tests  of  the  axles  and  from  breaking  pieces  of  steel,  I  feel 
that  the  real  elastic  limit  is  even  lower.  For  the  reason  of  this 
lower  elastic  limit,  many  of  the  axles  broke  after  running  perhaps 
8,000  to  15,000  miles,  although  they  were  calculated  right,  taking 
into  account  what  might  be  called  a  normal  elastic  limit. 

The  stress  in  a  material  subjected  to  alternating  stresses  is  not 
the  stress  based  on  what  might  be  called  the  normal  line,  but  is 
the  summation  of  the  two  stresses;  and  the  elastic  limit  based  on 
this  summation  should  be  taken  as  very  much  lower  than  we  take 
it.  I  should  say  the  elastic  limit  is  probably  roughly  anything 
from  about  one-half  to  two-thirds  of  what  we  think  it  is. 

I  have  found  that  in  cases  such  as  are  discussed  in  the  paper, 
it  is  of  no  use  making  breaking  tests  on  the  testing  machine  of  a 
few  nioagre-sized  specimens.  The  only  real  test  is  that  made  of  a 
full  size  piece  under  practical  working  conditions.  All  the  theo- 
retical tests,  including  Sankey  bending  machine  tests,  Avery 
impact  tests  and  the  ordinary  tensile  tests,  showed  this  high  tensile 
steel  was  not  as  satisfactory  as  what  engineers  call  tough  material, 
that  is,  material  of  a  lower  elastic  limit,  with  a  higher  elongation 
and  hifrhor  contraction. 
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ON  THE  LAWS  OF  LUBRICATION  OF 
JOURNAL  BEARINGS 

By  M.  D.  Hebsey,  Washington,  D.  C. 
Associate-Member  of  the  Society 

I.  INTRODUCTION 

Purpose  and  scope  of  the  paper.^  This  paper  deals  with  the 
physics  of  lubrication.  The  principal  purpose  is  to  set  up  certain 
general  relations  which  may  be  taken  as  a  guide  in  the  planning  and 
interpretation  of  experiments  to  secure  data  for  design.  Headers 
interested  only  in  results  available  for  immediate  use  are  referred 
to  the  discussion  of  the  Ideal  Bearing  in  Section  V.  That  part  of 
the  paper  is  intended  merely  as  an  illustration  of  the  way  in  which 
the  foregoing  general  relations  may  be  applied  to  particular  cases, 
but  the  results  are  doubtless  applicable  as  a  first  approximation  to 
bearings  of  whatever  type. 

2  Relation  of  lubrication  laws  to  design.  After  the  requirements 
of  strength  and  rigidity  have  been  met,  there  may  remain  a  question 
as  to  length  and  diameter  which  must  be  settled  by  reference  to  the 
laws  of  lubrication.  Evidently  too  short  a  bearing  is  in  danger  of 
abrasion,  while  too  long  a  bearing  entails  needless  dissipation  of 
power. 

Let  the  coelBBcient  of  friction,  /,  be  defined  by  the  equation 

F 

in  which  F  is  the  frictional  resisting  force  and  L  the  load  on  the 
bearing  perpendicular  to  its  axis.  I^t  th(*  bearing  pressure,  p, 
be  defined  by  the  equation 

'See  page  198  for  complete  Index  to  Notation. 
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in  which  I  is  the  length  of  the  bearing  and  D  the  diameter  of  th( 
journal.  Let  Po  denote  the  carrying  power  or  greatest  permissibh 
bearing  pressure.  Then  the  shortest  permissible  length  of  a  bearing 
lo,  may  be  calculated  from  the  equation 

7        L      1 

while  the  power  dissipated  in  this  bearing  at  a  speed  of  n  revolution* 
per  unit  time  will  be 

P^irDnLf  [4 

3  Equations  [3]  and  [4]  are  purely  fonnal  and  their  practica 
use  demands  a  knowledge  of  some  relation 

/=^  (p,  n,  D,  i,  etc.)  [6 

between  the  coefficient  of  friction  and  all  the  physical  quantitiet 
governing  the  action  of  lubrication;  together  with  some  relation 

Po"V'  (n,  D,  I,  etc.)  [6 

between  carrying  power  and  the  factors  which  it  may  depend  upon 

4  Equations  [6]  and  [6]  symbolize  the  most  important  lawi 
of  lubrication  needed  in  design;  and  they  may  be  termed  the  law  o 
friction  and  the  law  of  carrying  power  respectively.  There  are,  o 
course,  still  other  laws  of  lubrication  which  may  be  of  interest  to  th< 
designer,  for  example  that  giving  the  pressure  distribution  arounc 
the  bearing;  but  this  paper  is  exclusively  devoted  to  the  law  o 
friction  and  the  law  of  carrying  power. 

5  Before  proceeding  to  the  physical  discussion  of  these  tw< 
laws,  in  which  the  object  will  be  to  deduce  the  general  form  of  th( 
function^  <P  and  if.^  the  role  which  they  play  in  bearing  design  ma] 
be  indicated  by  a  numerical  example.  In  this  example  ^  and  ^ 
will  arbitrarily  be  given  particular  forms,  in  order  to  contrast  th< 
results  obtained  on  two  diflferent  assumptions  as  to  the  form  of  tb 
carrying  power  function  f. 

6  Example  1.  Suppose  that  a  machine  carrying  a  load  of  30 
lb.  on  each  of  its  two  bearings,  and  running  at  a  speed  of  1000  r.p.m. 
has  been  found  by  experience  to  be  designed  with  the  smallest  saf 
bearing  surface  when  the  bearings  are  made  1  in.  in  diameter  an< 
3  in.  long;  the  total  dissipation  under  those  circumstances  havinj 
been  found  by  an  actual  test  to  be  about  1/20  h.p.  Let  it  be  re 
quired  to  design  the  bearings  of  a  new^  machine  of  the  same  type 
carrj'ing  the  same  load,  but  running  2000  r.p.m.  Let  two  solutioo 
be  made,  first  assuming  the  carrying  power  to  vary  inversely  as  th 
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surface  speed,  second  assuming  it  to  vary  as  the  cube  root  of  the 
surface  speed;  in  each  case  taking  the  coefficient  of  friction  to  be 
(Erectly  proportional  to  the  square  root  of  the  surface  speed  and 
inversely  proportional  to  the  bearing  pressure. 

7    Expressed  in  symbols,  we  are  to  assume  the  friction  has 
the  form 


if  (p,  n,  Z),  Z,  etc.) »  con^t [7] 


while  on  our  first  assumption  ^  has  the  form 


1^(n,Z),Ute.)-^  [8] 


and  on  our  second  assumption  it  has  the  form 


^  (n,  Z),  1, 6te.)  -  con»U\f  n  D  [9] 

8  In  order  to  simplify  further  the  calculation,  we  will  assume 
that  considerations  of  strength  and  rigidity  permit  the  diameter  to 
remain  unchanged. 

9  By  the  use  of  equations  [1]  to  [9]  in  conjunction  with  the  data 
given;  the  two  solutions  are  readily  obtained.  Our  first  assumption 
leads  to  the  conclusion  that  the  bearings  of  the  new  machine  should 
each  be  6  in.  long,  while  the  power  dissipated  will  be  about  J^  h.p. 
On  our  second  assumption  the  length  of  each  bearing  should  be 
2^  in.,  while  the  total  dissipation  will  be  about  1/10  h.p. 

10  Thus,  on  our  first  assumption  for  carrying  power,  the  new 
machine  must  have  its  bearings  tvdce  as  long  as  the  prototype 
machine,  and  it  will  dissipate  five  times  the  power;  while  on  our 
second  assumption  the  new  machine  may  have  its  bearings  a  little 
shorter  than  the  prototype,  and  vrill  dissipate  about  twice  the 
power  only. 

11  Evidently  then,  it  is  important  to  decide  whether  carrying 
power  shall  be  assumed  to  be  less  or  greater  at  a  higher  speed.  The 
fonner  assumption  is  the  one  commonly  given  in  text  books.  But 
the  latter  assumption  appears  to  represent  the  practice  of  the  General 
Electric  Co.,^  and  vrill  be  shown  in  this  paper  to  be  deducible  from 
physical  facts.^ 

^Alford,  Bearings  and  their  Lubrication,  1911,  p.  81. 
*^  equation  [63]. 
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II.    PRELIMINARY  PHYSICAL  (CONSIDERATIONS 

12  Definitions  of  friction  and  carrying  power.  Already  the  coeffi- 
cient of  friction  has  been  defined  as  the  ratio  of  frictional  resistance 
to  the  load  on  the  journal  perpendicular  to  its  axis;  while  canying 
power  has  been  defined  as  the  greatest  permissible  bearing  pressure. 
In  order  then  to  reduce  the  subject  to  a  physical  basis,  it  remains 
to  define  unequivocally  the  terms  frictional  resistance  and  greatest 
permissible  bearing  pressure. 

13  The  frictional  resistance  of  a  lubricated  bearing,  conceived  as 
a  single  force,  is  a  fictitious  quantity.  It  is  the  resisting  torque  or 
so-called  moment  of  friction  which  we  actually  measure  in  an  ex- 
periment. To  be  exact  therefore  we  may  define  frictional  re- 
sistance as  the  quotient  of  resisting  torque  by  the  mean  radius  of  the 
journal. 

14  A  satisfactory  definition  of  permissible  bearing  pressure 
demands  a  definite  understanding  of  the  type  of  failure  we  wish  to 
avoid.  If  we  wish  to  avoid  failure  by  seizing,  we  must  investigate 
thermal  expansion;  if  we  wish  to  avoid  failure  by  overheating  the 
lubricant,  we  must  investigate  the  temperature  rise;  if  to  avoid 
creating  tension  in  the  lubricant,  we  must  investigate  the  pressure 
distribution;  if  to  avoid  simple  abrasion,  we  must  investigate  the 
minimum  film  thickness.  The  last  type  of  failure  is  the  only  type  we 
shall  undertake  to  discuss  in  this  paper. 

15  If  c  denotes  radial  clearance  or  mean  difference  in  radii  be- 
tween journal  and  bearing,  while  x  denotes  the  film  thickness  or 
thickness  of  the  film  of  lubricant  at  the  point  of  nearest  approach, 

X 

the  fraction  —  may  be  called  the  relative  film  thickness.    In  this 

paper,  we  shall  make  it  a  matter  of  definition  that  all  bearings  are 
equally  safe  which  are  running  with  the  same  relative  film  thickness. 
Accordingly,  carrying  power  may  be  defined  as  that  bearing  pressure 
which  reduces  the  relative  film  thickness  to  some  prescribed  value 


i^l- 


16  Determination  of  the  laws  of  lubrication  symbolized  by 
equations  [5]  and  [6]  therefore  simmers  down  to  the  investigation  of 
the  effect  of  various  conditions  on  F  and  x, 

17  Restrictions  ^[necessary  to  exclude  unfamiliar  phenomena. 
In  order  to   narrow  the  problem  to  as  simple  a  one  as  possible 
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without  excluding  any  important  practical  circumstances^  we  may 
impose  the  following  restrictions: 

1  The  bearing  must  be  in  a  steady  state. 

2  The  lubricant  must  be  homogeneous. 

3  The  bearing  must  be  running  below  the  critical  speed  at 

which  eddy  motion  would  be  set  up  in  the  lubricant. 

4  The  effect,  on  the  motion  of  the  lubricant,  of  any  other 

forces  than  hydrostatic  pressure  and  shearing  stress  must 
be  negligible. 

5  The  metal  surfaces  must  always  be  separated  by  a  film  of 

lubricant  which  is  thick   enough    to    have    the    same 
mechanical  properties  it  would  have  in  bulk. 

6  There  must  be  no  resultant  couple  acting  on  the  bearing  in 

the  plane  of  its  axis. 

18  The  first  of  these  restrictions  excludes  consideration  of 
speeding  up  or  slowing  down;  heating  up  or  cooling  oflf;  and  inter- 
mittent load.  The  second  excludes  dirty  or  badly  emulsified  oil 
or  any  mixed  solid  and  liquid  lubricant.  The  third  and  fourth 
restrictions,  which  are  introduced  to  justify  us  in  ignoring  the 
density  and  surface  tension  of  the  lubricant,  need  not  exclude  any 
important  case,  for  it  may  be  shown  that  the  clearance  would  have 
to  be  very  wide  and  the  speed  extraordinarily  high  to  create  eddies, 
while  the  capillary,  centrifugal,  and  gravitational  forces  acting  on 
any  part  of  the  oil  film  are  very  small  compared  with  the  viscous 
drag  exerted  on  that  same  part.  The  fifth  restriction  excludes  the 
initial  friction  on  starting  up  a  machine  from  rest,  even  though  it  is 
accelerated  slowly  enough  to  sensibly  be  in  a  steady  state.  The 
sixth  restriction  excludes  any  upward  belt  pull  on  a  journal  mounted 
in  a  single  bearing.  However,  we  need  not  exclude  forced  lubrica- 
tion, eccentric  load  (e.g.,  downward  belt  pull  on  journal  in  single 
bearing),  oil-grooves,  worn  bearings,  or  any  other  purely  geometrical 
irregularity. 

19  Qualitatiye  discussion  of  action  of  lubrication.  We  shall 
undertake  to  show  qualitatively,  that,  under  the  foregoing  restrictions, 
F  and  x  are  completely  detcnnined  by  the  following  physical  quan- 
tities: 

a  The  viscosity,  /i,  of  the  lubricant. 
h  The  revolutions  per  unit  time,  n. 
c  The  load,  L. 

d  The  degree  of  lubrication;  which,  in  the  case  of  stationary 
lubrication   (i.e.,  the  limiting  case  when  no   lubricant 
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enters  or  leaves  the  bearing)  may  be  specified  by  V,  the 
volume  of  lubricant  in  the  bearing;  and  which  in  the  case 
of  forced  lubrication  may  be  specified  by  the  quantity, 
Q,  of  the  lubricant  flowing  through  the  bearing  in  unit 
time. 

e  The  absolute  size  of  the  bearing,'  which  may  be  given 
by  the  diameter  of  the  journal,  Z). 

/  The  line  of  action  of  the  load,  defined  by  some  length 
ratio  r'  such  as  the  ratio  or  its  distance  from  the  middle 
point  of  the  bearing,  to  the  diameter. 

g  The  shape  of  the  bearing:  specified  by  the  relative  clearance 

c  I 

— ,  the  relative  length  — ,  and  such  other  length  ratios 

r",  r"\  etc.,  as  may  be  needed  to  fix  the  shape  of  the 
oiling  arrangements,  deviation  from  circular  section  due 
to  wear,  departure  from  cylindrical  form  due  to  strain, 
and  all  other  geometrical  irregiilarities. 

20  Thus,  we  wish  to  show  that  F  and  x  are  uniquely  determined 

c      I 
by  the  quantities  /i,  n,  L,  V,  Q,  ^>77,  77;  ^J  ^  which  r  denotes  all  the 

ratios  /,  r*',  r"\  etc. 

21  Consider  the  exaggerated  cross-section  of  a  typical  bearing 
shown  in  Fig.  1.  In  such  a  bearing  the  action  taking  .place  under 
ordinary  conditions  may  be  summarized  thus:  The  lubricant  will 
adhere  to  the  metal  surfaces  while  they  move.  A  shearing  stress 
will  then  be  set  up  at  every  point  within  the  lubricant,  and  the 
work  done  shearing  it,  will  continually  be  dissipated  into  heat.  If 
we  divide  up  the  lubricant  into  prismatic  elements  like  the  one 
whose  cross-section  is  shaded  in  on  the  diagram,  we  may  think  of 
the  frictional  resistance  F  as  the  sum  of  all  the  tangential  resisting 
forces  A  F  exerted  on  the  journal  by  the  elements  which  are  being 
sheared.  Owing  to  the  wedging  action  of  the  lubricant  as  it  is 
dragged  under  the  journal  at  the  point  of  nearest  approach,  the 
load  will  not  be  able  to  force  the  journal  quite  into  contact  with 
the  bearing;  instead,  the  journal  will  find  a  position  of  equilibrium 
with  a  certain  eccentricity  such  that  at  some  point,  whose  location 
we  are  not  concerned  with,  the  lubricant  will  have  a  minimum  film 
thickness  x, 

^The  term  hearing  will  frequently  be  used  for  short  to  denote  the  entire 
system:    bearing,  lubricant,  and  journal. 
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22  While  it  might  be  stated  categorically  as  a  consequence  oi 

the  recognized  facts  of  fluid  motion,  thai  F  and  x  cannot  depend  on 

c      I 
any  other  quantities  than  /x,  n,  L,  F,  Q,  D,  — ,  — ,  r,  it  is  more  profit- 
able to  consider  th^e  one  by  one,  and  to  visualize  the  effect  which 
each  of  them  has,  or  may  have,  on  the  action  of  lubrication. 

23  Effect  of  viscosity.  The  fundamental  empirical  law  of 
fluid  motion  which  underlies  the  reasoning  in  this  paper,  is  that  force, 
A  F,  required  to  shear  a  layer  of  fluid  of  area  A  a  and  thickness  X, 
is  du^ctly  proportional  to  the  relative  velocity  v  of  the  two  surfaces, 
and  to  the  area,  and  inversely  to  the  thickness,  provided  the  velocity 


y 
L 

Fig.  1    Exaggerated  Cross -Section  ot  Bearing 

at  every  point  within  the  film  is  parallel  to  the  two  bounding  surfaces. 
If  the  relation  be  written 

AF=M^  [10] 

the  constant  of  proportionality  /x  is,  by  definition,  the  viscosity. 
The  viscosity  is  of  course  different  for  different  fluids,  and  it  dim- 
inishes rapidly  with  rise  in  temperature;  but  it  does  not  depend 
appreciably  on  the  pressiu'e,  nor,  so  far  as  has  yet  been  discovered, 
does  it  depend  at  all  on  the  rate  of  shear. 

24  Let  the  lubricant  be  divided  into  elements  by  radial  planes 
which  are  equally  spaced.  For  every  such  element  equation  [10] 
is  approximately  true,  the  approximation  being  closer  the  less  the 
clearance,  eccentricity,  and  angular  width  of  the  element. 
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25  From  equation  [10]  we  see  that  increasing  the  viscosity  will 
increase  the  resistance  of  each  element  and  hence  of  the  bearii^  as 
a  whole,  provided  the  X's,  and  hence  the  fihn  thickness,  x,  be  un- 
changed. 

26  However,  x  itself  will  increase  with  increasii^  viscosity,  the 
journal  approaching  a  concentric  position,  owing  to  the  greater 
wedgii^  action  of  the  more  viscous  lubricant. 

27  This  in  turn  tends  to  decrease  F.  For,  any  given  displace- 
ment of  the  journal  will  change  the  thickness  of  the  thin  elements  by 
a  larger  per  cent  than  it  will  that  of  the  thick  elements;  hence,  any 

m 
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given  increase  in  x  increases  the  small  X's,  and  so  decreases  F, 
by  a  greater  per  cent  than  F  is  increased  by  the  simultaneous  de- 
crease in  the  lai^  X's.  We  are  not  yet  in  a  position  to  judge  which 
effect  will  preponderate,  and  it  is  conceivable  that,  if  a  bearing  is 
running  so  heavily  loaded  as  to  have  a  very  eccentric  journal,  we 
may  actually  decrease  the  friction  by  feeding  in  a  more  viscous  oil. 

28  We  conclude  that  in  general  both  F  and  x  depend  on  ;u. 

29  Effect  of  speed.  From  equation  [10]  we  see  that  at  constant 
X,  F  would  increase  with  the  surface  speed  v  ami  hence  with  n. 
However,  x  itself  must  increase  when  n  increases,  owing  to  the  greater 
wedging  action  at  higher  speeds.     Just  as  in  the  case  of  viscosity, 


M.   D.    HERSEY  175 

we  cannot  yet  say  which  effect  will  preponderate — ^the  increase  in 
resistance  due  directly  to  the  speed,  or  the  indirect  decrease  in  re- 
sistance due  to  the  increase  in  film  thickness  with  speed.  It  is  clear, 
however,  that  at  high  enough  speeds  so  that  the  journal  is  sensibly 
concentric  with  the  bearing,  the  total  resistance,  other  factors  re- 
maining constant,  must  increase  directly  as  the  speed. 

30  Hence  we  conclude  that  F  and  x  depend  on  n. 

31  Effect  of  had.  L  does  not  appear  in  equation  [10],  and  at 
constant  x  there  is  no  conceivable  way  the  load  can  have  anything 
to  do  with  the  frictional  resistance.  This  explains  why  the  coeffi- 
cient of  friction,  which  is  merely  a  name  for  F  divided  by  L,  has  been 
found  in  practice  to  vary  inversely  as  the  load  in  high  speed  bear- 
ings; that  is,  in  bearings  nmning  fast  enough  or  loaded  lightly 
enough  to  remain  sensibly  concentric.  The  load,  however,  must 
have  some  effect  on  film  thickness,  x  approaching  zero  as  L  becomes 
indefinitely  great;  hence  the  load  may  affect  the  resistance  indirectly, 
but  this  effect  will  be  appreciable  only  at  low  speeds. 

32  We  conclude  that  in  general  both  F  and  x  depend  on  L. 

33  Effect  of  amount  of  lubricant  in  the  bearing.  At  constant  x, 
decreasing  r  diminishes  F  because  it  reduces  the  number  of  elements 
to  be  sheared.  However,  the  occurrence  of  open  spaces  will  change 
X,  for  it  entirely  alters  the  hydrostatic  pressure  components  on  the 
journal. 

34  Thus  F  and  x  depend  on  V, 

35  Effect  of  forced  IxibricaJtion,  The  effect  of  increasing  the 
quantity  of  flow  Q  may  either  be  to  increase  or  decrease  x  according 
to  where  the  lubricant  is  introduced.  If  it  is  fed  into  the  bearing  at 
the  point  of  nearest  approach,  the  local  pressure  there  will  tend  to 
relieve  the  load,  thus  increasing  x  and  decreasing  F:  an  important 
consideration  in  practice. 

36  F  and  x  then  depend  on  Q. 

37  Effect  of  diameter.  At  constant  x,  if  the  diameter  hv  incrcascMl 
without  changing  the  clearance,  F  will  increase  in  proportion  to  D 
oiBiing  to  the  corresp)onding  increase  in  all  the  sheared  areas  A  a  of 
equation  [10].  The  change  in  D  may  also  change  the  film  thickues}> 
by  virtue  of  its  effect  on  the  pressure  di^'tril)utiou.  For  example, 
in  a  large  bearing  we  should  not  expect  tlu*  local  pn^ssure  at  the  oil 
inlet,  due  to  forced  lubrication,  to  cxtrnd  ovct  so  large  an  arc  as  in 
a  small  bearing.  Hence,  to  be  on  tlie  safe  side,  we  must  say  that 
in  general  both  F  and  x  may  depend  on  D, 
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38  Effect  of  clearance.  At  constant  x,  increasing  the  clearance^  c, 
would  decrease  F  owing  to  its  effect  on  all  the  X's.  If  the  bearing 
were  concentric,  so  that  X  =  constant  =c,  equation  [10]  shows  that  F 
would  vary  inversely  as  c.  But  this  change  in  clearance  may  also 
alter  the  pressure  distribution.    Hence  both  F  and  x  may  depend 

on  c,  and  hence  on  ^. 

39  Effect  of  length.  If  there  are  no  end-effects,  F  will  increase 
directly  with  I  at  constant  x  owing  to  the  corresponding  increase  in 
all  the  A  a's;  but  x  itself  will  increase  when  I  is  increased  owing  to 
the  diminished  uxtensity  of  the  load.    And,  if  there  are  end-effectS| 

their  influence  will  be  diminished  by  lengthening  the  bearing, 

I 

40  Thus  F  and  x  depend  on  I,  hence  on  '^. 

41  Effect  of  geometrical  irregularUiee.  Equation  [10]  being  appli- 
cable only  to  elements  bounded  by  stream  lines,  cannot  be  used  to 
calculate  directly  the  tangential  resistance  except  when  the  bearing 
surfaces  are  perfectly  smooth,  circular  cylinders.    The  tangential 
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Fig.  3     Working  Curvb  for  Coeppicient  op  Friction,  Numerical  Example  2 


resistance  F  must,  however,  depend  in  some  way  on  the  individual 
shearing  resistances  of  all  the  elements  into  which  we  may  properly 
divide  up  the  lubricant,  and  these  will  depend,  in  turn,  on  the  shape 
of  the  metallic  surfaces,  specified  by  r*',  r'",  etc.  Likewise  the 
pressure  distribution,  and  therefore  also  the  film  thickness,  may 
depend  on  the  shape  of  these  surfaces.  For  example,  in  a  new 
bearing  the  frictional  resistance  is  locally  more  intense  at  the  point 
of  nearest  approach  than  elsewhere,  but  in  a  worn  bearing  the  re- 
sistance is  equally  great  over  a  considerable  arc.  In  general  then 
F  and  x  depend  on  r",  r'",  etc. 
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42  Effect  of  tine  of  action  of  load.  If  the  load  is  shifted  nearer 
one  end  of  the  bearing,  we  should  expect  the  film  thickness  at  that 
end  to  decrease  and  the  local  friction  there  to  increase,  hence  F 
and  z  depend  on  /. 

43  Other  conditions.    The  assertion  that  F  and  x  are  uniquely 

c     I 
detennined  by  /i,n,  L,  V,Q,  D,^,^,rf  can  be  disproved  only  by 

c&covering  some  physical  quantity  independent  of  those  nine 
vbich  can  influence  F  or  x.  Consider,  for  example,  whether  chaivg- 
tag  the  entrance  head  of  the  forced  lubrication,  or  the  density  of  the 

lubricant,  or  the  temperature  of  the  bearing  can  make  any  dif« 

c     I 
ferenoe  In  F  or  x  while  Mi  ^i  Lf  y>  Qi  D,  ^}^i  ^f  remain  fixed.    In 

the  first  place,  increasing  the  head  under  which  the  lubricant  is  fed 
in  will  increase  the  rate  of  flow  through  the  bearing,  imless  the 
dearance  be  simultaneously  decreased,  or  some  axialogous  change 
made  in  at  least  one  of  our  independent  variables.  After  all,  then, 
it  is  meaningless  to  ask  what  effect  changing  the  entrance  head 
would  have  at  constant  /x,  n,  L,  etc.,  because  it  is  not  possible  to 
change  the  head  and  still  keep  the  other  factors  unchanged.  Again, 
the  density  of  the  lubricant  can  influence  its  action  only  when  tiu'bu- 
lent  motion,  centrifugal  force,  or  gravity  come  into  play;  and  these 
cases  have  been  specifically  excluded  from  the  present  paper.  Finally, 
temperature  can  influence  friction  and  film  thickness  only  indirectly, 
through  its  effect  on  the  clearance  and  on  the  viscosity  of  the  oil 
and,  if  there  is  local  heating,  through  its  effect  on  the  shape;  there- 

c 
fore  if  M>  "n  >  and  r  are  fixed,  F  and  x  are  independent  of  temperature. 

44  Should  any  doubt  arise  as  to  the  justification  for  assuming 
viscosity  to  be  the  only  mechanical  property  of  the  lubricant  which 
can  affect  F  and  Xj  attention  must  again  be  directed  to  restriction 
five.  Doubtless  new  and  obscure  properties  do  make  their  ap- 
pearance when  the  film  has  been  crushed  to  molecular  dimensions. 
The  present  paper  is  limited  to  the  consideration  of  ordinary  well 
lubricated  bearings.^ 

*Fig.  6  shows  approximately  what  the  minimum  film  thickness  in  a  bearing 
may  be  at  any  given  viscosity,  speed,  and  pressure;  and  it  is  seen  that  the 
clearance  must  be  very  wide  indeed,  or  the  speed  very  low,  or  the  pressure 
very  great,  to  reduce  the  film  thickness  to  less  than  say  one-quarter  of  the 
clearance;  which,  in  bearings  of  any  ordinary  size,  is  hardly  thin  enough  for 
molecular  properties  to  make  their  appearance,  unless  the  metallic  surfaces 
are  very  rough,  or  badly  fitted. 


178 


LAWS  OP   LUBRICATION   OF   JOURNAL  BEARINGS 


45    Summary,    The  conclusion  that  F  and  x  depend  only  on 

c     I 
jjLf  n,  L,  V',  Q,  D,  -^j -^,  r,  may  be  symbolized  by  the  equations 


and 


^  (-j7,M,  n,  L,  7,  Q,  D,-^,  ;D,r)  =0 


[11] 


[12] 


in  which,  for  convenience  later  on,  F  and  x  have  been  specified  by 
their  ratios  to  other  quantities  of  the  same  kind,  namely,  L  and  D. 
A  knowledge  of  these  unknown  functions  *  and  ^  would  suffice 
to  determine  the  functions  <P  and  V-  of  equations  [6]  and  [6].  As 
they  stand,  equations  [11]  and  [12]  represent  only  the  qualitative 
facts  about  lubrication.     We  shall  undertake  now  to  draw  from  them 
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Fig.  4    Working  Cueve  for  Carrying  Power,  Numerical  Example  2 

some  quantitative  conclusions,  treating  the  dynamics  of  the  problem 
separately  from  heating  effects. 

III.  GENERAL  DYNAMICAL  RELATIONS 

46  Derivation  of  the  general  form  of  the  laws  of  lubrication  by 
dimensional  reasoning.  In  order  to  transform  a  qualitative  state- 
ment into  a  quantitative  one,  we  must  of  course  get  additional  in- 
formation from  somewhere.  In  general,  a  complete,  quantitative 
relation  cannot  be  established  without  conducting  experiments;  biTt 
an  incomplete  quantitative  relation  may  often  be  of  great  service 
in  planning  and  interj^reting  such  experiments.  Such  a  relation 
may  be  deduced  by  starting  with  a  complete,  qualitative  relation, 
and  applying  the  principle  of  dimensional  homogeneity. 

47  If,  then,  under  the  restrictions  which  have  been  named,  equa- 
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tions  [11]  and  [12]  are  qualitatively  complete,  that  is,  if  we  have  not 
overlooked  any  physical  quantity  which  may  appreciably  influence 
tiie  phenomena,  we  can  apply  to  them  the  principle  of  dimensional 
homogeneity.  This  principle  states  that  all  the  terms  of  a  physical 
equation  have  the  same  dimensions.  The  best  way  of  utilizing  the 
principle  here  is  by  starting  off  with  Buckingham's  U-theorem, 
according  to  which^  any  correct  and  complete  physical  equation 
must  be  of  the  general  form 

/(ni,n,,  .  .  .  n„-k,r'8)'-o  [is] 

Here  the  II's  are  all  the  independent  dimensionless  prodiuis  of  the 

form  0*1  Q^t  Q't  .    .    .   ,  which  can  be  built  up  by  combining  in 

any  way  the  n  different  kinds  of  physical  quantity,  Qi,  Qi,  .    .    .  On 

involved  in  the  relation;  and  the  r's  are  the  ratios  of  each  remaining 

quantity  to  that  of  its  own  kind  used  in  forming  the  II's.     There 

will  be  n  -A  such  products  if  k  is  the  number  of  fundamental  units 

needed  in  measuring  the  n  kinds  of  quantity.     In  order  to  apply 

the  theorem  to  our  present  problem,  that  is,  in  order  to  express  the 

laws  of  lubrication  in  the  form  of  equation  [13],  we  must  now  find  the 

appropriate  dimensionless  products. 

48  From  equations  [11]  and  [12],  it  appears  that  we  have  to 
deal  with  n  =6  different  kinds  of  physical  quantities,  namely,  /x,  n,  L, 
V,  Q,  D.  And,  since  we  are  concerned  with  forces  and  motions, 
the  number  of  fimdamental  units  needed  is  A:  =  3.  Hence  the  number 
of  independent  dimensionless  products  which  can  be  made  up  from 
the  six  quantities  jjl,  n,  L,  V,  Q,  D  is  n  -fc  =3.  On  the  force,  length, 
and  time  system,  the  dimensions  of  the  five  kinds  of  quantity  are: 

fi^flU  (SeeEq.  [10]) 

in  which  /  denotes  force,  I  length,  t  time.  By  inspection  of  this  list, 
the  products  Hi  ^^inD^  L"^  n2.=Z>'  n  Q-\  and  n,  =F  D"'  are 
seen  to  be  dimensionless;  hence  equations  [11]  and  [12]  may  at 
once  be  thrown  into  the  forms 

-    /F    fMuD*  I^n    V     c      I      \     ^ 
*^(T'-L-"'-Q-'D»»D^  D'V^  [14] 


Phya.  Bev.  4,  pp.  345-376,  Oct.  1914,  for  derivation  and  discussion. 
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and 


( X   unD'  lyn   V    c      I     \     „ 


But 


L  =•''  and  -j;-  =  j^  j_=  p  •   j  . 

IDD 

are  identical  with  the  equations 

^    /    jjLn  D  D^n  ^    I      c     c       I     \ 


and 


^^  \  c  '  D'  p'  I  ''Q''      D'  D'  Z)'  Z)'7"^         ^^'^ 


Here  S  has  been  written  for  —r=rr-i  the  ratio  of  the  volume  of  lubri- 

ttDIc 

cant  in  the  bearing  to  the  whole  volume  of  the  clearance  space;  and 
which  may  be  termed  the  relative  supply.  But  there  is  no  need  of 
duplicating  our  symbols  for  the  variables  entering  the  relations,  hence 
[16]  and  [17]  may  further  be  simplified  by  writing  them  in  the 
equivalent  forms 

an  D^n   ^    c      I       ^  ,     , 


*»(/, 


and 


^y^    .  X    fin  L^n  ^    c      I      .  ,^^, 


respectively.    Solving  [18]  for  the  coefficient  of  friction  now  gives 

/fin  D^n  ^    c      I      \  ,^^, 

fjL  n 
Likewise  solving  [19]  for  — ,  inverting,  transposing,  and  remem- 

X       ( X  \  . 

bering  that  by  definition  p  =Po  when  T"  =  I  "7"  )  »  gives  for  the  carry- 
ing power 
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Po=MW*^ 


/x_\    ^n  a  ±  J_ 
[c  )„'   Q  '^>D'D'^ 


[21] 


The  functions  <P  and  0  are  of  course  unknown,  and  remain  to  be 
detennined  by  experiment. 

49  Equations  [20]  and  [21]  correspond  to  equations  [6]  and  [6] 
respectively,  and  contain  the  two  laws  of  lubrication  in  the  most 
general  form,  consistent  with  the  restrictions  of  Par.  17. 

50  Discussion  and  simplification.  Consider  the  forms  to  which 
equations  [20]  and  [21]  reduce  when  some  of  the  arguments  of  <P  and  6 
are  held  constant.  If  a  bearing  is  sensibly  cylindrical,  (though  not 
necessarily  circular  in  cross-section),  and  free  from  end-effects,  and 
unifomily  loaded  along  its  length,  we  can  imagine  it  cut  in  two 

X 

without  changing  either  /  or  — ;  for  both  F  and  L  will  be  altered 

in  the  same  ratio  as  the  length,  and  the  wedging  force  of  the  film  is 

cut  down  in  the  same  ratio  as  the  load  to  be  supported.     For  such  a 

I 
bearing  "^  cannot  enter  the  equations.    If  there  is  no  cavitation, 

S«l,  and  may  be  treated  as  a  constant  instead  of  a  variable.  If 
the  cross^section  of  the  bearing-surface  remains  geometrically 
similar  to  itself,  the  r's  also  become  constant.  Hence  for  all  cylin- 
drical bearings  which  are  free  from  cavitation  or  end  effects;  cen- 
trally or  uniformly  loaded;  and  which  have  bearing  surfaces  that  are 
geometrically  similar  in  cross-section,  (though  not  necessarily  having 
the  same  relative  clearance). 


f^<Pi\ 


'txn  D^n    c 


[22] 


and 


Po=fJin  '  01 


x_ 
c 


Q  '  D 


[23] 


I 
51    For  all  bearings  in  which  S,  "ij,  and  r  are  the  same,  even 

though  not  cylindrical  and  centrally  loaded;  and  in  which  there  is  no 

appreciable  thrust  due  to  forced  lubrication,  Q  cannot  enter  the  equa- 

tions;  hence  the  whole  term  —q-  drops  out  and  the  equations  re- 
duce to 
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Inn    C 


[24] 


and 


Po  =  fJin  '  62 


x_ 
c 


c_ 

:  D 


[26] 


An  important  particular  case  to  which  [24]  and  [26]  are  applicable 
is  that  of  the  Ideal  Bearing  discussed  in  Section  V,  where  we  shall 
see  that  the  more  specific  results  which  Sommerfeld  has  deduced 
for  this  case  by  integrating  the  equations  of  hydrodynamics  are,  in 
fact,  reducible  to  the  form  of  [24]  and  [26]. 

52    For  bearings  free  from  cavitation    (S=l),  similarly  load- 

/  c 

ed  and  geometrically   similar  throughout  (r, -yy, and  "^  constant), 


/ 


/un  ly  u\ 


[26] 


and 


pu  ^^in  -  6:, 


[27] 


The  laws  of  lubrication  for  all  sucli  bearings  of  whatever  size  can  be 

nn 

established  experimentally  by  varying  the  two  quantities   —    and 

"q— ;  and  this  can  be  done  on  a  single  bearing. 

53  If,  in  the  same  bearings  to  which  [26]  and  [27]  apply  we 
now  diminish  tho  d'  grco  ot  lubrication  until  there  is  no  appreciable 
thrust  du(^  ^  '  .1*    fl(jw  of  lubricant  into  the  bearing,  still  keeping  S 

I^n 

CO!     I  ..  ;  1     ;,:;   i^t  necessarily  equal  to  1,  the  argument  ~q~  drops 

o        .11(1  W(   ..  /  e 


f 


M'i) 


[28] 


Po  =  fJin-04 


c 


[29] 

I^n 

Evidently,  however,  a  like  result  would  have  been  reached  if  ""n"' 

instead  of  being  made  to  vanish,  had  simply  been  kept  constant; 
e.g.,  if  the  quantity  of  oil  pumped  through  any  bearing  in  unit 
time  were  made  to  bear  a  constant  ratio  to  the  volume  of  the  bearing 


..J 
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and  to  its  speed  of  rotation.    Any  two  bearings  in  which  —q-  has 

the  same  v^iue,  and  in  which  S  also  has  the  same  value,  may  be 
called  similarly  lubricated. 

54  Comparing  general  equations  [20]  and  [21]  with  [28]  and  [29] 
we  now  see  that  the  former  are  equivalent  respectively  to  the  fol- 
lowing statements : 

a.  In  geometrically  similar  bearings  which  are  similarly  loaded 

and  lubricated,  the  coefficient  of  friction  depends  only  on  the  single 

fin 
variable—. 
V 

b.  The  carrying  power  of  any  bearing  is  directly  proportional  to  the 
product  of  viscosity  by  revolutions  per  unit  time;  the  constant  of  pro- 
portionality being  the  same  for  all  geometrically  similar  bearings 
which  are  similarly  loaded  and  lubricated  and  which  are  equally 


safe,  i.e.,  ( —  j   constant. 


55  The  writer  made  several  years  ago  some  experiments  on 
journal  friction  and  carrying  power  the  results  of  which  are  en- 
tirely consistent  with  the  above  conclusions.^  These  experiments 
are  of  less  interest  now  than  at  the  time  they  were  performed,  for  it 
was  not  then  so  commonly  recognized  that  bearings  may  safely 
carr>^  heavier  loads  at  the  higher  speeds. 

56  Dynamically  similar  bearings.  Any  two  geometrically 
similar  bearings  B  and  fi'  similarly  loaded  and  lubricated,  and 
which  are  running  at  the  corresponding  speeds,  pressures,  and  vis- 
cosities defined  by  the  equation 

fin     fi^n' 


V        V 


[30] 


must,  by  equations  [18]  and  [19],  have  the  same  coefficient  of  friction 
and  the  same  relative  film  thickness.  Such  bearings  may  be  termed 
dynamically  similar.  The  power  dissipated  in  either  of  them  may 
be  calculated  from  a  test  made  on  the  other,  for  by  [4],  if  /  =/', 

L    R  2L  L  ran 

Now,  equation  [21]  can  be  written 

Po^Oo'fin  [32] 

"For  a  brief  account  of  the  experiments  see  Journ.  Wash.  Acad.  Sci.,  v.  IV, 
p.  549,  1914. 


184 


LAWS  OP  LUBRICATION  OP  JOURNAL  BEARINGS 


in  which  Oq  denotes  the  value  of  the  function  6  when  —  has  the  par- 

tieular  value  (—j  .     As  dynamically  similar  bearings  have  the 

same  relative  film  thickness,  ^o  =  Oq'  and  [32]  gives  for  the  two 
bearings  B  and^5' 


[38] 


Thus  if  the  carrying  power  of  one  bearing  has  been  found  experi- 
mentallyi  that  of  the  other  can  at  once  be  calculated. 

IV.  A  GENERAL  METHOD  FOR  DETERMINING  THERMAL  EFFECTS 

67  The  principal  effect  of  temperature,  and  the  only  effect 
we  need  analyze,  is  to  decrease  the  viscosity  of  the  lubricant  as  the 
bearing  heats  up.  Consequently  both  friction  and  carrying  power 
increase  with  speed  less  rapidly,  under  working  conditions,  than 
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Fig.  5    Permanent  Bunninq  Temperatures,  Numerical  Example  2 


they  would  at  constant  temperature.  The  general  dynamical  equa- 
tions [20J  and  [21]  are  true  regardless  of  temperature,  because  they 
have  been  expressed  in  terms  of  the  actual  viscosity  of  the  lubricant 
in  the  film  at  the  moment  in  question;  but  it  is  desirable  to  go  a 
step  further.  Equations  like  [20]  and  [21],  which  describe  the 
behavior  of  a  bearing  when  the  viscosity  is  given,  may  be  termed 
characteristic  eq^mtians  for  that  bearing.  On  the  other  hand,  an 
equation  describing  the  behavior  of  a  bearing,  not  in  terms  of  the 
instantaneous  viscosity,  but  entirely  in  terms  of  known  constants  or 
controllable  conditions  like  speed  and  load,  may  be  termed  a  working 
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tqvdion  for  that  bearing.  Such  an  equation  does  not  characterize 
the  bearing  in  itself,  but  depends  also  on  the  nature  of  the  lubricant 
uid  on  the  cooling  system.  We  shall  now  outline  a  general  method 
for  determining  the  working  equations  for  the  friction  and  carrying 
power  of  any  bearing.  The  method  consists  in  eliminating  viscosity 
from  the  characteristic  equations  by  utilizing  information  about  the 
lubiicant  and  the  cooling  system. 

58  Suppose  the  function  6  of  the  characteristic  carrying  power 
equition  [31]  has  been  completely  determined ;  let  it  now  be  required 
to  eUminate  the  viscosity  from  this  equation.  If  the  viscosity- 
temperature  curve  for  the  oil  to  be  used  has  been  empirically  deter- 
mined, we  can  evidently  replace  the  n  of  equation  [21]  by  some 
fundiott  of  the  temperature,  t.  But  this  too  is  unknown,  so  we 
must  not  stop  here.     Now  the  number  of  heat  units,  H,  carried  off 


VaUii    .f     ;l^,io' 


Fio.  B    Chabactsbistic  Cdbtes  for  Relative  Filu- Thickness  of  Ideal 
Bbabing 

in  unit  time  by  the  air,  the  oil  itself,  the  jacket-water,  or  otherwise, 
will  evidently  depend  on  the  temperature;  so  that  if  this  relation 
between  H  and  t  has  once  been  determined  empirically,  we  can 
replace  the  t  of  our  carrying  power  equation  by  some  function  of  H. 
Now  when  the  bearing  has  been  running  long  enough  to  have  reached 
a  steady  state,  the  heat  carried  off  in  unit  time  must  be  equal  to  the 
heat  generated  in  unit  time,  which  can  be  calculated  in  terms  of  the 
coefficient  of  friction;  so  .that  //  can  be  replaced  by  a  function  of/. 
Finally,  this  fimction  of  /  can  be  replaced  by  some  function  of  /i, 
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provided  the  function  ^^of^' equation  [20]  is  known;  so  that  we  now 
have  five  independent  relations  from  which  to  eliminate  the  four 
quantities  /Xj  ^  H,  and/.  To  recapitulate,  the  five  relations  available 
are  those  connecting  the  quantities 

Po  and  M 

fjL  and  t 

t  sjid  H 

H  and  / 

/  and  fjL 

respectively.  To  eliminate  viscosity  from  the  carrying  power  equa- 
tion, all  five  must  be  solved  simultaneously;  to  eliminate  it  from 
the  friction  equation,  it  is  sufficient  to  work  with  the  last  four  of 
these.     Let  us  now  examine  the  form  of  these  relations. 

59  The  first  is  the  characteristic  equation  for  carrying  power, 
equation  [21]. 

60  Any  empirical  equation  for  viscosity  of  an  oil  in  terms  of 
temperature  must  involve  certain  constants  a',  a',  etc.,  which  are 
different  for  diflferent  oils:  if  we  denote  all  these  by  a,  the  second 
relation  can  be  written 

M  -F,  {t,  a)  [34] 

in  which  the  function  F\  is  supposed  to  have  been  determined  em- 
pirically. 

61  Likewise  the  heat  carried  away  in  unit  time  at  any  tempera^ 
ture  i  may  be  expressed  by  some  empirical  equation 

H^F^{i,h)  [36] 

in  which  h  denotes  all  of  the  constants  6',  6*^,  etc.,  entering  the 
function  F^:  they  will  of  course  depend  on  the  room  temperature, 
the  size  and  shape  of  the  bearing  and  adjacent  parts,  the  conduc- 
tivity of  the  metal,  the  rate  of  circulation  of  the  cooling  agent,  etc.; 
but  we  need  not  know  the  character  of  this  dependence  as  long  as 
we  do  not  attempt  to  extend  equation  [36]  to  other  conditions  than 
those  under  which  the  constants  h  were  determined.  A  familiar 
approximate  form  of  equation  [36],  known  as  Newton's  law  of  cool- 
ing, states  that  H  is  proportional  to  the  excess  of  the  temperature,  t, 
over  that  of  the  surroundings. 

62  The  fourth  relation  is  obtained  by  equating  J  H,  the  me- 
chanical equivalent  of  the  heat  carried  off  in  unit  time,  to  the  power 
dissipated  according  to  equation  [4].  If  we  replace  the  L  of  equation 
[4]  by  its  equivalent  p  /)  Z,  the  fourth  relation  becomes 
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H^-jD'lnpf 


[36] 


63  The  fifth  relation  is  the  characteristic  equation  [20]  for  the 
coefficient  of  friction. 

64  Eliminating  fjL  and  H  from  the  five  relations  leads  at  once 
to  the  three  general  equations 


Po=Fi(^a)-n.fi 


(jl 


Q 


,R 


[37] 


FAt,b)  =  ^iyinp-<(> 


Fi(t,  a)  ■  n  ly  n 
V       '    Q 


,K 


f=<P 


Fi  {t,  a)  •  n  D'n 
P        '    Q 


,R 


[381 


[39] 


I 


in  which  R  has  been  written  for  all  the  ratios  "S,  "TJ  i  TJ ,  and  r.   These 

three  relations  may  be  regarded  as  a  formal  statement  of  the 
proposed  method  for  determining  thermal  effects.  The  functions 
B  and  <P  are  to  be  found  by  dynamical  experimfents;  Fi  and  Ft  by 
thermal  experiments.  After  they  have  been  determined,  we  can 
deduce  a  working  equation  for  the  carrying  power  of  the  desired 
form 


Po  =  V'o 


^)  ,n,D,l,  Q,  R,  a,  b 
c  yo 


[40] 


by  eliminating  t  from  [37]  and  [38].  Likewise,  by  eliminating  t 
from  [38]  and  [39],  we  can  deduce  a  working  equation  for  the  coeffi- 
cient of  friction  of  the  desired  form 

/=V^o(p,n,Z),i,0,fi,a,fe)  [41] 

Incidentally  from  [38]  alone  we  may  get  an  equation  of  the  form 

«-r(?>,n,D,Z,Q,ft,a,6)  [42] 

for  the  temperature  of  equilibrium  or  permanent  running  tem- 
perature of  the  bearing. 

65  If  any  of  the  empirical  functions  6,  <^,  f  i,  or  F2  prove  too 
complex  to  represent  analytically,  we  can  still  accomplish  the  desired 
eliminations  graphically. 

66  The  relations  [37],  [38],  and  [39],  are  perfectly  general  and 
not  limited  to  any  particular  type  of  bearing  or  any  particular  lubri- 
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cant  or  cooling  system.  In  the  following  pages  we  shall  illustrate 
the  use  which  can  be  made  of  such  relations  by  treating  special 
cases  in  which  simple  expressions  may  be  taken  for  the  empirical 
functions. 

V.  PROPERTIES  OF  THE  IDEAL  BEARING 
67    Definition  of  the  Ideal  Bearing.    Consider  a  bearingwhich  is 
subject  not  only  to  the  six  fundamental  restrictions  set  forth  in 
Section  II,  but  to  the  following  special  conditions  as  well: 

a  Let   the    bearing   surfaces   be   perfectly   smooth  circular 
cylinders. 


1.e 
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b  Let  the  resultant  load  be  applied  exactly  at  the  center  of 

the  journal. 
c  Let  the  bearing  be  long  enough  so  that  end-effects  are 

negligible. 
d  Let  the  lubricant   be  stationary   {Q  =0)   except  for  the 

circumferential  motion,  and  free  from  cavitation  (5  — I), 

This  implies  no  pressure  drop  at  the  open  ends. 

68  Such  a  bearing,  which  of  course  can  never  be  absolutely 
realized  in  material  form,  may  be  termed  the  IdecU  Bearing. 

69  Characteristic  equation  for  high  speed  bearing.    Conader 
for  the  present  an  ideal  bearing  so  lightly  loaded  or  running  at 
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such  a  high  speed  that  the  journal  and  bearing  are  approximately 
concentric.  Such  a  bearing  may  for  short  be  designated  by  the 
tenn  high  speed  bearing. 

70    By  reference  to  equations  [1],  [2],  and  [10],  the  characteristic 

equation  for  the  coefficient  of  friction  of  a  high  speed  bearing  is 

readily  seen  to  be 

c    p 

for  we  may  take  for  A  a  of  equation  [10]  the  whole  surface  of  the 
bearing  v  Dl;  and  for  r,  the  surface  speed  of  the  journal  tt  Dn;  and 
for  A",  the  clearance  c;  A  F  then  becoming  F.  As  a  check  we  may 
note  that  [43]  agrees  with  [24]. 

71     From  [26]  we  may  write  for  the  characteristic  equation  of 
carr>'ing  power 

Po^Ann  [44] 

in  which  theconstantof  proportionality -4  is  supposed  to  have  been  de- 
termined empirically.  A3  an  example  of  one  way  A  might  thus  be  de- 


termined "without  attempting  to  deduce  the  expression  O2 


c  )j  D 


to  which  it  is  equivalent,  let  po'>  m';  ^.nd  n'  denote  respectively  the 
bearing  pressure,  actual  viscosity,  and  speed  of  some  high  speed 
bearing  already  in  service,  having  the  same  relative  clearance  though 
it  need  not  be  of  the  same  size  as  the  proposed  bearing,  and  running 
with  a  satisfactory  degree  of  safety  which  we  now  desire  to  reproduce. 
Under  these  circumstances  wc  may  use  equation  [33].  Writing  it 
in  the  form 

Po  =  (;fe)Mn  [46] 

and  comparing  with  [44]  we  see  that 


p 


A=%  [46] 

72  Convenient  approximations  for  viscosity  and  cooling  ftmc- 
tions.  The  viscosity-temperature  eurv(\s  of  most  lubricating  oils 
can  be  roughly  fitted  by  an  empirical  equation  of  tlie  type 

ti'F,{l,a)=-j^,      ■  [47] 

t-a 
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that  is,  by  treating  them  as  rectangular  hyperbolas  relative  to  an 
axis  located  at  some  temperature  a"  not  greatly  different  from  the 
true  solidifying  temperature.  Fig.  2  shows  the  viscosity  tem- 
perature relation  for  the  four  oils  used  by  the  writer  in  his  own 
experiments,  the  curves  being  plotted*  from  equation  [47].  While 
these  data  are  by  no  means  recommended  as  standard  Values,  they 
are  sufficient  for  illustrating  the  principles  discussed. 

73  As  an  approximation  for  the  cooling  function  we  may 
conveniently  adopt  Newton's  law  of  cooling,  writing  it 

H^F2{t,h)^V  {t^h")  [48] 

74  For  the  purpose  of  utilizing  the  three  relations  [37],  [38]  and 
[39],  in  deducing  the  working  equations  of  an  ideal  bearing,  equations 
[47]  and  [48]  may  be  used  as  they  stand.  But  for  the  purpose  of 
afterward  giving  the  results  a  simple  physical  interpretation,  they 
may  be  written 

^^Moi<o:-r)  J43J 

t  — T 


and 


H^h{t-to)  [60] 


respectively.  Here  jjlo  denotes  the  original  viscosity  of  the  oil  at 
the  room  temperature  to;  r  is  the  apparent  solidifying  temperature; 
and  h  the  heat  carried  away. from  the  bearing  in  unit  time  per 
unit  temperature  elevation  above  room  temperature.  Thus  the 
relations  between  the  two  sets  of  constants  are 

a'=Mo(<o-T)  [61] 

a'^T  [62] 

b'=h  [63] 

&'=^o  [64] 

75  Working  equations  for  permanent  running  temperature, 
friction,  and  canying  power  of  a  high  speed  bearing.  If  in  [37], 
[38],  and  [39]  we  now  substitute  the  expressions  for  Oy  <Pj  Fi,  and  Fj, 
given  by  [44],  [43],  [47],  and  [48],  respectively,  the  three  general 
relations  reduce  to  the  following  specific  forms: 

a' 
Po  =  p;^,-n.i4  [661 

6'U-n=yZ>Mnp.7r^^/r?^)  [66] 
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/-^■^ 


a' 


i-a" 


n 


167] 


76    Solving  [66]  as  a  quadratic  equation  in  t  gives 


f  =  }^(6''+a-)+^(6"-a'0//+^Z) ^i^  •  ^W^^'  ' ""' 


[68] 


an  equation  for  permanent  running  temperature  of  the  form  [42]. 
If  in  place  of  the  a's  and  b's  we  now  substitute  the  constants  given 
by  equations  [61]  to  [64]  we  arrive  at  the  more  intelligi})le  fonn 

t  -H  (to  +r)  +H  (to  -r)  Vi +fc  n»  [69] 

in  which 

(i) 

[60] 


Jk= 


4  5r» 


Mo 


J     hito-r) 


.ly. 


ii) 


The  quantity  k  may  be  termed  the  heating  constant;  the  greater 
it  is,  the  hotter  the  bearing  will  run  at  any  given  speed.  Evidently 
k  may  be  determined  from  an  observation  of  the  permanent  running 
temi>erature  at  any  one  speed,  for  by  solving  [69]  for  k  we  see  that 


ft  = 


2  t-to-T 
to-T 


-1 


[61] 


n' 


77  Eliminating  t  between  equations  [66]  and  [67]  affords  a  work- 
ing equation  for  coefficient  of  friction  of  the  form  [41];  which,  if  we 
again  change  over  from  the  a's  and  6's  to  Moj  ^»  t^  and  h  becomes 

2 


c     p 


[62] 


1  +  V  1  +  A;  n' 

78    From  equations  [66]  and  [66],  in  the  same  manner,  we  de- 
duce the  working  equation  for  carrying  power 

2 


Po  =  A  HoU 


1  +  V'  1  +  fc  n^ 


[63] 


79  Equation  [62]  shows  that  as  the  speed  is  indefinitely  in- 
creased the  coefficient  of  friction  approaches  asymptotically  the 
limiting  value 


(641 
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From  [63]  it  is  seen  that  the  carrying  power  likewise  approaches  a 
limiting  value 


Po  max  — -^  Mo      -— 


[66] 


80  Example  2.  To  obtain  an  illustration  of  the  working  equa- 
tions of  a  high  speed  bearing,  let  us  substitute  successively  in 
equations  [61]>  [62],  and  [63],  the  following  numerical  values: 

t  =  100  deg.  fahr.  at  n  =  1000  r.p.m. 
fo  =80  deg.  fahr. 

r  =50  deg.  fahr. 
jLto  =2  xlO"'  lb.  per  in.'  X  min. 

JL     JL 
D  "lOOO 

Po  =100  lb.  per  in.*  when  n  =1000  r.p.m. 
p  =  100  lb.  per  in.' 

From  the  above  seven  values  we  find  that 

*  =4.44  xlO""*  sec' 

and  il  =8.46x10'' 

hence  the  working  equations  for  this  bearing  become 

2 


/= 


1^7 
10* 


n 


1  -f-  V  1-f- 


4.44 
10* 


n' 


[66] 


and 


Po 


1.69 
lO'  "^ 


1+  V  1  + 


4.44 
10* 


n' 


[67] 


n  being  in  r.p.m.  and  Po  ii^  lb.  per  in.'     These  results  are  plotted  in 
Figs.  3  and  4  respectively. 

81    The  corresponding  equation  for    the  permanent  running 
temperature,  [69],  becomes  in  fahr.  degrees 


/  =  65  +  15^  1-i- 


/: 


4.44 
10* 


n' 


[68] 


This  equation  is  plotted  in  Fig.  5. 
82     If  we  further  adopt  the  values 

J  =778  ft-lb.  per  B.t.u.  =9330  in-lb.  per  B.t.u. 
Z)=l  in. 

,    I 
and  "77  =3 


f 
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equation  [60]    when   solved    for    the    cooling    constant   h    gives 

h  «5.88  B.t.u.  per  min.  per  deg.  fahr.       • 

83  The  numerical  values  which  have  been  used  would  apply  to 
the  first  of  the  two  bearings  treated  in  the  numerical  example  at  the 
beginning  of  the  paper,  and  to  an  oil  whose  viscosity- temperature 
curve  is  approximately  that  of  the  mineral  machine  oil  in  Fig.  2. 

84  Characteristic  equations  for  bearing  with  eccentric  journal, 
based  on  Sommerfeld's  theory.    Sommerfeld's  investigation  of  the 

theory  of  lubrication*  led  to  equations*  which  in  our  notation  may  be 
written 


ju  n 
P 


1 


3i^\ 


ij 


1-^ 

c 


(691 


and 


_c     ^~3    c"''3lc 


1-^ 

c 


[70] 


The  assumptions  underlying  his  deduction  are  such  that  equations 
[69]  and  [70]  are,  in  effect,  characteristic  equations  for  an  ideal  bear- 
ing. Due  account  having  been  taken  of  the  eccentricity,  [69]  and 
[70]  are  not  confined  to  the  high  speed  bearing. 

85    In  Fig.  6,  equation  [69]  has  been  plotted  in  such  a  way  as 


to  show  how  the  relative  film  thickness  —  varies  with 


H  n 


tor  a 


number  of  different  values  of  the  relative  clearance.  From  [69], 
we  see  that  the  characteristic  equation  for  carrying  power  may  be 
written,  as  before, 

Po-ffo'/xn  [32] 

in  which 


e. 


3^ 


^^  hKf)MT)y 


X 

c 


-(f) 


[71] 


*Za.  f.  Math.  u.  Phys.,  v.  50,  pp.  97-155,  1904.  (See  also  his  shorter  account 
in  the  Archiv.  f.  Elektrotech.,  v.  Ill,  pp.  1-5,  1914). 
loc  city  Equations  [46]  and  [48],  pp.  124  and  125. 
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Values  of  $„  for  different  relative  clearances  have  been  plotted 

against  (—J   in  Fig.  7. 

86    Characteristic  curves  for  coefficient  of  friction  f^ainst   — 
for  different  relative  clearances  are  shown  in  Fig.  8;  this  diagram 


Valuies     of      &i  „  lo' 
P 

10.  8    Chakactesistic  Curves  fob  Coepficibnt  or  Fbiction  of  IdkaIi 
Beaiuno 


having  been  constructed  by  eliminating  —  between  equations  [69] 

and  [70]  by  a  graphical  method, 

87  Inspection  of  these  diagrams  serves  to  verify  the  fact,  de- 
duced analytically  by  SommerfeUl.  that  th<;  minimum  coefficient  of 
friction, 


occurs  at  a  transition  valtte 


172] 


( 
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'f )-  -  Mi)'  ™ 

fJL  ft 

and  at  a  film  thickness  equal  to  about  0.29  of  the  clearance.     As  — 

V 

approaches  zero,  the  coefficient  of  friction  is  seen  to  approach  the 
initial  value 

/u=2-^  [74] 

/i  fi 

As  —  becomes  indefinitely  great,  the  coefficient  of  friction  ap- 
proaches asymptotically  the  straight  line  defined  by  the  charac- 
teristic equation  [43]  of  the  high  speed  bearing. 

88  It  is  useful  to  remember  that  actual  viscosities  of  lubri- 
cating oils  under  ordinary  running  conditions  are  of  the  order  of 
one  ten-millionth  of  a  Ib-wt.,  inch,  minute  unit;  such,  of  course, 
being  the  unit  we  must  employ,  if  n  is  to  be  expressed  in  r.p.m. 
and  p  in  lb.  per  sq.  in. 

89  Working  equations  for  bearing  with  eccentric  journal.  It 
will  be  sufficient  for  the  present  to  determine  the  shift  in  the  location 
of  the  minimum  point  of  th(»  friction  equation.  If  the  transition 
si>eed  shifts  from  tIq  to  n  while  the  temperature  changes  from  to  to  f, 
we  see  from  [73]  that 

Wo""  M 


[76] 


But  from  [49] 


Mo  _  ^r 
n       i-T 


'  flo        to'T 

Substituting  from  [60]  and  [72]  into  [38]  gives 


[76] 
[77] 


h{t-to)  =  h 


0-T)-(<o-r) 


^fDHnv^  \^/2'^  [78] 


Solving  for  t  -r  and  substituting  in  [77]  gives 

n        .    .    Air  ^2  I)  dp 
^  =  ^  +     3JM^o-r)    ^  [79] 

90     Substituting  the  numerical  values  us(m1  in  i)revious  example, 

71 

and  noting  from  [73]  that  n  =42  r.p.tn.,  it   appears  that  —  will 

Wo 
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exceed  unity  by  only  about  one  part  in  twenty  thousand,  which 
is  negligible.  Hence  from  [79]  we  may  conclude  that  the  effect  of 
temperature  is  sensibly  the  same,  with  .an  eccentric  journal,  as  it 
would  be  with  a  concentric  journal. 

91  If,  then,  the  relations  between  /  or  p^  and  n  obtained  by 
putting  M  =Mo  in  the  characteristic  equations  of  any  bearing  be 
termedthe isothermal  equations  we  see  from  the  foregoing, in  conjunc- 


.006 


.000 


■[:' 


Isolhermal  curvt,  concemrCc  joumai 
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Fio.  9    Working  Curve  for  Coefficient  of  Friction,  Numkrical  Example  3 


tion  with  equations  [62]  and  [63],  that  the  working  equations  of  an 
ideal  bearing,  whether  running  fast  or  slow,  may  ordinarily,  as  a  first 
approximation,  be  constructed  from  its  isothermal  equations  simply 
by  multiplying  the  isothermal  values  of  /  or  Po  by  the  reduction 
factor 

2 


i;+\/  \+kn' 


92  Numerical  Example  3.  Fig.  9  gives  the  working  curve  for 
coefficient  of  friction  at  low  speeds  for  the  same  bearing  which  has 
been  treated  in  our  previous  numerical  example.  This  was  ob- 
tained from  Fig.  8  by  first  constructing  the  corresponding  isother- 
mal curve,  namely  the  uppermost  curve  showTi  in  Fig.  9,  and  then 
multiplying  all  the  ordinates  of  the  isothermal  curve  by  the  reduc- 
tion factor 

2 


1  -f  V^'l  +  4.44 


10* 


n* 
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93  The  carrying  power  curve  for  this  example  has  been 
given  in  Fig.  4.  For,  since  carrying  power  curves  are  curves  of 
constant  fihn  thickness,  any  such  curve  which  is  correct  for  a  given 
bearing  at  high  speeds,  holds  equally  well  at  the  lowest  speeds. 

VI.  SUMMARY  AND  CONCLUSION 

94  By  way  of  summarizing  the  developments  of  the  paper 
attention  may  be  called  to  the  following  points: 

1.  The  general  form  of  the  laws  of  lubrication  which  must  be 
conformed  with  by  any  equations  which  are  to  be  generally  valid, 
whether  obtained  mathematically  or  empirically,  has  been  given 
by  equations  [20]  and  [21]. 

2.  These  equations  are,  however,  applicable  only  when  the  six 
fundamental  restrictions  discussed  in  Section  II  arc  sensibly  realized; 
and  then  only  when  the  term  carrying  power  is  defined  in  a 
particular  way. 

3.  The  distinction  between  the  characteristic  equation  and  the 
working  equation  for  a  bearing  has  been  emphasized.  If  we  are  to 
bring  any  order  at  all  out  of  the  chaos  of  variables  involved  in  the 
problem  of  completely  mapping  out  the  laws  of  lubrication,  it  is 
necessary  to  take  advantage  of  every  opportunity  for  dividing 
the  problem  into  independent  parts  which  may  l)e  separately  in- 
vestigated. The  dynamical  characteristics  of  the  bearing,  and  the 
thermal  characteristics  of  the  lubricant,  and  of  the  cooling  system, 
are  three  such  parts. 

4.  A  general  method  has  been  outlined  for  combining  the  results 
of  these  three  investigations,  after  they  have  been  separately  carried 
out,  and  thus  deducing  the  desired  working  equations. 

5.  In  order  to  illustrate  concretely  the  meaning  of  these  various 
general  principles,  and  also  in  order  to  afford  at  once  a  first  approxi- 
mation to  the  data  needed  in  design,  the  properties  of  the  ideal 
bearing  have  been  defined  and  worked  out.  In  doing  this  advantage 
has  been  taken  of  Sommerfeld^s  mathematical  results,  which,  in 
fact,  merit  wider  attention  than  they  have  yet  received. 

95  In  conclusion,  it  is  clear  that  what  is  needed  next  is  a  minute 
examination  of  existing  experimental  data  in  the  light  of  the  foregoing 
general  principles,  with  a  view  to  coordinating  them;  and,  if  possible, 
piecing  together  the  results  in  such  a  way  as  to  make  our  present 
knowledge  of  the  laws  of  lubrication  less  fragmentary.  If  it  then 
appears  that  further  experiments  are  needed  in  order  to  establish  a 
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rational  basis  for  design,  we  may  be  guided  as  to  the  most  economical 
way  to  plan  the  experiments,  by  reference  to  the  general  equations 
[20]  and  [21],  and  by  adopting  the  principle  of  the  separation  of 
djoiamical  from  thermal  effects.  For  example,  the  cooling  function 
F2  might  in  some  cases  be  determined  with  a  stationary  dummy 
bearing,  in  which  the  heat  is  generated  by  a  heating  coil,  instead  of 
by  friction,  and  thus  much  more  accurately  measured.  Finally  it  is 
to  be  observed  that  the  conception  of  djoiamically  similar  bearings 
may  make  it  possible  to  evaluate  some  of  the  constants  needed  in 
design  by  the  use  of  models,  without  waiting  tor  a  complete  de- 
termination of  the  laws  of  lubrication. 


APPENDIX 

INDEX   TO    NOTATION 

Symbol  Meaning  Equation  in  which  it 

first  occurs 

I] 

il 

2 

2' 

3 

3 

4 

4! 

10 

10 

10 

10 

II 


/  coefficient  of  friction,  F/L 

F  frictional  resistance 

L  normal  component  of  load 

I  length  of  b^rin^ 

D  diameter  of  bearmg 

p  bearing  pressure,  L/l  D 

vo  carrying  power,  (greatest  permissible  bearing  pressure) 

to  shortest  permissible  length 

n  speed,  in  revolutions  per  unit  time 

P  power  dissipated  in  fnction 

A  F  frictional  resistance  of  an  element  of  the  lubricant 

A  a  area  of  element  in  plane  of  shear 

X  thickness  normal  to  plane  of  shear 

0  surface  speed  of  element  and  of  journal 

M  viscosity  of  the  lubricant 

V  volume  of  lubricant  in  bearing 

Q  quantity  of  flow,  (volume  of  lubricant  flowing  through  bearing  in  unit 
time)  [ir 

e  mean  radial  clearance  [l  I 

r  abbreviation  for  the  ratios  r',  r',  r'",  etc.,  fixing  line  of  action  of  koh 


and  shape  of  bearing 
X       minimum  film  thickness  (see  Fig.  1) 
S      relative  supply,  V/D I  c 


(!) 


II 

12 
16 


assumed  value  of  safe  relative  film  thickness  [21] 

0o      carrying  power  constant,  (giving  the  carrying  power  when  multipliec 
by  the  product  of  viscosity  and  revolutions  per  imit  time)         [32 
t        temperature  of  lubricant  [34] 

Fi      empirical  function  in  viscosity-temperature  equation  [34* 

a       abbreviation  for  the  constants  a',  a',  etc.,  in  viscosity-temperature 
equation  [34 

H       heat  carried  off  from  bearing  in  unit  time  [35 

Ft      empirical  function  in  equation  for  heat  carried  off  [35 

h       abbreviation  for  the  constants  h\  6',  etc.,  in  equation  for  heat  carriec 
off  [35] 
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J      mechanical  equivalent  of  heat  [36] 

c     i 

R     abbreviation  for  &,  j\  ^t  and  r  [37] 

A  value  of  carrying  power  constant  ^o  for  ideal  bearing  [44] 
iio  visooaity  at  room  temperature  [49] 
lo  room  t^perature  [49] 
r  fictitious  solidifying  temperature  of  the  lubricant,  (one  of  the  a's)  [49] 
A  cooling  constant,  giving  the  heat  carried  off  in  unit  time  per  imit  tem- 
perature elevation  above  room  temperature  [50] 
Jb  heatmg  constant,  defined  by  equation  [60]  [59] 
The  symbols  0,  ^,  ^,  "^^  ^,  T,  etc.,  denote  undetermined  functions  of  the 
arguments  immediately  following  in  parentheses,  and  of  no  others. 


DISCUSSION 

H.  P.  IVIooBE  (written).  The  author's  results  on  carrying 
power  are  qualitatively  confirmed  by  the  writer's  experience.  Ex- 
periments made  by  the  latter  in  1903  with  a  bearing  of  babbitt  metal 
on  a  steel  journal  showed  that  before  the  film  of  oil  brol^e  down  the 
carrying  power  increased  with  some  function  of  the  speed ;  and  so 
far  as  the  tests  went  the  bearing  power  was  found  to  vary  approxi- 
mately with  the  square  root  of  the  speed.  Later  tests  made  at  the 
University  of  Wisconsin  on  very  carefully  ground  hardened  steel 
journals  rotating  in  bronze  bearings  showed  a  carrying  power  two 
or  three  times  as  great  as  did  the  babbitt  metal  bearing  with 
imhardened  journal.  It  might  be  expected  that  surface  finish  of 
journal  and  bearing  would  play  a  very  important  part  in  deter- 
mining'the  breaking  strength  of  the  oil  film. 

W.  H.  Herschel.  This  worli  is  a  notable  step  in  bringing 
order  out  of  the  chaos  of  experiments  on  the  friction  of  journals. 
If  it  can  be  demonstrated  that  viscosity  is  the  only  property  of  the 
lubricant  which  influences  the  coeflScient  of  friction  and  the  maxi- 
mum permissible  load,  lubricating  problems  will  be  greatly  sim- 
plified. Thanks  to  Sommerfeld,  we  feel  no  longer  the  necessity 
of  considering  '*  adhesion, ' '  introduced  into  equations  by  earlier 
investigators,  but  there  is  a  widespread  belief  that  lubricants  vary 
in  regard  to  *  *  oiliness, ' '  **  lubricating  value"  or  **body."^ 

Alford^  says  that  *'body"  has  been  defined  as  that  property  of 
an  oil  that  influences  the  change  in  viscosity  when  the  oil  is  under 
pressure.  Kapff'  likewise  claims  to  have  proved  experimentally 
that  two  oils  may  have  the  same  viscosity  at  a  certain  temperature, 

*A.  Kingsbury,  Traus.  Am.  Soc.  M.  E.,  vol.  -4,  |».  14:^. 

-L.  P.  Alford,  Bearings  and  Their  Lubrication,  p.  112. 

-S,  Kapff,  Zeitschrift  dea  Vereines  deutscher  Ingcnieure,  1898,  p.  r)54. 
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and  yet  give  a  different  coeflScient  of  friction  at  that  temperature. 
If  this  is  true,  there  is  u  necessary  factor  of  **oiliness"  which  has 
been  omitted  from  the  author's  equations.  On  the  other  hand,  if 
it  is  not  the  case,  and  friction  depends  upon  no  other  property  of 
the  lubricant  except  the  viscosity,  the  importance  of  viscosimeters 
is  greatly  increased,  and  the  value  of  friction  machines  for  tests 
of  lubricants  is  correspondingly  diminished. 

Kapflf's  contention,  however,  leads  to  a  contradiction  in  terms, 
for  since  viscosity  is  a  measure  of  the  resistance  to  motion,  if  it  is  a 
true  unit  of  measurement,  it  must  have  the  same  value  whether 
determined  by  the  efflux  method,  as  in  the  Saybolt  viscosimeter,  or 
by  resistance  to  turning,  as  in  the  Doolittle  viscosimeter  or  in  fric- 
tion testing  machines.  Couette^  has  in  fact  determined  viscosity  by 
both  methods  with  close  agreement.  We  believe,  therefore,  that 
there  is  at  present  a  preponderance  of  evidence  in  favor  of  the 
author's  view. 

The  author  assumes,  without  other  evidence  than  is  furnished 
by  Pig.  2,  that  temperature-viscosity  curves  have  the  form  of 
equation  [49],  It  would  have  been  preferable,  in  this  connec- 
tion, to  have  indicated  what  degree  of  approximation  might  be  ex- 
pected, or  the  range  of  temperatures  to  which  the  formula  applies. 
It  is  known  that  with  many  mineral  oils  there  is  a  break  in  the 
temperature-viscosity  curve  at  a  point  not  far  below  130  deg.  fahr., 
due  to  the  form  of  paraflSne  crystals,  so  that  the  same  equation  will 
not  apply  both  above  and  below  this  point. 

P.  ZUR  Nedden  contributed  a  written  discussion  in  which  he 
compared  the  author's  results  with  experiments  by  Professor 
Guembel  described  in  the  Monatsblatter  des  Berliner  Bezirks- 
Vereines  Deutscher  Ingenieure,  May  and  June,  1914.    He  continued  : 

When  gradually  reducing  (at  constant  pressure  p)  the  speed  of 
any  bearing,  the  coefficient  of  friction  in  the  neighborhood  of  zero, 
after  reaching  a  minimum,  abruptly  increases  to  a  high  figure, 
because  with  very  low  speeds  liquid  friction  is  giving  way  to  semi- 
dry  friction.  The  laws  as  set  forth  in  the  paper  do  not  then  hold 
good.  The  point  where  this  change  occurs  depends  partly  on  the 
smoothness  of  the  gliding  surfaces.  This  consideration  is  by  no 
means  of  only  theoretical  interest.  Toothed  wheels  running  in  oil 
will  show  lesser  friction  losses  if  designed  so  that  the  flanks  of  the 
teeth  glide  on  each  other  with  a  speed  exceeding  the  upper  limit  of 
semi-dry  friction. 

'Annal.   de  chemie  et  de  Phys.,  1890,  vol.  21,  p.  433. 
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The  all-important  question  whether  equations  [11]  and  [12] 
are  qualitatively  complete  should  be  further  investigated  in  con- 
nection with  a  long  series  of  very  important  tests  by  Professor 
Schlesinger  in  contention  that  it  is  not  correct  to  assume  that  the 
only  factor  that  matters  in  a  lubricant  (besides  price)  is  its  viscosity. 

The  writer  has  come  to  the  concliLsion  that  two  properties  of  the 
lubricant,  both  of  which  are  not  covered  by  the  author's  formulae, 
probably  have  something  to  do  with  the  process  of  lubrication.  The 
first  and  less  important  one  is  the  specific  heat  of  the  oil  itself.  The 
second  and  very  important  one  is  the  degree  of  amorphity.  Lubri- 
cation depends  entirely  on  the  wedgelike  action  of  the  lubricant  film. 
If  the  resistance  of  the  lubricant  to  the  mutual  dislocation  of  its 
molecules  is  not  absolutely  the  same  regardless  of  the  direction  of 
the  outer  forces  which  tend  to  dislocate  them— in  other  words,  if 
the  lubricant  can  be  regarded  no  longer  as  a  real  amorphous  liquid, 
the  application  of  Newton 's  law  of  viscosity  must  be  modified. 

Several  very  important  conclusions  can  be  drawn  from  the  paper. 
One  of  the  stipulations  to  be  found  in  almost  every  specification 
for  turbo-machinery  is  that  length  of  bearings  should  equal  at 
least  three  times  diameter.  This  rule  of  thumb  is  probably  the 
outcome  of  practical  experience  gained  with  bearings  of  the  com- 
paratively low  speed  machinery  exclusively  used  before  the  advent 
of  the  steam  turbine.  From  the  paper,  it  follows  the  carrying  power 
is  different  at  different  speeds. 

Viscosity  of  the  oil  and  heat  carrying  capacity  of  the  bearing 
are  the  essential  standards  which  should  be  determined,  but  which 
are  scarcely  ever  mentioned  in  any  specification.  Of  these  two 
factors  one  depends  on  the  buyer  who  purchases  the  lubricant. 
Only  the  second,  the  heat  carrying  capacity,  depends  on  the  make 
of  bearing.  The  author  shows  a  way  to  determine  this  quality 
in  a  manner  which  will  permit  of  standardization. 

The  Author.  Professor  Moore's  own  formula,  the  square  root 
law  of  carrying  power,  has  been  unwarrantably  extended  by  others, 
and  applied  to  circumstances  physically  different  from  those  under 
which  it  was  established.  Nevertheless,  the  historical  siprnificance 
of  his  experiments  of  1908,  the  first  aimintr  toward  a  direct  deter- 
mination of  carryinor  power,  can  hardly  bo  overestimated. 

While  experimentinpr  with  bearings  in  1909  at  the  Ma.ssachu setts 
Institute  of  Technology,  the  writer  tried  to  see  whether  this  square 
root  law  or  any  similar  relation  held  under  more  nearly  practical 
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conditions,  that  is,  with  a  whole  bearing  instead  of  a  half  bearing, 
and  at  higher  speeds.  Under  these  circumstances  complete  film 
rupture  never  took  place,  but  the  load  producing  some  specified 
electrical  resistance  other  than  zero  did  increase  with  speed. 

As  noted  by  Professor  Moore  it  is  to  be  expected  that  (except  at 
high  speeds)  bearings  with  differently  finished  surfaces  will  behave 
differently ;  they  cannot  be  considered  geometrically  similar  unless 
either  sensibly  smooth  or  similarly  rough— not  equally  rough,  but 
twice  as  rough  if  twice  as  large. 

The  viscosity-temperature  equation  [49]  is  offered  as  a  particu- 
lar example  of  the  general  equation  [34]  to  show  as  simply  as  pos- 
sible how  the  operation  of  deriving  the  working  equations  of  a  bear- 
ing from  [37]  to  [39]  works  out  in  a  concrete  case.  Equation  [49J 
is,  as  Mr.  Herschel  implies,  only  a  first  approximation  of  the  facts. 

Mr.  Herschel  alludes  to  the  widespread  belief  that  oils  of  the 
same  viscosity  may  still  differ  in  lubricating  value.  This  belief  is 
doubtless  correct  as  regards  bearings  running  at  low  enough  values 

of  fit)  -=-  p. 

One  fact  may  be  recorded  for  the  interest  of  those  who  consult 
the  reference  Mr.  Nedden  gives :  If  the  curves  on  which  Professor 
Guembers  final  equations  are  based  be  fitted  at  three  points  instead 
of  two,  a  more  general  type  of  equation  results,  which  rieduces  to 
Guembers  at  low  values  of  fxrf-r-p  and  to  Sommerf eld's  at  high 
values. 

It  is  true  that  the  present  paper  is  inadequate  to  cope  with  semi- 
dry  friction,  and  it  is  likely  that  Professor  Schlesinger 's  experi- 
ments, dealing  as  they  do  with  the  aggregate  friction  losses  of  the 
engine  lathe,  are  largely  concerned  with  semi-dry  friction. 

The  specific  heat  of  the  oil  has  to  be  regarded  as  one  of  the  b's 
of  equation  [35]  for  heat  carried  off. 

The  author  does  not  believe  there  is,  as  yet,  any  need  for  con- 
sidering the  effect  of  incomplete  amorphity. 

Mr.  zur  Nedden  \s  snj^jrestions  are  exceedingly  interesting,  and 
must  certainly  be  taken  account  of  in  the  subsequent  development 
of  the  subject.  But  for  the  moment  we  are  so  much  at  sea,  that  it 
is  well  to  follow  the  rule  of  navij^ration  and  keep  to  deep  water. 
in  doinjG:  which  our  six  fundamental  restrictions  will  serve  as  the 
channel  buoys.  Any  exact  chartinc:  out  of  the  shoals  has,  to  be 
.sure,  been  postponed. 
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THE  SURFACE  CONDENSER 

MODERN  THEORY  AND  PRACTICE 

By  C.  F.  Braun,  San  Feancisco,  Cal. 
Associate-Member  of  the  Society 

It  is  the  purpose  of  this  paper  to  analyze  the  functions  of  the 
surface  condenser,  present  briefly  the  fundamental  principles  govern- 
ing design,  discuss  rational  ratings,  and  compare  t3^ical  commercial 
designs  with  the  principles  which  are  presented. 

2  The  primary  functions  of  a  surface  condenser  are  to  reduce 
the  back  pressure  on  the  exhaust  side  of  a  steam  prime  mover;  to 
conserve  and  return  to  the  steam  generator  the  water  of  condensa- 
tion, which  is  a  chemically  pure  feed;  to  conserve  and  return  to  the 
steam  generator  as  many  heat  units  as  possible;  and  to  remove  from 
the  feed  water  air  in  solution,  thus  reducing  pitting  of  boilers. 

3  In  accomplishing  these  results  the  condenser  must  handle 
four  separate  fluids:  steam,  air  (including  other  non-condensable 
vapors),  water  of  condensation,  and  cooling  or  circulating  water. 
These  must  be  considered  separately  in  order  to  reach  a  clear 
understanding  of  the  subject  and  to  make  a  logical  analysis.  As 
the  desirable  condition  or  state  of  these  several  fluids  is  not  the 
same,  the  problem  at  once  becomes  a  complicated  one.  Briefly,  the 
conditions  which  should  be  approached  are  as  follows: 

4  Steam  should  enter  the  condenser  and  be  conducted  freely  to 
all  parts  thereof  with  least  possible  resistance;  it  should  be  reduced 
to  the  lowest  practicable  temperature  (and  consequently  pressure) 
and  should  be  converted  into  water  for  easy  removal. 

5  Air,  an  excellent  non-conductor  of  heat,  should  be  rapidly 
cleared  from  the  heat-transmitting  surfaces,  collected  at  suitable 
places,  practically  freed  from  entrained  water  and  water  vapor, 
and  cooled  to  a  low  temperature  for  removal  at  minimum  volume, 
with  consequent  least  expenditure  of  mechanical  energy. 

Presented   at   the   Spring   Meeting,    Buffalo,    N.    V.,    .Tune    1015,    v>f    The 
American  Society  of  Mechanical  Engineers. 
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6  Condensate  should  also  be  rapidly  cleared  from  the  heat 
transmitting  surfaces,  freed  from  air,  collected  at  suitable  points  for 
removal,  and  returned  to  the  steam  generator  at  the  maximum 
practical  temperature. 

7  Circulating  water  should  pass  through  the  condenser  with 
least  friction,  deposit  a  minimum  amount  of  precipitated  chemicals 
or  debris,  and  absorb  a  maximum  amount  of  heat. 

PRINCIPLES   OF   DESIGN 

8  The  main  factor  in  accomplishing  the  desired  conditions  in 
the  condenser  is  the  transference  of  heat  from  the  steam  through  the 
dividing  surface  to  the  cooling  water.  The  transfer  of  heat  per  unit 
of  area  or  of  size  is  a  measure  of  the  efficiency  of  the  apparatus  and 
is  directly  proportional  to  the  temperature  difference  or  head.  In  a 
condenser  the  temperatures  of  these  fluids  are  different  at  different 
parts  of  the  surface.  The  temperature  of  the  water  increases  during 
its  passage  because  of  the  absorption  of  heat,  and  that  of  the  steam 
decreases  because  of  the  frictional  drop  in  pressure.  It  is  therefore 
necessary  to  obtain  mean  values  for  temperature  differences. 

9  A  simple  arithmetic  mean  is  not  correct,  but  the  following 
formula,  developed  mathematically  by  Grashof,  has  repeatedly 
been  proven  experimentally  as  very  accurate  and  is  almost  uni- 
versally adopted. 

M=^'  [1] 

where       M  =mean  temperature  difference 

Di  =  temperature  difference  between  fluids  at  banning 

Z>2  =  temperature  difference  between  fluids  at  end 

^TS2-TW2 

T  S\  =  initial  temperature  of  steam 

T  S2  =  final  temperature  of  steam 
T  Wi  =  initial  temperature  of  circulating  water 
T  Wo  ==  final  temperature  of  circulating  water 

10  It  is  commonly  assumed  that  T  S  is  constant  throughout 
the  condenser,  by  which  [1]  reduces  to 

TWrTW, 

TS-TWt '^ 
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11  Since  the  frictional  drop  through  the  steam  space  of  a  con- 
denser is  usually  0.5  in.  or  more,  representing  with  high  vacuums  a 
temperature  difference  of  say  10  deg.  fahr.,  it  is  evident  that  the  use 
of  fonnula  [2]  for  applying  to  large  condensers  data  obtained  on 
smaller  ones,  or  for  analyzing  the  performance  of  a  condenser  or 
various  sections  of  a  condenser,  will  lead  to  serious  errors.  Further 
than  this,  the  temperature  at  the  end  of  the  :steam  space  is  less 
than  that  for  saturated  steam  corresponding  to  the  pressure  observed, 
by  an  amount  depending  on  the  partial  pressure  of  the  air  present. 

12  Since  the  total  heat  to  be  abstracted  in  condensing  1  lb. 
of  exhaust  steam  is  nearly  constant  within  practical  ranges  of  vacuum, 
it  is  apparent  that  the  maintenance  of  high  vacuum  with  tem- 
peratures rapidly  approaching  the  temperature  of  the  entering 
circulating  water  requires  apparatus  of  much  larger  size,  propor- 
tionately, than  indicated  by  the  vacuum,  due  to  the  decreasing 
value  of  the  mean  temperature  difference,  which  figures  for  the  first 
case  approximately  27  deg.  fahr.,  and  for  the  second  13.5  deg.  fahr. 

13  With  any  given  set  of  temperature  values  this  mean  tem- 
perature difference  can  be  varied  in  only  one  way,  namely  by  ar- 
rangement of  heating  surfaces.  These  must  be  such  as  to  produce 
counter-current  flow,  the  circulating  water  entering  where  the  steam 
is  coolest  (away  from  exhaust  inlet)  and  leaving  where  it  is  hottest 
(at  exhaust  inlet). 

14  Transfer  of  heat  through  a  unit  of  condenser  tube  area  per 
unit  of  mean  temperature  diflference  was  early  recognized  as  varying 
greatly  under  different  conditions,  the  most  apparent  variation  being 
an  increase  with  increase  of  water  velocity.  Many  experimenters 
have  carried  out  extensive  and  careful  tests  to  determine  values  of 
this  heat  transfer,  the  most  practical  of  which  are  probably  those  of 
Orrok,  and  nearly  all  have  developed  formulas  purporting  to  express 
a  relation  between  heat  transfer  and  water  velocity,  a  common  one 

15  That  such  a  formula  is  fundamentally  incorrect  and  mis- 
leading is  at  once  apparent  when  it  is  considered  that  certain  re- 
sistances to  heat  flow,  namely  that  of  the  tube  and  that  on  the  steam 
side  of  the  tube,  are  practically  constant  and  entirely  independent 
of  the  water  velocity. 

16  Resistance.  The  transfer  of  heat  produced  by  the  tempera- 
ture head  is  opposed  by  a  total  resistance  R  which  for  analysfs 
divides  conveniently  into  the  resistance  Ry  on  the  vapor  or  steam 
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side  of  the  surface,  the  resistance  R^  of  the  metial  walls  of  the  sur- 
facej  and  the  resistance  R^  on  the  cooling  water  side  gf  the  surface. 

17  A  simple  equation  expressing  heat  transfer  in  useful  terms 
may  be  written  as  follows: 

fl=f 181 

in  which 

H  =  number  of  heat  units  transferred  per  unit  time 
M  =mean  temperature  difference 
R  =total  resistance  =Ry  -f-Km  +^w    * 

18  Even  with  high  steam  pressures  and  with  superheat,  the 

total  B.t.u.  to  be  extracted  by  the  condenser  may  safely  be  assumed 

as  1000,  and  it  is  convenient  to  adopt  an  arbitrary  resistance  unit 

such  that 

„    lOOOxM  ... 

"^~w f*^ 

or 

M 
W=f [SI 

in  which  . 

H  =  B.t.u.  per  sq.  ft.  per  hr. 

M  =mean  temperature  difference  in  deg.  fahr. 

R  =  resistance  per  sq.  ft.  of  surface 

W  =  pounds  steam  condensed  per  sq.  ft.  per  hour. 
The  symbol  J7will  be  used  when  M  is  unity,  so  that  J7= B.t.u.  per 
sq.  ft.  per  hour  per  deg.  mean  temperature  difference.     This  resist- 
ance R  may  also  be  expressed  in  terms  of  equivalent  conductivity 
by  the  equation 

,.    1000  XL  ,^, 

in  which 

L  ^thickness  of  substance  in  inches 

C  =  conductivity  in  c.g.s.  units. 
We  will  now  consider  separately  each  of  these  resistances. 

19  Rmj  the  resistance  of  the  metallic  walls  of  the  tube,  is  simple 
to  determine,  for  the  passage  of  heat  is  solely  by  conduction.  The 
conductivity  of  brass  may  be  taken  as  0.26  (c.g.s.  units)  so  that  we 
may  at  once  write  from  equation  \Q] 

lOOOXL 
^"^'"""0.20X4290 
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which,  for  a  No.  18  S.W.G.  tube  having  a  thickness  of  0.049,  be- 
comes 0.044.  This  Rmj  as  will  appear  later,  is  only  a  very  small 
part  of  the  total  resistance  R  which  commercially  ranges  be- 
tween 2  and  3.  If,  however,  we  consider  as  part  of  the  tube  any 
solids  adhering  to  it,  then  this  R^  may  become  relatively  very  large. 
Ordinary  lime  or  magnesium  scale  has  a  conductivity  of  not  greater 
than  0.004  (c.g.s.  units)  so  that  a  deposit  of  this  0.01  in.  thick  will  by 

.,,,..  ,       1000X0.01 

equation  [4]  mcrease  icm  by  qqo4x42QO  "* ^'^^^j  ^^  more  than  1000 

per  cent. 

20  Oil  has  even  a  lower  conductivity,  say  conservatively  0.002, 
80  that  a  deposit  0.005  in.  thick  will  increase  R^  by  0.582,  or  more 
than  1000  per  cent.  A  slight  coating  due  to  oxidization  on  ap- 
parently clean  old  tubes  many  increase  R^  several  hundred  per 
cent.  These  figures,  although  difficult  to  believe,  are  approximately 
correct  and  indicate  the  absolute  necessity  of  incorporating  in  con- 
denser design  features  which  will  insure  the  maintenance  of  clean 
cooling  surfaces. 

21  Ryj  the  resistance  on  the  vapor  side  of  the  surface,  has  been  de- 
termined by  Prof.  Callendar^  as  0.333  for  air-free  steam  and  is 
probably  not  much  greater  in  commercial  condensers  properly 
designed  so  as  to  produce  a  uniform  flow  of  steam. 

22  Since  the  particles  of  steam  are  rapidly  moving  in  toward  the 
tube  where  they  are  condensed  and  are  replaced  by  other  particles, 
it  follows  that  the  conductivity  of  steam  is  not  an  important  factor 
in  the  problem  and  that  JBy  for  air-free  steam  is  due  mostly  to  the 
film  of  condensate  adhering  to  the  tube. 

23  The  conductivity  of  water  is  very  low,  being  only  0.0014, 
so  that  by  equation  [6]  for  a  film  of  water  0.01  in.  thick 

IQQOXO.Ql 
^^■"0.0014X4290 
Actually  the.  particles  of  the  film  of  water  are  in  rapid  motion,  due 
to  the  movement  of  the  steam,  so  that,  if  a  fairly  high  steam  velocity 
is  maintained,  the  film  itself  is  very  thin. 

24  The  real  factor  which  increases  the  value  of  Ry  in  most 
commercial  condensers  is  the  considerable  quantity  of  air  which  is 
present  and  which  is  carried  to  the  tube  surface  by  the  movement  of 
the  steam  toward  the  tube  during  the  process  of  condensation.  As 
the  conductivity  of  air  is  only  about  0.00005  it  is  apparent  that 
unless  the  design  of  the  steamway  provides  for  the  rapid  clearing  of 

"EneyclopsBdia  Britannica. 
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the  air  from  the  surfaces  and  its  movement  to  the  point  of  removal 
from  the  condenser,  Ry  will  be  enormously  increased.  In  poor 
designs  it  may  be  as  much  as  from  two  to  four  times  greater  than 
necessary.  To  secure  rapid  clearing  of  the  surfaces,  the  steamway 
should  provide  for  a  uniformly  high  steam  velocity  throughout  the 
condenser  and  should  be  of  such  a  shape  that  all  the  air  will  be 
swept  ahead  by  the  steam  flow. 

25  £,,  the  reaiatance  on  the  water  side  of  Vie  tvbe,  comprises, 
within  commercial  limits  of  water  velocity,  the  largest  part  of  the 
total  resistance  R  and  its  values  can  be  readily  determined  by  de- 
ducting R,  and  R^  from  R. 

26  The  writer  believes  that  the  results  of  the  tests  by  Orrok' 


VELOClTVOrWATERTHROUtMTUBtJIUFT  PEB6EC-V'. 

Fia.  1     Heat  Transuissiok — Velocity  Cubvbh 

provide  the  most  reliable  data  available  on  heat  transfer  through 
condens<'r  tubt'S.  In  Fig.  1  (cur\c  A)  is  shown  the  curve  given  by 
Orrok  to  represent  these  results.  In  Fig.  2  (curve  A)  are  plotted 
total  resislaiices  H  obtained  by  applying  the  values  from  Orrok's 

'Transinissioti  of  Heat  in  Surfurc  Comleiiaation,  Geo.  A.  Orrok,  Tniu.  Am. 
Soc.  M.  E.,  Vol.  32,  page  1139. 
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eurre  in  dg.  1  to  equation  [4],  in  which  M  is  taken  aa  unity.  For 
coaTGnience,  these  refflstances  are  plotted  against  reciprocal  velocity 
instead  of  against  velocity. 

27  It  has  previously  been  shown  that  for  ideal  conditions  R, 
-0.333  and  that  for  a  No.  18  gage  brass  tube  B^  °0.044,  making 
Rt  +Rm  -0.333  +0.044  -0.377,  and  it  is  reasonable  to  assume  that 
Orrok'a  tests  approach  these  conditions  sufficiently  closely  so  that  a 
reasonable  value  to  accept  for  fi,  +fl„  for  his  tests  is  0.4.  On  this 
assumption  curve  B,  Fig.  2,  is  plotted  showing  the  relation  of  £,  to 
the  reciprocal  velocity. 

28     A  curve,  Fig,  1  (B),  plotted  from  the  values  on  curve  B, 


RECIPROCAL  OFVELOCITY  m  TUBES-  4 
Fio.  8    Besistahcb— Becipbocai.  Vxlooity  Cdbtis 

Fig.  2,  represents  the  relation  of  heat  transfer  from  the  surface  of  a 
condenser  tube  to  velocity  of  the  water  in  contact  with  that  surface. 
It  is  very  pleasing  to  find  that  as  was  expected  this  is  a  straight  line 
for  all  values  of  V  between  1  and  the  upper  limit  7.  From  this  curve 
(/_  varies  directly  with  V  according  to  the  equation 

U,  =245+141  V [7] 

29  This  variation  of  resistance,  inversely  with  velocity,  is  due 
to  the  fact  that  the  particles  of  water  in  contact  with  the  surface 
at  any  instant  form  a  non-conductor  which  prevents  the  flow  of  heat 
from  particles  in  the  body  of  the  water  to  the  surface  of  the  tube. 
The  transfer  of  heat  is  really  by  convection,  and  the  more  rapid  the 
removal  of  the  heated  particles  and  their  replacement  by  cooler  ones, 
the  greater  the  beat  transfer. 

30  With  the  same  velocity  this  transfer  of  particles  is  much 
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more  rapid  in  a  small  tube  than  in  a  large  one,  where,  so  to  speak, 
a  cold  core  of  water  exists.  This  indicates  the  desirability  of  small 
tubes  and  experience  dictates  3/4  in.  to  7/8  in.  inside  diameter  as  a 
maximum.    Probably  the  straight  line  representing  the  relation  of 

,-C.W.Met     '  Ex-haust  Inl^t 


FlQ.    4      roNDENSER    SHOWING    EfFECT    Or    ESCISSTVE    EAFTLINa,    AND    IMPBOP- 

EKLY  Located  Aia  Connections 

(7„  to  F  will  be  higher  up  and  steeper  for  very  small  tubes  than  that 
shown  in  Fig.  1, 

31  it  is  apparent  that  any  material  increase  in  the  viscosity 
of  the  cooling  water  would  retard  the  rapid  exchange  of  particles  at 
the  surface,  thereby  increasing  fi,..  and  some  investigators  have 
developed  elaborate  fonnulas  purporting  to  express  this  relation- 
ship.   The  viscosity  of  water  varies  so  slightly  within  the  ordinary 
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range  of  cooling  water  temperatures  for  which  condensers  are  de- 
signed, say  60  deg.  to  80  deg.  fahr.,  that  it  appears  unnecessary  to 
g^ve  this  factor  consideration. 

PRACTICE 

32  Mean  temperature  difference^  as  previously  proven,  requires 
for  a  maximum  that  the  surfaces  be  arranged  for  coimter-current 
flow,  the  water  entering  farthest  away  from  the  steam  and  passing 
consecutively  through  groups  of  tubes  so  as  finally  to  pass  out 
through  the  entering  steam.     This  calls  for  multi-pass  construction. 

33  Among  metals  commercially  available  for  use  in  condenser 
tubes,  copper  has  the  highest  conductivity  and  furthermore,  when 
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Fio.  5  Fig.  0 

Fig.  5    High  Bectangulae  Condenser 
Fio.  6    Theoretically-Correct  Condenser  Shape 


properly  alloyed,  is  less  subject  to  corrosion  than  most  others,  thus 
permitting  the  use  of  thinner  surfaces.  Hence  practically  all  con- 
denser tubes  are  copper  or  high  percentage  copper  alloy. 

34  The  size  of  tube  is  a  determining  factor  in  the  thickness, 
larger  tubes  requiring  greater  thickness  for  mechanical  strength, 
and  from  this  viewpoint  also  small   tubes  are  desirable. 

35  Since  a  deposit  of  scale  0.01  in.  thick  may  increase  i2m  by, 
say,  0.582  or  30  per  cent  of  the  total  ft,  the  minimizing  of  possibility 
of  scaling  is  very  important.  High  circulating  water  velocity  will 
accomplish  this  and  is  a  more  important  reason  for  using  small  tubes 
and  several  passes  than  is  generally  recognized.  The  arrangement 
of  heating  surfaces  for  easy  cleaning  and  the  construction  of  water 
channel  covers  independent  of  pipe  connections  is  important,  al- 
though frequently  neglected. 
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36  Ry,  the  resistance  on  the  steam  side  of  the  tube,  appears  to 
vary  but  little  from,  say  0.333,  when  the  steam  is  practically  air-free, 
probably  due  mainly  to  the  film  of  condensate.  There  will  be  more 
variation,  however,  if  the  condenser  is  exceedingly  high,  sA  in  Fig.  5, 
so  that  a  large  quantity  of  condensate  falls  over  the  lower  tubes. 
Attempts  to  drain  groups  of  tubes  by  trays  (so-called  dry-tube 
condensers.  Figs.  7,  8,  and  13)  introduce  resistances  to  stesm  flow 
which  more  than  offset  any  gain  from  draining. 

37  Only  recently  has  the  enormous  effect  of  air  on  Ry  been 
recognized.  Investigation  of  condensers  of  the  original  round  type 
proves  that  only  those  tubes  which  are  near  the  exhaust  are  fully 
effective,  owing  to  the  stagnating  of  the  air  around  the  tubes  and  the 
average  value  for  Ry  is  as  high  as  unity  or  greater. 

38  An  exhaust  opening  of  liberal  size  with  a  dome  extending 
the  length  of  the  shell,  Figs.  11  and  14,  will  cause  the  steam  to  be 
distributed  to  the  ends  of  the  tubes  and  prevent  stagnant  comers 
such  as  represented  by  the  shaded  portions  in  Figs.  3,  4,  and  5. 

39  Baffle  plates  for  directing  the  steam  to  remote  parts  of  the 
condenser  introduce  resistance  to  steam  flow  and  should  be  avoided, 
except  for  the  small  plate  directly  in  front  of  the  exhaust  inlet  to 
protect  the  tubes  from  entrained  water  in  the  exhaust.  The  con- 
denser, Fig.  4  (later  rebuilt  by  the  writer),  with  a  baffle  plate  having 
only  13  per  cent  opening  showed  the  differences  in  vacuum  of  2J^  in. 
between  points  A  and  B. 

40  The  steam  passing  over  the  tubes  condenses  and  diminishes 
in  volume  as  it  progresses,  and  hence  in  ordinary  condensers  the 
steam  flow  velocity  decreases  and  becomes  practically  nil  in  the 
portion  away  from  the  inlet,  permitting  air  to  stagnate  and  render 
ineffective  the  shaded  portions,  Figs.  3,  4,  5,  the  conditions  being 
worst  in  Figs.  3  and  4  where  the  shaded  portions  are  entirely  out  of 
the  steam  stream  and  remote  from  the  air  removal  connection. 

« 

41  This  steam  flow  velocity  may  be  maintained  by  constructing 
a  gradually  reducing  steamway,  a  triangle  with  steam  entering  over 
one  entire  side,  Fig.  6,  being  theoretically  correct,  or  by  gradually 
reducing  the  pitch  of  the  tubes  or  by  making  lanes  or  passages  to 
various  parts  of  the  steam  space  by  omitting  tubes,  Figs.  11  and  14. 
Any  one  of  these  methods  properly  applied  should  be  effective  and 
result  in  good  steam  distribution  at  uniform  velocities,  prevent  the 
stagnation  of  air  at  any  point,  and  minimize  the  frictional  drop. 
When  a  condenser  is  incorporated  in  the  base  of  a  turbine,  these 
lanes  should  start  from  opposite  the  buckets  as  nearly  as  possible. 
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42  Fig.  10  shows  a  commercial  form  of  taper  passage  condenser 
of  English  type,  which,  however,  has  a  shell  of  a  shape  that  is  some- 
what inconvenient  to  construct.  Fig.  9  shows  similar  taper  pas- 
sages embodied  in  a  round  shell,  but  the  large  heavy  baffle  plates 
which  occupy  the  available  tube  space  are  objectionable.     Fig.  7 


Exhaust-  ►- 


Pia.  7  Pio.  8 

f 

Fig.  7   Taper  Passage   Ck)NDEKSEB,   Illustrating   Bestricted   Steamway 

AND  Uncommercial  Shaped  Shell 

Fig.  8    Taper  Passage  CJondenser,  Illustrating  Restricted  Steamway 


Fig.  9  Fig.  10 

^0.  9   Bound  Shell  Ck)NDENSER  Baffled  to  Have  Three  Taper  Passages 
Fig.  10    Modern  English  Taper  Shell  Ck)NDENSER 

shows  this  feature  also,  but  the  shape  of  the  shell  and  the  resistance 
to  steam  flow  make  it  an  unpractical  construction.  The  design  in 
fig.  8  likewise  has  too  many  baffles  which  increase  the  weic^ht  and 
obstruct  the  steam  flow.  The  design  in  Fig.  14  approaches  that  of 
the  others  in  prnciple,  but  the  shape  of  the  water  passages  is  ob- 
jectionable. 
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43  If  a  liberal  pitch  be  employed  for  the  tubes,  and  ample 
lanes  be  provided,  the  frictional  drop,  even  through  a  large  condenser 
need  not  exceed  0.4  in.  and  less  in  smaller  ones.  Figs.  11, 13  and  14 
show  proper  distribution,  but  Figs.  4,  7,  8,  and  12,  having  long 
steamways  and  closely  pitched  tubes,  may  have  frictional  drops  as 
great  as  2  in. 

44  It  is  important  that  a  sufficient  number  of  air  removal  con- 
nections be  located  at  points  where  air  accumulates  (Fig.  11),  or 
the  air  will  stagnate  and  render  certain  portions  ineffective,  as  shown 
by  the  shaded  areas  in  Figs.  3  and  4. 

45  The  quantity  of  air  allowed  to  enter  a  condenser  should  at  all 
times  be  minimized  and  the  importance  of  tight  joints  and  pipe  con- 
nections should  be  impressed  upon  operators. 

46  As  only  a  very  small  quantity  of  air  can  enter  with  the 
feed  water,  it  is  evident  that  proper  operating  attention  to  the 
tightness  of  condenser  shell,  low-pressure  stages  of  the  turbine, 
piping  an^  valves,  will  reduce  the  quantity  of  air  in  the  condenser 
to  a  very  low  figure. 

47  In  order  to  determine  the  completeness  of  the  distribution 
of  the  steam  to  all  parts  of  the  steam  space,  it  is  very  instructive  to 
obtain  circulating  water  temperature  readings  at  two  or  three  points 
in  the  water  box  between  the  first  and  second  passes,  and  correspond- 
ing steam  temperature  readings.  From  these  it  is  simple  ta  compute 
the  coefficient  of  heat  transmission  U  for  each  pass.  The  writer  has 
computed  these  for  two  large  condensers  and  has  found  U  for  the 
first  pass  only  about  10  per  cent  less  than  for  the  second,  indicating 
that  with  proper  steam  distribution  and  effective  air  removal  the 
value  of  U  will  be  about  the  same  for  all  parts  of  the  surface.  If, 
however,  steam  distribution  is  poor  and  the  clearing  away  from  the 
surfaces  and  the  removal  of  the  air  unsatisfactory,  the  value  of  U 
for  the  first  pass  may  be  only  50  per  cent  of  that  in  the  second.  Like- 
wise, if  the  tubes  away  from  the  center  are  not  doing  their  proportion 
of  work,  this  will  be  indicated  by  the  temperature  readings  taken 
on  the  water  flowing  from  them. 

48  R^y  the  resistance  on  the  water  side  of  the  tube,  would  be 
negligibly  small  if  we  could  use  very  high  water  velocities  through 
exceedingly  small  tubes.  This,  however,  would  cause  a  rapid  in- 
crease of  frictional  resistance  and  consequent  cost  of  pumping,  erosion 
of  the  tubes  if  the  water  contained  sand,  and  an  undesirable  number 
of  passes  or  a  very  long  condenser.     For  these  reasons  a  velocity 
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flow  ia  ordin&rily  limited  to  about  4  to  6  ft.  per  second,  and  fi,  under 
favor&ble  conditions  is,  say  1.0,  or  the  largest  of  the  three  resist- 
ances. Frictional  loss  may  be  minimized  by  usii^  long  tubes 
and  fewer  passes,  reducing  water  passage  and  tube  entrance  loss. 
49  Even  distribution  of  water  through  all  tubes  is  important 
and  narrow  channels  causing  high  velocities,  Figs.  3  and  4,  or  inlets 


F[c.  11     Wkll-Designed  Ctmsdricai,  Condknseb 

directing  water  onto  the  tubes,  Fig.  3,  must  be  avoided,  since  uneven 
distribution  is  sure  to  result,  those  tubes  not  in  the  stream  line 
receiving  little  water  and  being  therefore  largelj'  ineffective. 

50  R,  the  total  rf>sis(ance  which  includes  R„  Rm  and  i?,-  is 
applicable  to  conmiercial  dosigns,  as  slio\ni  bj-  cun'p  C,  Fig.  2,  ar- 
rived at  by  accepting  a  coefficient  of  heat  transmission    U,  of  say 
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550,  for  a  water  velocity  of  4  ft.  per  sec.  This  coefficient  is 
about  the  best  obtainable  in  practice  and  there  are  considerable 
data  available  for  this  water  velocity.  By  comparing  this  with 
the  value  on  curve  B,  Fig.  1,  the  value  of  liy  +7?^  is  determined  as  say 
0.6,  which  is  used  in  plotting  the  points  on  curve  C,  Fig.  2.  Perhaps 
in  most  cases  a  value  of  0.8  for  Ry  H-flm,  giving  curve  D,  would  be 
safer  to  use  for  design.  If  we  accept  four  as  a  desirable  water 
velocity  we  obtain  from  curve  D,  Fig.  2,  /J  -2,  corresponding  to  an 
allowable  value  for  Uof  say  500  B.t.u. 

FINAL   FLUID   TEMPERATURES 

51  It  is  instructive  to  consider  our  problem  with  reference  to 
desirable  temperature  conditions  and  method  of  removal  from  the 
condenseir  for  each  of  the  four  fluids. 

52  Steam  must  be  maintained  at  the  lowest  practicable  pressure, 
and  hence  the  temperature  must  approach  closely  that  of  the  circu- 
lating water  discharge.  There  must  be  a  difference,  however,  in 
order  to  produce  heat  flow,  but  in  well-designed  counter-current 
apparatus  this  difference  may  be  kept  within  10  deg.  fahr.  without 
objectionably  large  apparatus. 

53  Air  must  be  removed  from  the  condenser  by  a  mechanical 
pump,  the  energy  required  for  operation  being  directly'  proportional 
to  the  volume  of  air  moved.  This  volume  should  be  minimized  by 
causing  the  air  finally  to  pass  over  the  coldest  tubes,  Figs.  4, 11, 13  and 
14,  and  thus  to  approach  the  circulation  water  temperature. 

54  Since  air  pumps  must  have  small  clearances  to  operate 
efficiently,  it  is  desirable  that  the  air  leave  the  condenser  free  from 
entrained  water.  This  can  be  accomplished  by  causing  it  to  flow 
over  tubes  protected  from  falling  condensate,  Fig.  11,  and  not 
mingling  with  the  warm  condensate  as  in  Figs.  3,  5,  9  and  10. 

55  With  these  points  observed,  air  pump  sizes  may  be  quit« 
small,  and  the  energy  required  for  operation  only,  say  one  per  cent, 
of  the  main  engine.  Manifestly  the  old,  and  even  now  common 
marine  practice  of  removing  air  and  condensate  with  a  single  pump 
fulfills  not  one  of  the  desired  conditions,  and  often  requires  as  much 
as  10  per  cent  of  the  steam  required  for  the  main  engine. 

56  Furthermore,  actual  tests  have  proven  that  for  ordinary  wet 
vacuum  pumps  to  handle  the  mixture  of  air,  vapor,  and  water  and 
maintain  even  moderately  high  vacuums  it  is  necessary  to  cool  the 
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condensate  10  to  15  deg.  below  that  due  to  the  vacuum,  which  of 
pouree  requires  more  circulating  water  and  wastes  more  heat  from 
the  system. 

57  Another  serious  objection  to  the  wet  vacuimi  system  is  that 
compressing  an  emulsion  of  air  and  water  is  a  most  effective  method 
of  mixing  the  air  with  the  condensate  to  return  to  boilers. 

58  Condensate  should  be  removed  ai  a  high  temperature,  thus 
minimizing  the  work  of  the  feed  heater  and  boiler.  This  tem- 
perature can  be  maintained  within  1  deg.  of  the  vacuum  temperature, 
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Fig.  13    Bass  Condenser  with  Taper  Passage 


by  arranging  so  that  the  condensate  will  fall  finally  over  those  tubes 
containing  the  hottest  circulating  water  and  through  the  entering 
steam,  Figs.  4,  11  and  14.     It  will  be  20  to  40  deg.  below  the 
vacuum  temperature  if  the  condensate  be  permitted  to  fall  finally 
over  tubes  contain  inc  the  coolest   circulating    water,   Figs.  5,  8, 
9,  and   10.      Especially   in   large  condensers,  a  number  of  con- 
densate removal    connections    should    be   provided   on    the   shell 
to  insure   free  and  quick  flow  to   the   removal   pump,   generally 
a  centrifugal  which,   unlike  a  plunger  pump,   will  handle   vary- 
ing quantities  without  speed  changes,  and  which  if  properly  vented 
never  becomes  vapor-bound.     With  the  wet  vacuum  system  the  air 
pump  cannot  operate  without  vapor  binding  imless  the  condensate 
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temperature  is  15  to  30  dee.   fahr.  below  the  steam  temperature, 
depending  on  the  vacuum. 

59  Circvlaiing  water,  to  reach  minimum  quantity,  must  have 
an  exit  temperature  closely  approaching  the  steam  temperature. 
The  ftxeaX  effect  of  a  comparatively  small  variation  in  this  tempera- 
ture may  be  appreciated  by  considering  the  maintenance  of  a  29  in. 
vacuimi  {79  deg.  fahr.)  with  circulating  water  at  60  deg.  fahr,  the 
quantity  required  being  twice  as  much  ii  heated  to  within  14  deg. 
of  the  steam  temperature,  than  it  heated  to  within  9  deg.,  and  since 
friction  bead  increases  approximately  as  the  square  of  the  velocity, 
the  energy  required  to  pump  the  circulating  water  increases  as  the 
cube  of  the  quantity,  or  in  this  case  8  times. 


Fia.  14    Condenses  Givino  Tapeb  Passaoe  Effect  without  Bjjtlbs 

60  The  optimum  value  lor  this  minimum  temperature  dif- 
ference is  always  a  compromise  between  condenser  cost  and  pump 
and  pumpinz  cost  but  with  well  designed  apparatus  should  not 
exceed  10  deg.  fahr.  With  poor  designs,  especially  those  having 
parallel  flow,  this  difference  is  sure  to  be  15  to  20  deg.  fahr.  For 
service  with  circulating  water  obtained  from  coolii^  towers  or 
other  expensive  source  it  might  be  warrantable  to  have  this  dif- 
ference as  low  as  5  deg.  fahr. 


61  The  connections  between  and  relative  location  of  condensers 
and  auxiliaries  are  important  factors  in  condenser  efficiency,  but 
in  most  cases  are  beyond  the  control  of  the  manufacturer  and  conse- 
quently are  neglected  and  are  a  common  source  of  condenser  tr'  uble. 

62  The  exhaust  pipe  must  be  lui^e  enough  to  carry  without 
appreciable  ]>ressure  loss  the  steam  from  engine  to  condenser,  and 
experience  has  detennincd  a  velocity  of  say  500  ft.  per  see.  as  a 
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inaximum.  To  reduce  air  leak  possibilities  it  should  be  short  and 
without  joints,  consisting  preferably  only  of  an  expansion  piece,  the 
condenser  being  designed  so  that  the  exhaust  inlet  can  be  placed 
opposite  the  engine  exhaust.  Nearly  all  marine  installations  have 
small  and  long  exhaust  pipes  and  show,  on  examination,  pressure 
losses  up  to  3  in.  between  condenser  and  engine.  An  inspection  of 
the  pressure  volume  curve  for  steam  will  show  the  rapid  increase  of 
volume  at  the  higher  vacuums,  the  volume  at  283^  in.  vacuum  being 
17  tunes  that  at  atmospheric  pressure. 

63  riondensate  piping  must  be  large,  figured  say  for  1  ft.  per 
sec.  velocity,  and  must  be  straight  down  to  the  pump  with  no  chpnce 
for  vapor  pockets.  The  pump  should  be,  say  4  ft.  below  the  con- 
denser, and  have  a  pressure  equalizing  pipe  between  the  suction  at 
pump  and  the  condenser,  otherwise  vapor  binding  is  apt  to  occur. 

64  The  air  pump  piping  should  be  amply  large  and  should  be 
arranged  to  eliminate  the  possibility  of  condensate  passing  over 
into  the  air  pump  which  has  small  clearances.  Ordinarily,  however, 
air  piping  is  much  larger  than  necessary. 

RATINGS 

65  The  surface  condenser,  like  most  other  apparatus,  is  subject 
to  irrational,  meaningless,  and  misleading  ratings,  the  most  ob- 
jectionable being  square  feet  per  engine  horse  power,  on  account  of 
the  wide  variation  in  the  amount  of  steam  required  per  engine  horse 
power,  say  9  to  25  lb.  per  hour. 

66  A  comprehensive  rating  must  include  the  following: 

a  Quantity  of  steam  condensed. 

6  Vacuum  obtainable  (corrected  to  30  in.  barometer) 

c  Temperature  of  available  cooling  water. 

d  Cooling  water  exit  temperature 

e  Condition  of  air  at  point  of  removal. 

/  Friction  head  on  cooling  water. 

g  Temperature  of  condensate  at  point  of  removal.        • 
The  first  four  items  express  the  heat  transmitting  efficiency  and  can 
for  purposes  of  comparison  be  reduced  to  B.t.u.  per  sq.  ft.  per  deg. 
difference  per  hour. 

67  Since  a  higher  vacuum  at  the^air  pump  than  at  the  exhaust 
uilet  is  of  no  value,  the  mean  temperature  difference  used  for  com- 
paring results  on  condensers  should  be  conii)uted  on  the  assumption 
that  the  steam  temperature  throughout  the  condenser  is  that  due 
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to  the  vacuum  at  the  exhaust  inlet  and  the  equation  [2]  should  be 
used. 

68     Fig.  15  is  a  digram  for  the  rapid  determination  of  mean 
temperature  difference  values.     It  is  generally  assumed  that  the 
transmission  of  heat  by  steam,  gas  or  liquid  through  metal  divisions 
TtMPERATURt .  Dt6  FAHR 
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;tiok  op  Equation-  [2] 

is  proportional  to  the  difference  in  temperature  between  the  sub- 
stances. But  generally  the  temperature  of  each  of  the  substances 
is  not  the  same  at  all  parts  of  the  surface.  In  the  case  of  feed  water 
heaters,  condensers,  etc.,  the  temperature  of  the  steam  may  be 
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taken  as  constant,  but  the  temperature  of  the  water  decreases  or 
increases  as  the  case  may  be  in  its  passage  over  the  surface.  For 
puipoees  of  computation  a  mean  temperature  difference  value  must 
be  determined.  Probably  the  most  reliable  formula  for  determining 
this  value  is  that  of  Grashof  which  when  the  temperature  of  one  of 
the  mediums  is  constant  reduces  to 

logejTZjfr- 

where  D  equals  the  mean  temperature  difference,  Ti  equals  the 
lowest  temperature  of  the  fluid,  Tt  equals  the  highest  temperature  of 
the  fluid,  Tg  equals  the  temperature  of  the  gas.  The  result  will  not 
be  changed  if  any  constant  be  deducted  from  all  of  the  T's  in  the 
equation.  By  making  this  constant  T  the  equation  is  simplified  to 
one  of  three  variables,  which  are  plotted  on  this  diagram,  Fig.  15. 
To  increase  the  accuracy  or  range  of  the  diagram  two  scales  are 
given.  For  temperatures  between  200  deg.  and  1000  deg.  use  the 
100  scale.  Five  curves  showing  pressure-heat-temperature  rela- 
tions of  steam  are  produced  on  the  same  set  for  convenient  reference. 

69  The  complete  equation  for  the  condenser  is 

^^m^u  ""'^^mrs f®^ 

in  which 

{7=B.t.u.  per  sq.  ft.  per  deg.  fahr.  difference  per  hour 

=coefl5cient  of  heat  transmission 
M  =Mean  temperature  difference  in  deg.  fahr. 
W  =  Pounds  steam  condensed  per  hour. 
S  =  Square  feet  of  cooling  surface. 

Q  =  Total  heat  removed  by  circulating  water  per  pound  steam 
condensed  (usually  taken  as  1000  in  all  eases  for  sim- 
plicity). 
Thus  for  example,  assuming  results  as  follows  from  two  condensers, 
we  can  say  that  A  is  50  per  cent  more  efficient  than  B. 

A  B 

Square  feet  surface 2000  5500 

Pounds  steam  condensed  per  hour 18500  57200 

Vacuum 28M  in.  (1 H  in.  abs.)      27 

Temperature  entering  cooling  water 65  60 

Temperature  exit  cooling  water 80  100 

Mean  temperature  difference  per  equation  [1  ] . . .  18.3  30  9 

B.tu.  per  sq.  ft.  per  deg.  difference  per  hour. . . .  505  337 

70  Items  3  to  6  determine  the  mechanical  energy  required  by 
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air  condensate  and  circulating  pumps,  which  must  for  best  plant 
economy  be  kept  low  so  that  the  exhaust  steam  from  all  auxiliaries 
will  not  exceed  the  amount  which  can  be  condensed  in  the  feed  heater. 
Even  for  high  vacuum  the  steam  required  by  air,  condensate,  and 
circulating  pump  need  not  exceed  say  7  per  cent  of  that  of  the  main 
engine. 

71  Item  7  indicates  the  heat  efficiency  being  a  measure  of  the 
heat  returned  to  the  system  in  the  condensate. 

The  writer  acknowledges  with  thanks  the  valuable  assistance  of  Mr.  P.  £. 
Reynolds  who  obtained  some  of  the  necessary  test  data,  checked  computationB, 
and  offered  suggestions. 

DISCUSSION 

P.  E.  Reynolds  (written).  A  few  years  back  it  appeared  to 
be  the  main  idea  of  the  designer  to  crowd  as  much  cooling  surface 
as  possible  into  the  least  space,  regardless  of  accessibility  of  the 
surface  to  the  steam,  or  the  friction  loss  entailed  in  bringing  the 
steam  to  the  surface. 

There  is  no  doubt  that  large  exhaust  openings,  combined  with 
steam  distributing  domes  of  ample  dimensions  and  steam  lanes  or 
passages  through  the  tubes,  are  some  of  the  main  features  of  efficient 
surface  condensers  designed  to  maintain  high  vacua. 

Regarding  the  variations  of  heat  transfer  with  water  velocity, 
although  Mr.  Braun  may  be  theoretically  correct  in  stating  that 
Mr.  Orrok  's  exponential  formula  is  fundamentally  wrong,  since  the 
resistance  to  heat  transfer  of  the  tube  itself  and  that  on  the  steam 
side  of  the  tube  are  constant,  yet  it  seems  that  since  these  resistances 
are  constant  it  is  a  useless  complication  for  all  practical  conditions 
of  condenser  designs  to  take  them  into  consideration. 

Regarding  parallel  flow  and  counter-current  condensers,  I  agree 
with  Mr.  Braun  that  the  latter  give  the  best  results;  however,  Mr. 
Braun 's  proof  of  the  fact  by  means  of  formula  [1].  I  do  not  con- 
sider correct.  It  is  my  understanding  that  in  the  mathematics 
involved  in  the  derivation  of  this  formula,  the  assumption  is  made 
that  the  heat  absorbed  by  the  cooler  fluid  results  in  a  corresponding 
decrease  in  temperature  of  the  hotter  fluid.  As  these  conditions  do 
not  prevail  in  a  steam  condenser,  since  the  steam  temperature  is 
not  decreased  by  the  abstraction  of  heat  at  constant  pressure,  I 
would  not  consider  that  this  formula  could  be  correctly  applied. 
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Formula  [2J,  based  on  the  assumption  that  the  steam  tempera- 
ture T  S  ia  constant  throughout  the  condenser,  is  the  only  one  that 
can  be  correctly  used.  However,  it  appears  that  too  much  weight 
should  not  be  attached  to  the  mean  temperature  as  given  by  this 
formula,  since  the  assumptions  on  which  its  mathematics  is  based 
are  not  fulfilled  in  actual  surface  condensers,  and  if  a  true  mean 
temperature  difference  between  the  cooling  water  and  steam  is 
desired,  it  is  probable  that  the  arithmetical  mean  is  as  nearly 
correct  as  any. 

H.  Wade  Hibbabd  mentioned  that  in  the  author's  reference  to 
the  exhaust  pipe  between  the  engine  and  condenser  he  would  suggest 
adding  that  in  some  installations  it  is  desirable  to  use  a  steam 
separator  to  remove  the  water  from  the  exhaust  steam  before  it 
goes  to  the  condenser. 

The  Author.     Referring  to  the  remarks  of  Professor  Hibbardj 

who  suggests  that  it  may  be  desirable  to  have  a  steam  separator 

between  the  prime  mover  and  the  condenser,  I  will  assume  that  he 

thinks  it  advisable  to  remove  the  water  from  the  exhaust  steam  so 

as  to  reduce  the  coating  of  condensate  which  will  adhere  to  the 

condenser  tubes.     This  has  been  tried  many  times,  and  very  elab- 

rately  by  one  or  two  manufacturers,  that  is,  by  the  installing  of 

drain  plates,  which  might  be  called  separators,  in  the  condenser ; 

and  it  has  been  invariably  found  that  these  offer  resistance  to  the 

flow  of  steam,  besides  complicating  and  increasing  the  cost  of  the 

design,  which  more  than  offsets  any  possible  value  that  they  might 

have  in  increasing  the  heat  transfer  by  reason  of  decreasing  the 

resistance  on  the  steam  side  of  the  tube,  and  I  feel  sure  that  this  is 

now  an  established  fact. 

Replying  to  Mr.  Reynolds'  remarks,  I  must  point  out  some 
obvious  fallacies. 

His  statement  that  the  resistance  R^,  on  the  steam  side  of  the 
tube,  and  the  resistance  R^^^  of  the  tube  are,  in  condensers,  nearly 
constant,  does  not  agree  with  facts. 

Actually,  R  varies  greatly  with  varying  amounts  of  air  present, 
as  is  plainly  apparent  when  one  considers  the  marked  effect  upon 
vacuum  produced  by  even  the  most  minute  of  air  leaks.  Further- 
more, repeated  tests  on  two-pass  condensers,  from  which  the  per- 
formances of  each  half  the  condenser  has  been  computed  separately, 
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have  invariably  shown  that  the  coefficient  of  heat  transfer  is  less 
in  that  half  which  contains  the  air  outlets. 

B  ,  which  properly  includes  the  resistance  of  any  solids  adhering 
to  the  tube,  increases  greatly,  as  we  all  well  know,  when  the  con- 
denser becomes  foul  with  scale  or  oil,  and  the  value  to  be  given  it 
should  depend  upon  the  quality  of  the  circulating  water,  the 
presence  or  absence  of  oil  in  the  exhaust  and  the  continuity  of 
service  required. 

Mr.  Reynolds'  limitation  of  the  logarithmic  mean  temperature 
difference  formula  is  also  incorrect.  The  only  assumption  involved 
in  the  mathematical  derivation  is  the  proportionality  of  heat  trans- 
mitted to  the  first  power  of  the  temperature  difference.  This  pro- 
portionality is  not  absolutely  true  in  a  commercial  condenser,  due 
to  the  presence  of  air,  but  it  is  certainly  more  desirable  to  start  with 
rational  and  the  theoretically  correct  formula,  making  allowances 
in  practical  design  for  known  influencing  factors,  than  to  revert  to 
rule  of  thumb  methods  and  accept  formulae  such  as  the  arithmetical 
mean  for  temperature  difference  which  we  know  to  be  fundamentally 
wrong.  To  fulfill  Mr.  Reynolds'  conditions  for  the  correctness  of 
formula  [1]  it  is  only  necessary  to  consider  the  steam  as  a  fluid 
having  an  infinitely  large  specific  heat. 
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DESIGN  OF  RECTANGULAR  CONCRETE 

BEAMS 

By  Howard  Harding,  Rochester,  N.  Y. 
Associate-Member  of  the  Society 

The  resisting  moment  of  a  reinforced  concrete  beam,  in  inch- 
poundSy  may  be  represented  by  the  formula 

Resisting  moment  =  Rb  (P 
where 

b  is  the  breadth  of  the  beam  in  inches 
d  is  the  effective  depth  in  inches 
£  is  a  numerical  coefficienj: 

The  value  of  R  (for  a  given  ratio  of  the  modulus  of  elasticity  of  steel 
to  that  of  concrete)  depends  upon  the  percentage  of  steel  reinforce- 
ment used  and  the  safe  working  stresses  for  steel  and  concrete.  These 
values  of  R  for  different  working  stresses  and  percentages  of  steel 
have  been  plotted  in  very  convenient  curve  form  in  Turneaure  and 
Maurer's  "Principles  of  Reinforced  Concrete."  For  the  purposes  of 
this  article  it  will  be  necessary  to  cite  only  a  few  values  of  R  corre- 
sponding to  some  of  the  more  common  working  stresses.   The  ratio  of 

Eb  to  Ee  is  taken  as  15. 

For  /c  =  700  and  / .  =  16,000  R  =  120  %  steel  =  0.87 

For  /c  =  600  and  / .  =  16,000  R=    M  %  steel  =  0.68 

For  /c  =  500  and  /,=  16,000  R  =    71  %  steel  =  0.50 

For  /c  =  400  and  /,=  16,000  R  =    ^9  %  steel  =  0.34 

2  In  case  of  reinforcement  in  excess  of  the  amount  required  to 
divide  the  working  stresses  as  shown  there  is  a  slight  gain  in  strength 
due  to  the  shifting  of  the  neutral  axis  toward  the  steel.  When  the 
concrete  has  reached  its  working  stress  the  steel  will  still  be  imder- 
stressed.    In  such  cases  the  value  of  R  used  must  be  the  one  corre- 
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spending  to  the  working  stress  of  concrete  and  the  percentage  of  re- 
inforcement. Reference  to  the  diagrams  given  in  Turneaure  and 
Maurer^s  book  will  make  the  meaning  of  the  foregoing  evident  (Fig. 

1).  • 

3  The  ordinary  method  of  using  the  data  thus  given  is  that  of 
"cut  and  try.*^  Suppose  it  is  desired  to  design  a  beam  to  withstand  a 
bending  moment  of  120,000  in-lb.,  by  use  of  the  formula  Resisting 
moment  =  Rbd^.  If  /  ,  =  16,000 ;  / ^  =  600 ;  and  the  reinforcing 
steel  =  0.68  per  cent,  then 

120,000  =  94  6  J2 
Try  6  =  4  in. 
Then 

_  120,000  _ 

^  -  "94xr  -  ^^^ 

d=  V319  =  17.8  in. 
The  ratio  of  breadth  to  depth  is  not  satisfactory,  so 
Try  6  =  8  in. 
Then 

_  120,0(T0  _ 
"^  -  "94X8"  ~  ^^^ 


d=  ^  159  =  12.6  in. 
The  ratio  of  6  to  ci  is  now  satisfactory,  but  to  arrive  at  the  final  di- 
mensions some  allowance  must  be  made  for  the  dead  weight  of  the 
beam  and  such  allowance  will  necessarily  depend  largely  upon  the 
span  for  which  the  beam  is  to  be  used. 

4  The  solution  as  indicated  is  very  indirect  and  roundabout. 
After  quite  a  bit  of  experience  with  that  method  the  growing  dissatis- 
faction prompted  the  plotting  of  the  equations  involved  so  as  to  give 
a  direct  method  of  arriving  at  the  result  desired.  After  some  study*  a 
logarithmic  form  was  adopted  which  seems  to  serve  the  purpose. 

5  On  a  sheet  of  logarithmic  cross-section  paper  the  values  of  6 
were  denoted  by  the  horizontal  lines  intersecting  the  left-hand  ordinate. 
The  left-hand  ordinate  was  called  the  h  scale.  Through  the  origin 
(that  is,  through  the  point  1,  1  of  the  diagram)  draw  a  line  to  the 
right  at  45  deg.  to  the  horizontal.  By  inspection  of  Fig.  2  it  can 
readily  be  seen  that  the  point  of  intersection  of  any  value  6  with  the 
oblique  line,  if  projected  vertically  upward  to  the  top  horizontal  scale 
of  the  paper,  will  give  a  logarithmic  reading  exactly  equivalent  to  that 
of  the  h  scale.  Now  let  the  oblique  line  correspond  to  J  =  10  and 
multiply  the  readings  of  the  top  horizontal  scale  by  100.    Then  agaiu 
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by  iuapection,  it  vill  be  seen  that  by  projecting  vertically  upward  the 
intersectioD  of  any  value  b  and  the  line  d  =  10,  we  may  (on  the  multi- 
plied horizontal  scale)  read  directly  the  correBponding  value  of  6d*. 
6  For  values  of  d  other  than  10  there  is  a  family  of  lines  parallel 
to  the  line  d=  10.  If  we  let  6,  be  the  intersection  of  any  d  line 
with  the  b  scale,  then  we  may  write  the  following  equation 

i,d-=100,„rS,.f!- 
For  d  =  6 

The  relations  indicated  by  the  equation  may  be  easily  checked  by 
reference  to  Fig.  2.  By  solving  the  equation  for  b  ^  with  diftertnt 
values  of  d  we  are  able  to  plot  on  the  diagram  the  correspoDding 
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family  of  d  lines.  At  this  stage  we  have  a  diagram  from  which  we 
can  read  directly  any  value  ot  b  d'  corresponding  to  given  values  of 
b  and  d;  or  given  b  d^  and  either  b  or  d  we  may  determine  the  corre- 
sponding d  or  J. 

7  It  now  remains  to  introduce  the  factor  R  into  the  diagram.  A 
range  of  from  40  to  120  for  this  coefficient  will  be  found  to  cover 
about  all  cases  likely  to  arise.  Since  the  bending  moment  is  ordinarily 
computed  in  foot  pounds  we  may  write  our  fundamental  formula  to 
correspond  to  those  units. 
Then 


Resisting  moment  = 


12 
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When  R  =  120 

Resisting  moment  =  10  b  cP 

By  projecting  the  values  of  6  cP  upward  to  a  horizontal  scale,  Pig.  3, 
whose  readings  are  10  times  that  of  the  6  d*  scale,  we  obtain  direcUj 
the  resisting  moment  in  foot-pounds  corresponding  to  any  value  of 
b  d^  and  R  =  120.    The  diagram  is  arranged  to  care  for  other  values    j 
of  R  by  taking  the  proper  fractional  part  of  the  resisting  moment  of    ^ 
the  beam  at  fl  =  120.    Thus,  for  R  =  60,  one-half  of  the  resisting 
moment  of  the  beam  at  R  =  120  is  taken.    This  is  done  graphically  by 
proceeding  upward  to  the  horizontal  line  representing  the  desired  value  * 
of  R  and  thence  proceeding  along  the  oblique  line  to  the  top  scale  ^ 
where  the  resisting  moment  in  foot-pounds  is  read.  J 

8  In  the  lower  part  of  the  diagram,  Fig.  3,  it  will  be  noticed 
that  there  are  two  other  families  of  oblique  lines.  One  of  these. 
shows  the  ratio  oi  d  to  b  and  the  other  the  cross-sectional  area  or 
the  product  of  d  times  6. 

9  The  method  of  using  the  diagram  is  ordinarily  just  the  revene  ; 
of  the  order  in  which  it  has  been  developed.    First  decide  upon  the  ] 
working  stresses  and  determine  the  corresponding  value  of  B  and  the  i 
percentage  of  reinforcement.    Then  compute  the  bending  moment  in 
foot-pounds  which  it  is  desired  that  the  beam  should  withstand.  Locate  •] 
the  bending  moment  thus  computed  at  the  top  of  the  diagram^  Pig.  8. 
Thence  proceed  parallel  to  the  oblique  lines  until  the  value  of  B  , 
previously  determined,  is  intersected.    From  this  intersection  proceed 
vertically  downward  into  the  lower  part  of  the  diagram  intersecting 
the  horizontal  lines  representing  breadth,  and  the  oblique  lines  repre- 
senting depth.    At  any  one  of  these  intersections  the  required  breadth 
and  depth  may  be  read.    Any  of  the  corresponding  values  will  satiflfj 
the  condition  for  strength,  but  the  values  chosen  will  depend  upon 
the  shape  of  beam  desired.     If  we  wish  a  certain  ratio  of  depth  to 
breadth  we  can  obtain  it  by  stopping  at  the  dotted  line  representing 
that  ratio.     If  a  certain  depth  or  a  certain  breadth  is  desired  it  is 
necessary  to  proceed  vertically  downward  until  said  depth  or  breadth    \ 
is  intersected  and  the  point  of  intersection  automatically  determines  .  - 
the  value  of  the  other  dimension. 

10  In  a  beam  of  dimensions  as  determined  by  the  use  of  the    ' 
diagram  in  Fig.  3  no  allowance  has  been  made  for  the  bending  moment 
on  the  beam  due  to  its  o\vn  dead  weight.     To  take  care  of  this  ad- 
ditional bending  moment  either  one  or  both  of  the  dimensions  must  be 
increfi^sed.    To  determine  the  amount  of  increase  necessary  for  difiterept 
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spans  and  types  of  beams  the  second  diagram,  Fig.  4,  has  been  de- 
veloped. The  strength  of  the  beam  may  be  increased  in  three  different 
ways,  viz;  (a)  by  increasing  both  breadth  and  depth,  (6)  by  increasing 
depth  only,  and  (c)  by  increasing  breadth  only.  The  determination 
of  multiplying  factors  for  these  three  cases  will  now  be  taken  up. 

(a)   INCREASING  STRENGTH  BY  INCREASING  BREADTH  AND  DEPTH 

11  Determination  of  factor  for  increasing  breadth  and  depth  to 
take  care  of  dead  load  bending  moment.  The  bending  moment  due 
to  dead  weight  of  the  beam  is 

w  V       150  hdl" 


8    -     8X144  ^*-^^- 
wP       150X12  hdl" 


8  8X144 

=  1.56  hdV  in-lb. 


in-lb. 


where 


b  =  breadth,  inches 
d  =  depth,  inches 
I  =  span,  feet 
150  =  weight  of  concrete 
.12    If  we  increase  each  dimension  (5  and  d)  by  a  certain  per  cent 
and  let  A;  =  1  -f-  ratio  of  increase  of  each  dimension,  then  the  bending 
moment  due  to  the  dead  weight  of  this  new  beam  is 

1.56  {kb){Jc  d)  P  =  1.56  Jc^b  d  P  in-lb. 
The  resisting  moment  of  the  beam  of  dimensions  b  and  disRbd^  in-lb. 
If  we  increase  each  dimension  {b  and  d)  by  a  certain  per  cent  and  let 
A;  =  1  -f-  ratio  of  increase  of  each  dimension  then  the  resisting  moment 
of  the  new  section  becomes 

R{kb){kdy  =  RJc^bd'' 
13     li  Rb  d^  =  resisting  moment  just  suflBcient  to  support  the 
load  on  the  beam,  then  we  may  consider  the  excess  resisting  moment 
of  R  k^b  d^  as  resisting  the  dead  load  bending  moment  of  the  enlarged 
section.    This  condition  obtains  if  we  write 

R  k'^b  d^—R  bd^  =  1.56  k^b  d  P 
Rk^d  —  Rd  =  1.56  kH^ 
Rd  (k^  —  l)  =  1.56  kH^ 
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(b)      INCBBA8ING   8TBEK0TH    BY    IN0BBA8IN0   DEPTH    ONLY 

14    Detennination  of  factor  for  increasing  depth  only  to  take  care 
of  bending  moment  due  to  dead  weight  of  beam.    As  before,  dead 
weight  bending  moment  =  1.56  b  dP  in-lb.    If  we  multiply  depth  by 
i"  =  (1  +  ratio  of  increase  of  depth)  then  the  dead  weight  bending 
moment  of  the  enlarged  beam  =  1.56  kb  dP.    The  resisting  moment 
ot  a  beam  =  Rb  d^.  If  we  multiply  the  depth  by  A:  =  (1  +  ratio  of  in- 
crease of  depth)  then  the  new  resisting  moment  of  the  enlarged  beam 
^Rb  (kd){kd)  ^Rk^bd^. 

15     As  before,  equating  the  increase  in  strength  to  the  dead  weight 
bending  moment  of  the  enlarged  section  we  have 

R k*b  d^—R  bd^  =  1.56  kbdP 
R  k*d—R  d  =  1.56  *  P 
Rd{k^—1)  =1.56  kP 


my- 


Rd 


(c)   INOBBASINO  8TBBK0TH  BY  INCBEA8IN0  BBBADTH  ONLY 

16  Determination  of  factor  for  increasing  breadth  only  to  take 
care  of  bending  moment  due  to  dead  weight  of  beam.  Dead  weight 
bending  moment  =  1.56  b  d  P.  If  we  multiply  the  depth  by  A:  =  (1 
+  ratio  of  increase  of  breadth)  then  the  dead  weight  bending  moment 
of  the  enlarged  section  ^=  1,56  kb  dP. 

17  The  resisting  moment  of  a  beam  =  Rb  d^.  If  we  multiply 
the  breadth  hjk=  (1  +  ratio  of  increase)  then  the  resisting  moment 
of  the  enlarged  section  =  Rkb  d^. 

As  before,  equating  the  increase  in  strength  to  the  dead  weight 
bending  moment  of  the  enlarged  section  we  obtain 

Rkbd^—Rbd^  =1.56  kbdP 
Rkd—Rd  =1.56  kP 
R  d  (k—l)  =  1.56  k  P 


i^y 


Rd 


It  will  be  noted  that  the  form  of  the  three  expressions  above  de- 
veloped is  the  same,  the  only  variation  being  in  the  exponent  of  the 
term  k  enclosed  in  the  parenthesis.  A  tabulation  of  the  value  of  the 
parenthesis  corresponding  to  different  values  of  k  is  given  in  Table  1. 
18  The  second  diagram  in  Fig.  4  has  been  prepared  from  the 
preceding  data*     In  general  form  it  will  be  noted  that  it  is  quite 
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similar  to  the  other  diagram.  The  values  of  the  parenthesis  in  the 
first  equation  are  represented  by  the  left  hand  logarithmic  scale  but 
instead  of  writing  the  values  down  the  corresponding  values  of  k  are 
noted  opposite  the  proper  lines.  The  lines  representing  the  span  were 
plotted  in  much  the  same  way  as  the  lines  representing  d  in  the  other 
diagram.  To  avoid  making  extra  diagrams  for  the  other  equations 
two  more  logarithmic  scales  were  added  at  the  right  and  the  proper 
values  of  the  parenthesis  in  each  case  corresponding  to  the  assigned 
values  of  Jc  were  plotted.    Here  too,  tlie  corresponding  values  of  k  were 

TABLE   1     TABULATION  QF  VALUE  OF  THE  PARENTHESIS  CORRESPONDING  TO 

PJITOR^N,T^  VALUES  OF  k    . 


Value  of  k 

1.56  *« 

-l-6fl'jfc 

1.56i 

*»    i 

Jb«— 1 

*— 1 

1.01 

53.00 

78.00 

157.00 

1.03 

17.80 

26.80 

53.50 

1.04 

13.60 

20.20 

40.60 

1.05 

11.00 

16.00 

37.80 

1.06 

9.17 

13.40 

27.60 

1.07 

7.94 

11.50 

23.80 

1.08 

7.03 

10.10 

21.10 

1.09 

6.30 

9.04 

18.90 

1.10 

5.70 

8.17 

17.20 

1.11 

5.24 

7.46 

15.70 

1.12 

4.84 

6.87 

14.00 

1.13 

4.50 

6.37 

13.00 

1.14 

4.22 

5.92 

12.70 

1.15 

3.96 

5.67 

12.00 

1.20 

3.12 

4.25 

9.36 

1.25 

2.56 

3.47 

7.80 

1.30 

2.24 

2.94 

6.76 

1.35 

1.95 

2.56 

6.02 

1.40 

1.75 

2.28 

5.46 

1  45 

1.60 

2.06 

5.03 

1.50 

1.48 

1.87 

4.68 

noted  rather  than  the  value  of  the  parenthesis.  At  the  top  of  the 
diagram  the  values  of  d  are  plotted  on  the  line  R  =  100.  Through 
the  values  of  d  as  indicated  there  is  a  family  of  diagoijal  lines  which 
intersect  the  horizontal  lines  representing  other  values  of  B.  It  may 
be  seen  by  inspection  that  the  product  of  any  R  times  any  A  is  equal 
to  100  times  the  logaritlnnic  reading  obtained  by  projecting  the  point 
of  intersection  of  the  horizontal  line  through  R  and  the  oblique  line 
through  d  vc^rtically  upward  or  downward  to  the  horizontal  scale 
representing  depth  of  beam. 

19     Having  determined  by  means  of  the  first  diagram,  the  di- 
mensions of  a  beam  suitable  to  support  the  desired  load,  we  are  now 
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teady  to  ^d  the  correction  factor  by  which  one  or  both  of  the  said 
beam  dimensions  must  be  multiplied  in  order  to  give  the  beam  enough 
additional  strength  to  support  its  own  dead  weight.  Using  diagram 
(Pig.  4)  and  starting  on  the  depth  scale  at  a  point  representing  the 
depth  first  determined  follow  oblique  line  up  or  down  to  intersect  value 
of  R  that  is  being  used.  Thence  follow  vertically  downward  to  inter- 
sect the  line  representing  the  span  of  the  beam.  If  both  dimensions  are 
to  be  increased  the  value  of  k  may  be  obtained  by  proceeding  thence 
horizontally  to  the  left  hand  scale.  If  one  dimension  only  is  to  be 
increased  (the  other  being  kept  at  the  value  first  determined)  pro- 
ceed horizontally  to  the  right  to  intersect  the  proper  scale. 

20  To  summarize  the  foregoing  it  may  be  well  to  work  out  a 
problem  in  detail.  The  writer  has  found  the  following  to  be  a  very 
convenient  and  useful  form  of  computation : 

Span  =  18  ft.     Load  =  370  lb.  per  linear  ft. 

w  P        370x18* 

Bending  moment  = =  — _ =  15,000  f t-lb. 

o  o 


c 


Shear  =  3330  lb.  +  %  weight  of  beam 

/,  =  16,000     f^    =600     B  =  94     %  steel  =  0.68 

Square  steel  rods  to  be  used 


^x<J, 

12.5X12.5 

9.4x14.10 

7.5x16  (See  Par.  9) 

f'orrector 

1.17 

1.145 

1.136  (See  Par.  1:2) 

bXd 

14.6X14.6 

10.8x16.1 

8.5x18.2 

hd 

213 

174 

155 

Hnit  Rhear 

25 

29 

31 

Steel 

Four  %-in. 

bars,  or 

Four  %-in. 

bars,  or 

Four  %-in.  bars,  or 

Three  ^Viq-} 

in.  bars 

Three  ^^q-i 

m.  bars 

Three  ^Mc'^"-  ^^s 

21  The  above  tabulation  shows  three  beams  which  would  be 
suitable.  The  one  which  best  suits  the  rest  of  the  structural  design 
naaj  be  used.  The  correction  factor  used  was  the  one  corresponding 
to  the  increase  in  both  dimensions.  It  should  be  noted  that  d  repre- 
sents the  eflEective  depth,  and  the  distance  from  the  steel  reinforcing 
to  the  bottom  of  the  beam  must  be  added  to  get  the  total  depth.  This 
cover  portion  of  the  beam  has  been  neglected  in  all  of  the  computa- 
tions for  strength.  The  determination  of  the  second  beam  in  the 
tabulated  form  is  plainly  indicated  on  the  diagrams  so  that  the  method 
of  using  them  ought  to  be  readily  imderstood. 
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SOME  MECHANICAL  FEATURES  OF  THE 

HYDRATION  OF  PORTLAND  CEMENT 

AND  THE  MAKING  OF  CONCRETE 

By  Nathan  C.  Johnson,  New  York,  N.  Y. 
Member  of  the  Society 

The  data  embodied  in  this  paper  have  been  obtained  in  the  course 
of  a  research  conducted  in  the  Sibley  College  laboratories  at 
Cornell  University. 

2  At  the  beginning  of  this  research^  it  was  believed  that  the 
obtaining  of  more  effective  hydration  was  a  prime  factor  in  the  pro- 
duction of  durable  concrete.  It  has  long  been  known  experimentally 
that  a  set  cement  or  concrete  could  be  reground  and  a  new  set  ob- 
tained on  gaging  with  water  ;^  but  the  extent  to  which  unhydrated 
particles  were  present  in  the  mass  was  first  made  visually  evident,  so 
far  as  the  author  is  aware,  by  experiments  conducted  in  1911  in  the 
Sibley  College  Laboratories  at  Cornell.^  In  these  experiments,  neat 
cement  briquettes  were  surfaced  and  polished,  as  in  the  metallography 
of  steel;  and  the  degree  of  hydration  obtained  in  different  ways  was 
more  or  less  accurately  judged  by  the  appearance  of  these  polished 
sections,  viewed  through  the  microscope.  Later  this  same  procedure 
was  extended  to  the  examination  of  1 :3  standard  sand  mortars  and 
still  later  to  the  examination  of  field  concretes. 

3  A  section  of  such  1 :3  mortars  photographed  through  the 
microscope,  is  shown  in  Fig.  1.  The  grains  of  sand  show  as  large 
as  boulders  and  each  has  a  well-defined  shadow,  just  as  would  a  true 
boulder  in  a  field  when  the  sun  is  at  the  zenith.    Further,  since  only 

^H.  Sager  &  E.  Cramer.    Touind  Ziet,  1908,  32,  1746. 
'Masters  Theeia  by  N.  G.  Johnson,  Cornell  University,  1913. 
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cement  and  a  sand  of  known  size  were  used  in  the  briquette,  the 
"rocks"  between  the  boulders  can  be  nothing  other  than  cement ;  and 
this  cement  must  be  unhydrated,  since  its  color  by  direct  vision, 
varying  from  light  green  to  dark  brown,  and  its  resistance  to  the 
cutting  of  the  polishing  powders  used  in  preparing  the  surface  to 
remove  the  portion  known  to  be  hydrated,  together  with  petro- 
graphic  examination,  all  testify  to  the  same  fact. 

4  To  ensure  a  thorough  understanding  of  the  evidences  and 
eflEects  of  hydration  of  cement,  it  may  be  well  to  consider  here  the 
nature  of  the  processes  involved.  As  is  well  known,  Portland  cement 
contains  in  varying  amounts  and  combined  in  various  ways,  a  number 
of  chemical  radicals — CaO,  MgO,  SiOa,  AljOg,  FcaOj,  SOj,  HjO,  etc. 
Some  of  these  compounds  are  due  to  the  cement  rocks  themselves 
and  others,  notably  a  certain  proportion  of  the  CaO,  SOj  and  H,0 
present,  to  the  secondary  addition  of  gypsum  to  control  the  setting. 
For  the  present  this  product  will  be  assumed  to  be  satisfactory, 
judged  from  the  standpoint  of  the  average  user. 

5  The  processes  of  pulverizing  the  raw  materials,  sintering,  and 
regrinding  are  so  well  known  as  to  require  no  review.  The  com- 
pleted cement  derives  its  usefulness  from  the  hardening  produced 
shortly  after  its  admixture  with  water. 

6  There  are  two  stages  in  the  passage  from  the  semi-fluid  state 
of  gaged  cement  to  that  of  the  hardened.  In  the  first  stage  the 
mass  loses  its  plasticity  and  becomes  more  or  less  friable.  In  the 
second  stage  consolidation  takes  place,  the  mass  increasing  in  hard- 
ness until  a  stony  texture  is  obtained.  These  two  stages  are  re- 
spectively distinguished  as  "setting^'  and  "hardening." 

7  It  follows  from  the  complex  character  of  its  composition, 
that  the  reactions  involved  in  the  setting  and  hardening  of  Portland 
cement  are  themselves  complex.  It  seems  probable,  however,  that  the 
reactions  of  setting  involve  the  formation  of  super-saturated  solutions 
and  the  deposition  therefrom  of  close-knitted,  interlacing  crystals  of 
various  substances,  while  the  slower  reactions  of  hardening  consist 
partly  in  the  formation  of  similar  interlacing  crystalline  products,  but 
more  especially  in  the  production  of  a  colloidal  **gel'*  or  glue-like 
substance,  probably  colloidal  calcium  hydrosilicate,  and  its  gradual 
desiccation. 

8  This  colloidal  interpretation  of  the  hardening  of  cements  is 
due  to  Dr.  Wm.  Michaelis,  Sr.,  who  reasoned  that  a  pure  crystalliza- 
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tion  process,  as  in  the  case  of  plaster  of  paris,  can  never  cause  hy- 
draulic hardening,  for  a  conglomerate  of  crystals,  however  insoluble, 
cannot  produce  impermeability,  since  crystals  have  plane  surfaces 
with  voids  between  them  which  would  admit  water.  On  the  other 
hand,  hardened  cement  mortars  are  properly  impermeable,  so  that 
crystallization  alone  could  not  confer  on  them  their  valuable 
properties.  The  medium  responsible  Dr.  Michaelis  found  to  be  the 
colloidal  silicates  formed  in  the  later  stages  of  hydration. 

9  The  essential  characteristics  of  the  hydration  of  cement  are 
therefore  the  production  of  initial  set  by  the  deposition  of  inter- 
lacing crystals  from  super-saturated  solution,  and  the  production  of 
hardening  by  the  slower  formation  of  a  colloid,  with  its  subsequent 
desiccation. 

10  Illustrative  of  such  structures  and  possibly  of  the  primary 
crystalline  formations  which  have  been  indicated  as  being  responsible 
for  initial  set,  in  Fig.  2  is  shown  a  surface  found  in  a  concrete  34 
years  old,  taken  from  a  dock  wall  in  New  York  harbor.  The  produc- 
tion of  these  crystals  was  quite  unlooked  for,  hieing  due  to  an  un- 
usually delicate  etching  of  the  piece  of  clinker  after  polishing.  It 
should  be  remembered  that  this  magnification  is  high  (150  diam- 
eters) and  that  these  crystals  are  formed  on  a  single  particle. 
Multiply  such  interlacing  formations  a  few  million  times  for  each 
cu.  yd.  of  concrete,  and  it  might  be  expected  that  a  very  considerable 
degree  of  mechanical  strength,  quite  comparable  to  the  strength  of 
initial  set,  would  be  developed.  This  particular  crystalline  forma- 
tion is  shown  tentatively,  however,  in  this  connection,  as  its  identity 
^th  those  chemical  compounds  known  to  be  responsible  for  initial 
set  is  as  yet  conjectural. 

• 

11  But  since  this  attack  on  the  problems  of  hydration  is  pri- 
marily engineering  rather  than  chemical,  and  must  therefore  neces- 
sarily be  identified  with  a  study  of  actual  concretes,  it  becomes 
necessary  to  make  sure  that  there  is  a  proper  understanding  of  the 
internal  structure  of  concretes  and  of  the  relative  size,  position  in 
the  mass  and  importance  of  the  several  constituents. 

12  In  Fig.  3  is  shown  a  sectioned  concrete  specimen,  weighing 
about  ten  lb.  and  about  8-in.  X  6-in.  X  1.5-in.  size.  It  should  be 
noted  that  none  of  the  aggregate,  whether  large  or  small,  so  far  as 
they  are  here  visible,  are  touching  at  any  point;  rather,  they  are 

^dely  dispersed.    But  void  determinations  on  this  stone  were  made 
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Fig.  2    Micbo-Pbotoobapr  of  34-Yb.  Old  Concuti 
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when  the  pieces  were  in  at  least  point  contact.  Evidently,  the  voids 
must  have  been  increased  enormously  by  this  dispersion;  and  if 
similar  dispersion  obtains  for  the  finer  materials  as  well,  it  is  no 
wonder  that  proportioning  concretes  on  the  basis  of  void  determina- 
tions has  become  discredited. 

13  Magnifying  a  portion  of  this  same  field  150  times,  as  in  Fig. 
4,  this  honeycomb  structure  is  revealed  more  definitely.  Since 
elimination  of  stone  and  sand  from  the  known  composition  of  the 
concrete  indicates  this  honeycombed  particle  to  be  unhydrated 
cement,  and  as  similar  formations  occur  profusely  throughout  all 
concretes,  it  becomes  important  to  identify  them  beyond  question 
and  to  study  their  functions  in  the  rigid  concrete  mass,  for,  if  they 
are  unhydrated  cement,  lying  inert,  they  havd  a  most  important 
bearing  on  the  strengths  of  concrete. 

14  The  easiest  identification  is  offered  by  comparison  between 
the  known  and  unknown  material.  In  Fig.  5  is  shown  the  struc- 
ture of  a  neat  cement  briquette  as  viewed  through  the  microscope  at 
a  magnification  of  60  diameters.  In  Fig.  6  is  shown  the  central 
portion  of  Fig.  5  but  at  a  magnification  of  200  diameters.  Com- 
paring this  with  Fig.  4,  the  general  characteristics  are  seen  to  be 
identical. 

15  In  Fig.  7  is  shown  at  a  magnification  of  20  diameters  the 
appearance  of  dry  cement  as  it  lies  on  a  microscope  slide.  This  cement 
film  is  very  thin,  a  mere  surface  dust,  but  it  will  be  seen  that  the 
distribution  is  very  uniform.  But  if  water  is  added,  quite  different 
conditions  obtain.  In  Fig.  8,  the  water  may  be  seen  progressing 
across  the  field.  Where  the  water  is,  there  is  not,  as  might  be  ex- 
pected, a  uniform  wetting  of  the  dry  powder,  but  instead,  the  fine 
material  is  grouped  in  masses  of  varying  size,  and  it  is  plain  that 
some  extraneous  force  would  be  required  to  break  up  these  masses, 
since  they  evidently  are  in  their  present  positions  in  obedience  to  the 
action  of  certain  forces  which  have  moved  the  particles  from  their 
original  place. 

16  The  truth  of  this  is  easily  demonstrable.  Surface  tension— 
that  peculiar  chain  of  action  and  interaction  which  causes  rain  drops 
to  assume  tlie  spherical  form — ^gathers  the  particles  together  in 
groups ;  and  tlie  finer  they  are,  tlie  more  easily  are  they  affected.  The 
fineness  of  cement  particles  is,  in  this  respect,  a  detriment  to  efficient 
hydration. 

17  But  in  the  process  of  this  grouping,  the  particles  ^y^  be- 
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Fig.  6    Saue  as  Fta.  S,  but  2 
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Pio.  7    Dbt  Cement,  Maonipied  20  Diah. 
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come  slightly  vetted.  This  haa  immediately  resolted  in  reactiom 
with  tiie  cement ;  and  aa  tbe  quantity  of  water  is  necessarily  limited 
bf  the  'dose  gronping  of  these  fine  particles,  a  satorated  solation 
between  them,  with  deposition  therefrom  of  the  interlacing  crystals 
before  noted,  has  speedily  resulted.  In  far  shorter  time,  therefore, 
tlisn  ii  required  for  initial  set  under  usual  conditions,  these  little 
gTonpg  of  particles  have  become  consolidated ;  and  unless  the  me- 
ehuiical  agitation  of  mixing  is  sufficient  to  break  down  this  crystal- 
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line  bond,  they  will  remain  unhydrated,  save  at  their  outer  surfaces, 
BO  long  as  the  concrete  endures.  This  condition  of  affairs  is  difficult 
to  overcome,  even  by  the  mechanical  action  of  mixing,  as  the  very 
amall  size  of  the  groups  renders  unlikely  their  physical  dispersion 
by  the  agitation  of  relatively  large  materials  such  as  sand  or  stone, 
which  by  reason  of  the  water  present,  are  out  of  contact  with  one 
another.  This  is  partially  true  regardless  of  the  extent  to  which 
the  process  is  prolonged.  Further,  the  bond  between  these  particles 
>s  speedily  rendered  more  secure  by  scondary  colloidal  formations, 
with  their  desiccation  by  absorption  of  water  by  the  interior  of  the 
HUM.    These  ooUoidal  bonndary  and  bonding  masses  form  the 
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honeycomb  structure  seen  in  the  photograph.  Their  app^arto^e  Ad 
white  boundaries  in  some  slides  and  dark  boundaries  in  others  is 
due  to  the  method  of  polish-attack  used  in  developing  the  surface 
prior  to  its  examination. 

18  This  grouping  and  quick-cementing  action,  therefore,  is  the 
reason  that  experimental  apparatus  developed  for  the  mechanical 
hydration  of  cement  by  finely  dividing  the  cement  by  a  current  of 
air,  so  that  the  particles  were  widely  separated,  and  by  discharging 
this  cloud  of  cement  into  an  atmosphere  of  finely  divided  water,  so 
that  -each  particle  of  cement  should  meet  a  mating  water  particle, 
proved  inadequate  for  the  task.  This  is  particularly  true  of  later 
forms,  for  in  them  the  number  of  atomizing  jets  was  increased 
to  such  an  extent  that  the  fine  drops,  though  initially  of  a  size 
suited  to  an  individual  cement  particle,  were  in  such  numbers  as  to 
coalesce;  and  the  larger  drops  thus  formed  caused,  by  surface- 
tension,  grouping  of  cement  particles. 

19  With  a  view  to  ascertaining  the  results  produced  by  field 
conditions,  as  distinguished  from  the  laboratory-made  specimens, 
sections  of  a  very  large  number  of  concretes  obtained  from  actual 
commercial  constructions  were  examined.  To  aid  in  the  collection 
of  these  field  concretes,  bags  such  as  that  shown  in  Pig.  9  were 
employed. 

20  Representative  surfaces  from  tlie  samples  thus  collected  are 
shown  in  Pigs.  10  and  11. 

Pig.  10  shows  at  a  magnification  of  150  diameters  a  large 
group  of  unhydrated  cement  particles  from  concrete  in 
Pier  2,  in  Halifax,  N.  S.,  eight  months  after  the  concrete 
was  placed.  The  black  spots  dotting  this  group  are  voids 
of  indefinite  depth,  and  it  is  probable  that  because  of 
these,  hydration  will  increase  considerably  with  progress 
of  time,  as  through  their  agency,  water  will  be  brought  to 
the  interior  of  the  group,  instead  of  being  confined  in  its 
action  to  outside  layers. 

Pig.  11  shows  at  a  magnification  of  150  diameters  two  groups 
of  unhydrated  cement  particles  from  pile  caps,  Staten 
Island  Ferry  Pier,  Battery  Park,  New  York,  eight  years 
after  placing  the  concrete.  It  will  be  observed  that  hy- 
dration has  not  progressed  appreciably. 
20  Examination  of  these  specimens  shows  that  similar  condi- 
tions exist  throughout  the  entire  mass  of  each  and  since  none  of  the 
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Fig.  10    Concrete  fbom  Pieb  2,  Halifax,  N.  S. 


Fio.  11    Cement  fbom  Pile  Caps,  Battery  Park,  New  Yobk 
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specimens  is  over  1  cu.  in.  in  yolume,  the  quantity  of  cement  remain- 
ing unhydrated  through  such  grouping  in  each  cu  yd.  of  concrete  is 
a  matter  to  ponder  upon.  It  is  easy  to  extend  like  illustrations  to  a 
far  greater  length  with  the  data  already  at  hand,  but  the  series 
herein  examined  covers  a  wide  range  of  classes  of  concrete  of  vary- 
ing ages  and  conditions  of  service,  and  made  under  widely  different 
conditions.  Orouping  of  particles  in  the  manner  indicated  is  a 
characteristic  of  aU  concretes  so  far  examined;  and  because  of  this 
grouping  and  of  actions  next  to  be  indicated,  it  seems  beyond  ques- 
tion that  only  a  small  percentage  of  the  cement  added  to  concrete 
is  effectively  used. 

21  Obviously,  it  is  of  the  greatest  importance  that  this  groaj)- 
ing  and  isolation  of  large  masses  should  be  prevented.  But  even 
if  this  were  quite  perfectly  done,  there  remain  other  i^stions  which 
militate  against  thoroughly  efficient  hydration. 

22  In  microscopic  examination  of  concretes,  one  of  the  most 
notable  features  of  the  hydrated  matrix,  aside  from  the  large  masses 
remaining  unhydrated,  is  a  ''mealy"  or  speckled  appearance.  By 
careful  examination,  it  can  be  determined  that  each  of  these  spots 
is  a  cement  particle,  covered  over  with  a  colloidal,  or  perhaps  a 
colloidal-and-crystalline  skin,  but  remaining  quite  unhydrated  at 
its  center. 

23  The  reasons  for  these  conditions  are  made  clear  by  a  con- 
sideration of  the  phenomena  of  hydration  as  before  given,  together 
with  the  absorption  of  water  by  the  particle  as  hydration  proceeds 
and  the  formation  of  an  impermeable  covering  by  the  desiccation 
of  this  colloid  through  abstraction  of  water  from  the^outer  layers 
by  the  inner.  Further,  even  with  free  access  of  water  to  the  outside 
of  a  particle  these  conditions  obtain,  for  in  an  agitated  mass  of 
cement  in  spite  of  the  profuse  formation  of  flocculent  colloids  an 
unhydrated  center  is  found  in  each  of  the  particles  examined. 

24  It  is  evident  therefore  that  the  finer  the  grinding,  the  better 
will  be  the  hydration,  as  the  finer  the  particle,  the  greater  its  surface 
in  proportion  to  its  bulk  and  in  consequence,  the  more  ready  the 
penetration  of  reactive  water.  On  the  other  hand,  the  finer  the 
particles,  the  more  ready  and  the  closer  will  be  their  grouping  by 
surface  tension  of  the  mixing  water  unless  means  can  be  found  to 
lower  this  surface  tension,  without  harmfully  affecting  the  quality 
or  increasing  the  cost  of  the  concrete. 


NATHAN  C.  JOHNSON 


Tm.  12    DiBPKBSioH  or  CiitiHT  Pabticleb  by  Alcohol 


"ShEAB  FlANBS"  IN  CXIUNT  Matku 


250  HYDRATION   OF  t>ORTLAND   CEMENT 

25  The  importance  of  increasing  hydration  cannot  be  exagger* 
ated.  Even  a  slight  increase  in  thickness  of  hydrated  layer  results 
in  notable  increase  in  strength.  In  tlie  earlier,  though  limited,  in- 
vestigations of  this  research  when  cement  was  delivered  by  an  air- 
boil,  to  be  met  by  finely  atomized  water  under  the  best  conditions 
for  union,  tensile  and  compressive  strengths  rose  to  high  values, 
with  a  further  peculiarity  that  no  retrogression  showed  with  pas- 
sage of  time.  Micro-sections  also  confirmed  physical  tests  as  to  the 
progress  of  hydration,  so  that  high  hopes  were  entertained  for  com- 
mercial success  along  similar  lines. 

26  But  since  the  conditions  revealed  by  this  research  have  be- 
come known  and  their  causes  have  been  ascertained,  the  next  step  is 
the  overcoming  of  objectionable  features  by  removing  the  causes  of 
their  origin.  In  other  words,  if  high  surface  tension  is  at  fault,  to 
promote  hydration,  lower  that  factor  to  a  value  which  will  not  be 
disadvantageous.  There  are  several  substances  which  will  lower  the 
surface  tension  of  water.  One  of  these  is  alcohol,  and  the  effect  of 
additions  of  alcohol  to  the  mixing  water  of  cement  may  be  readily 
investigated  with  the  microscope. 

27  In  Fig.  7  is  shown  the  appearance  of  dry  cement  on  a  glass 
microscope  slide.  In  Fig.  8  is  shown  the  effect  of  adding  water  to 
this  cement.  But  if  to  this  water  is  added  a  small  percentage  of 
alcohol,  dispersion  immediately  results,  as  in  Fig.  12.  Although  the 
dispersion  here  is  not  complete,  the  cement  is  in  vastly  better  situa- 
tion to  be  effectively  hydrated  than  it  was  when  closely  grouped, 
before  the  deflocculant  (alcohol)  was  added.        i 

m 

28  In  commercial  work  it  is  of  course  impracticable  to  use  al- 
cohol in  sufficient  quantities  to  propQrly  promote  hydration,  nor  would 
its  use  be  beneficial  to  the  concrete,  because  of  the  excessive  liquid 
content  thus  made  necessary  to  allow  for  the  evaporation  of  the  al- 
cohol. But  there  are  other  agents  even  more  efficient,  which  are 
cheap  and  easy  to  use  and  have  no  objectionable  chemical  action.  So 
far  as  experiments  have  been  carried  out,  these  substances  promise  to 
produce  concrete  of  greater  density  and  strength  than  has  heretofore 
been  possible. 

29  There  have  been  in  the  past  certain  cases  of  failure  of  con- 
cretes exposed  to  sea-water,  which  have  become  very  widely  known. 
It  is  probable  that  to  no  one  phase  of  the  concrete  industry  has  so 
much  thouglit  and  labor  been  devoted  as  to  the  study  of  the  behavior 
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of  concretes  in  aea-water  and  the  production  of  a  cement  capable  of 
withstanding  this  action.  There  ia  considerable  disagreement  among 
authorities  as  to  the  causes  of  such  disintegration,  but  there  seems 
to  be  concurrence  in  the  opinion  that  the  formation  of  calcium  sulpho- 
aluminate  b;  interaction  between  the  sulphates  of  sea-water  and  the 
aluminates  of  tiie  cement,  is  in  large  measure  responsible.  This  salt 
(calcium  snlpho-almninate)  increases  largely  in  bulk  by  crystalliza- 
tion and  dientpte  the  concrete  b;  the  physical  actions  attendant 
thereon. 


30  If  we  were  to  picture  mentally  the  formation  of  such  an  ex- 
pansive material  in  the  cement  matrix  of  a  set  coiicrete,  we  should 
have  to  imagine  a  gradual  straining  of  the  confining  material  ttntil 
rupture  occurred.  It  is  significant  as  to  the  correctness  of  such 
an  hypothesis,  that  in  the  matrix  of  concretes  which  show  outward 
signs  of  disintegration  are  found  by  microscopic  study  interior 
evidences  of  such  strain. 

31  In  babbitts  and  the  softer  bronzes,  incipient  fracture  is  in- 
dicated by  "shear  planes"  or  "slip  bands."  iln  Fig.  13  at  150 
diameters  are  shown  similar  "shear  planes"  in  the  cement  matrix 
of  a  sea-water  concrete  taken  from  New  York  Harbor.  It  will  be 
observed  that  these  shear  planes  are  at  right  angles  to  the  poliah 
scratches  on  the  specimen,  so  that  their  lack  of  identity  cannot  be 
questioned. 

32  Various  stages  of  such  crystalline  disruptions,  indioative 
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at  least  of  the  possibility  of  such  action,  are  detected  by  further 
micro-ezainination.  In  Fig.  14  at  200  diameters  is  seen  a  pair  of 
parallel  shear  planes  which  have  evidently  progressed  beyond  the  stage 
of  strain  and  become  actual  fractures  filled  with  crystalline  material, 
as  may  be  determined  by  their  having  withstood  the  abrasive  action  of 
the  polishing  powders,  which  cut  away  the  softer  matrix  surrounding, 
leaving  these  fillings  in  high  relief. 

33  Under  certain  conditions  also  this  crystalline  disruptive 
action  may  affect  a  considerable  area.  In  Fig.  15  is  shown  at  a 
magnification  of  60  diameters  part  of  such  an  extended  action,  where 
the  ery^talline  formation  is  a  long,  disruptive  dike.  It  is  greatly  to 
be  regretted  that  these  dikes  are  so  minute  as  to  render  their  isola- 
tion and  chemical  analysis  almost  impossible.  Such  an  analysis 
would  be  of  great  value  in  deciding  many  questions  which  at  present 
seem  to  defy  solution.  And  while  this  subject  of  crystalline  dis- 
ruption is  under  discussion,  it  may  be  well  to  point  out  that  natural 
stones,  either  themselves  containing  soluble  matter  or  lying  in  a 
locality  where  seepage  water  is  charged  with  dissolved  salts  of 
various  kinds,  show  similar  dike  formations.  The  appearance  of 
snch  a  natural  ledge,  with  disruptive  dikes  of  various  calcium  salts 
extruding  %  in.  or  more  from  the  surface,  is  shown  in  Fig.  16. 

34  But  whether  or  not  calcium  sulpho-aluminate  is  the  major 
factor  in  disruptive  formations  in  concrete,  there  seems  to  be  agree- 
ment among  cement  experts  that  advantageous  changes  could  be 
made  in  the  chemical  composition  of  cements,  especially  where  they 
are  to  be  used  for  sea- water  concrete.  A  reduction  in  the  alumina  con- 
tent would  be  beneficial  in  this  respect,  though  it  would  entail  serious 
d]£5culties  in  manufacture  due  to  the  higher  temperatures  required 
in  burning  the  clinker.    The  addition  in  grinding  of  pozzolaine  ma- 
terial, in  order  to  obtain  silica  in  a  condition  chemically  available  for 
union  with  the  calcium  hydrate  liberated  in  the  setting  reactions, 
seems  also  to  have  much  to  recommend  it.     This  latter  change  we 
should  expect  to  prove  very  beneficial,  for  the  leaching  of  calcium  hy- 
drate from  cement  structures  which  are  subjected  to  the  percolation 
of  water  is  well  known.    Any  such  removal  of  material  must  neces- 
sarily leave  a  corresponding  void  suited  to  the  reception  of  perhaps 
ddeterious  crystalline  material,  such  as  forms  the  dikes  above  noted. 

35   There  has  recently  been  published  a  very  exhaustive  research, 
by  Rankin  and  Shepherd*  of  the  Geophysical  Laboratory  at  Wash- 

lAm.  Journal  of  Science,  Jan.  1915. 
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ington,  on  the  products  formed  by  fusing  various  proportions  of 
the  three  radicals,  CaO,  AI2O3  and  SiOg,  which  are  the  essential 
constituents  of  Portland  cement.  A  portion  of  this  three-com- 
ponent diagram,  taken  from  the  Rankin  &  Shepherd  diagram  is 
shown  in  Pig.  17. 
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Fig.  17    Projection  op  a  Portion  of  Concentration — Temperature  Diagram 
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36  This  diagram  is  a  projection  011  the  horizontal  plane  of  a 
portion  of  the  solid  concentration-temperature  diagram  for  the 
system  CaO,  AI2O3,  SiO^.  Temperatures  are  represented  here  by 
isothermal  lines,  which  are  completely  analogous  to  the  contour 
lines  on  an  ordinary  map.  The  heavy  full  lines  represent  the 
boundary  curves  wiiieh  separate  the  fields  of  the  different  com- 
pounds of  CaO,  AUOg,  SiOo  which  occur  in  Portland  cement.  The 
dotted  lines  which  divide  th;*  dia^^ram  into  a  number  of  triangular 
areas  are  compound  composition  lines.  Points  within  each  triangle 
represent  all  possible  mixture.s  of  the  tlu'ee  compounds  whose  com- 
positions are  jj^iven  by  the  apiees  of  the  trianjrl^.  The  CaO,  AI2O3, 
SiOo  content  of  points  within  the  dia.irram  are  ^iven  as  percentage 
weights.  As  the  location  of  points  which  represent  compositions 
in  a  trian<?ular  diajj^ram  may  be  puzzlinjx  to  those  not  familiar  with 
its  use,  it  may  l)e  well  to  illustrati*  with  examples.  The  apices  of 
the  trian*?le,  of  course,   repre.sent   the  components,  each   100  per 
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cent  pure ;  thus  the  apex  for  CaO,  the  only  one  shown  here,  repre- 
sents 100  per  cent  CaO.  The  sides  of  the  triangle  represent  binary 
mixtures;  thus  point  x"  represents  90  per  cent  CaO  and  10  per 
cent  AljOj.  Within  the  triangle  the  percentage  of  CaO  is  read  on 
lines  parallel  to  the  AI2O3  SiOj  side,  the  percentage  of  Alj  Og  on 
lines 'parallel  to  the  CaO— SiOj  side  and  the  percentage  of  SiOj  on 
lines  parallel  to  the  CaO— AI2O3  side  of  the  triangle;  thus  the  line 
x^x'  represents  compositions  containing  90  per  cent  lime;  the  line 
yx/y  compositions  containing  5  per  cent  AlgOg;  and  the  line  z"z 
compositions  containing  5  per  cent  SiOg.  The  point  0,  where  these 
three  lines  intersect,  has  the  composition  90  per  cent  CaO,  5  per  cent 
SiOj,  5  per  cent  AlgOg.  The  dots  within  this  diagram  represent  com- 
positions from  which  Portland  cement  of  good  quality  can  be  made. 
It  will  be  noticed  that  the  melting  temperature  of  these  composi- 
tions is  about  1900  deg.  cent.  The  temperature  at  which  melting 
begins  in  any  one  of  these  compositions  is  about  1335  deg.  cent.,  the 
eutectic  temperature  for  the  compounds  5Ca0.3Al208,  3CaO.Al208, 
and  2CaO.Si02  (point  14  in  the  diagram). 

37     The  temperature   required  for   burning  the  clinker  com- 
posed only  of  CaO,  AlgOg,  Si02,  whose  composition  is  represented 
by  point  P,  is  1650  deg.  cent.     This  temperature  is  below  that  re- 
quired for  complete  melting  (1900  deg.  cent.)   but  above  that  at 
which  melting  begins  (1335  deg.  cent.).     From  this  it  is  evident 
that  during  the  burning  the  clinker  is  only  partially  fused.     If 
about  30  per  cent  of  the  clinker  is  melted  (the  clinker  represented 
by  point  P  would  be  30  per  cent  melted  at  1650  deg.  cent.),  the 
necessary  chemical  reactions  will  go  to  completion  within  a  reason- 
able time.     In  commercial  practice  the  clinker  is  burned  at  a  tem- 
perature of  about  1425  deg.  cent.     That  it  is  possible  to  produce 
good  clinker  at  this  temperature,  which  is  225  deg.  cent,  below  that 
required  for  burning  clinker  made  up  only  of  CaO,  AI2O3,  and  SiOg, 
is  due  to  the  fact  that  commercial  clinker  always  contains  small 
percentages  of  MgO,  FcjO,  alkali,  etc.     These  minor  components 
materially  lower  the  temperature  at  which  melting  begins,  and  thus 
lower  the  temperature  at  which  the  necessary  chemical  reactions 
will  go  to  completion  during  the  burning  of  the  clinker.     If  these 
reactions  are  completed  in  the  burning  of  a  clinker  of  average  CaO, 
AljOj,  SiOa  content  (point  2,  Fig.  17),  the  compounds  formed  will 
be  3CaO.Si02,  2CaO.SiO,,  and  3CaO.Al.,03,  since  point  z  is  within 
the  triangle  formed  by  lines  joining  the  compositions  of  these  three 
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compounds.  Also  microscopical  examination  of  commfinaai  Port- 
land cement  clinker  shows  it  to  be  made  up  largely  of  these  three 
compounds.  It  sometimes  happens,  however,  that  commercial 
clinker  is  not  sufficiently  well  burned  so  that  all  chemical  reactions 
are  completed.  That  being  the  case,  there  will  be  present^  be- 
sides the  three  compounds  mentioned,  free  CaO  and  the  compound 
5Ca0.3Al20a.  This  compound,  SCaO.SAljOs,  is  undoubtedly  of 
little  value  as  a  constituent  of  Portland  cement,  and  may  even  be 
detrimental  when  present  in  cements  used  in  sea- water  construction. 
This  is  a  phase  of  the  sea- water  question  in  the  solving  of  which 
the  user  can  do  little  except  demand  a  material  of  the  quality  he 
desires.  Cement  manufacturers  are,  however,  caring  for  this  quea- 
tion  as  adequately  as  commercial  conditions  will  permit. 

38  The  diagram,  Fig.  17,  and  the  accompanying  discussion 
give  a  brief  but  accurate  statement  of  the  results  obtained  from 
an  investigation  of  Portland  cement  at  the  Geophysical  Laboratory 
in  Washington. 

39  In  this  discussion  the  endeavor  has  been  made  to  bring  out 
some  of  the  salient  features  in  regard  to  the  hydration  of  Portland 
cement  and  its  use  in  sea-water  concrete,  with  particular  reference  to 
the  little-considered  mechanical  actions  involved.  It  is  impossible  in 
limited  space  to  give  the  subject  full  scope,  or  to  make  detailed  ac- 
knowledgments of  the  very  great  debt  due  to  other  investigators  and 
authorities,  both  in  this  country  and  abroad.  If,  however,  the  matter 
herein  set  forth  proves  of  some  service  in  the  advancement  of  the  ar^ 
full  payment  for  the  intensive  and  extensive  work  involved  in  its 

preparation  will  have  been  received. 

» 

DISCUSSION 

ELarby  Franklin  Porter^  wrote  that  the  author  has  established, 
by  laboratory  methods,  conclusions  which  the  writer  believed  since 
1908,  that  the  true  cement  is  a  colloid  produced  by  thorough  hydra- 
tion. A  special  article  dealing  with  this  important  subject,  based 
largely  on  the  findings  of  Dr.  Michaelis,  was  inserted  in  an  appendix 
to  a  publication  by  the  writer  the  following  year. 

Further,  at  the  1910  convention  of  the  American  Concrete 
Institute,  the  writer  again  devoted  a  considerable  portion  of  a 
paper  to  a  discussion  of  this  subject,  recounting  an  experience  in 
Philadelphia  several  years  previous,  in  which  the  value  of  thorough 

^Management  Engineer,  11  IS  Westminster  Bldg.,  Chicago,  lU. 
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mizing  of  concrete  as  promoting  colloidal  formation  was  conclusively 
demonstrated. 

This  experience  was  that  a  certain  batch  of  concrete,  supposedly 
useless  on  account  of  having  been  churned  in  the  mixer  during  the 
whde  of  the  noon  hour,  was  dumped  on  concrete  poured  the  previous 
day.  Instead  of  becoming  a  loose  mass  of  rock  and  sand,  as  ex- 
pected, it  set  up  smooth  and  hard  and  adhered  so  firmly  to  the  old 
concrete  as  to  require  picking  to  remove  it.  Moreover,  it  presented 
a  different  appearance  than  any  concrete  the  writer  had  seen  before, 
and  was  much  more  uniform  in  color  and  texture.  The  exception- 
aDy  thorough  mixing,  and  the  unintentional  thorough  hydration, 
instead  of  weakening  it  seemed  to  have  vastly  improved  its  quality. 

In  concrete  work,  there  is  necessity  for,  first,  intelligent  selection 
of  the  aggregates ;  second,  their  scientific  proportioning ;  and  third, 
their  thorough  admixture.  If  the  proper  care  is  taken  in  these 
matters,  not  only  is  a  considerably  less  amount  of  cement  suflBcient, 
but  a  concrete  of  vastly  superior  quality  and  strength  is  secured. 

John  R.  Freeman  considered  the  paper,  while  excellently 
setting  forth  advanced  methods  in  microscopic  analysis  of  Portland 
cement  mortar,  gave  simply  a  diagnosis  of  some  of  the  most  im- 
portant diseases  to  which  cement  work  is  subject,  without  yet  giving 
the  remedy. 

He  looked  upon  the  matter  of  applying  the  methods  of  micro- 
petrography  and  micro-metallurgy  to  concrete  study  as  nothing 
less  than  epoch-making,  and  considered  that  the  recent  studies  made 
by  the  author  and  others  gave  great  promise  of  extremely  important 
benefits.  Yet  so  far  as  these  studies  were  reported,  he  regarded 
them  merely  as  an  excellent  beginning  of  a  more  precise,  profound 
and  intimate  study  of  this  most  important  building  material  which 
should  be  encouraged  by  engineers  and  by  cement  manufacturers 
and  carried  very  much  further. 

This  paper  considers  chiefly  the  methods  of  microscopic  study 
of  voids  and  lack  of  hydration ;  another  investigator  has  made  a 
good  beginning  on  studies  of  a  soluble  content  of  the  cement.  But 
it  is  no  less  important  that  the  study  should  be  continued  into  the 
realms  of  microphysics  and  colloidal  chemistry,  if  one  would  learn 
the  cause  of  some  of  the  occasional  serious  failures  in  concrete  and 
its  slow  disintegration  by  water  and  frost. 

He  had  no  doubt  that  ten  years  from  now,  following  studies  of 
this  kind,  a  better  grade  of  concrete  would  be  made,  and  that  some 


258  HVbRAtlON  ot^  portLaKd  CEMEKT 

cement  made  by  recent  rapid  and  cheap  methods  and  acceptable 
under  present  standard  specifications  would  come  to  be  regarded 
as  doubtful  if  not  dangerous.  For  Portland  cement  is  by  no  means 
a  simple  uniform  material,  and  different  brands  and  perhaps  differ- 
ent batches  of  the  same  brand  are  far  from  being  alike  and  perhaps 
differ  in  very  important  particulars  from  the  cement  made  ten, 
twenty  or  fifty  years  ago,  with  which  the  reputation  of  Portland 
cement  as  a  permanent  water-resisting  and  frost-resisting  material 
was  established. 

He  recalled  the  great  change  within  the  past  thirty  or  forty 
years  in  mixing  and  depositing  Portland  cement  concrete ;  and  that 
the  methods  of  distributing  and  depositing  concrete  in  a  sloppy 
condition  which  are  standard  today  would  not  have  been  tolerated 
in  the  days  when  standard  practice  was  mixing  concrete  by  shovels 
on  a  mortar  bed,  turning  it  over  two  or  three  times,  and  depositing 
it  in  a  mealy,  slightly  moist  condition  in  thin  layers  and  carefully 
ramming  it  until  water  flushed  to  its  surface.  Today  mixing  by 
rotary  machines  is  surely  far  more  thorough  and  better  than  the 
old  hand-mixing,  and  this  improvement  doubtless  more  than  com- 
pensates for  the  possible  injury  from  excess  of  water  in  the  modern 
method  as  compared  with  the  old. 

While  nearly  everyone  knows  of  this  great  change  in  methods 
of  mixing  and  depositing  concrete,  there  are  not  many  who  fully 
appreciate  the  great  change  within  the  past  few  years  in  methods 
of  making  cement  in  virtually  a  single  operation  under  intense  heat 
in  rotary  kilns ;  and  we  cannot  yet  be  sure  that  the  cement  concrete 
put  down  today  will  all  of  it  prove  as  durable  as  most  of  that  made 
with  the  old-fashioned  cement  and  deposited  by  the  old-fashioned 
methods. 

Microscopical  studies  like  those  presented  will  do  much  toward 
finding  out  how  to  improve  the  character  of  the  cement  and  how 
to  improve  the  quality  of  concrete,  and  today  give  more  promise 
than  any  other  line  of  investigation.  But  the  studies  must  be  car- 
ried far  beyond  the  scope  outlined,  and  the  most  refined  processes 
of  physical  chemistry  called  in  to  aid. 

He  suggested  two  matters  of  special  importance  which  needed 
further  study: 

(1)  Possible  solubility  of  some  of  the  ultimate  compounds, 
resulting  from  the  sotting  of  the*  modern  cements,  where- 
by structure's  having  thin  sections  would  in  course  of 
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time  lose  much  of  the  strength  on  which  their  integrity 
depends. 

(2)  Effect  of  obscure  chemical  properties  in  good-looking 
sand,  which  might  seriously  affect  the  strength  of  the 
mortar. 

To  illustrate  these  matters  he  cited  a  few  tests  made,  incidental 
to  other  work,  in  the  laboratory  of  the  New  York  Board  of  Water 
Supply,  which  suggested  this  danger  of  dissolving  out  and  loss  of 
the  strength-giving  quality  in  thin  sections  of  concrete  of  somewhat 
pervious  or  lean  quality.  These  tests  were  a  few  made  primarily 
to  determine  whether  or  not  aggregates  containing  certain  varieties 
of  limestone  were  soluble,  but  in  the  series  were  specimens  made  up 
for  control  purposes  with  aggregates  essentially  insoluble.  Croton 
water  under  about  40  pounds  pressure  was  made  to  percolate  very 
slowly  through  disks  some  4  or  5  in.  in  diameter  by  10  or  12  in. 
broad  for  a  number  of  months  and  the  filtrate  caught  and  subjected 
to  chemical  analysis,  with  the  result  that  it  appeared  that  more  of 
the  cement  than  of  the  aggregate  was  being  dissolved.  At  the  close 
of  this  test  a  few  of  the  disks  were  tested  for  compressive  strength 
with  the  surprising  result  that  they  possessed,  as  the  speaker  re- 
membered it,  less  than  one-fourth  of  the  strength  of  similar  disks 
which  had  not  been  subjected  to  this  slow  percolation.  These  ex- 
periments were  not  followed  up  because  of  lack  of  time  and  pressure 
of  other  work,  but  they  give  much  food  for  thought,  and  it  would 
seem  that,  after  all  this  percolation,  the  cement  in  these  specimens 
must  have  been  hydrated  and  thus  free  from  one  important  defect 
found  by  the  author  in  most  of  his  specimens. 

He  said  he  had  recently  been  shown  the  results  of  an  investiga- 
?ation  of  disintegration  of  concrete  which  socmed  to  clearly  indicate 
that  the  cement  was  partially  dissolved  out  near  the  surface  after 
a  few  years  exposure  to  water,  and  that  the  action  of  frost  on  the 
slightly  porous  mass  remaining  caused  its  breaking  down. 

Upon  the  second  topic,  of  obscure  chemical  properties,  and  as 
ilhwtrating  the  need  of  supplementing  the  microscopic  studies  by 
some  researches  in  colloidal  chemistrv  or  by  researches  advanced 
into  the  realms  of  physical  chemistry,  ho  cited  some  troubles  he  en- 
countered three  or  four  years  ago  wh(»n  planning  a  concrete  dam. 
Close  to  the  site  he  found  what  seemed  to  be  a  perfect  mixture  of 
gravel  and  sand,  well  graded  and  apparently  clean  and  requiring 
simply  to  be  mixed  with  cement  and  water  in  order  to  give  excellent 
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concrete,  but  on  sending  samples  of  this  material  to  the  laboratory 
for  mechanical  analysis  and  test  of  mortar,  it  was  found  that  the 
mortar  made  from  this  sand  would  not  stand  up  sufficiently  to  be 
held  in  the  clamps  of  a  testing  machine  after  setting  7  days,  and 
after  setting  for  28  days  it  gave  a  strength  less  than  one-fifth  of 
the  normal  when  tested  with  four  or  five  diflferent  brands  of  cement ; 
yet  one  particular  brand  of  cement  was  found  which  gave  a  fairly 
strong  mortar  with  this  same  sand,  thus  proving  that  the  trouble 
was  to  be  looked  for  in  the  sand  rather  than  in  the  cement,  but  no 
reason  has  yet  been  found  why  this  one  particular  make  of  cement 
worked  so  very  differently  with  this  peculiar  sand.  After  washing 
this  sand  in  a  way  intended  to  cause  mutual  attrition  and  scrubbing 
of  the  individual  grains,  it  was  found  to  give  tolerably  strong 
mortar  with  all  these  brands  of  cement,  and  on  analyzing  the  wash 
water  by  methods  used  for  drinking  water  the  reports  showed  a 
large  percentage  of  albuminoid  ammonia.  An  expert  of  the  U.  S. 
Department  of  Agriculture,  who  had  spent  much  time  on  studies 
of  the  solubility  of  the  mineral  ingredients  of  different  soils,  sug- 
gested to  him  that  the  peculiar  behavior  of  this  sand  in  relation  to 
Portland  cement  was  probably  due  to  a  low,  complex  organic  acid, 
akin  to  tannic  acid,  which  was  present  in  a  condition  of  adsorpiian 
on  the  outside  of  the  sand  grains,  and  that  to  find  out  what  was 
worth  knowing  about  this  action  might  keep  a  skilled  research 
chemist  busy  for  a  year.* 

It  is  certain,  he  said,  that  some  concrete  has  withstood  frost  and 
the  wear  of  rapid  currents  of  water  for  many  years  marvelously 
well.  On  the  other  hand,  it  is  certain  that  some  concrete  from 
cement  made  by  rapid  modern  methods,  under  rigid  specifications 
and  conscientious  inspections,  has  gone  to  pieces  in  a  most  distressing 
way.  It  is  possible  that  some  of  the  modern  concrete  put  down  with 
a  super-abundance  of  water,  and  perhaps  some  that  is  made  with 
cement  containing  ingredients  leading  to  compounds  that  will  ulti- 
mately become  soluble,  may  bring  disaster  when  concrete  is  used  in 
thin  sections  under  high  water  pressure  and  expected  to  retain  its 
normal  strength  indefinitely. 

He  considered  the  subject  extremely  important,  and  that  engin 
eers  should  be  grateful  for  all  contributions  to  it  like  the  preser 
paper  and  should  be  pleased  to  note  that  while  the  author  no 
simply  gives  his  method  of  diagnosis,  he  implies  that  in  a  futu 

^Engineerintj  News,  July,  1912,  contribution  by  the  discusser. 
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paper  a  remedy  for  some  of  the  present  troubles  will  be  presented. 

Thb  Author.  The  comment  most  frequently  met  with  in  regard 
to  this  microscopic  study  of  concretes  is  that  it  does  not  indicate  a 
remedy  for  the  defects  shown.  Microscopic  examination  is  pri- 
marily a  diagnosis.  It  shows  concretes  as  they  actually  are,  not 
as  they  are  supposed  to  be,  and  the  faults  that  careless  procedure 
and  improper  selection  of  materials  induce.  Further,  the  inter- 
relation and  the  inter-action  of  the  several  materials  composing 
eoncrete  are  made  plain,  together  with  the  penalties  attendant  upon 
any  neglect  of  these  inter-relations. 

The  remedy  lies  very  largely  in  alterations  of  our  present  pro- 
cedure. It  is  very  true  that  there  are  certain  beneficial  changes 
that  might  be  made  in  the  cement,  which  is  not  by  any  means  an  ideal 
product,  but  it  is  true,  also,  that  more  care  should  be  used  in  the 
selection  and  particularly  in  the  quantities  of  the  other  constituents 
used.  When  the  concrete  maker  realizes  that  the  quantities  and 
gradings  of  his  stone,  and  especially  of  his  sand,  are  vitally  im- 
portant, and  when  he  also  realizes  that  the  quantity  of  water  may 
not  be  varied  beyond  certain  limits,  we  may  hope  to  see  a  very 
important  change  in  the  quality  of  concrete. 

It  should  also  be  realized  by  engineers  that  concrete  is  not  an 
infinitely  dense,  hard,  resistant  substance,  but  that,  on  the  contrary, 
it  is  a  material  which  varies  in  durability,  and  one  that  varies  widely 
in  proportions,  qualities  and  value,  largely  depending  on  the  care 
and  understanding  used  in  its  manufacture. 
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MODEL  EXPERIMENTS  AND  THE  FORMS 
OF  EMPIRICAL  EQUATIONS 

By  E.  BucKiNOHAMy  Washington,  D.  C. 
Member  of  the  Society 

It  would  often  be  very  advantageous  if  the  behavior  under 
seTOce  conditions  of  projected  structures  or  machines  could  be 
predicted  from  the  results  of  experiments  on  small  models;  even 
roughly  approximate  information,  if  thoroughly  reliable  within  its 
known  limits  of  accuracy,  would  often  prevent  serious  failures  or 
enable  the  designer  to  avoid  the  use  of  exaggerated  or  badly  co- 
ordinated factors  of  safety  and  allowances  for  uncertainty.  Experi- 
ments on  the  resistance  of  ship  models  have  been  used  in  this  way 
for  many  years  with  satisfactory  results,  and  have  been  of  great 
value  to  the  naval  architect.  On  the  other  hand,  it  is  a  familiar 
fact  that  in  many  instances,  small  scale  models  do  not  act  at  all 
like  their  full-sized  originals  imder  conditions  which  seem  at  first 
sight  to  be  similar,  and  that  hasty  conclusions  from  model  experi- 
ments are  very  imsafe  indeed. 

2  It  is  of  interest  to  enquire  into  the  general  principles  in- 
volved in  the  use  of  models,  and  to  find,  if  possible,  conditions  which 
must  govern  such  experiments  in  order  that  the  model  shall  be 
similar  to  its  original  and  its  behavior  give  definite  information 
about  the  behavior  of  the  original.  Just  what  is  meant  by  similar, 
depends  on  the  nature  of  the  particular  case  in  hand;  but  there 
are  general  rules  which  show  us  how  to  make  a  model  similar  to  its 
original,  when  this  is  practicable,  and  which  also  show  us  how  and 
why  it  is  often  not  practicable  to  fulfill  the  required  conditions.  I 
shall  not  dilate  on  the  origin  of  the  rules,  which  are  a  simple  and 
immediate  consequence  of  familiar  physical  principles,  but  will 
illustrate  their  meaning  and  practical  application  by  a  few  simple 
examples.     There  is  nothing  essentially  now  in  what  I   have  to 
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present,  but  the  subject  seems  to  be  rather  unfamiUar  to  engineers 
in  general  and  is  worth  discussing  because  of  its  frequent  practical 
utiHty. 

THE   GENERAL   THEOREM 

3  To  interpret  model  experiments  we  have  to  know  how  the 
behavior  of  the  model  or  the  original  depends  on  size;  i.e.,  we  must 
have  an  equation  which  describes  the  behavior  of  the  machine  or 
structure  under  the  conditions  of  service,  and  which  contains  as 
variables,  the  size  of  the  machine  and  the  quantities  such  as  speed, 
applied  forces,  viscosity  of  the  surrounding  medium,  etc.,  which 
suffice  to  specify  all  the  essential  circumstances  of  operation.  Such 
an  equation  is  called  a  physical  equation. 

4  Except  in  the  most  simple  cases,  the  required  equation  can 
be  found  only  by  experiment,  and  to  set  up  a  satisfactory  empirical 
equation  may  require  vefy  laborious  and  expensive  experimentation 
if  the  problem  is  at  all  complicated.  But  the  so-called  "principle 
of  dimensional  homogeneity"  is  sometimes  of  great  assistance  in  the 
following  ways:  First,  it  directs  our  attention  to  the  things  we  need 
to  measure  and  keeps  our  eyes  open  to  the  simplifying  approximate 
assumptions  we  may  have  to  adopt  in  our  work.  Second,  it  re- 
duces the  numl^er  of  separate  quantities  that  have  to  be  varied  and 
gives  hints  and  suggestions  as  to  the  most  economical  way  of  getting 
the  desired  information.  Third,  it  always  gives  us  some  informa- 
tion as  to  the  possibilities,  and  by  showing  conclusively  that  cert^dn 
empirical  equations  cannot  possiljly  be  generally  valid,  warns  us 
against  trusting  them  too  far  outside  the  range  of  the  experiments 
from  which  they  were  deduced  and  which  they  may-  represent  quite 
satisfactorily'.  Fourth,  it  sometimes  enables  us  to  put  equations  in 
such  a  fonn  that  we  can  use  English  and  metric  measurements 
indiscriminately  without  wasting  time  on  conversion.  And  last, 
and  most  iinjjortant  for  the  present  discussion,  it  often  enables  us  to 
dispense  with  complete  experimental  investigations  and  showB  us 
how  ver>'  incomplete  sets  of  experiments  may  give  reliable  informa- 
tion in  particular  cases. 

5  The  principle  of  dimensional  homogeneity  states  that  all  the 
terms  of  an\'  correct  and  complete  physical  equation  must  have  the 
same  dimensions.  By  this  is  meant  merely  that  if  the  numerical 
value  of  any  tenn  in  the  equation  depends  on  the  size  chosen  for  one 
of  our  fundamental  units,  all  the  other  terms  must  depend  on  it  in 
the  same  way,  so  that  when  the  size  of  this  unit  is  changed,  the  terms 
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will  all  be  changed  in.  the  same  ratio  and  the  equation  will  remain 
valid,  which  it  would  not  do  otherwise.  The. necessity  for  this  may 
be  seen  from  the  consideration  that  the  relation/to  be  described  by 
the  equation,  among  the  sizes  of  certain  physical  quantities,  is  a 
reality  which  subsists  quite,  independently  of  any  arbitrary  choice  of 
units  on  our  part.  Hence  if  the  equation  is  to  be  complete  and  cor- 
rect, the  description  of  facts  which  it  gives  must  not  change  when 
we  arbitrarily  change  from  poimds  to  kilograms  or  from  inches 
to  miles. 

6  By  means  of  this  principle  it  may  easily  be  shown^  that 
any  equation  ^ 

F(Qi,<32,  .   .    .  Qn)-0  [1] 

describing  a  relation  among  the  n  different  kinds  of  quantity 
Qi}  Qsi  •  •  -  Qn  is  always  reducible  to  the  form 

/  (Hx^  n,,  .    .    .  Hn-k)  -  0,  {2] 

in  wliich  each  of  the  variables  n  represents  a  dimensionless  product 
of  the  form     - 

n-Q*iQ»>2  .   .   .  Q»n;  '  [8] 

I  is  the  number  of  independent  fundamental  units  needed  in  specify- 
ing the  units  of  the  n  kinds  of  quantity;  and  /  is  some  unknown 
function  to  be  foimd  by  experiment. 

7  A  dimensionless  quantity  is  one  of  which  the  numerical 
value  does  not  change  when  the  sizes  of  the  fundamental  units  alter 
80  long  as  the  relations  between  the  derived  and  the  fundamental 
units  are  kept  unchanged.  The  simplest  example  of  such  a  quantity 
is  the  ratio  of  two  quantities  of  the  same  kind;  the  ratio  of  two 
lengths,  for  instance,  does  not  depend  on  the  unit  we  adopt  for 
measuring   lengths.     Another   simple    example    is   the    expression 

gT  Of  Dg S  *,  in  which  D  is  the  diameter  of  a  fly  wheel,  S  its 

peripheral  speed,  and  g  the  acceleration  of  gravity.  The  numerical 
value  of  this  product,  in  any  particular  case,  will  be  the  same  whether 
measured  by  an  American  using  feet  and  seconds  or  by  a  European 
using  meters  and  seconds,  and  either  of  them  might  change  from 
seconds  to  minutes  without  affecting  his  numerical  result,  if  he 
changed  his  derived  units  of  speed  and  of  acceleration  accordingly. 

8  If  there  are  n  separate  kinds  of  quantity  but  more  than 
one  quantity  of  each  kind, — a  number  of  Icngtlis  or  a  number  of 
forces  concerned  in  the  relation  to  be  described  by  the  equation,  all 

^Phjaieal  Beview,  vol,  4,  p.  345,  October  1914, 
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the  quantities  of  any  one  kind  may  be  represented  by  specifying  a 
single  one  of  that  kind  and  the  ratios  r',  r"  .  .  .of  the  others  to 
this  one.    Equation  [1]  then  takes  the  form 

F(Qi,Q2,  .   .   .  Qn,r\r\  .    .   .)-0  [4] 

and  this  is  always  reducible  to 

/(Hi,  Hi,  .    .    .   Ha-k,  r',r''  .    .    .)  =  0  [6] 

9  This  theorem  which,  for  short,  I  may  call  the  11  theorem,  is 
a  convenient  statement,  for  practical  use,  of  the  requirement  of  di- 
mensional homogeneity.  We  may  proceed  at  once  to  illustrate  its 
meaning  by  application  to  the  familiar  problem  of  the  flow  of  fluids 
through  pipes. 

THE   FLOW   OF  LIQUIDS   IN   SMOOTH   PIPES 

10  When  a  liquid  flows,  at  a  constant  rate,  through  a  smooth 
straight  pipe,  the  pressure  gradient  G  may  be  expected  to  depend 
on  diameter  D,  speed  5,  and  density  p  and  viscosity  /x  of  the 
liquid.  So  long  as  the  pipe  is  full  and  the  liquid  §ensibly  incom- 
pressible, we  do  not  see  anything  else  foi  G  to  depend  on;  and  imless 
we  have  omitted  some  essential  circumstance,  these  five  quantities 
must  be  connected  by  some  sort  of  relation  which  may  be  S3nn- 
bolized  by  writing 

F  (G,  Z),  S,  p,  m)  -0  [6] 

We  shall  proceed  to  apply  the  11  theorem  to  this  equation  and  com- 
pare the  results  with  observed  facts. 

11  There  are  5  separate  kinds  of  quantity  involved  in  the  rela- 
tion, so  that  n= 5,  but  the  units  needed  for  measuring  them  can  all  be 
derived  from  4=3  fundamental  units,  so  that  n  -A;  «2.  Hence, 
whatever  the  nature  of  the  relation  may  be,  it  must  be  reducible  to 
the  form 

/(ni,n2)=o  [71 

containing  not  five  but  only  two  independent  variables.  Further- 
more, we  know  that  any  empirical  form  for  [6]  which  cannot  be 
expredsed  in  the  form  [7]  cannot  be  generally  correct,  no  matter 
how  good  an  approximation  it  may  be  over  a  limited  range  of  ex- 
periments. 

12  To  find  the  two  independent  dimensionless  products  Hi  and 
112  we  must  first  know  the  dimensions  of  the  five  kinds  of  quantity 
in  terms  of  some  three  which  we  agree  to  regard  as  fundamental. 
We  are  not  restricted  to  any  particular  three,  because  we  are  not 
now  concerned  with  the  question  of  preserving  our  units  by  con 
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Ycnient  primary  standards,  but  only  with  the  interrelations  of  the 

five  kinds  of  unit  needed  in  our  measurements.    Any  three  m.e- 

chanical  units  will  serve  our  purpose  if  they  are  independent^  i.e., 

if  no  one  of  them  can  be  derived  from  the  others.    We  adopt  mass  m, 

length  Ij  and  time  i,  because  these  are  most  commonly  used.    If  we 

used  any  other  three,  such  as  force,  length,  and  time,  the  results 

would  be  the  same,  only  a  little  intermediate  algebra  would  be 

different.    We  then  have  the  following  definitions  and  dimensional 

equations: 


Pressure  gradient  = 


force 


area 


-i- length      G=^ml-H-^ 


[8] 


Diameter  =a  length D  =1 

Speed  ^length  ^-time S  =11"^ 

Density  =mass  -^ volume p  =m  f"' 

_„       .         force  .   ,  ,_    _ 

Viscosity* -^  rate  of  shear.  .     u=7nl  ^t  * 

area 

13  We  select  any  three  of  these  quantities,  D,  S,  p,  which  ar^n- 
dependent  and  might  therefore,  if  we  chose,  be  themselves  used  as 
fundamental  units,  and  we  write  down  the  equation 

U^=D^Syp^G  [9] 

We  have  then  to  determine  the  exponents  x,y,z  so  that  Hi  shall  have 
no  dimensions,  i.e.,  so  that  its  unit  shall  be  independent  of  the  sizes 
of  the  arbitrary  fundamental  units  7n,  /,  t.  This  is  very  easy.  Sul)- 
stituting  in  [9]  from  [8]  we  have  for  the  dimensions  of  IIi 

III  =/^^y  ry.m*  Z"'».m  r^  r^ 

= Z'^+>'-'»-2.^y-2.m« + »  [10] 

For  Hi  to  be  dimensionless,  the  exponent  of  I  which  shows  how  the 
unit  of  Hi  depends  on  the  size  of  the  length  unit,  must  vanish;  and 
similar  conditions  hold  for  time  and  mass.  We  therefore  have  the 
three  equations 

1 
1 

and  by  substituting  in  [9]  we  have 

DG 


x+y-3z-2 
-y-2=0 

2+1-0 


0 


whence 


'  x=l 

y=-2 

z=-l 


n,= 


s* 


111] 
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14    To  find  II]  we  Bt&rt  with  the  equation 
IIj  "D"  S^ffii 
and  follow  a  similar  procedure  for  determining  the  exponents  a,  b,  e 
80  that  II]  shall  be  dimensionless.     The  result  is 

and  by  equations  [11]  and  [12],  equation  [7)  f.naily  takes  the  foim 
jl^    _ii_\  =  0  [131 


FiiJ.  1     Rebvi.ts:  with  Sbamlbss-dhawn  Bhabp  Pipe 

15  The  form  of  the  function  /  remains  to  be  found  from  experi- 
ment; but  whatever  it  may  turn  out  to  be,  we  know  that  if  there  isany 
relation  involving  thr  five  quantities  of  equation  [6]  and  no  others, 

it  ia  such  that  the  values  of   -^  and  j^—  are  connected  by  a  single 

relation,  s>nnl>ohzed  by  [13].  and  that  the  size  of  either  of  them  fixea 
that  of  the  other, — as  may  be   more  conveniently  expressed  by 

imagining  equation  [13]  to   be  solved  for   tt-  and  written  in  Mm 

form 
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16  We  are  now  in  a  position  to  check  results:  for  if  observed 

DG         '                                                                ^DSp 
values   of  — cj  are   plotted  against  simultaneous  values  of , 

the  resulting  points  should  lie  along  a  single  curve.  If  they  do  not 
do  so,  within  the  experimental  errors,  we  shall  know  that  some  es- 
sential circumstance  must  have  been  overlooked  in  writing  down 
our  original  equation  [6]. 

17  Fig.  1  shows  results  obtained  with  seamless-drawn  brass  pipe 

D  G 
of  various  diameters.     The  ordinate  is  ""oaXlO*  or  its  equivalent 

Dg  h  h 

"CT-yXlO*,  where  7  is  the  hydraulic  gradient.    The  abscissa  is 

Iokm  ,  which  is  better  than    itself  which  would  make  the 

diagram  inconveniently  long.  Some  of  the  points  are  from  Saph 
and  Schoder's*  experiments  on  water.  The  others  are  from  Stanton 
and  Pannell's*  experiments  on  both  water  and  air.  Out  of  the  large 
number  of  series  of  experiments,  a  few  were  selected  at  random  but 
so  as  to  cover  the  whole  range  of  diameters;  and  of  these,,  only 

every  fourth  point  was  plotted  except  for  logj© <  3.5  when  all 

f* 

the  points  were  plotted.     If  all  the  hundreds  of  points  had  been  put 

in,  the  diagram  would  have  had  to  be  on  a  very  large  scale,  but  the 

conclusions  to  be  drawn  from  it  would  have  been  imchanged. 

18  It  appears  first,  that  the  points  of  all  three  classes  are  mixed 
indiscriminately;  and  second,  that  the  points  are  in  fact  distributed 
in  a  well  defined  band.  Hence  we  conclude  that  nothing  essential 
was  omitted  from  equation  [6]. 

19  The  construction  of  this  diagram  illustrates  one  advantage 
<rf  using  dimensionless  variables,  namely,  that  it  obviates  the  need 
of  conversions  from  metric  to  English  units,  and  vice  versa.  Saph 
tnd  Schoder's  data  are  published  in  English  units  and  in  reducing 

them,  the  values  of  —  were  also  expressed  in  English  imits.     On  the 

P 

other  hand,  Stanton  and  Pannell's  data  are  published  in  c.g.s.  units: 

*Am.  80c  Civ.  Engineers;  vol.  29,  1903,  p.  419. 

7U1.  Trans.  Bojal  See.  London:  voL  A  214,  1914,  p.  199. 
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but  no  conversion  was  needed  before  plotting,  because  the  numerical 
value  of  a  dimensionless  quantity  is  independent  of  the  size  of  the 
fundamental  units  so  long  as  we  keep  the  interrelations  of  the  units 
imchanged,  as  we  do  in  passing  from  c.g.s  units  to  normal  English 
foot,  second,  pound  mass  units. 

20  Since  the  object  of  this  section  is  to  illustrate  the  meaning 
of  the  n  theorem  in  a  familiar  problem,  it  would  be  out  of  place  here 
to  go  into  an  extended  discussion  of  the  mathematical  form  of  the 
function  ^  and  the  consequent  form  of  the  equation 

DSp' 


h      S^      /DS 


and  we  must  also  pass  over  the  more  interesting  subject  of  rough 
pipes  and  the  modifications  needed  in  the  equations  for  treating 
them.  We  may,  however,  make  three  remarks  before  leaving  the 
present  subject: 

First,    The  critical  region,  where  stream  line  flow  changes  over 

to  turbulent  or  hydraulic  flow,  is  shown  by  the  plot  to  occur  at 

Z)*Sp                           DSp 
about  logio =3.3  to  3.4  or =  2000  to  2500,  as  found  by 

Reynolds  and  others. 

Second.  If  G  is  proportional  to  *S,  as  we  know  experimentally 
that  it  is,  below  the  critical  speed,  the  unknown  function  <P  must 

have  the  form  ^  ( 1  =/?  ,,   ,    ,  where  A'  is  a  constant.    Hence 

\    M    /  DSp 

equation  [14]  reduces  to 

a  form  of  Poiseuille's  equation,  showing  that  in  this  sort  of  motion 
the  resistance  is  directly  proportional  to  the  viscosity  and  independent 
of  the  density. 

Third,  If,  by  reason  of  high  speed,  large  diameter,  or  low 
viscosity,  the  motion  becomes  very  turbulent,  we  know  from  ob- 
servation that  the    resistance  approaches    proportionality  to  the 

lDSp\ 
square  of  the  speed.     The  function  <P  ( I  must  then  degenerate 

into  a  mere  constant  Ku  and  equtition  [14]  gives  us 

the  resistance  being  now  sensibly  proportional  to  the  density  and 
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independent  of  the  viscosity.  This  agrees  perfectly  with  common 
sense.  The  tangential  drag  between  two  bodies  of  liquid  moving 
past  each  other  is  merely  an  effect  of  cross  transmission  of  momentum 
between  them.  When  there  are  no  eddies,  this  interchange  of 
momentimi  occurs  by  mixing  on  a  molecular  scale,  i.e.,  by  diffusion. 
Hence  in  stream  line  motion  the  resistance  depends  directly  on 
diffusion  and  the  resulting  viscosity.  But  if  the  motion  is  very 
turbulent,  mixing  occurs  by  eddies,  and  the  amount  of  momentum 
carried  by  an  eddy  of  given  size  depends  on  the  density;  the  effects 
of  diffusion  and  its  consequence,  viscosity,  being  of  very  minor  im- 
portance. We  also  see  why  it  is  that  temperature  has  so  little  effect 
on  the  resistance  if  the  motion  is  turbulent.  Temperature  in- 
fluences viscosity  very  much  and  density  very  little.  Hence  as 
turbulence  increases  and  the  resistance  is  more  nearly  proportional 
to  S*,  the  importance  of  temperature  decreases  because  the  im- 
portance of  viscosity,  the  only  thing  sensibly  dependent  on  tem- 
perature, decreases. 

RESISTANCE   OF   IMMERSED   BODIES   AT  MODERATE   SPEEDS 

21  We  may  next  consider  the  motion  of  a  completely  im- 
mersed body  such  as  an  aeroplane,  a  dirigible  balloon,  or  a  submarine 
so  deeply  submerged  as  to  cause  no  appreciable  surface  disturbance. 
Let  us  enquire  how  the  forces  between  the  fluid  and  the  solid  body 
depend  on  the  various  circumstances;  and  to  be  specific,  let  us 
consider  the  total  head  resistance  R.  The  first  question  is  :  On 
what  measurable  quantities  does  R  depend? 

22  To  start  with,  we  have  the  relative  speed  S  of  the  body  and 
the  undisturbed  fluid  at  a  distance;  we  shall  suppose  S  to  be  constant 
so  that  there  is  no  acceleration  of  the  body.  Next,  we  have  the 
size  and  shape  of  the  body  and  its  orientation  with  regard  to  the 
line  of  motion:  if  D  is  a  linear  dimension  of  the  body,  the  shape  and 
orientation  may  be  specified  by  the  ratios  r',  r'',  .  .  .  etc.,  of  a  number 
of  other  lengths  to  the  particular  length  Z>.  .  .  .  Finally,  we  have 
the  mechanical  properties  of  the  fluid,  its  density  p  and  viscosity  /x. 
The  effects  of  compressibility  do  not  play  any  sensible  part  until 
the  speed  approaches  that  of  sound  in  the  medium,  and  at  aeroplane 
speeds  the  air  behaves  very  nearly  as  if  incompressible.  By  moder- 
ate speeds  we  therefore  mean  speeds  which  are  only  a  small  fraction 
of  the  acoustic  speed,  and  for  such  sj)oeds,  conipressil)ility  may  be 
left  out  of  account. 

23  The  condition  of  total  immersion  obviates  the  need  to  con- 
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sider  either  surface  tension  or  the  intensity  of  gravity.  In  problems  of 
fluid  motion,  the  ratio  of  viscosity  to  density  appears  very  often, 

and  it  is  convenient  to  represent  it  by  a  single  symbol  —  ^p.     The 

P 

quantity  v  is  known  as  the  kinematic  viscosity  and  we  may  specify 
the  properties  of  the  medium  by  p  and  p  instead  of  by  p  and  /x  as 
hitherto. 

24  If  we  have  not  overlooked  any  important  circumstance,  there 
must  be  some  definite  quantitative  relation  connecting  the  resistance 
R  with  the  other  quantities  enumerated,  and  it  may  be  symbolized 
by  the  equation 

F{R,D,S,p,v,r\r%  .    .    .)  =  0  [16] 

which  is  analogous  to  equation  [6]  except  that  beside  the  n  -5  phy- 
sical quantities  72,  Z>,  S,  p,  v^  it  contains  also  a  number  of  dimen- 
sionless  ratios  r. 

25  To  this  equation  apply  the  11  theorem  in  its  general  form  [6]. 
The  quantities  are  all  mechanical  and  A;  -3  fundamental  imits  are 
required  for  measuring  them.  Hence  n  -A;  -2  and  if  such  a  rela- 
tion as  [15]  subsists,  it  must  be  of  or  reducible  to  the  form 

/  (Hi,  Hi,  r',  r',  .    .    .)  =  0 

As  in  the  previous  example,  the  11 's  may  be  found  by  setting 

ni=z)^syp»/e;  u^^d^s^p^v 

inserting  the  known  dimensions  of  Z),  £f,  p,  R,  v;  and  determining  the 
unknown  exponents  x,  y,  z  and  a,  6,  c  so  as  to  make  Hi  and  112  dimen- 
sionless.  It  is  unnecessary  to  give  the  very  simple  algebra  of  the 
solution:  it  suffices  to  note  that  22  is  a  force  and  has  the  dimensions 
R^ml  ^"*,  while  v  has  the  dimensions  v^P  i~^.    The  result  is 

n         ^         n  -  — 
^^*"pD^S''      '""  DS 

and  the  11  theorem  therefore  tells  us  that  if  such  a  relation  as  [16] 
subsists,  it  must  necessarily  be  reducible  to  the  form 

/C-^..M->" )-o  m 

If  this  is  solved  for  11 1  it  may  be  written 

R  =  pD'S'<p(^,r\r'\....\  [17] 

in  which  the  nature  of  the  dependence  expressed  by  the  unknown 
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function  ^  remains  to  be'  found  by  experiment  if  it  has  to  be  found 
at  all. 

26    In  view   of  the   infinite   possibilities  of  varying  a  body's 
shape,  there  are,  in  the  general  case,  an  infinite  number  of  the  inde- 
pendent arguments  r  so  that  a  general  determination  of  the  form 
of  ^  is  impossible.     Even  if  we  restrict  ourselves  to  comparatively 
ample  shapes,  there  will  usually  be  so  many  r's  that  the  determination 
of  the  form  of  ^  would  be  very  laborious.    We  therefore  cut  the 
knot  by  limiting  ourselves  to  the  consideration  of  one  shape  and 
orientation  at  a  time,  in  other  words  to  studying  a  series  of  geo- 
metrically similar  bodies,  anyone  of  which  may  be  regarded  as  an 
increased  or  diminished  model  of  any  other.    The  separate  bodies 
now  differ  only  in  their  size,  specified  by  the  value  of  D.     The  r's 
are  the  same  for  all,  i.e.,  they  are  mere  .constants:  hence  they  may 
be  omitted  from  our  equations,  and  [17]  reduces,  for  any  series  of 
geometrically  similar  bodies,  to  the  simpler  form 

/2=pD>£P*(^)  [18] 

.     ^  DS 

in  which  the  unknown  fimction  *  has  only  the  one  argument  — . 

27  We  might  now  proceed  to  find  the  form  of  ^  for  bodies  of 
the  given  shape  by  plotting  observed  values  of     r^  ea  against  simul- 

DS 
taneous  values  of  —  ,  drawing  a  curve,  and  representing  it  by  an 

empirical  equation.  And  it  may  be  noted  that  while  the  results  of 
experiments  on  bodies  of  any  size  and  in  any  medium  might  all  be 

D  S 

utilized,  no  such  variation  of  D  and  p  is  at  all  necessary.    For  — 

may  be  given  any  value  we  please  by  varying  S  alone,  so  that  the 
required  information  is  obtainable  from  experiments  on  a  single  body 
of  the  series  in  a  particular  fluid. 

28  But  let  us  suppose  that  we  are  confronted,  say,  by  the 
practical  problem  of  finding,  as  economically  and  quickly  as  possible, 
the  head  resistance  of  a  dirigible  balloon  of  some  new  and  untried 
shape  but  of  given  size  and  at  some  given  speed.  We  must  if 
possible  avoid  the  labor  of  such  a  complete  investigation  as  outlined 
above,  and  equation  [18]  shows  us  how  this  may  be  accomplished 
by  means  of  model  experiments. 

29    The  original  being  of  length  Z)©  we  may  construct  a  small- 
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s(  ale  model  of  length  D.    Let  So  be  the  speed  of  the  original  and  let 

Do 
S  "So'lj'     If  the  model  is  run  at  the  speed  S  and  the  medium 

is  air,  as  for  the  original,  we  shall  then  have 

PS  __  Do  So  r- Q^ 

V  Pa      ' 


i"-^) 


SO  that  ^(  —""  I  may  be  treated  as  a  mere  constant.     Hence  dividing 

equation  [18]  for  the  original  by  the  same  equation  for  the  model 
and  setting  p  =Po,  we  have 

t-(w)'-'  i^i 

Speeds  which  are  thus  chosen  so  that  the  unknown  function  with 
which  the  dimensional  reasoning  leaves  us  degenerates  into  a  con- 
stant, are  called  corresponding  speeds;  and  at  corresponding  speeds 
the  original  and  the  model  are  said  to  be  dynamically  similar.  In 
the  present  case  corresponding  speeds  are  inversely  proportional  to 
the  linear  dimensions,  and  at  corresponding  speeds  the  resistance  of 
the  original  is  equal  to  that  of  the  model  as  shown  by  equation  [20]. 
30  Upon  reflexion  we  see  that  the  foregoing  result  is  of  little  or  no 
value.  For  unless  the  speed  So  were  rather  low,  any  great  reduction 
of  scale  would  require  the  corresponding  speed  S  of  the  model  to  be 
impracticably  high,  perhaps  even  approaching  the  acoustic  speed, 
so  that  our  disregard  of  compressibility  would  no  longer  be  legitimate. 
But  we  have  still  another  possibility,  namely  that  of  using  another 

p 
medium  and  so  changing  — .     The  kinematic  viscosity  of  water  a1 

^  o 

ordinary  temperatures  is  from  1/10  to  1/20  that  of  air  according  t' 

the  temperatures.     If  we  take  1/15  and  run  the  model  not  in  a' 

^         1 
but  in  water,  we  have  —  *"  T5"  ^^^  equation  [19]  then  gives  us 

S_^  J_Po 
So       15    D  ' 

so  that  a  model  of  given  size  need  be  run  only  1/15  as  fast  as  in 
If  experiments  are  thus  made  in  water,  K^,  may  be  computed  fi 
the  observed  resistance  R  of  the  model  b}*  using  the  equation 

Ro      Po  /Do  So\'  ^  t  c  '   Po 


R      p  \  DS 
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or  approximately 


^=0.28 


31     While  the  foregoing  method  is  strictly  correct  for  speeds  at 
which  compressibility  is  negligible,  the  process  may  be  much  simpli- 
fied when  no  high  accuracy  is  required.    For  it  has  been  established 
by  experiment  that  with  bodies  of  ordinary  shapes  at  ordinary 
speeds,  i.e.,  in  cases  where  eddy  resistance  rather  than  skin  friction 
is  the  important  thing,  the  head  resistance  is  very  nearly  proportional 
to  the  square  of  the  speed.     But  if  22  oc  S*,  the  function  ^  is  no 
longer  unknown:  equation  [18]  shows  that  it  is  a  constant,  i.e.,  a 
mere  shape  factor  for  bodies  of  the  given  shape;  and  the  influence 
of  viscosity  vanishes  just  as  it  does  in  the  flow  of  liquids  through 
pipes  when  there  is  so  much  turbulence  that  the  resistance  is  pro- 
portional to  the  square  of  the  speed.    It  then  follows  that 

R^KpD^S^  [21] 

and  all  speeds  of  a  body  and  its  model  are  corresponding  speeds,  no 
matter  what  the  scale  ratio  or  the  nature  of  the  medium.  All  we 
need,  therefore,  is  a  determination  of  the  shape  factor  K  by  an 
experiment  on  a  model  of  any  size,  in  any  convenient  medium,  after 
which  R  may  be  found  from  equation  [21]  for  the  original.  Ex- 
periments on  very  small  models  of  dirigibles  run  in  water  have  been 
used  for  determining  the  relative  values  of  shape  factors  for  various 
shapes. 

32  It  may  be  noted  that  although  R  in  the  equations  has 
represented  head  resistance,  it  might  equally  well  have  repre- 
sented the  lift  of-  an  aeroplane  or  an  inclined  dirigible,  or  any 
other  particular  force  on  an  immersed  moving  body,  since  we  used 
in  our  reasoning  only  the  dimensions  of  22,  and  all  forces  have  the 
same  dimensions.  An  equation  of  the  form  [18]  is  obtained  in  any 
case  or,  if  floe  S*,  an  equation  of, the  form  [21],  the  shape  factor  K 
depending,  of  course,  on  what  sort  of  force  is  under  discussion. 

RESISTANCE   TO   THE   FLIGHT   OF   PROJECTILES 

33  When  the  speed  of  an  immersed  body  approaches  or 
exceeds  that  of  sound  in  the  medium,  as  with  modem  projectiles,  the 
compressibility  may  become  a  determining  factor  in  the  phenomenon, 
the  energy  lost  by  a  high  speed  projectile  being  drained  away  princi- 
pally in  the  head  and  base  waves.  Compressibility  must  therefore 
be  recognized  in  any  equations  which  are  to  describe  what  happens. 
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34  Compressibility  and  density,  together,  determine  the  acous- 
tic speed  in  the  medium,  so  that  this  speed  C  may  be  used,  with 
the  density  p,  in  specifying  the  properties  of  the  medium,  instead 
of  using  the  compressibility  itself.  Furthermore,  since  C  is  a  quan- 
tity of  the  same  kind  as  S,  the  speed  of  the  body,  we  need  not  intro- 
duce both  C  and  S  into  our  equations  but  if  S  appears,  we  may  repre- 

C  S 

sent  C  by  its  ratio  to  S,  i.e.,  by  "c"  or,  if  we  prefer,  by  -jp".    In  place 

of  equation  [16]  we  now  have 

F(/e,i),S,p,^,4,r',r",  .    .    .)=0 

35  The  new  variable  "tt  being  a  mere  ratio  like  the  r's,  the  appli- 
cation of  the  n  theorem  is  precisely  the  same  as  before,  and  instead 
of  equation  [17]  we  have 

R^pD'S'<p(^,^r',r",  .    .    .)  [22] 

To  make  any  practical  advance  we  must  again  confine  our  attention 
to  projectiles  of  some  one  shape  so  as  to  get  rid  of  the  shape  variables 
r,  and  we  thus  arrive  at  the  equation 

R^pD'S'^i^,^)  123] 

36  We  have  here  an  instance  in  which  model  experiments  in  a 
single  medium  could  not,  a  priori,  be  expected  to  furnish  reliable  in- 
formation. In  order  to  insure  that  a  projectile  and  its  model  shall  be 
dynamically  similar,  i.e.,  that  the  numerical  value  of  the  unknown 
function  be  the  same  for  both,  we  must,  until  it  is  shown  to  be 

needless,  make  both  —  and  -^  constant.    Isow  for  a  given  medium 

under  iSxed  conditions,  the  acoustic  speed  C  is  fixed;  hence  the 
speed  S  of  the  model  must  be  the  same  as  that  of  the  original.    But  v 

DS 

is  also  constant  for  the  medium;  and  it  follows  that  if  S,  v,  and  — 

are  to  be  constant,  D  also  must  be  the  same  for  the  model  as  for 
the  original.  Therefore  no  change  of  scale  is  permissible  and  we 
cannot  expect  to  get  reliable  information  from  a  model.  / 

37  Even  if  we  change  the  medium  from  air  to  water,  the^case^is 
not  much  better.  The  speed  of  sound  in  water  is  about  four  times 
that  in  air,  so  that  if  the  original  were  a  15-in.  shell  at  a  muzzle  veloc- 
ity of  2500  ft.  per  sec.,' a  dynamically  similar  model  would  need  to 
have  a  speed  in  water  of  about  10,000  ft.  per  sec, — a  rather  formidable 
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ill 


requirement.  Assuming  this  difficulty  to  be  superable,  and  using 
water  at  a  temperature  such  as  to  make  its  kinematic  viscosity 
1/15  of  that  of  air  under  service  conditions,  we  might  then  make  the 
model  dynamically  similar  to  the  original  by  reducing  its  diameter 

DS    DoSo  „        S      So 

Co 


to  0.25  in.  for  we  should  then  have 


as  well  as  "?r  "TT 


V        vo     "  C 

It  is  conceivable  that  if  we  could  attain  the  required  initial  speed, 
experiments  conducted  in  this  way  might  furnish  some  interesting 
information,  equation  [23]  reducing  to  [21]  and  the  shape  factor  K 
being  found  from  experiments  on  models  to  a  scale  of  about  1/60. 
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Fig.  2     Resistance  of  Projectiles 


38        While  the  form  of  ^   in   [23]  has  not  been  accurately 

determined  for  any  shape  of  projectile,  we  know  that  the  influence 

S  DS 

of  -^  predominates  over  that  of  -— ,  as  might  have  been  expected 

in  view  of  the  turbulence  of  the  motion.    For  if  the  observed  values 
of  the  dimensionless  variable     n2  02  for  projectiles  of  the  older  forms 

and  of  various  calibers  are  plotted  against  values  of  -q",  the  resulting 
points,  while  rather  scattered,  do  lie  more  or  less  along  a  single 

curve,  which  proves  that  such  variations  of  shape  and  of  — "  as 
occurred,  were  of  minor  importance  in  comparison  with  the  ratio  of 
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the  speed  S  to  the  acoustic  speed  C.  Fig.  2  which  is  reproduced 
from  Cranz's  Text  Book  of  Ballistics,  exhibits  a  number  of  experi- 
mental results.  The  striking  thing  about  the  observations  is  their 
showing  that  the  development  of  the  wave  system  on  passing  the 

acoustic  speed  "^  =1  increases  the  resistance  about  three   times, 

while  both  above  and  below  this  critical   region      ly  g>  is   fairly 

constant,  i.e.,  the  head  pressure  in  air  of  given  density  is  nearly 
proportional  to  the  square  of  the  speed. 

SCREW   PROPELLERS 

39  The  thrust  T  of  a  screw  propeller  of  given  shape  may  be 
supposed  to  depend  on  diameter  D,  rate  of  revolution  n,  and  speed 
of  advance  aS,  and  on  the  density  p  and  kinematic  viscosity  v  of  the 
water.  If  the  screw  were  so  deeply  immersed  that  it  caused  no 
surface  disturbance,  these  would  seem  to* be  all  the  quantities  to  be 
coniSidered;  but  screws  are  not  usually  so  deeply  immersed  as  this 
and  we  must  therefore  bring  in  the  weight  of  the  water,  i.e.,  the 
acceleration  of  gravity  g.  We  may  as  well  confine  our  attention, 
from  the  start,  to  propellers  of  a  smgle  shape,  immersed  to  depths 
proportional  to  their  diameters,  and  if  we  have  not  overlooked  any 
essential  factor  in  the  action  of  the  propeller  we  shall  then  have 

F  (T,  D,  n,  S,  p,  p,g)^0  [24] 

40  For  the  measurement  of  these  n  =7  kinds  of  quantity,  fc  =3 
fundamental  units  are  again  required,  so  that  n  -fc  =4.  The  11 
theorem  therefore  states  that  if  equation  [24]  is  complete,  it  must 
be  reducible  to  the  form 

/(ni,n2,n3,n,)=o  [26] 

As  usual,  we  select  D,  S,  p  as  convenient  independent  quantities, 
and  proceed  as  already  illustrated,  the  only  new  kinds  of  quantity 
having  the  dimensions  n  ^t"^  and  g  =11"^ 

41  Writing 

n=Z)«Syp'P, 
where  P  =  T,  n,  ^,  and  g  successively,  and  finding  the  four  sets  of 
values  which  x,  t/,  z  must  have  in  order  to  make  11  dimensionless,  we 
obtain  the  following  expressions: 


[261 


E.  BUCKINGHAM  279 

Hence  if  an  equation  [24]  subsists,  it  is  certainly  of  such  a  nature  that 
it  is  reducible  to  the  form 

f(_T_Dn  j^Dji\  .271 

^[pD'S"^  S  '2)5'  S")    ^  ^  ^ 

Being  interested  more  particularly  in  T,  we  may  solve  for  Hi  and  write 
the  equation 

7'=pZ)«^.(^",^^,^^).  [28] 

in  which  fp  is  the  usual  unknown  function  which  always  remains 
after  the  application  of  dimensional  reasoning,  when  the  number 
of  separate  kinds  of  quantity  n  is  greater  than  fc+1. 

42  We  shall  not  discuss  possibilities  of  determining  the  general 
form  of  <Pj  which  in  this  instance  has  three  independent  arguments, 
but  shall  proceed  at  once  to  the  question  whether  experiments  on 
small-scale  model  propellers  can  be  so  carried  out  and  interpreted 
as  to  furnish  reliable  information  about  full  sized  propellers  of  the 
same  shape. 

43  To  ensure   the   model  being   dynamically   similar  to  the 

original,  or  in  other  words,  to  make  certain  that  ^  shall  have  the 

same  niunerical  value  for  both,  we  must  make  the  three  separate 

argimients  of  <P  have  the  same  values  for  both,  unless  it  has  already 

been  proved  that  this  is  unnece8sar>\     The  first  condition  is  very 

simple;  for  since  D  n  is  proportional  to  the  tip  speed  of  the  blades, 

Dn 

—Q-  will  be  constant  if  the  ratio  of  tip  speed  to  speed  of  advance  is 

constant.  Since  the  two  propellers  are  of  the  same  shape,  this  means 
that  corresponding  elements  of  the  blades  must  have  the  same  angle 
of  attack,  or  that  the  slip  ratios  must  be  the  same.  The  first  con- 
dition, therefore,  for  the  dynamical  similarity  of  two  propellers  of 
the  same  shape  is  that  they  shall  be  run  at  the  same  relative  immer- 
sion and  at  the  same  slip  ratio.  When  this  condition  is  satisfied 
equation  [28]  reduces  to 

T=pD^S^<i'(^^,y^  [29] 

44  We  now  encounter  a  seemingly  insuperable  obstacle.  In 
practice,  we  are  limited  to  water  so  that  p  remains  nearly 
constant,  and  furthermore  g  is  constant.     Hence  to  attain  exact 


280  MODEL  EXPEBUIBNTS  AND  EHPIBICAL  EQUATIONS 

similarity  we  are  directed  to  keep  both  DSmd^  constant,  which 

means  that  neither  D  nor  S  can  vary.  It  follows  that  no  change  of 
size  is  permissible,  and  two  propellers  of  different  diameters  run  in 
the  same  liquid  cannot  be  made  dynamically  similar  unless  it  turns 
out  in  practice  that  one  of  the  two  arguments  of  ^  does  not  in  fact 
have  any  sensible  influence  on  the  numerical  value  of  ^. 

45  We  therefore  cast  about  to  see  what  may  be  done  in  making 
a  justifiable  approximation.  Viscosity  affects  the  motion  of  fluids 
mainly  when  the  motion  is  quiet;  if  the  motion  is  very  turbulent, 
viscosity  becomes  of  small  or  vanishing  importance.  Now  the 
motion  of  the  water  about  a  screw  propeller  is  excessively  turbulent, 
and  if  we  assume  that  it  is  therefore  sensibly  unaffected  by  viscosity, 

DS 

we  may  omit  from  equation  [29]  the  argument  "—  in  which  alone 

the  viscosity  appears.  We  thus  get  a  still  further  simplification  to 
the  form 

T-pI>'S'^^(^\  [80] 

46  The  rest  is  easy:  if  the  model  of  diameter  D  and  original  of 
diameter  Do  are  run  at  corresponding  speeds  of  advance,  S  and  Sot 
such  that 

the  numerical  value  of  ^i  will  be  the  same  for  both.  We  then  have, 
by  equation  [30], 

To.     Po  (Do  SoY 
T       p\  DS 

or  since  p  =Po  we  have,  utilizing  [31], 

To^/Do^» 
T     \  D 


[32] 


Equation  [32]  states  that  if  geometrically  similar  propellefs  are  run 
at  the  same  relative  immersion,  at  the  same  slip  ratio,  and  at  cor- 
responding speeds  as  defined  by  [31],  the  thrusts  wdll  be  proportional 
to  the  cubes  of  the  diameters,  if  the  effects  of  viscosity  are  unim- 
portant. 

47    The  validity  of  this  result  evidently  depends  on  how  far  we 
are  justified  in  the  approximation  introduced  by  neglecting  viscosity 
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and  80  stepping  from  equation  [29]  to  equation  [30].  It  might 
appear,  at  first  sight,  that  we  were  assuming  the  skin  friction  of  the 
blades  to  be  unimportant,  but  the  assumption  is  by  no  means  so 
violent  as  this.  The  only  resistance  to  flow  through  straight  pipes 
is  skin  friction,  and  we  know  that  even  for  smooth  pipes  viscosity 
cuts  very  little  figure  in  the  resistance  above  the  critical  speed; 
while  for  rougher  pipes  or  more  tiu'bulent  motion,  the  influence  of 
viscosity  becomes  quite  negligible.  The  assmnption  made  above 
amounts,  therefore,  only  to  assuming  that  if  skin  friction  does  play 
an  important  role  in  the  operation  of  a  screw  propeller,  the  whole 
flow  of  water  past  the  blades  is  so  turbident  that  skin  friction  is 
sensibly  proportional  to  the  square  of  the  speed  of  the  water  over  the 
blades.  This  assmnption  may  not  be  quite  accurate  for  slow  speed 
propellers  but  will  almost  certainly  be  correct  for  higher  speeds. 
The  justification  for  the  assmnption  must,  of  course,  rest  finally  on 
experiment.  So  far  as  the  writer  knows — his  information  coming 
from  Rear  Admiral  D.  W.  Taylor,  U.  S.  N. — ^the  application  of 
equations  [31]  and  [32],  which  amounts  to  using  *'Froude's  law  of 
comparison,"  does  give  correct  residts,  though  the  available  data  are 
not  very  niunerous, 

48  For  propellers  so  deeply  immersed  as  to  cause  nO  surface 
disturbance,  the  weight  of  the  water  can  have  no  effect,  but  only  its 
inertia,  so  that  the  value  of  g  can  not  influence  the  thrust.     It  follows 

/Dg\ 
that  g  cannot  appear  in  the  equations;    "if  ( -^  I  must  be  a  mere 

constant  shape  factor;  and  [30]  reduces  to 

T^KpD^  S'  [33] 

Thus  we  conclude  that  for  propellers  of  a  given  shape,  running  at 
the  same  slip  ratio  and  sufficiently  deeply  immersed,  there  is  no 
condition  of  corresponding  speeds  to  be  satisfied:  the  shape  factor  K 
may  be  found  by  a  thrust  measurement  on  the  model,  and  the  thrust 
of  the  original,  rimning  at  any  speed  but  with  the  same  slip  ratio, 
may  then  be  computed  from  equation  [33]  and  from  the  shape  factor 
found  for  the  model  at  the  given  slip  ratio. 

49  Niunerous  other  points  mi^ht  be  considered,  in  addition 
to  the  question  how  the  foregoing  reasoning,  which  evidently  applies 
only  to  propellers  advancing  into  still  water,  may  have  to  be  modified 
when  the  propeller  is  working  behind  a  hull.  One  such  point  is 
cavitation.  It  is  e\'ident  without  any  further  algebra  that  the 
beginning  of  cavitation  depends  on  the  hydrostatic  pressure,  among 
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t 

other  things,  so  that  even  for  deeply  immersed  propellers,  the  value 
of  g  must  occur  in  the  conditions  for  similarity  as  regards  the  cavita- 
tion point.  When  we  come  to  the  study  of  light-weight  aero- 
propellers,  we  may  have  to  run  our  propellers  so  that  they  are  simi- 
larly distorted  by  thrust  or  by  centrifugal  force.  Or  the  blade  speeds 
may  be  so  high  that  the  compressibility  of  the  air  cannot  be  disre- 
garded, and  then  we  may  have  to  run  propellers  of  a  given  shape  all 
at  the  same  tip  speed,  in  order  to  make  them  comparable.  It  is 
impossible  to  discuss  these  questions  here  but  it  is  also  needless 
because  our  object  is  not  to  discuss  the  theory  of  screw  propellers 
but  merely  to  illustrate  the  use  of  a  method  of  reasoning. 

50  In  any  case,  we  have  first  to  ask  what  are  all  the  physical 
quantities  which  may  enter  into  the  problem.  If  we  are  in  doubt 
about  any  quantity,  it  is  best  to  include  it  in  our  list  and  let  it  drop 
out  later  if  it  proves  unimportant.  The  principle  of  dimensional 
homogeneity,  in  the  convenient  form  of  the  IT  theorem,  tells  us 
something  about  how  these  various  quantities  must  appear  in  any 
correct  equation  connecting  them.  Upon  examining  the  result  we 
then  see,  by  inspection,  the  conditions. of  dynamical  similarity  aixd 
can  judge  whether  model  experiments  offer  any  prospect  of  advantage 
or  whether  they  must  involve  the  use  of  so  many  doubtful  assumptions 
as  to  be  untrustworthy  until  based  on  more  complete  and  general 
experimental  investigations  of  the  phenomena  in  question. 

HEAT  TRANSMISSION 

51  To  avoid  leaving  one  with  the  erroneous  impression  that 
the  use  of  the  principle  of  dimensional  homogeneity  is  confined  to 
the  field  of  mechanics,  it  will  be  worth  while  to  treat  an  illustrative 
problem  which  involves  thermal  quantities.  In  order  not  to  run  to 
intolerable  lengths,  we  must  introduce  various  simplifying  restric- 
tions and  use  very  roughly  approximate  data  as  if  they  were  exact; 
but  if  these  limitations  are  clearly  recognized  they  will  not  impair 
the  illustrative  value  of  the  treatment. 

52  I^t  us  suppose  that  a  homogeneous  fluid  such  as  air,  water, 
or  superheated  steam,  is  flowing  through  some  metallic  apparatus 
which  is  hotter  or  colder  than  the  fluid  by  an  average  amount  A®. 
The  apparatus  and  the  fluid  might,  for  instance,  be  a  surface  con- 
dense! and  the  water  in  its  tubes;  or  a  nest  of  steam  or  brine  coils 
and  the  air  passing  over  them;  or  simply  a  straight  pipe  with  hot 
water  running  through  it.  A  certain  amount  of  heat  H  will  be 
transmitted  per  unit  time  Ix^twrcn  the  metal  and  the  fluid  in   ac- 


£.  BUCKINGHAM  283 

cordance  with  the  temperature  head  A,  and  we  wish  to  examine  the 
question  what  this  rate  of  heat  transmission  depends  on  and  how. 

53    The  first  condition  we  impose  is  that  the  speed  of  flow  <S  meas- 
ured, say,  at  the  inlet,  shall  be  great  enough  that  the  fluid  motion 
is  everywhere  very  turbulent.    We  may  then  regard  the  motion  of 
the  fluid  and  its  eonvective  action  as  not  dependent  on  viscosity. 
On  the  other  hand,  the  speed  shall  nowhere  be  so  great  as  to  oblige 
us  to  introduce  compressibility  into  our  equations.    We  thus  exclude 
from  consideration  the  transmission  of  heat  between  a  steam-turbine 
nozzle  and  its  steam  jet,  but  we  do  not  exclude  any  ordinary  practical 
case.     Under  the  foregoing  conditions,  the  density  p  of  the  fluid  is 
the  only  one  of  its  mechanical  properties  that  concerns  us. 

54  The  other  properties  of  the  fluid  on  which  H  may  be  supposed 
to  depend  are  specific  heat  C,  which  determines  the  eonvective  eifect 
of  the  motion  of  a  given  volume,  and  the  thermal  conductivity  X, 
^liich  determines  the  facility  with  which  heat  can  pass  through  the 
nearly  stagnant  film  which  always  sticks  to  the  metal  surfaces. 
The  greater  the  speed,  in  a  given  apparatus,  the  more  eifective  will 
couvection  be  and  the  more  important  the  specific  heat;  while  simul- 
^eously,  the  increased  scouring  action  decreases  the  thickness  of 
the  quasi-stagnant  film  and  so  decreases  the  relative  importance  of 
the   conductivity  of  the  fluid.     So  long  as  we  have  clean  metal  sur- 
faces we  may  usually  disregard  the  resistance  of  the  solid  parts  of 
the  apparatus;  but  in  any  event  the  temperature  head  A  now  refers 
to   tihe  temperature  diflference  between  the  fluid  and  the  surface  of 
the  metal  or  other  solid,  either  between  two  specified  points  or  as  an 
*^^Tage  for  the  whole  apparatus,  so  that  the  nature  and  properties 
^^  tihe  solid  walls  do  not  interest  us. 

55  We  next  agree  to  limit  ourselves  to  consideration  of  moderate 
t^^Xiperature  heads  such  as  200  deg.  fahr.  or  less,  within  ordinary 
tenjperature  ranges, — say  0  deg.  to  500  deg.  fahr.     This  permits  us 
^  introduce  several  approximations.     In  the  first  place,  we  may  dis- 
^Rard  variations  of  the  properties  of  the  fluid  with  temperature,  and 
^^^at  p,  C,  and  X  as  constants,  using  average  values  at  the  mean 
^xnperature.     In  the  second  place,  we  may  treat  the  heat  trans- 
^^^^ion  H  as  dependent  only  on  the  difference  of  temperatures  and 
^ot  directly  on  the  temperatures  themselves.     And  finally,  we  may 
^thout  serious  error,  disregard  direct  radiation,  which  might  not  be 
fegitimate  if  we  were  treating  of  flame  in  boiler  tubes  or  other  in- 
stances in  which  one  of  the  temperatures  was  very  high  and  the  other 
was  not. 
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56  In  spite  of  these  various  limitations,  it  appears  upon  reflexion 
that  we  may  still  expect  our  treatment  to  be  approximately  correct 
for  the  great  majority  of  heat  transmitting  devices  under  their 
ordinary  working  conditions.* 

57  The  only  things  not  yet  mentioned  which  may  be  expected 
to  influence  Hy  are  shape  and  size  of  the  apparatus.  If  we  confine 
our  attention  to  an  apparatus  of  one  particular  design,  the  only 
quantity  needed  for  specifying  it  is  some  linear  dimension  D\  and 
if  we  have  not  overlooked  anything,  there  is  an  equation 

F  (//,  A,  Z),  S,  p,  C,  X)  =  0  134] 

to  which  we  may  apply  the  11  theorem  as  soon  as  we  know  the  dimen- 
sions of  the  separate  kinds  of  quantity  involved. 

58  Three  fundamental  units  are  not  now  suflScient  because,  in 
addition  to  purely  mechanical  quantities,  we  now  have  also  thermal 
quantities  to  deal  with  and  require  a  thermal  fundamental  unit. 
The  most  convenient  is  temperature,  which  will  be  denoted  by  0 
and  the  units  for  all  the  n  =7  kinds  of  quantity  may  be  derived  from 
the  fc  =4  fundamental  units  [m,  Z,  <,  o\  The  11  theorem  therefore  tells 
us  that  equation  [34]  must  be  reducible  to  the  form 

/  (Hi,  n2,  n,)  =  0  [36] 

59  To  determine  the  forms  of  the  .11 's  we  need  the  new  dimen- 
sional equations 

and  if  we  select  D,  S,  p,  A  as  the  quantities  for  which  exponents  are 
to  be  found,  the  result  of  proceeding  in  the  usual  manner  is  to  give 
us,  for  equation  [36],  the  more  specific  expression 

•^  \pD'S'^  Shops'  J      ' 
or  after  solving  for  H,  in  which  we  are  particularly  interested, 

H.pD'S'^(^^,j^)  [36] 

60  This  is  as  far  as  we  can  go  by  dimensional  reasoning  alone, 
and  we  must  next  refer  to  experimental  data,  if  we  can  find  any 
suitable,  in  order  to  get  some  information  about  the  form  of  the 
unknown  function  (P.     In  a  new  experimental  investigation  we 

'A  rate  of  heat  flow  is  merely  an  amount  of  power;  e.g.,  2543  B.t.12.  per 
hour  =  1  horse  power. 
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c^        XA 

should,  of  course  wish  to  vary  the  two  quantities  -oi"  and  r^    o« 

separately.  But  the  quantities  S  and  A,  which  are  the  easiest  to 
vary  in  practice,  occur  in  both;  while  p,  C  and  X,  being  properties  of 
the  fluid,  cannot  be  varied  arbitrarily;  and  changing  D  requires 
the  use  of  a  larger  or  smaller  model  of  the  apparatus  under  in- 
vestigation. What  is  true  of  futiu'e  experiments  is  true  of  the  past; 
we  must  expect  to  find  that  the  most  accurate  and  most  numerous 
data  available  refer  to  the  dependence  of  H  on.  S  and  A. 

61  Equation  [36]  is  therefore  not  in  proper  ferm  for  our  present 
purpose,  but  it  may  readily  be  transformed  so  that  either  S  or  A 
shall  appear  in  only  one  of  the  arguments  of  <P.  Starting  with  A, 
we  proceed  as  follows:  if 

CA    ^  ,        XA       ^ 

^==n,    and    ^^  =  n„ 

we  have 

A=^n.    and   n,=^^nu 

whence  we  may  write 


DSpC 


But  if  the  value  of  a  certain  quantity  is  determined  by  the  values 
of  two  other  quantities  x  and  y,  it  may  equally  well  be  specified  by 

y  y 

stating  the  values  of  x  and  — ;  for  x  and  -^  together  fix  both  x  and  y. 
To  put  it  in  another  way,  any  function  ^  (x,  y)  may  also  be  described 

y 

as  some  other  function  Sf^  U,  ~).     Accordingly  we  may  replace  the 

onknown  function  <P  (Hi,  112)  of  equation  [36]  by  ^  \^'WSoc) 
and  80  get  the  equivalent  equation 

in  which  A  appears  in  only  one  argument  of  the  unknown  function  ^. 
62  We  are  now  able  to  refer  to  experimental  facts,  and  the 
first  we  shall  use  is  that  when  everything  else  is  kept  unchanged, 
the  rate  of  heat  transmission  in  any  given  apparatus  is  approximately 
proportional  to  the  temperature  head,  when  that  head  is  not  very 
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large.  Treating  this  as  if  it  were  an  exact  relation,  we  conclude  that 
in  equation  [37],  ^  must  contain  A  as  a  factor  and  may  therefore  be 
written 

^/C^       X     \    CA_   /     X 


S^'DSpC       S"      '\DSpC 


in  which  the  new  unknown  function  ^i  has  only  a  single  argument. 
Equation  [37]  thus  reduces  to 

/?=Z)«SApC^.(^)  [381 

63  To  proceed  further  by  experiment  we  might  change  the 
fluid,  thus  altering  p,  C,  and  X  simultaneously;  or  we  might  change 
D  by  using  an  apparatus  of  the  same  shape  but  different  size;  but 
the  most  obvious  thing  to  do  is  to  try  the  effect  on  H  of  var>'ing  the 
speed  of  flow  S,  while  keeping  everjiihing  else  constant.  However, 
even  without  further  experiment  we  may  feel  nearly  certain  that  if 
the  flow  is  very  turbulent  and  the  scouring  action  on  the  surfaces 
suflScientiy  violent,  the  effect  of  conductivity  \  on  H  must  be  small 
compared  with  that  of  specific  heat,  and  that  where  X  appears  in 
the  equation  for  H  it  can  only  be  in  tenns  with  small  exponents. 
As  a  rough  approximation,  we  may  disregard  conductivity  altogether 
and  if  we  do  so  we  have 

^1 1  jTn—p )  =  A  =  constant, 

so  that  equation  [38]  reduces  to 

H=^AD^SApC,  [39] 

in  which  A  is  a  characteristic  constant  shape  factor  for  apparatus 
of  the  given  design. 

64  To  show  that  the  above  approximation  is  not  a  wild  as- 
sumption we  may  refer  to  the  fact  that  Nusselt,^  working  with 
compressed  gases  in  round  pipes  found  H  nearly  proportional  to 
S^'^f  while  Stanton,-  using  liquids,  found  that  H  was  proportional 
to  a  power  of  S  which  was  a  little  less  than  unity, — equation  [39] 
indicating  that  the  exponent  should  be  exactly  unity.  Nusselt's 
result  would  require  that  [38]  should  have  the  form 

//=ADi8.S»8  2^p0  8Co-«X0  2, 

in  which  the  effect  of  conductivity  is  still  perceptible  though  small, 

iZeitschrift  dcs  Vereiiies  deiitscher  Ingcnieiire  55,  pp.  1750  and  1S08;  1909. 
*PhU.  Trans.  Royal  Soc.  London;  A190,  p.  67;  1897. 
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while  that  of  sx)ecific  heat  is  slightly  less  than  on  our  former  simple 
a^mnption  that  the  effect  of  was  negligible.  Stanton's  result 
would  cause  still  less  change  in  equation  [39]. 

65  In  the  present  confused  state  of  the  subject  of  heat  trans- 
mission we  have  been  obliged,  for  the  sake  of  completing  our  illustra- 
tion, to  make  use  of  several  admittedly  rough  approximations. 
But  though  equation  [39],  thus  obtained,  is  certainly  not  exact,  it  is 
probably  for  most  ordinary  heat  transmitting  devices  nearly  enough 
correct  to  be  worth  a  little  further  physical  interpretation.  If  we 
notice  that  the  whole  mass  of  fluid  ilf ,  which  passes  per  second,  is 
proportional  to  the  product  of  cross  section,  speed,  and  density,  i.e., 
toD^S  p,  we  have  by  [39] 

A 

in  which  B  is  a  constant  shape  factor;  or  in  words:  the  rate  of  heat 
transmission  per  degree  temperature  head,  in  an  apparatus  of  given 
design  and  with  a  given  fluid,  is  directly  proportional  to  the  mass 

flow  Af .     Or  if  the  fluid  is  not  always  the  same,  "X"  is  proportional 

to  the  total  thermal  capacity  M  C  of  the  fluid  which  passes  through 

the  apparatus  in  unit  time. 

H 

66  Another  way  of  putting  it  is,  that  since  ^^  is  the  amount 

by  which  temperature  of  the  fluid  changes  while  flowing  through 

17 

the  apparatus,  and  since  TFrX  "^  =  constant,  the  fluid  will  change 

its  temperature  by  the  same  fraction  of  the  temperature  difference 

A,  regardless  of  its  speed,  its  nature,  and  the  size  of  the  apparatus, 

provided  only  that  the  shape  factor  B  is  constant.     This  rather 

startling  statement   is,   at   least,   not  altogether   contradicted   by 

experience.     For  it  is  known  that  by  forced  draught  the  steaming 

capacity  of  a  boiler  may  be  greatly  increased  without  much  increase 

in  the  percentage  of  heat  lost  in  the  flue  gases,  and  this  shows  that 

with  the  increased  speed  through  the  flues,  the  gases  have  still  fallen 

*m  temperature  by  about  the  same  number  of  degrees,  i.e.,  by  about 

the  same  fraction  of  the  difference  A  between  their  moan  temperature 

and  that  of  the  tubes,  which  remains  nearly  constant. 

67  Since  all  the  abpve  relations  are  only  rough  approximations, 
there  is  no  occasion  to  go  farther  with  them  here.  But  it  is  hoped 
that  enough  has  been  said  to  show  that  the  application  of  dimen- 
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sional  reasoning  to  the  planning  of  experiments  and  the  interpreta- 
tion of  observed  data  may  sometimes  be  well  worth  while  in  view  of 
the  fact  that  the  only  labor  involved,  is  at  most,  the  solution  of  a  few 
simple  linear  algebraic  equations. 

CONCLUSION 

68  It  would  be  an  easy  matter  to  extend  this  paper  in- 
definitely by  treating  other  problems  as,  for  instance,  the  static 
strength  of  built  up  structures,  the  mechanical  efficiency  of  engines 
or  transmission  mechanisms,  the  flow  of  water  in  open  channels, 
or  the  heating  of  electric  generators.  The  intention  has  been  to 
select  for  treatment  illustrative  examples  which  had  some  intrinsic 
interest  and  where  some  tangible  result  might  be  obtained.  In 
many  cases,  the  application  of  the  principle  of  dimensional  homo- 
geneity leads  to  results  which  are  worthless  because  they  merely 
suggest  that  we  ought  to  do  something  which  we  know  is  impracti- 
cable. But  to  offset  this  chance  of  failure  th(*re  is  the  fact  that 
whatever  information  or  suggestions  we  do  get  are  free,  because  the 
application  of  the  theorem  is  so  very  simple. 

69  The  method  is  not  a  theoretical  one  in  the  ordinary  senBe,— 
there  is  nothing  hypothetical  about  it.  It  is  purely  algebraic  and 
tells  us  with  certainty,  that  if  certain  quantities  and  no  others  are 
connected  by  a  physical  relation,  the  equation  which  drscribos  the 
relation  must  be  reducible  to  a  certain  fonn:  the  only  chance  of 
mistake  is  in  overlooking  some  essential  factor  in  the  problem. 
Since  the  process  of  reasoning  is  purely  mathematical,  we  cannot, 
of  coimse,  get  out  at  the  end  any  more  than  we  put  in  at  the  be- 
ginning when  we  use  our  physical  common-sense  and  experience  to 
write  down  the.  original  list  of  variables  for  the  problem  in  hand. 
But  we  get  out  what  we  put  in  in  a  form  which  often  makes  it  much 
more  available  than  when  it  went  in. 

70  Finally,  it  may  bo  stated  again  that  the  foregoing  develop- 
ments make  no  claim  to  essential  noMiess,  the  purpose  having  been 
to  call  attention  to  and  possibly  arouse  interest  in  a  very  useful  kind 
of  reasoning  which  is  by  no  means  so  familiarly  used  as  it  deserves 
to  be. 
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APPENDIX 

THE  DEDUCTION  OF  THE  11  THEOREM 

I.  Let  QifQtt  '  •  .  Qn  ^  &  number  of  physical  quantities  of  different 
IdndBy  e.g.,  a  length,  a  force,  a  density,  etc.,  which  are  involved  in  some  physical 
phenomenon  such  as  the  operation  of  a  machine  under  its  working  conditions. 
If  tbese  n  quantities  suffice  for  describing  the  phenomenon  completely,  the  value 
of  any  one  of  them  is  completely  determined  when  the  values  of  the  others  are 
ghren,  and  this  mutual  dependence  may  be  stated  symbolically  by  writing  the 
equation 

FiQuQt,  .  .   .  Qn)=0  [|] 

An  eqpi&tion  of  this  sort,  containing  S3rmbols  which  stand  for  measured  numerical 
valuee  of  physical  quantities,  is  a  physical  equation. 

The  equations  used  in  engineering  are  of  two  kinds.  They  may  be  theoretical, 
Le.y  baaed  oh  general  principles,  like  the  equation  for  the  energy  of  a  fly  wheel  or 
St.  Venant's  equation  for  the  flow  of  gases;  or  they  may  be  empirical,  i.e.,  de- 
duced directly  from  experiments  on  some  particular  machine  or  phenomenon 
without  regard  to  anything  ebe;  formulas  for  the  windage  of  fly  wheels  or  the 
lose  of  head  in  water  mains  are  empirical  equations.  But  in  either  case,  unless 
they  are  mere  mathematical  formulas  such  as  those  of  trigonometry,  the  equa- 
tions are  physical  equations  and  are  amenable  to  the  same  rules  as  all  other 
physical  equations. 

II.  Any  complete  physical  equation  has  the  general  form 

^(MQ\Q\  .   .    .  Q°^=0  [2] 

in  which  the  2  represents  summation  of  a  number  of  terms  of  the  form  indicated. 
Hie  ezponenta  a,  6,  .  .  .  n  are  constants  for  each  term,  though  they  may 
diflfer  from  term  to  term.  There  may  be  any  number  of  terms  but  the  coefficient 
M  of  each  term  is  a  pure  or  dimensionless  number — such  as  tt  or  V  2 — the  value 
oi  vHiich  does  not  depend  on  the  sizes  of  the  units  used  in  measuring  the  Q's,  so 
long  as  the  interrelations  of  the  units  among  themselves  are  unchanged. 

No  purely  arithmetical  operator  such  as  log  or  sin  can  be  applied  to  an 
operand  which  is  not  a  pure  number.  When  such  expressions  appear  to  occur 
in  physical  equations,  as  they  often  do,  it  is  always  found  on  closer  examina- 
taon  that  the  things  operated  on  are  in  fact  only  ratios  or  other  dimensionless 
quantities.  The  results  of  the  indicated  operations  are  therefore  themselves 
dimensionless  numbers  independent  of  the  sizes  of  the  units  of  the  Q's,  and 
they  may  be  included  in  the  dimensionless  coefficients  M. 

III.  Upon  dividing  eauation  [2]  through  by  any  one  term,  wc  have 

2(^C«iQ/^.  .    .    .  Q»'^+1=0  [31 

Now  all  the  terms  of  any  physical  equation  must  have  the  same  dimensions, 
and  the  coefficients  N  have  no  dimensions  because  they  arc  merely  ratios  of  the 
dimensionleBS  coefficients  M,  It  follows  that  the  exponents  of  each  term  of 
equation  [3]  must  have  some  such  set  of  values  that  a  dimensional  equation  of  the 
fonn 
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IQ-,QP,   .    .    .   g'J-IH  l4l 

is  satisfied  when  the  known  dimensions  of  the  Q's  are  inserted. 

Let  III  represent  any  dimensionless  product  of  powers  of  the  Q's  of  the  form 
indicated  by  (4) ;  and  let  112}  lis,  .  ■  .  11.  be  all  the  other  such  cxproBsions 
which  can  be  made  up  independently  by  using  different  nets  of  values  for  the  ex- 
iwnents.  Then  the  expression  (IIi**  lis**  .  .  Ili^i)  is  also  dimensiouless,  no 
matter  what  the  exponents  x  may  be.  Consequently  equation  [3]  will  satisfy 
the  dimensional  requirement  of  having  all  its  terms  of  the  same  dimensions-— of 
zero  dimensions  in  this  case — if  it  has  the  form 

2ivni^»n2*«  ,  .  .  ni*i-hi=o  [51 

Since  the  number  of  terms,  the  values  of  the  coefficients  N,  and  the  values 
of  the  cxi>onents  z  may  be  anything  whatever  without  affecting  the  dimensioDB 
of  any  term,  the  first  member  of  equation  [5]  is  merely  some  entirely  indeterminate 
function  of  the  II's.  Hence  the  most  general  and  unrestricted  form  which  the 
physical  equation  [I]  can  have,  subject  only  to  the  requirement  of  dimensional 
homogeneity,  is 

/(nt,n,,    .  .  no^o  lei 

in  which  /  represents  some  completely  unknown  function  of  which  the  form 
remains  to  be  found,  either  empirically  by  direct  experiment,  or  theoretically 
from  such  general  physical  principles  as  may  be  applicable.  In  more  ordinaiy 
language,  this  means  that  the  statement  that  a  number  of  physical  quantities 
Q  are  mutually  related  as  symbolized  by  equation  [I],  is  equivalent  to  the  state- 
ment  that  all  the  independent  dimensionless  products  11  which  can  be' formed 
from  the  Q's,  are  also  mutually  related  in  some  definite  manner  symboliied 
by  equation  [6]. 

To  illustrate  what  is  meant  by  independent  dimensionless  products  we  may 
consider  the  two  expressions 

DO 

which  occur  in  section  3,  on  the  flow  of  liquids.    In  the  first  place,  if  we  raise 

cither  of  these  to  any  power,  we  get  a  new  dimensionless  quantity;  e.g.,  ( J 

has  no  dimensions;  but  it  is  not  independent  of  lis  because  its  numerical  value 
is  fixed  when  that  of  Hi  is  given.    Furthermore,  any  such  combination  as 

s 


n.n-.-?|x  ?|ii)-2iL' 


is  a  new  dimensionless  ))roduct,  but  it  is  not  independent  of  IIi  and  lit  because  its 
value  is  fixed  by  theirs.  On  the  other  hand,  IIi  and  lit  are  themselves  inde- 
j)endent  because  neither  can  be  obtained  from  the  other. 

IV.  To  measure  n  kinds  of  quantity  we  require  n  units,\but^these  need 
not  all  be  adopteil  arbitrarily  for  they  can  in  general  be  dprived  from,  i.e.,  de- 
scribed or  defined  in  terms  of,  some  smaller  number  of  fundamental  units.  Let 
k  \ye  the  number  of  fundamental  units  required  for  fixing  the  n  kinds  of  unit 
needed  in  measuring  the  quantities  C?i,  Qt,  .  .  .  Qa-     In  mechanics  all  the 
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unita  can  be  derived  from  only  three,  such  as  force,  length,  time,  or  work, 
speed,  density.  Even  in  the  most  general  problems,  dealing  with  thermal  and 
dfictromagnetic  as  well  as  mechanical  quantities  k  is  never  greater  than  five. 

If  i  is  the  nimiber  of  fundamental  imits  needed,  there  is  always,  among 

all  the  n  units,  at  least  one  set  of  k  which  are  independent  of  one  another  and 

might  themselves  be  used  as  fundamental  units  if  we  paid  no  attention  to  the 

qufistion  of  representing  and  preserving  the  fimdamental  units  by  satisfactory 

primary  standards.    Let  [Qi,  Qt,  .  .  .  Qkl  represent  such  a  set  and  let  the  re- 

mainiDg  n—k  units  be  denoted  by  [Pi,  Pi, .  .  .  Pn-k-1    Then  each  of  the  P's  may 

be  derived  from  the  Q's  in  accordance  with  a  dimensional  equation  which  may 

be  written 

Snoe  there  are  n—koi  the  P's,  there  are  n—k  separate  independent  equations 
of  the  form  [7],  and  no  more. 

If  in  equation  [7]  we  substitute  for  P  and  the  Q's  their  dimensional  equiva- 
IcDts  in  terms  of  any  convenient  fundamental  units  (see  equations  [9]  to  [I  I]  of 
Section  3  in  the  body  of  the  paper),  the  requirement  that  the  total  exponent  of 
each  fundamental  imit  shall  vanish  fumiBhes  k  independent  linear  equations 
^ikh  suffice  for  the  determination  of  the  exponents  »,/?,.  .  .  k  of  equation  [7]. 
If,  after  determining  these  exponents  for  any  particular  P,  we  set 

n-=C«iQ/3,  .    .    .Q\P  [8] 

die  qusntity  IT  satisfies  the  requirement  of  being  a  dimensionless  product  of  the 
•   specified  form.    There  are  n—k  independent  equations  of  the  form  [7]  and 
therefore  the  same  number  of  II's,  hence  t =n— /t,  and  the  number  of  independent 
II's  is  k  less  than  the  whole  number  of  different  kinds  of  quantity  Q. 

V.  We  have  hitherto  confined  our  attention  to  a  relation  among  quantities 
that  are  all  of  different  kinds.  If  several  quantities  of  any  one  kind  arc  involved 
in  the  relation  to  be  described,  they  may  all  be  specified  by  the  value  of  any  one 
and  the  ratios  r\r'%  etc.,  of  the  others  to  that  one.  Dimensional  considerations 
cinnot  tell  us  anything  about  the  manner  in  which  these  dimensionless  ratios  r 
appear  in  the  equation  which  describes  the  relation,  but  their  possible  influence 
must  be  indicated,  and  this  may  be  done  in  an  entirely  general  way  by  intro- 
<iucing  them  as  additional  independent  arguments  of  the  unknown  function  /. 
The  limitation  imposed  by  the  requirement  of  dimensional  homogeneity  upon 
the  possible  forms  of  physical  equations  may  therefore  be  conveniently  sum- 
mariied  in  the  following  statement: 

Any  complete  physical  equation  which  describes  a  relation  subsisting  among 
quantities  of  n  different  kinds,  of  which  k  kinds  are  independent  and  not  de- 
rivable from  one  another,  is  reducible  to  the  form 

f(Ui,Ut,   .    .    .   Hn-k,  r',r",   .    .    .)=0  [9] 

in  which  the  r's  represent  all  the  independent  ratios  of  quantities  of  the  same 
kind,  and  each  11  is  determinable  from  a  dimensional  equation  of  the  form 

VI.  If  equation  [9]  is  solved  for  any  one  of  the  II's,  for  instance  II i,  it  may 
be  v^-ritten 

Pi-Q*iQ^  .    .    .g^^(^^^3,   .    .     Hn-k,  r',r",  .)  [Ill 

in  which 

a»  — ttj,  6=  —  ^1,  etc. 
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If  it  is  desired  to  obtain  an  equation  of  the  form  [II]  with  a  particular  quantity 
Pi  appearing  separately  and  in  the  first  member  only,  this  quantity  should,  from 
the  outset,  be  excluded  from  the  list  of  quantities  which  are  to  be  used  as  the  (fs 
in  handling  the  n—k  equations  of  the  form  [10].  This  precaution  is  not  always 
necessary,  but  it  is  always  sufficient  to  ensure  that  the  quantity  in  question  shall 
appear  in  only  a  single  one  of  the  11 's  and  shall  therefore  be  separable. 
Equation  [9]  may  also,  of  course,  be  put  into  the  form 

r'=*(n,,n,,   .    .    .Hn-k,  r",r'",   .    .    .) 

which  is  sometimes  useful. 

VII.  Since  equation  [II]  contains  an  unknown  function  ^,  the  form  of 
which  cannot  be  found  by  dimensional  reasoning,  the  equation  does  not  give  us 
any  definite  information  in  the  general  case  when  all  the  quantities  which  appear 
in  the  second  member  are  allowed  to  vary  independently.  But  if  all  the  r** 
are  held  constant,  and  if  the  Q's  and  Pz,  Ps,  .  .  .  Pn-k  ai^  allowed  to  vary,  not 
arbitrarily  but  only  in  such  ways  as  will  keep  the  values  of  lit,  Hi,  .  .  .  Ila-k 
constant,  then  we  do  have  a  definite  (Statement  of  the  dependence  of  Pi  on  the 
Q's.  For  imder  these  conditions,  although  its  general  form  remains  unknown 
the  function  ip  degenerates  into  a  dimensionless  constant  N,  because  all  its 
arguments  are  constant.  Hence  under  these  conditions  equation  [If]  assumes 
the  definite  form 

Pi^NQ\Q\  .    .    .Q\  [12] 

A  single  experimental  measurement  of  a  set  of  simultaneous  values  of  Pi,  and  the 
Q's  suffices  to  determine  the  numerioAl  value  of  N;  and  by  equation  [12]  with  this 
experimental  value  of  A^,  the  value  of  Pi  may  be  computed,  without  further  ex* 
periment,  for  any  other  values  of  the  Q's  which  satisfy  the  requirement,  noted 
above,  of  keeping  Ila,  IIi,  .   .   .  Iln-k  aJid  the  r^s  constant. 

The  chief  utility  of  the  principle  of  dimensional  homogeneity  is  found  in  its 
application  to  problems  in  which  it  is  practicable  to  arrange  matters  so  that  the 
r's  and  11 's  of  equation  [II]  shall  remain  constant  and  the  definite  equation  [12] 
therefore  be  satisfied.  This  is  what  has  to  be  done  when  we  use  model  experi- 
ments for  getting  information  about  the  behavior  of  the  full  sized  originals,  and 
the  practicability  or  impracticability  of  satisfying  the  required  conditions  (which 
is  evident  upon  inspection  of  the  list  of  II's  and  r*a)  is  what  determines  whether 
we  can  or  cannot  obtain  reliable  information  from  models. 

DISCUSSION 

M.  D.  Hersey  (written).  The  author  has  struck  the  keynote 
of  a  new  development  of  technical  physics,  which  will  eventually 
play  the  same  part  in  mechanical  engineering  that  physical  chem- 
istry has  begun  to  play  in  the  chemical  industries. 

The  importance  of  technical  physics,  as  a  branch  of  subject 
matter,  is  already  so  clearly  recognized  in  Germany  that  laboratories 
are  being  established  devoted  exclusively  to  this  field.  But  the 
development  which  I  think  we  may  now  anticipate  is  something 
distinct  from  this,  and  a  natural  sequel  to  it :    I  refer  to  the  develop- 
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ment  of  technical  physics,  not  as  a  branch  of  subject  matter,  but 
as  a  method  of  reasoning. 

It  is  from  such  a  standpoint  that  technical  physics  becomes 
analogous  to  physical  chemistry  which  is  the  planning  and  interpre- 
tation of  chemical  experiments  in  the  light  of  thermod3rnamics  and 
the  phase  rule ;  and  the  n-theorem  is  closely  analogous  to  thermo- 
dynamics and  the  phase  rule.    Thermod3mamics  affords  certain 
rigid  connecting  links  between  seemingly   isolated   experimental 
results,  while  the  phase  rule  tells  us  the  number  of  degrees  of 
freedom  of  a  chemical  system.    The  Il-theorem  likewise  affords 
rigid  connecting  links  which  not  only  serve  as  a  check  on  the  con- 
aiatency  of  our  results,  but  may  greatly  cut  down  the  labor  of 
experimenting.     Thus,  on  applying  the  Il-theorem  to  lubrication, 
we  find,  under  certain  conditions,  that  the  coefficient  of  friction,  f, 
most  be  some  function  or  other  of  the  two  variables  iin/p  and  D*n/Q 
alone;  in  which  /i  denotes  viscosity,  n  revolutions  per  unit  time, 
p  bearing  pressure,  D  journal  diameter,  and  Q  volilme  of  oil  pumped 
throogh  bearing  in  unit  time.    Hence,  the  same  change  in  /  will 
be  produced  by  a  given  change  in  the  argument  fin/p,  whether  this 
change  is,  in  turn,  caused  by  varying  fi  in  one  direction  or  by 
varying  p  in  the  other  direction;  and  so  on.     These  facts,  all  im- 
plicitly contained  in  the  Il-theorem,  can,  for  the  sake  of  emphasiz- 
ing our  analogy,  be  expressed  by  the  equations 

JL      ^_J1     whence -^  = --/i. -^ 
dfi/ii  dp/p  dp  p     dfi 

-^-  =  — ^  whence  ^  -~  -3^-^  •  etc 
dD^/D^  dQ/Q  ^'^^^^  dD~        D  dQ' 

And,  just  as  the  phase  rule  tells  us  that  the  number  of  degrees  of 
freedom  in  a  chemical  system  is  F==K  —  P-\-2yE  being  the  num- 
ber of  components  which  coexist  in  P  phases,  so  also  the  Il-theorem 
telb  08  that  the  number  of  degrees  of  freedom  in  a  physical  system 
i>/  =  p— *  —  1,  fc  being  the  number  of  fundamental  units  needed 
to  describe  a  relation  subsisting  among  the  p  physical  quantities. 
For  it  diminishes  by  k  the  number  of  factors  which  have  to  be  varied 
ttperimentally. 

The  author  has  himself  stated  that  the  paper  contains  nothing 
eaentially  new.  Any  illusion  to  the  contrary  would  bo  an  impedi- 
ment to  the  successful  use  of  the  methods  presented.  The  kernel 
of  the  paper  is  a  theorem  which  is  merely  a  restatement  of  the 
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requirements  of  dimensional  homogeneity,  announced  by  Fourier 
nearly  a  hundred  years  ago,  and  extensively  used  by  Rayleigh  and 
others.  But  the  fact  that  the  paper  contains  nothing  essentially 
new  does  not  diminish  its  value.  Gibbs'  pha^  rule,  too,  was  new 
only  in  form,  not  in  substance,  yet  it  served  as  the  crystallizing  in- 
fluence which  caused  an  immense  number  of  latent  ideas  to  fall  into 
line,  and  we  may  expect  the  Il-theorem  to  play  a  similar  r61e. 

This  inevitable  development  of  technical  physics  into  a  unified 
branch  of  science,  which  will  acquire  the  same  fundamental  place 
in  the  engineering  curriculum  that  physical  chemistry  now  holds 
in  the  chemical  curriculum,  can  be  facilitated  if  writers  on  the 
problems  of  hydro-  and  aerodynamics,  heat  transmission  and  the 
like  will  be  as  introspective  as  possible,  explicitly  calling  attention 
not  only  to  their  results,  but  to  their  methods  of  reasoning  as  well. 
For  in  every  successful  artifice  of  reasoning,  there  must  be  some 
element  which  is  universal  and  capable  of  being  generalized  and 
ade  into  a  working  tool. 

Melach  I.  NusiM  (written).  The  conditions  for  similarity,  dis- 
cussed in  the  paper,  have  been  noted  and  applied  with  great  advan- 
tage by  designers  of  centrifugal  compressors  and  pumps.  Two  cen- 
trifugal compressors,  if  they  are  geometrically  similar,  have  the 
same  efficiency  provided  the  following  relation  is  maintained  be- 
tween the  rated  flow,  Q,  the  peripheral  speed  of  the  impeller,  S, 
and  the  impeller  diameter,  D : 

Qi/SiD,^  =  Q2/SJ).}  =  constant 

The  experimental  data  on  one  particular  size  of  compressor  can 
be  utilized  to  predict  with  accuracy  the  performance  of  a  number 
of  sets,  provided  the  compressors  are  made  geometrically  similar 
and  rated  according  to  the  relation  mentioned  above.  In  terms  of 
the  mean  effective  pressure,  P,  the  r.p.m.,  N,  and  the  flow,  Q  (vol- 
ume per  unit  of  time),  the  relation  is  equivalent  to 

QN^/P'  =  constant 

A.  R.  Dodge  said  he  had  investigated  the  drop  in  pressure  of 
superheated  steam  under  similar  conditions  to  those  of  Stanton's 
and  PannePs  experiments  on  air  and  water  illustrated  in  Fig.  1, 
using  a  1-in.  smooth  drawTi  brass  pipe,  steam  jacketed.  Over  the 
range  covered  (between  ordinates  of  3.8  to  5.6)  the  results  coin- 
cided exactly  with  those  shown  in  this  curve,  showing  that  the 
curve  applies  for  steam,  in  addition  to  air,  water  and  oil.     It  ought. 
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therefore,  to  apply  for  any  fluid,  and  simplify  existing  formulae 
for  pressure  drop. 

He  had  also  made  a  number  of  steam  tests  with  commercial  iron 
pipe  2  to  8  in.  in  diameter,  and  found  that  the  curves  were  parallel 
to  and  above  that  shown  in  Fig.  1,  the  distance  above  depending 
on  the  roughness  of  the  pipe. 

John  B.  Fkeeman  said  that  he  possessed  data  of  his  own  expe- 
riments with  ordinary  rough  pipes,  which  might  be  of  value  in 
solYing  the  problems  presented.  He  said  he  had  conducted  a  very 
extended  range  of  experiments,  in  1893,  on  pipes  of  all  degrees  of 
smoothness^  from  seamless  brass  pipe  to  exceedingly  rough  pipe. 

L  W.  Wallace  said  that  in  connection  with  investigations  to 
determine  certain  facts  in  reference  to  locomotive  sparks,  it  became 
necessary  to  know  to  what  height  sparks  are  ejected  from  locomo- 
tives under  various  operating  conditions,  and  he  asked  whether 
experiments  with  a  specially  designed  model  locomotive  would  give 
data  that  would  be  comparable  with  the  actual  height  the  sparks 
would  be  thrown,  the  size  of  the  sparks,  etc. 

Thb  Author.  In  reply  to  Mr.  Wallace,  it  is  conceivable  that 
model  experiments  might  be  so  devised  as  to  furnish  the  desired 
information,  but  the  difficulties  appear,  at  first  sight,  rather  formid- 
able. It  is  impossible  to  say  off-hand,  before  examining  the  problem 
carefully,  whether  an  attempt  to  solve  it  in  this  way  would  have 
Any  prospect  of  success.  It  would  seem  much  simpler  to  study  the 
setoal  emission  of  sparks  from  a  locomotive  by  making  runs  at 
night  and  taking  photographs— possibly  kinematograph  records— 
from  two  i>oints  on  the  train,  one  close  to  the  locomotive  and  one 
much  farther  back. 

In  reply  to  Mr.  Freeman,  while  Stanton  and  Panneirs  experi- 
ments on  smooth  brass  pipes  were  possibly  somewhat  more  accurate 
tban  Saph  and  Schoder's,  the  latter  had  also  worked  with  gal- 
vanized pix>es.  In  trying  to  get  an  equation  which  could  be  made 
to  represent  the.  resistance  of  both  smooth  and  rough  pipes  by 
''Mying  only  a  single  quantity— representing  the  roughness— the 
author  had  therefore  used  Saph  and  Schoder's  results  exclusively, 
kwauae  in  a  preliminary  study  consistency  was  more  important 
than  accuracy.  He  had  found,  however,  that  the  data  were  not 
efficient  for  his  purpose,  and  it  would  be  a  matter  of  great  interest 
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to  him  if  he  were  priviledged  to  examine  Mr.  Freeman's  experi- 
mental results. 

In  reply  to  Mr.  Dodge,  it  must  be  a  satisfaction  to  all  concerned 
with  the  subject  of  pipe  resistance  that  the  results  of  his  wide  expe- 
rience with  steam  agrees  so  well  with  those  obtained  by  Saph  and 
Schoder  for  water,  and  by  Stanton  and  Pannell  for  both  water  and 
air.  We  may  safely  conclude  that  the  basis  of  physical  ideas  from 
which  the  dimensional  treatment  starts  is  sensibly  correct,  and  that 
no  important  element  in  the  problem  has  been  overlooked.  The 
results  obtained  by  dimensional  reasoning  are  so  instructive  and 
the  problem  of  pipe  resistance  so  important,  that  the  confirmation 
which  Mr.  Dodge  has  given  is  a  valuable  contribution  to  the  subject. 

The  example,  brought  forward  by  Mr.  Nusim,  of  the  practical 
utilization  of  the  notion  of  dynamical  similarity  is  very  interesting. 
The  author's  object  in  presenting  his  paper  was  to  call  attention 
to  the  method  which,  he  is  convinced,  will  in  time  come  to  be  one 
of  the  engineer's  handy  tools,  like  the  two  laws  of  thermodynamics. 
But  since  he  is  aware  that  his  opinion  of  the  value  of  the  method 
may  be  received  somewhat  sceptically  by  professional  engineers, 
testimony  in  its  favor  from  one  engaged  in  practical  designing  work 
is  doubly  welcome. 

In  reply  to  Mr.  Hersey,  mechanical  engineering  is  an  art,  not 
a  science ;  and  the  ability  and  imagination  of  the  individual  engineer 
will  always  be  its  most  important  element.  But  common  sense  tells 
the  engineer  to  get  as  much  outside  help  as  he  can  in  solving  his 
problems,  and  one  source  of  such  help  is  physics.  As  Mr.  Hersey 
points  out,  the  aid  to  be  got  from  physics  does  not  consist  merely  in 
new  determinations  of  physical  constants  or  in  experimental  investi- 
gations of  physical  problems  which  are  of  special  interest  to  engi- 
neers. It  consists  also  in  the  sfystematic  use  of  the  scientific  method 
of  physics  in  analyzing  problems,  planning  experiments,  and  coordi- 
nating known  facts  so  as  to  bring  to  bear  on  any  new  problem  all 
the  available  knowledge,  of  whatever  sort  and  wherever  obtained, 
which  may  seem  to  be  pertinent.  This  is  the  technical  physics 
which  is  destined  not  only  to  work  in  its  laboratories  on  problems 
presented  by  engineers,  but  to  be  recognized  as  an  inseparable  com- 
panion of  sound  and  progressive  mechanical  engineering. 
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The  use  of  a  loose-grained  abrasive  in  connection  with  a  lubri- 
cant, for  working  down  surfaces,  dates  back  to  very  ancient  times. 
The  method  was  first  used  in  the  grinding  and  polishing  of  precious 
stones.  The  workmen  were  <;alled  lapidaries  and  their  tools, 
chaiged  with  the  abrasive,  called  laps. 

2  Later  the  process  was  applied  to  the  working  of  hardened 
steel  and,  from  this,  gradually  extended  to  cover  a  wide  variety  of 
operations  common  to  machine  shop  practice. 

S  Several  years  ago,  having  occasion  to  seek  definite  informa- 
tion on  the  subject,  it  became  evident  that  there  were  few,  if  any, 
aact  data  available.  This  led  to  the  construction  of  a  machine 
vith  which  quantitative  results  could  be  obtained  with  various  com- 
binations of  abrasive  lubricant,  and  lap  material.  Tests  on  the 
nukchine  were  confined  to  surface  lapping. 

4  There  are  two  methods  of  using  a  surface  lap  which,  for 
wnt  of  better  definitions,  will  be  termed  the  "wet"  and  the  "dr/' 
niethods.  In  the  wet  method  there  is  a  surplus  of  oil  and  abrasive 
on  the  surface  of  the  lap.  As  the  specimen  being  lapped  is  moved 
over  it  there  is  more  or  less  movement  or  sliifting  of  the  abrasive 
particles.    The  action  may  be  conceived  to  be  somewhat  as  follows: 

^Instructor,  Ohio  State  Univ. 
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A  particle  becomes  embedded  in  the  softer  surface  of  the  lap,  it 
remains  stationary  for  awhile^  but  is  finally  dislodged  by  friction 
or  change  in  direction  of  the  rubbing  surface.  It  then  rolls  around 
for  awhile^  only  to  lodge  again  and  have  the  process  repeated. 
Meanwhile  the  grains  of  abrasive  are  being  broken  up  into  smaller 
sizes,  their  sharp  edges  and  corners  worn  away,  the  cutting  effect 
grows  less,  until  it  becomes  necessary  to  recharge  the  lap  with  fresh 
material. 

5  With  the  dry  method,  the  lap  is  first  charged  by  rubbing 
or  rolling  the  abrasive  into  its  surface.  All  surplus  oil  and  abrasive 
is  then  washed  off,  leaving  a  clean  surface,  but  one  that  has  em- 
bedded uniformly  over  it,  small  particles  of  the  abrasive.  It  is 
then  like  the  surface  of  a  very  fine  file  or  oil  stone  and  will  cut 
away  hardened  steel  that  is  rubbed  over  it. 

6  While  this  has  been  termed  the  dry  method,  in  practice 
the  lap  surface  is  kept  moistened  with  kerosene  or  gasoline.  This 
is  for  the  purpose  of  preventing  small  spots  of  steel,  called  '^irds 
eyes,''  building  up  on  the  lap  surface.  But  there  is  not  enough 
lubricant  applied  to  ^^fioat"  the  piece  being  lapped  and,  henoe, 
this  has  been  called  the  dry  method. 

7  Among  mechanics  there  is  43ome  difference  of  opinion  as  to 
whether  the  cutting  is  more  rapid  with  the  wet  or  the  dry  method. 
By  advocates  of  the  dry  method  it  is  pointed  out  that  in  this  the 
abrasive  is  permanently  embedded  in  the  lap  surface,  there  is  actual 
contact  between  the  abrasive  and  the  steel  specimen,  there  is  no 
floating  on  an  oil  film,  no  rolling  on  loose  particles,  that  the 
cutting  action  is  more  nearly  true,  and  hence  more  rapid  than 
when  these  conditions  fail  to  obtain. 

8  Materials  used  for  laps  may  be  cast  iron,  copper,  steel,  tin, 
lead,  or  any  combination  of  the  softer  metals  to  give  varying  de- 
grees of  hardness.  The  choice  depends  on  first  cost,  permanence 
of  form,  rapidity  of  cutting,  and  ease  of  redressing. 

9  The  lubricants  most  commonly  used  are  lard  and  machine 
oils,  kerosene,  and  gasoline.  Alcohol  and  turpentine  have  been 
recommended.  It  is  well  known  that  turpentine  can  be  used  to 
advantage  when  drilling  hard  steel.  It  causes  the  drill  to  'take 
hold*'  of  the  steel  better.  Whether  it  has  a  similar  effect  when 
hardened  steel  is  cut  by  an  abrasive  is  a  question. 

10  Abrasive  materials  are  usually  emery,  alundum,  corun- 
dum, carborundum,  or  others  of  a  similar  kind,  but  sold  under 
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YariouB  trade  names,  as  Orysiolon,  Axolite^  Oarbondite,  etc. 
Diamond  dust  is  also  used  and  ground  glass,  oil  stone  powder,  and 
groimd  pumice  stone  find  limited  application  for  certain  kinds 
of  work. 

OBJECT    OF    TESTS 

11  In  the  selection  of  the  abrasive,  both  as  to  kind  and  size 
of  grain,  the  metal  of  which  the  lap  is  made,  the  lubricant  and 
pressure  to  be  used,  there  is  wide  range  of  possible  combinations 
for  this  work.  The  object  of  the  experiments  was  to  secure,  if 
possible,  reliable  data  on  the  following  points: 

a  The  relative  efficiencies  of  the  different  abrasives. 

b  The  relative  efficiencies  of  different   lubricants. 

c  The  rate   of   cutting  with   laps   made  of  cast   iron,   soft 

steel,  and  copper. 
d  The  wear  of  the  laps,  compared  one  with  the  other  and 

with  the  amOimt  of  steel  ground  off  with  each. 
e  The  effect  of  pressure  on  the  rate  of  cutting. 
/  The  rate  of  cutting  by  the  wet  and  the  dry  methods. 

12  The  problem  was  more  difficult  than  appeared  at  first,  and 
it  was  only  after  three  months  of  experimental  work,  after  having 
conq)leted  the  machine,  that  the  results  obtained  were  considered 
of  sufficient  accuracy  to  warrant  going  ahead  with  the  work. 

13  The  usual  method  was  followed  of  keeping  all  variables 
constant  except  one,  and  having  determined  the  effect  of  that  one, 
to  proceed  to  the  next.  It  developed,  however,  that  some  of  the 
tables  affecting  the  results  were  not  entirely  within  control. 
Thus,  for  instance,  the  size  of  the  grains  of  abrasives  is  one  of  the 
factors  affecting  the  rate  of  cutting.  By  the  nature  of  the  process 
the  size  of  the  grains  is  continually  changing,  being  ground  down 
to  smaller  sizes.  This  change  in  size  depends  on  the  pressure  and 
to  some  extent  on  the  lubricant  and  the  material  of  the  lap  surface. 
Hence,  the  rate  of  change  is  of  itself  a  variable. 

14  Again,  when  using  volatile  liquids,  like  gasoline,  turpen- 
tine, and  alcohol,  fresh  additions  had  to  be  made  to  the  plate  to  make 
ttp  the  loss  from  evaporation.  At  first  the  liquid  was  supplied  to  the 
plate  through  the  medium  of  sight  feed  oil  cups.  This  was  im- 
practicable, because  at  different  stages  of  a  test  run,  which  required 
about  an  hour  and  fifteen  minutes  to  complete,  the  liquid  was  re- 
quired at  a  different  rate.     Also  a  different  rate  was  required  for 
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different  preesures  and  it  was  impossible  so  to  regulate  the  feed  as 
to  keep  a  constant  degree  of  saturation  on  the  lapping  plate.  It  was 
found  more  satisfactory  to  supply  the  lubricant  by  hand  from  an 
ordinary  oil  can^  watching  closely  and  adding  the  lubricant  as 
needed.    This,  of  course,  introduced  a  personal  factor. 

15  Another  disturbing  element  was  the  pressure  of  the  atmos- 
phere on  the  test  specimen.  It  is  not  believed  that  this  was  in  any 
way  serious,  but  there  were  occasions  when  the  rate  of  cutting  ap- 
peared erratic  and  variations  in  pressure  seemed  to  offer  the  only 
reasonable  explanation.  Any  one  who  has  rubbed  two  smooth  sur- 
faces together,  with  a  liquid  between  them,  will  have  experienced  the 
effect  of  atmospheric  pressure.  At  times  the  surfaces  will  seem  forced 
together  more  strongly  than  at  others.  This  occurs  when  the  air  is 
wholly  or  partially  excluded  from  between  them.  Further,  this  action 
is  irregular,  which  means  that  it  is  impossible  to  maintain  absolutely 
uniform  pressure  between  the  surfaces.  The  effect  is  more  marked 
with  large  surfaces.  During  the  experimental  work,  test  specimens 
of  1-in.  diameter  were  tried,  but  the  results  with  these  were  not  so 
uniform  and  consistent  as  with  smaller  sizes.  The  size  finally  adopted 
was  %-in.  diameter,  giving  an  area  of  0.306  sq.  in. 

16  The  condition  of  the  lap  surface  seemed  to  have  a  consider- 
able influence  on  the  rate  of  cutting.  After  a  run  with  a  pressure 
of  5  lb.  per  sq.  in.  on  the  specimen,  irrespective  of  which  lubricant 
was  used,  the  plate  would  show  a  natural  color  and  possess  a  uni- 
form velvety  surface.  With  the  higher  pressures,  however,  the  plate 
often  took  on  a  more  or  less  glazed  appearance.  In  fact,  it  seemed 
as  if  the  abrasive  worked  into  the  surface  during  a  run  with  low 
pressure,  would  be  smoothed  down  and  form  a  kind  of  scale  or  false 
surface  when  the  higher  pressures  were  used.  This  was  more  in 
evidence  with  some  lubricants  than  with  others.  To  illustrate  more 
clearly,  the  copper  plate  after  a  run  with  lard  oil  would  be  of  a 
bright  copper  color,  showing  no  evidence  of  discoloration.  With 
kerosene,  when  the  higher  pressures  were  used,  the  plate  became 
darker  in  color,  showing  that  some  of  the  abrasive  had  been  worked 
into  its  surface.  This,  of  course,  changed  somewhat  the  nature  of 
the  surface,  but  was  unavoidable. 

17  These  things  are  mentioned  to  show  more  clearly  the  nature 
of  the  problem  and  to  account  for  small  variations  in  the  results. 
Thorough  precaution  was  taken  to  reduce  all  uncertain  factors  to 
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'he  lowest  posaible  limit  and  confidence  ie  felt  that  the  results  are 
*ell  within  the  limits  of  practical  accuracy. 

DBSCBtPTION    OF    TESTING    MACHINE 

IS    The  machine  which  was  designed  and  used  for  these  tests 
'*  iliown  in  Figs.  1  and  2.    The  horizontal  shaft  B,  driven  by  motor 


Tia.  1    Machine  Desioned  roK  Tests 

^.  transmitfi  motion  through  spiral  gears  to  two  vertical  shafts  C 
"id  D.  Shaft  C  carries  the  lapping  plate  at  its  upper  end  and  shaft 
D  the  slotted  crank  disk  E,  by  means  of  which,  and  the  connecting 
™d  P,  the  specimen  holder  H  is  made  to  reciprocate  between  the 
(ater  and  outer  edge  of  the  lapping  plate.  The  motions  of  the 
lipping  plate  and  specimen  holder  cause  the  latter  and  its  specimen 
to  follow  &  path  relative  to  the  plate  like  that  shown  in  Pig.  .'1,  which 
ii  from  a  figure  actually  drawn  on  the  machine.  Originally  the  plate 
Dude  about  3  revolutions  to  1  of  the  crank  disk,  but  this  was 
cbuged  to  about  1.8  to  1,  which  gave  better  results. 

19    As  at  first  constructed   the  machine  was  autographic,  but 
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too  minj  nncertaiiities  were  introduced  by  the  frictioD  of  the  pencil 
and  other  coDditione  and  this  feature  was  finally  abandoned. 

20  The  specimen  bolder  is  shown  in  section  in  Fig.  i.  The 
specimen  is  held  in  the  hardened  steel  bushing  0  in  end  of  lever  L, 
which  receives  its  motion  through  connecting  rod  F  to  which  it  is 
attached  by  studs  if  and  N.  The  specimen  is  held  against  the 
lipping  plate  by  the  pressure  of  the  weights  shown  in  the  figure, 
vhich  is  transmitted  to  the  specimen  through  the  yoke  E,  screw  S 
ind  pin  J.  These  parts  are  supported  by  a  tube  A  held  by  the  split 
block  £  which  in  turn  is  clamped  to  the  connecting  rod  F. 


Fio.  3    OnTLiNB  Traced  by  Machine 

21  The  nut  D,  through  which  passes  the  screw  S,  is  of  tool  eteel, 
hardened,  ground  and  lapped  to  a  smooth  working  fit  in  the  tube. 
At  £'  is  a  hardened  steel  plug,  which  is  also  a  smooth  working  fit  in 
the  tube.  This  plug  has  a  conical  seat  at  each  end  in  which  bear  the 
tapered  ends  of  screw  S  and  pin  J.  The  object  of  this  construc- 
tion is  to  allow  a  slight  lateral  movement  of  the  specimen  without 
disturbing  the  alignment  or  in  any  way  increasing  the  friction  of 
the  moving  parts  in  the  vertical  tube.  A  perfectly  free  vertical 
motion  is  thus  obtained  whereby  the  weights  can  follow  up  tlie  wear 
of  the  specimen  with  practically  no  friction, 

Z2  The  bushing  0  which  carries  the  specimen  is  founterborcd 
in  order  that  any  side  thrust  may  be  brought  as  near  the  lower 
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surface  of  the  specimen  as  possible.  In  order  to  move  the  specimeo 
from  under  the  tube  for  examination  or  removal,  the  knnrled  nut 
N  is  loosened,  thus  permitting  the  arm  Z.  to  be  turned  about  the 
stud  M. 

33  It  was  the  original  intention  to  liave  the  specimen  carried 
directly  in  the  vertical  tube,  but  after  some  experience  with  this 
and  several  other  forms  they  were  discarded.    The  present  holder 


Fia.  4    Section  terouqu  Specimen  Holdeb 

was  developed  as  a  result  of  experience  gained  during  the  preliminary 
stages  of  the  work. 

THE    LAPPING   PLATE 

24  The  lapping  plate  is  shown  in  section  in  Fig.  5.  The  lap 
surface  is  at  A.  A  gray  iron  plate,  cast  originally  ^  in.  thick  and 
finished  down  to  it/.S  in.  thick,  is  held  to  the  lower  plate  B  by  meana 
of  screws.  Tlie  outer  rim  C  is  also  fastened  by  screws  and  is  re- 
movable. 

Z't  At  first  it  was  attempted  to  use  a  plate  cast  in  one  piece,  but 
it  was  foimil  lliiit  it  wns  more  porous  near  the  center  than  at  the 
edge  and  further  tliiit  it  was  impracticable  to  face  the  plate  in  a 
lathe  without  leaving  pit  marks  in   the  surface.     Obvionsly  these 
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conditions  would  produce  unsatisfactory  results  and  it  was  therefore 
decided  to  use  a  removable  upper  plate  of  uniform  thickness  which 
would  be  practically  uniform  in  texture  and  could  be  readily 
finished  to  a  true  surface,  clear  to  the  edge,  by  grinding. 

26  Five  plates  were  cast  from  the  same  heat,  so  if  one  or  more 
developed  defects  or  was  worn  out,  another  of  the  same  metal  could 
be  substituted.  The  plates  were  of  a  good  grade  of  foundry  iron, 
but  no  attempt  was  made  to  get  a  special  mixture. 

27  The  copper  and  steel  laps  were  built  up  the  same  way.  Each 
consisted  of  a  cast  iron  backing  plate  faced  with  its  proper  material. 

28  The  copper  plate  was  made  of  plate  copper  ^  in.  thick. 
Since  this  was  too  thin  to  be  tapped  into,  it  was  secured  to  the  cast 
plate  by  means  of  solder. 

29  The  steel  plate  was  made  of  fire  box  steel  ^  in.  thick  and 
secured  in  the  same  manner  as  the  copper  plate.  Like  the  cast  iron 
plate,  the  surfaces  of  these  were  finished  by  grinding. 

DISTBIBUTOR 

30  The  distributor,  or  wiper,  is  an  important  feature  of  the 
machine.  Beferring  again  to  Fig.  2,  this  will  be  seen  at  T,  and  is 
shown  more  in  detail  in  Fig.  6. 

31  It  was  essential  that  there  be  a  uniform  distribution  of  the 
charge  of  abrasive  over  the  entire  surface  of  the  plate.  Centrifugal 
force  was  depended  upon  to  work  the  charge  from  the  center  of  the 
plate  outward.  A  wiper,  consisting  of  a  strip  of  wood  resting  on 
the  plate  and  inclined  at  an  angle  of  15  deg.  to  a  radial  line  from 
the  center,  was  counted  on  to  shear  the  charge  back  toward  the 
center.  At  times  this  worked  finely,  leaving  enough  of  the  charge 
pass  under  the  wiper  to  give  an  even  and  uniform  distribution.  At 
other  times  the  wiper  would  apparently  adhere  tightly  to  the  plate, 
wiping  it  nearly  clean  and  bunching  the  charge  in  the  center. 
Notches  were  cut  in  the  underside  of  the  strip  of  wood,  through 
which  a  portion  of  the  charge  could  always  flow.  This  helped  very 
materially,  but  the  distribution  was  further  improved  by  giving 
motion  to  the  wiper.  This  was  efiEected  through  the  medium  of  an 
eccentric  R  placed  on  the  shaft  D.  To  prevent  an  accumulation  of 
part  of  the  charge  around  the  inner  surface  of  the  outer  ring,  a 
small  auxiliary  wiper  was  placed  as  sliown  at  Q.  Details  of  the 
notched  piece  of  wood  are  shown  in  Fig.  7. 
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TEST    SPBCIMENS 

32  The  test  specimens  were  of  hardened  tool  steel.  It  was  first 
attempted  to  use  a  hollow  specimen  of  the  form  shown  in  Fig.  8^ 
in  order  to  secure  nniformity  in  hardening  and  to  reduce  the 
tendency  to  rock  while  being  moved  over,  the  lap  surface.  After 
many  trials  this  form  was  given  up.  It  seemed  absolutely  impossible 
to  duplicate  runs  with  any  degree  of  certainty.    The  cause  of  this 
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Fig.  5    Section  thbouoh  Lapping  Platb 

Fig.  6    Details  op  Distributor 

Fig.  7    Distributor  Shoe 

Fig.  8    Test  Specimen,  Form  Bejegtbd 

Fig.  9    Test  Specimen,  Form  Used 


is  not  exactly  clear,  but  it  may  be  due  to  the  fact  that  the  surface  in 
contact  with  the  plate  being  perfectly  flat  and  the  edges  perfectly 
square  and  sharp  would  allow  the  specimen  to  shear  the  abrasive 
ahead  of  it  instead  of  riding  over  it. 

33     The  specimens  finally  used,  as  shown  in  Fig.  9,  were  made 
of  %-in.  drill  rod.     Fifty-five  pieces  y^  in.  long  were  cut  from  the 
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same  bar  and  numbered  consecutively.  They  were  hardened  by 
heating  in  the  mu£9e  of  a  gas  furnace,  the  temperature  of  which  was 
regulated  by  a  pyrometer,  and  quenching  in  clear  water  to  which 
salt  had  been  added  to  the  amoimt  of  3  lb.  to  the  gallon. 

SCOPE  OF  TE8T8 

34  It  was  not  the  intention  to  try  out  all  the  different  abrasives 
on  the  market.  Three  were  selected  as  being  representative,  namely, 
Naxos  Emery,  obtained  from  the  Safety  Emery  Wheel  Co., 
Springfield,  Ohio;  Carborundum,  direct  from  the  Carbonmdum 
Company,  Niagara  Falls,  and  Alundum,  from  the  Norton  Company, 
Worcester,  ifass. 

35  All  the  tests  were  carried  out  with  abrasive  No.  150.  Each 
of  the  abrasives  was  tried  with  seven  different  lubricants,  five  dif- 
ferent pressures,  and  three  different  laps.  The  lubricants  were  lard 
oil,  machine  oil,  kerosene,  gasoline,  turpentine,  alcohol,  and  soda 
water. 

36  Starting  a  series  of  tests,  say  with  emery  as  the  abrasive 
and  with  cast  iron  lap,  the  first  test  was  made  with  lard  oil  and 
with  a  pressure  of  5  lb.  per  sq.  in.  on  the  specimen.  The  pressure 
was  then  increased  to  10  lb.  per  sq.  in.,  other  conditions  remaining 
the  same,  and  another  run  made.  The  pressures  were  then  in- 
creased to  15,  20,  and  25  lb.,  giving  a  group  of  five  nms  with 
lard  oil. 

37  Machine  oil  was  then  substituted  for  lard  oil  and  a  like 
group  of  tests  made,  after  which  tests  were  made  with  the  other 
lubricants  in  the  same  way.  This  gave  for  cast  iron-emery  a  series 
of  35  tests. 

38  Carborundum  was  next  substituted  for  emery  and  the  same 
number  of  tests  repeated.  This  was  followed  by  a  like  series  with 
alundimi,  making  the  total  number  of  tests  with  cast  iron  lap  105. 

39  The  cast  iron  lap  was  then  replaced  by  one  of  steel  and  a 
second  series  of  105  tests  run  with  the  steel  lap.  This  was  followed 
by  a  like  series  with  the  copper  lap.  Therefore,  for  making  com- 
parisons of  the  action  of  the  three  abrasives  and  also  for  the  three 
lap  materials,  cast  iron,  copper,  and  steel,  we  have  105  tests  of  each. 

DETAILS  OF  TESTS 

40  The  quantity  of  abrasive  used  for  each  test  was  as  'follows : 
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3  gramfi  of  emery 
2.46  grains  of  alundum 
2.40  grains  of  carborundum. 

These  weights  gave  equal  volumes,  and  this  was  considered  to  give 
a  fairer  test  than  if  equal  weights  had  been  taken,  because  it  gave 
equal  density  or  the  same  number  of  grains  of  the  abrasive  per 
square  inch  of  plate  surface.    The  charge  was  weighed  for  each  test. 

41     When  making  tests  with  lard  and  machine  oils,  7  cc.  were 
used.    This  was  applied  at  the  beginning  of  the  test  and  no  further 
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additions  made.  With  the  light  and  volatile  liquids  7  cc.  was  too 
much  to  start  with,  as  the  specimen  would  get  down  to  the  lap 
surface  and  shear  the  abrasive  ahead  of  it.  With  these  liquids,  the 
test  was  started  with  3  cc.  and  then  additions  made  from  time  to  time 
to  make  up  the  loss  from  evaporation.  Before  starting  a  run,  the 
charge  of  abrasive  and  lubricant  was  distributed  with  the  fingers  as 
uniformly  as  possible  over  the  surface  of  the  lap. 

42  A  test  was  continued  until  the  crank  which  moved  the 
specimen  over  the  plate  had  made  4000  rev.  At  the  end  of  500 
rev.,  the  specimen  was  removed,  cleaned  with  gasoline,  and  weighed. 
This  was  repeated  at  the  end  of  the  next  500,  and  then  for  each  1000 
until  the  4000  rev.  were  completed. 
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43  The  log  of  a  single  test  is  shown  in  Fig.  10,  while  Figs.  11 
to  17,  inclusiTe,  show  the  plotted  results  of  the  individual  tests  of 
the  cast  iron-emery  series.  As  plotted,  the  ordinates  represent  the 
amount  in  milligrams  ground  from  the  specimen,  abscissa  the 
number  of  revolutions  of  the  crank  which  swept  the  specimen  over  the 
plate. 

44  The  individual  tests  of  this  series  are  shown  plotted  not 
because  they  are  better  or  worse  than  the  others,  but  to  show  at  a 
glance  the  general  form  of  individual  curves,  how  the  shape  varied 
with  the  pressure,  and  the  degree  of  consistency  in  the  various  tests. 

45  A  summary  of  all  the  results  is  given  in  Table  1. 


TABLE  1     SUM  OF  AMOUNTS  GROUND  FROM  SPECIMENS  WITH  PRESSURES  OF 

5,  10,  15.  20,  AND  25  LB.  PER  SQ.  IN. 


Ma- 

chine 
OU 

Laid 
OU 

Kero- 
sene 

Gaao- 
line 

Turpen- 
tine 

Alco- 
hol 

Soda 
Water 

Total 

^umfi^T 

1320 
1849 
2825 
5004 

1673 
2313 
3340 
7326 

3324 

3687 

4230 

11241 

3055 

4201 

4520 

12766 

2336 

3230 

4458 

10024 

2302 

3251 

4427 

10070 

3105 

3112 

3873 

10000 

18105 

■  A 

Alwklmn 

21733 

5J3 

Oarborundwn 

27673 

Total 

67511 

Emery 

1744 
1800 
4100 
7743 

2460 
2537 
4640 
0646 

2720 

3622 

3805 

10147 

3034 

3627 

3080 

10641 

2560 
3400 
3083 
0043 

2608 
3388 
3527 
0523 

2830 

3338 

4045 

10222 

17065 

X  — 

AJandum 

21712 

Carborundum 

Total 

28188 
67865 

Emery 

3250 

3071 

4148 

11360 

3454 

4065 

4540 

12050 

3756 

3763 

3602 

11211 

3813 

3060 

3724 

11407 

3508 

4171 

4251 

12020 

3061 

4007 

4081 

12130 

3780 

4472 

4210 

12462 

25612 

a9> 

Alundum 

28400 

§-^ 

Oarborundum 

28646 

O 

Total 

82767 

Gxmnd  total  for  each 
lubricant 

25106 

• 

20031 

32500 

34004 

31087 

31732 

32774 

COMPARISON    OF   RESULTS 


46  In  considering  the  general  results,  the  various  factors  are 
SO  inter-related  that  a  discussion  of  one  naturally  becomes  involved 
with  all  the  others,  hence  more  or  less  repetition  is  unavoidable. 

47  Obviously,  it  is  impracticable  to  compare  each  individual 
result  with  every  other  result.  The  plan  has  therefore  been  adopted 
of  combining  the  five  curves  of  the  difEerent  pressures  into  one 
curve.  This  is  called  the  master  curve  for  that  particular  combina- 
tion, and  is  effected  by  simply  summing  up  the  values  of  the 
ordinates  for  different  points  on  the  curves  and  using  these  values 
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in  plotting  the  master  curve.  If  these  values  were  divided  by  fire, 
the  result  would  be  an  average  curve  of  the  five  pressures.  The 
curves  as  they  standi  without  such  division^  are  practically  the  same 
thing. 

48  This  method  is  not  strictly  correct^  because  it  assumes  the 
curves  to  be  of  the  same  form  and  that  the  rate  of  cutting  is  pro- 
portional to  the  pressure.  This  latter  is  very  nearly  true  but  the 
shape  of  the  curves  changes  somewhat  with  the  pressure.  In  general, 
the  curve  starts  off  concave  upward  and  at  some  point  in  the  nm 
changes  to  convex.  This  change  takes  place  at  different  distances 
from  the  origin.  It  is  further  out  for  the  light  pressures  and 
approaches  the  origin  as  the  pressure  is  increased.  This  condition  is 
clearly  indicated  in  the  set  of  curves  for  gasoline^  Fig.  14.  Since, 
however,  all  results  are  combined  in  the  same  way,  it  is  thought  that 
this  method  forms  a  fair  basis  of  comparison.  The  X  marks  on  the 
curves  indicate  about  where  the  maximum  rate  of  cutting  is  reached. 

49  It  will  be  understood  then  that  each  of  the  comparative 
curves  for  the  different  lubricants,  abrasives,  and  lap  materials  is  the 
combined  curve  of  five  separate  runs. 

50  Lubricants.  The  action  of  the  different  lubricants  presents 
an  interesting  study.  The  same  lubricant  acts  differently  with  the 
different  abrasives  and  again  differently  with  different  laps.  It 
might  be  surmised  that  the  main  difference  woidd  be  due  to  changes 
in  viscosity  or  to  the  lubricating  properties  of  the  various  lubricants. 
There  is  no  doubt  that  these  are  important  factors,  but  it  is  equally 
certain  that  they  are  not  the  only  ones. 

51  Taking  the  results  of  the  emery-cast  iron  series  of  tests  alone, 
as  shown  plotted  in  Fig.  18,  it  would  seem  that  the  change  in  the 
viscosity  and  lubricating  properties  would  offer  a  reasonable  and 
fairly  complete  explanation  of  the  difference  in  their  behavior. 

52  Gasoline,  which  is  lowest  in  these  respects,  has  the  highest 
rate  of  cutting.  It  will  be  noted,  too,  that  its  rate  of  cutting  is  well 
maintained,  being  nearly  as  high  at  the  end  of  4000  rev.  as  at  the  be- 
ginning. Next  is  kerosene,  the  rate  of  cutting  of  which  is  high,  but 
which  shows  slightly  more  of  a  decreasing  rate  as  the  end  of  the 
run  is  approached.  Soda  water  is  below  that  of  kerosene,  but  maintains 
its  rate  of  cutting  more  nearly  like  gasoline.  Alcohol  and  turpentine 
have  about  the  same  rate  of  cutting  at  the  start  as  soda  water,  but 
decrease  more  rapidly  as  the  run  proceeds.    Both  these  liquids  have 
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peculiarities  which  will  be  considered  further  while  discussing  in- 
dividual lubricants. 

53  The  rate  of  cutting  for  both  lard  and  machine  oil  drops  off 
▼ery  rapidly.  At  the  end  of  a  run^  that  for  machine  oil  is  about  166 
per  1000  rcT.^  while  that  for  gasoline  is  about  850,  these  two  standing 
at  the  extremes  of  the  range. 

54  What  appears  to  happen  is  this:  As  the  grinding  proceeds 
the  emery  is  constantly  reduced  to  a  finer  powder  and  the  charge  is 
being  contaminated  with  material  groimd  from  the  specimen  and  the 
lap  surface.  With  a  lubricant  like  gasoline  there  is  no  muck  formed, 
the  charge  remains  comparatively  clean  and  the  thickness  of  the 
film  of  gasoline  is  so  little  that  the  specimen  may  follow  up  the  re- 


TABLE  2    CAST  IRON  LAP 

ElfXBT 

Alxtkdum 

Cabbobundum 

ITiiliiffT 

Gasoline 3955 

Machine  oU 1320 

2635 

Gasoline 4291 

Machine  oU 1849 

3442 

Gasoline 4520 

Maohine  oil 2825 

Diir«nee« 

1695 

duction  in  size  of  grain  of  abrasive  and,  hence,  a  nearly  uniform  rate 
of  cutting  is  maintained. 

55  On  the  other  hand,  with  the  heavy  oils,  as  the  grinding  pro- 
ceeds the  charge  becomes  muck-like,  the  lubricant  is  thickened  and 
the  specimen  rides  on  the  thickened  oil  film.  When  the  grains 
have  been  reduced  in  size  to  a  little  less  than  the  thickness  of  the 
oil  film,  the  cutting  action  almost  ceases. 

56    Passing,  however,  to  the  alundum-cast  iron  series,  a  com- 
parison of  the  lubricants  of  which  is  shown  in  Fig.  19,  there  is 
not  so  much  difference  in  their  rate  of  cutting  as  with  emery.    Lard 
and  machine  oil  are  in  the  same  relative  position  to  each  other  and  to 
the  other  lubricants,  but  they  have  approached  more  nearly  to  the 
others  in  rate  of  cutting.     Reference  to  Fig.  20  will  show  that  the 
difference  further   disappears   when   carborundum   is  used   as   the 
abrasive  material.  Table  2  is  presented  to  further  emphasize  this.    Of 
the  seven  lubricants  used,  this  table  shows  the  ones  which  gave  the 
highest  and  the  lowest  values  when  used  with  the  cast  iron  lap  and 
different  abrasives. 

57    The  curves  for  the  steel  lap  and  the  copper  lap  are  shown 
in  Figs.  21  to  26.    An  examination  of  these  will  reveal  a  further 
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cloeing-in  of  the  curves,  or,  in  other  words,  a  nearer  approach  to  each 
other  in  rate  of  cutting.  Lard  and  machine  oil  take  on  higher 
Talues.  These  two  oils,  with  emery  on  the  cast  iron  lap,  give  lower 
▼alues  than  any  of  the  other  lubricants,  while  the  same  two,  with 
carborundum  on  the  steel  lap,  give  higher  values  than  any  other  of 
the  lubricants.  It  seems  evident,  therefore,  that  factors  other  than 
viscosity  and  lubricating  properties  play  an  important  part  in  the 
rate  of  cutting. 

58  As  a  possible  explanation,  it  is  suggested  that  the  lubricant, 
together  with  the  material  ground  from  the  specimen  and  the  lap 
surface,  forms  a  kind  of  a  matrix  or  bonding  material  for  the 
abrasive,  and  that  the  rate  of  cutting  is  largely  dependent  on  the 
nature  of  this  matrix.  Evidently  there  will  be  a  different  matrix 
formed  with  each  different  combination  of  lap,  abrasive,  and 
lubricant. 

59  It  is  probable,  too,  that  there  is  some  property  of  the  lubri- 
cants which  enables  some  to  cause  a  sharper  or  cleaner  cutting  action 
than  others.  We  know  that  for  thread  cutting  and  many  other 
machine  tool  operations,  a  cutting  tool  used  with  lard  oil  takes  a 
cleaner  cut  and  leaves  a  smoother  surface  than  when  used  with 
machine  oil.  There  is  evidence  that  some  such  property  is  present 
and  exerts  an  influence  on  the  results  obtained  with  the  different 
lubricants. 

INDIVIDUAL  LUBRICANTS 

60  Lard  and  Machine  Oil.  On  account  of  their  differences  and 
yet  of  their  similarity  of  action,  lard  and  machine  oil  will  be  con- 
sidered together.    It  is  to  be  observed 

a  That  in  tests  under  all  conditions,  their  curves  are  of  the 
same  form  and  follow  each  other  closely. 

b  That  lard  oil  without  exception  gives  the  higher  rate  of 
cutting. 

c  That  in  general  the  initial  rate  of  cutting  is  higher  than 
with  the  lighter  lubricants,  but  falls  off  more  rapidly  as 
the  run  proceeds. 

d  That  both  the  highest  and  lowest  results  of  the  whole  num- 
ber of  tests  were  obtained  with  these  two  lubricants.  The 
lowest  with  machine  oil,  emery-cast  iron  lap,  with  lard  oil 
a  little  above  it;  the  highest  with  lard  oil,  carborundum- 
steel  lap,  with  machine  oil  a  little  below  it.    That  is,  while 
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they  have  maintained  the  same  relative  position  to  each 
other,  both  have  advanced  until,  with  the  steel  lap  and 
carborundum,  they  lead  all  other  lubricants  in  rate  of 
cutting.  Compare  the  curves.  Fig.  18,  with  those  of 
Fig.  23. 

Table  3  shows  this  progressive  increase  in  the  values  obtained 


with  the  different  combinations : 


TABLE  3    AMOUNT  GROUND  FROM  SPECIMEN  WITH  MACHINE  AND  LARD  OIL 
FOR  THE  DIFFERENT  COMBINATIONS  OF  LAP  AND  ABRASIVE 


Cost  Lap 


Steel  Lap 


Machtns  Oil 

Emery 1320 

'  Alundum 1849 

Carborundum 2825 

'  Emery 1744 

Alundum 1800 

Carborundum 4199 

'  Emeiy 3250 


Cast  Lap 


Steel  Lap 


Labd  Oil 

Emery 1073 

Alundum 2818 

Carborundiun 3340 


(Emery 2400 
Alundum 2557 
Carborundum 4649 


Copper  Lap   {  Alundum 3997  I  Copper  Lap    '  Alundum 4065 


Carborundum 4148  i 


Emery, 


.8460 


Carborundum 4540 


6^  OasoKne  and  Kerosene,  On  the  cast  iron  lap  gasoline  showB 
the  highest  results  of  any  of  the  lubricants  tested.  It  is  not  so  good 
on  copper  and  still  less  so  on  steel.  Taking  into  account  all  three 
abrasives^  its  relative  value  on  the  different  laps  is  as  follows : 

Cast  iron    1^7  Copper     116  Steel    106 

63  Contrasting  these  results  with  those  obtained  with  lard  and 
machine  oil,  we  find  that  with  them  there  is  an  increase  in  the  rate 
of  cutting  with  the  steel  and  copper  lap,  whereas  with  gasoline  there 
is  a  decrease. 

64  Kerosene  shows  more  nearly  the  characteristics  of  gasoline 
than  of  the  heavier  oils.  Like  gasoline,  it  gives  the  best  results  on 
cast  iron  and  the  poorest  on  steel.  It  does  not  work  so  well  with 
carborundum  on  the  copper  lap.  While  the  result  with  this  combina- 
tion is  not  so  low  as  some  others,  it  is  low  for  carbonmdum,  because, 
in  general,  this  gave  higher  results  than  the  other  abrasives.  In  fact, 
for  the  entire  series  of  315  tests,  there  were  but  two  instances  in  which 
the  values  obtained  for  carborundum  were  not  higher  than  those 
with  emery,  and  these  two  were  with  gasoline  and  kerosene  on  the 
copper  lap.     Mention  has  already  been  made  of  the  discoloration  of 
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the  copper  plate  when  these  liquids  were  used.  It  seems  as  if  some 
of  the  abrasive  was  worked  into  the  surface  and  then  smoothed  down, 
glYing,  instead  of  a  dean  copper  surf  ace,  one  more  or  less  hard  and 
glazed.  This  was  more  in  evidence  with  the  higher  pressures  and  no 
doubt  caused  a  falling  off  in  the  rate  of  cutting.  However,  just 
why  the  effect  should  be  more  pronounced  with  carborundum  than 
with  the  other  abrasives  is  not  clear. 

65  Turpentine  and  Alcohol.  There  is  no  evidence  to  show  that 
turpentine  possesses  any  superior  advantage  over  the  other  lubricants. 
On  any  lap  it  does  good  work  with  carborundum.  With  emery  it  does 
fair  work  on  the  copper  lap,  but  with  emery  on  the  cast  iron  and  steel 
lap  it  is  distinctly  inferior. 

66  When  used  on  cast  iron  or  steel  with  emery,  the  charge  soon 
becomes  pasty  or  muck-like.     The  resultant  residue  is  very  dark, 
almost  black,  and  at  the  end  of  a  nm  seems  fine  and  smooth  with 
very  little  of  its  gritty  nature  left.     As  a  considerable  portion  of 
turpentine  evaporated  during  the  course  of  a  nm,  and  the  loss  made 
up  by  fresh  additions,  it  was  at  first  thought  that  the  thickening  of 
the  charge  was  due  to  a  gummy  residue  being  left  by  such  evapora- 
tion.  However,  with  carbonmdum  the  charge  showed  no  such  thick- 
eoingy  the  residue  being  more  like  that  formed  with  machine  oil. 
This  accounts  for  the  better  showing  turpentine  makes  when  used  with 
carborundum. 

67  Alcohol  in  some  ways  acts  very  much  like  turpentine.  It 
also  gives  the  lowest  results  with  emery  on  the  cast  iron  and  steel 
laps.  Like  turpentine,  the  residue  at  the  end  of  a  nm  is  fine  and 
smooth.  But  the  residue  instead  of  being  black  and  pasty  is  of  a 
deep  reddish  brown  color  and  inclined  to  be  foamy  or  spongy. 

68  Alcohol  and  turpentine  were  the  only  two  lubricants  that 
gave  any  evidence  of  having  a  solvent  or  chemical  action  on  the 
abraaive,  and  these  with  emery  only.  Since,  however,  neither  showed 
any  particular  merit  for  this  work  over  other  lubricants,  it  was 
thought  useless  to  pursue  that  phase  of  the  subject  any  further. 

69  Soda  Water.  Soda  water  gives  reasonably  good  results  with 
almost  any  combination  of  lap  and  abrasive.  Referring  again  to  the 
comparison  curves  for  the  lubricants,  Figs.  18  to  ^6,  it  will  be  seen 
that  it  maintains  a  fairly  constant  position  intermediate  between  the 
other  lubricants.  While  it  is  seldom  the  best,  it  is  never  the  worst. 
^t  does  its  best  work  on  the  copper  lap  and  poorest  on  steel,  although 
there  is  not  much  difference  between  its  work  on  the  cast  iron  and 
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steel.  On  the  cast  iron  lap  it  does  better  work  than  machine  or  lard 
oil,  bnt  not  so  good  as  gasoline  or  kerosene.  There  was  one  instance, 
that  with  alnndnm  on  the  copper  lap,  in  which  soda  water  gave  the 
highest  results  of  any  of  the  lubricants  used  with  that  particular 
combination.  It  is  not  a  nice  liquid  to  work  with.  The  residue  is 
muck-like  and  sticky.  When  dry  it  forms  a  hard,  crusty  substance. 
While  undesirable  from  this  standpoint,  as  far  as  results  go  and  as  to 
first  cost,  it  should  rank  ahead  of  turpentine  and  alcohol. 

THE  ABRASIVES 

70  It  may  be  well  to  call  attention  to  the  fact  that  emery  and 
alnndnm  are  similar  abrasives,  both  being  aluminum  oxides  of  the 
form  AljO,.  Emery  is  a  natural  product,  more  or  less  contaminated 
with  iron  or  other  impurities.  Altmdum  is  an  artificial  product  and 
in  general,  of  greater  purity  than  the  natural  product.  Carborundum, 
on  the  other  hand,  is  an  entirely  different  material,  being  a  carbide  of 
silicon,  SiC.  Naturally,  then,  emery  and  alundum  might  be  expected 
to  show  more  nearly  the  same  characteristics,  while  carborundum 
would  deviate  more  or  less  for  them. 

71  That  this  is  true,  an  examination  of  the  curves.  Pigs.  27  to 
47,  will  show.  These  curves  show  graphically  the  rates  of  cutting 
for  the  three  abrasives  for  all  the  different  combinations  of  lap  and 
Inbricant. 

72  It  will  be  noticed  that  carborundum  usually  starts  off  at  a 
lower  rate  than  the  other  abrasives,  but  once  started,  its  rate  is  main- 
tained better.  Its  curve,  in  general,  is  more  nearly  a  straight  line. 
The  charge  or  residue  as  the  grinding  proceeds  remains  cleaner  and 
sharper  and  is  not  inclined  to  become  pasty  or  muck-like,  as  is  so 
frequently  the  case  with  emery. 

73  Alxmdum,  both  as  to  its  rate  of  cutting  and  cleanliness  of 
residue,  is,  in  general,  intermediate  between  carborundum  and  emery. 

74  Taking  the  total  amount  of  steel  ground  from  the  specimens 
with  each  of  the  abrasives  as  a  basis  of  comparison,  they  stand  as 
follows : 

Carborundum  84,507        Alundum  71,944        Emery  61,682 

75  These  figures  are  for  all  three  laps.  Divided  up  according 
to  the  amounts  ground  off  with  each  individual  lap,  the  results  are 
as  follows : 
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TABLE  4    AMOUNTS  IN  MILLIGRAMS  GROUND  FROM  SPECIMENS  WITH 
DIFFERENT  COMBINATION  OF  LAP  AND  ABRASIVE 


Cast  Lap 


Emery 18105 

Alun 21733 

Carb 27673 


Steel  Lap 


Emery 17065 

Ahin 21712 

Carfo 28188 


r  Emery. .  .25013 

Copper  Lapj  Alun 28400 

iCmrb..    .28646 


76  It  is  to  be  observed  that  there  is  a  greater  difference  in  the 
action  of  the  abrasive  with  the  cast  iron  and  steel  lap  than  with 
the  copper.  With  the  copper  lap,  carborundum  shows  but  little  gain 
over  the  cast  iron  and  steel,  while  with  emery  and  alundum,  the 
gain  is  considerable. 

77  It  may  be  pointed  out,  again,  that  the  evidence  all  the  way 
through  tends  to  the  conclusion  that  there  is  for  each  different  com- 
bination of  lap  and  lubricant  a  definite  size  grain  of  abrasive  that 
will  give  maximum  rate  of  cutting.  With  all,  except  the  two  heavy 
lubricants,  some  reduction  in  size  of  grain  below  that  used  in  the 
tests  (No.  150)  seemed  necessary  before  the  maximum  rate  of  cutting 
was  reached.  But  this  reduction  in  size  goes  on  continuously  and 
soon  passes  below  that  which  gives  maximum  cutting.  It  is  at  the 
point  of  passing  this  definite  size  that  the  curve  changes  from  con- 
cave to  convex,  or,  in  other  words,  the  cutting  changes  from  an  in- 
creasing to  a  decreasing  rate.  As  before  explained,  the  change  de- 
pends on  all  four  factors,  namely,  pressure,  abrasive,  lubricant,  and 
lap  material. 

78  Emery  appears  to  be  more  brittle  and  passes  through  the 
change  quicker  than  the  others,  with  alundum  next  and  carborundum 
the  least  susceptible  to  such  a  change.  This  accounts  for  the  initial 
rate  of  cutting  with  carborundum  being  lower  than  the  other 
abrasives. 

COMPARISON  OF  THE  LAPS 

79  The  form  and  material  of  laps  have  already  been  given. 
Their  hardness,  as  determined  by  the  research  department  of  the 
Westinghouse  Electric  and  Manufacturing  Co.,  was  as  follows : 

By  the  Brinell  Method 

Cast  iron  109  Steel  87  Copper  43.6 

By  tlie  Sclerescope 

Cast  iron     28  Steel  18  Copper     5 

80  A  comparison  of  the  three  laps  with  all  combinations  of 
abrasive  and  lubricant  is  given  in  the  set  of  curves,  Figs.  48  to  68. 
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81     The  total  amount  ground  from  the  specimen  with  each  of  the 
three  laps  was : 

With  east  iron : 67611 

With  steel 67866    ' 

With  copper 82767 

This  shows  that  taking  the  whole  number  of  tests  as  a  criterion, 

there  is  scarcely  any  diflEerence  between  the  steel  and  cast  iron,  but 

that  copper  does  somewhat  the  best  work.     Since,  however,  there  is 

a  great  difference  between  the  highest  and  lowest  values  obtained 

with  each  individual  lap,  it  would  seem  more  logical  in  comparing 

their  relative  merits  to  compare  the  highest  values  obtained  with 

each.    On  this  basis  they  stand  in  this  order: 

Steel  with  carborundum, — ^lard  oil 4649 

Copper  with  carborundum, — lard  oil 4640 

Cast  iron  with  carborundum, — gasoline 4620 

Here,  again,  there  is  not  so  much  difference,  but  it  shows  that 
with  the  proper  abrasive  and  lubricant,  steel  and  cast  iron  are  equally 
as  good  (for  all  practical  purposes)  as  copper. 

WEAR  OF  LAPS 

82    One  of  the  remarkable  facts  brought  out  was  the  great  differ- 
ence in  wear  of  the  laps  both  as  regards  material  of  which  they  were 
made  and  by  the  different  abrasives.    The  wear  on  all  laps  was  about 
twice  as  fast  with  carborundum  as  with  emery,  while  with  alundum 
the  wear  was  about  one  and  one-fourth  times  that  with  emery.     On 
an  average  the  wear  of  the  copper  lap  was  about  three  times  that  of 
the  cast  lap.    This  is  not  absolute  wear,  but  wear  in  proportion  to  the 
amount  ground  from  the  specimen.    Table  5  shows  this  very  clearly. 

TABLE  6    AMOUNTS  GROUND  FROM  THE  LAP  SURFACE  FOR  EACH 
100  MILLIGRAMS  GROUND  FROM  THE  SPECIMEN 


Emmr 

Alunduii 

Carbobunduu 

Total 

Caat  iiDC 81.2 

Steel 114 

Copper 233 

■ 

118 
149 
205 

168 
190 
410 

367.2 

463 

938 

83  Comparing  the  total  wear  of  the  laps  with  their  hardness  by 
the  Brinell  test,  it  is  found  that  the  wear  is  very  nearly  in  inverse 
ratio  to  the  hardness.    Thus 
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Wear  of  Lap  X  Hardness  =  a  Constant 

Cast  iron 357.2  X         109      =38,934 

Steel 453  X  87      =39,411 

Copper   938  X  4:3.6  =40,896 

No  such  relation  holds  between  the  scleroscopic  hardness  and  the 
wear. 

84  As  regards  permanence  of  form,  then,  cast  iron  is  altogether 
better  than  either  steel  or  copper,  and  taking  into  account  its  first 
c<«t  and  that  with  proper  abrasive  and  lubricant  its  rate  of  cutting  is 
practically  as  good  as  copper  or  steel,  it  is  far  and  away  the  best 
lap  material. 

85  Prom  results  obtained  on  the  wear  of  the  laps,  it  is  evident 
that  the  theory  of  the  lodgment  of  the  abrasive  in  the  softer  lap  sur- 
face of  the  lap  is  not  well  founded.  The  action  appears  to  be  more 
mutual  between  the  surfaces.  That  is,  while  a  grain  is  making  a  cut 
or  scratch  across  the  steel  specimen,  it  is  at  the  same  time  cutting  one 
in  the  lap  surface,  and,  encountering  less  resistance,  cuts  a  longer 
and  deeper  scratch  in  the  lap  surface  than  in  the  hardened  steel. 

86  It  is  probable  that  carborundum,  which  is  a  hard,  sharp 
abrasive,  gets  more  of  a  "foot  hold*'  in  the  hardened  steel  than  the 
other  abrasives  and  thus  does  more  damage  to  the  lap  surface. 

PBESSUBE 

87  Within  the  limits  of  the  pressures  used;  that  is,  up  to  25 
lb.  per  sq.  in.,  the  rate  of  cutting  is  practically  proportional  to  the 
pressure.  That  this  is  not  strictly  true  is  because  of  the  change  in 
size  of  grain  as  the  grinding  proceeds.  There  is  an  increasing  rate 
for  a  time  and  than  a  decreasing  one.  The  greater  the  pressure  the 
quicker  this  change.  During  the  early  part  of  a  run  the  rate  of  cutting 
is  not  only  increased  by  additional  pressure  but  takes  on  another 
increment,  due  to  the  change  in  size  of  grain.  After  the  maximum 
rate  has  been  reached,  this  increment  is  negative  and  hence  the  rate 
of  cutting  is  not  quite  proportional  to  pressure. 

88  The  higher  pressures,  20  and  25  lb.  per  sq.  in.,  did  not  do  so 
well  on  the  copper  lap  as  on  the  others.  There  was  some  evidence 
tending  to  show  that  for  this  lap  the  practical  limits  of  pressure 
had  been  reached. 

89  Of  the  63  combinations  tried  out,  the  15  giving  best  results 
have  been  selected  and  are  presented  in  Table  6 : 
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TABLE  6    COMPABATIVE  VALUES  OF  THE  BEST  OOMBINATIONB, 
TAKING  EMERY-CAST  IRON  LAP  AND  MACHINE  OIL  AS  UNITY 


Carborundum — Steel  lap    — ^Lard  oil 3.52 

Carborundum — Copper  lap — Lard  oil 3.44 

Carborundum — Cast  lap     — Gasoline   3.42 

Alundum        — Copper  lap — Soda  water 3.39 

Carborundum — Cast  lap     — Turpentine 3.37 

Carborundum — Cast  lap     — ^Alcohol 3.35 

Alundum        — Cast  lap     — Choline    3.25 

Carborundum — Copper  lap — Turpentine  3.22 

Carborundum — Cast  lap     —•Kerosene 3.20 

Carborundum — Copper  lap — Soda  water 3.19 

Carborundum — Steel  lap    — Machine  oil 3.17 

Alundum        — Copper  lap — Turpentine  3.16 

Carborundum — Copper  lap — ^Machine  oil 3.14 

Alundum        — Copper  lap — ^Alcohol   3.10 

Carborundum — Copper  lap — ^Alcohol  3.09 


DRY   LAPPING 

90  Experiments  on  dry  lapping  were  carried  out  on  the  cast 
iron,  steel  and  copper  laps  used  in  the  previous  tests  and  also  on 
one  of  tin  made  expressly  for  the  purpose.  Like  the  others,  the  tin 
lap  was  made  up  of  a  cast  iron  backing  plate  provided  with  a  facing 
of  block  tin  about  14  ^^'  i^  thickness. 

91  Carborundum  alone  was  used  as  the  abrasive  and  a  uniform 
pressure  of  15  lb.  per  sq.  in.  was  used  on  the  specimen  throughout 
the  tests.  In  dry  lapping  much  depends  on  the  manner  of  charging 
the  lap. 

92  The  first  tests  were  made  on  the  steel  lap,  charged  by  rubbing 
the  abrasive  into  the  surface  with  a  cast  block  3  in.  by  2  in.  With  a 
small  quantity  of  carborundum,  F,  and  lard  oil  the  surface  was 
worked  down  until  of  a  uniform  slaty  color  and  free  from  deep 
scratches  or  marks  left  by  the  grinder.  It  was  then  washed  clean 
with  gasoline  and  iLsed  perfectly  dry. 

93  Next  the  plate  was  charged  in  the  same  way  but  instead  of 
being  washed  with  gasoline,  the  surface  was  simply  wiped  clean  with 
waste.  This  left  the  plate  practically  dry  but  with  a  light  film  of 
oil  adhering  to  its  surface. 

94:  The  results  of  these  tests  are  shown  plotted  in  Pig.  69.  It  is 
to  be  noted  that  witli  the  plate  perfectly  clean  and  dry  the  cutting 
drops  off  quite  rapidly  after  the  first  100  rev.    At  the  end  of  600  rev. 
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the  total  amount  ground  from  the  specimen  was  but  10.6  milligrams. 
The  upper  curve,  Fig.  6<9,  shows  the  results  when  the  plate  was  wiped 
clean,  but  not  washed  with  gasoline.  In  this  case  the  amount  groimd 
off  at  the  end  of  500  rev.  was  63  milligrams  or  6  times  as  much  as 
irith  the  plate  perfectly  dry. 

95  Experiments  demonstrated  that  between  these  two  extremes, 
rtgulU  of  any  magnitude  could  be  obtained,  depending  on  how 
thoroughly  the  free  abrasive  was  removed  from  the  lap  surface. 
Whoi  the  lap  is  simply  wiped  clean  there  still  remains  a  film  of  oil 
over  its  surface  and  this  carries  a  certain  amount  of  free  abrasive. 
This  can  be  readily  demonstrated  by  allowing  a  few  drops  of  gasoline 
to  strike  the  plate.  As  the  gasoline  spreads,  as  it  does  rapidly,  a 
dark  fringe  appears  around  its  outer  edge.  This  dark  fringe  is  free 
abrasive.  When  the  lap  surface  is  washed  thoroughly  with  gasoline 
all  free  abrasive  is  removed,  leaving  only  that  which  is  embedded  in 
the  surface  as  the  active  material. 

96  For  all  subsequent  tests  the  plates  were  washed  thoroughly 
dean,  in  order  that  there  should  be  no  variation  in  results  due  to  a 
varying  amount  of  free  abrasive  on  the  lap  surface. 

97  It  makes  a  difference,  too,  whether  the  abrasive  is  rubbed  or 
roDed  into  the  surface.  For  the  purpose  of  comparison,  each  lap  was 
charged  in  4  different  ways : 

a  By  rubbing  carborundum  "F'  into  the  surface  with  cast 

block. 
6  By  rubbing  carborundum  No.   150  into  the  surface  with 

cast  block. 
c  By  rolling  carborundum  "F^  into  the  surface  with  steel 

roller. 
d  By  rolling  carborundum   No.    150   into  the  surface  with 

steel  roller. 

98  For  each  test  three  duplicate  runs  were  made  and  the  results 
averaged.  These  values  are  tabulated  in  Table  7  and  are  shown 
plotted  in  Figs.  70  to  73. 

99  The  greatest  difference  due  to  different  charging  is  shown 
hy  the  tin  lap.  When  abrasive  No.  150  is  rolled  into  its  surface  the 
cutting  is  about  two  and  one-half  times  as  fast  as  when  the  same 
abrasive  is  rubbed  in.  Also  it  is  about  three  times  as  fast  as  when 
abrasive  "F*  is  rolled,  and  six  times  as  fast  as  when  "F'  is  rubbed  in. 
The  same  condition  holds  true  for  the  copper  lap,  but  not  to  so  great 
M  extent.     With  this  lap  the  difference  between  the  highest  and 
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Dry  Lapping,  Carborundum,  with  Steel,  Tin,  Copper  and  Cast  Iron  Laps 


W.    A.    KNIGHT   AND   A.   A.    CASE 


333 


TABLE  7     RESULTS  OF  TESTS  ON  DR     a^aPPINQ 


RsVOLUTXOIfB 


100 


200 


300 


600 


Lap 


Milligrams  ground  from  qiMcimian 


Cast 


Carborundum  No.  150  lap  charged   Steel .  . . 

by  roUinc Copper. 

Tin... 


3.6 
10.3 
11.3 
18.6 


6 
13 

16.3 
26.6 


I 


7.6 
15.3 
19 
30.6 


8.6 
16.6 
23.3 
30 


Caat. 
Carborundum  No  150  lap  charged  ;  Steel , 


bymbbing. 


Copper. 
Tin.... 


2 

6.6 
6.6 
7.3 


3.3 

8.6 

9.6 

10.3 


5 
11 

13.6 
15.3 


Cast. 

Garborandum   "F"  lap  charged .  Steel 
bjrroUiDf 


Copper. 
Tin... 


8.6 
6.3 
6 

7 


12.6 
8.3 
8 
9.3 


14.6 
9.3 
9.6 

10.3 


16.6 
10.6 
11 
12 


Caiborondum   "F**  lap  charged 
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5 
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9 
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lowest  results  is  about  2.2  to  1,  the  highest  being  for  No.  150  rolled 
in,  the  lowest  "P'  rubbed  in.  Rolling  a  charge  of  No.  150  abrasive 
into  copper,  then,  is  less  effective  than  rolling  into  tin.  On  the  steel 
lap  it  is  still  less  effective,  while  on  the  cast  lap  this  method  of  charg- 
ing is  least  efficient  of  all. 

100  This  condition  is  clearly  indicated  by  the  curves  in  Pig. 
74.  For  these  all  laps  were  charged  by  rolling  No.  150  carborundum 
into  the  surfaces.  With  the  cast  lap,  however,  the  best  results  were 
obtained  when  charged  by  rolling  with  grade  "F." 

101  It  thus  appears  that  with  soft  and  ductile  material  like 
copper  and  tin  the  best  results  are  to  be  obtained  by  rolling  a  com- 
paratively coarse  abrasive  into  the  surface,  but  that  with  a  harder  and 
more  brittle  material  like  cast  iron  a  finer  grade  should  be  used. 


COMPAKISON  OF  THE  WET.  AND  DRY  METHOD 

102  It  must  be  evident  that  with  so  many  different  results,  a 
comparison  between  the  wet  and  dry  methods  is  more  or  less  unsatis- 
factory. In  dry  lapping  the  rate  of  cutting  decreased  rapidly  after  the 
first  100  rev.  of  the  machine — much  more  rapidly  than  with  the  wet 
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method.  It  seems  no  more  than  fair,  then,  in  making  comparisons  to 
consider  the  amounts  ground  off  during  the  first  100  rev.  Further, 
the  highest  result  obtained  with  each  lap  is  taken  as  the  basis  of  com- 
parison. With  these  data,  it  is  found  that  with  the  tin  lap,  charged 
by  rolling  carborundum  No.  160  into  the  surface,  the  rate  of  cutting, 
dry,  approaches  that  of  the  wet.  With  the  other  laps,  the  rate  for 
dry  is  about  ^  that  of  the  wet.    Table  8  exhibits  this : 

TABLE  8  COMPARISON  OV  WET  AND  DRY  LAPPING:  PRESSURE,  16  LB.;  ABRASIVE. 

CARBORUNDUM;  100  REV.  OF  MACHINE 


Best  resultfl  with 

Cast  lap 

Steel  lap 

Copper  lap 

Tin  lap 

'  Wet 

Dry 

20 
8.6 

24 
10.3 

22 
11.3 

•  •  •  • 

18.0 

103  It  may  be  of  interest  to  know  the  rate  of  cutting  in  linear 
measure.  With  the  size  of  specimen  used,  the  removal  of  39  milli- 
grams represented  a  length  of  0.001  in.  With  a  pressure  of  15  lb. 
per  sq.  in.,  the  average  of  the  best  results  was  just  about  22  mg.  for 
100  rev.  of  the  machine.  The  length  of  path  traversed  by  the  specimen 
was  36  in.,  or  3  feet.,  per  rev.  Hence,  the  specimen  moved  over  the 
lap  a  distance  of  300  ft.  to  have  ground  from  its  surface  0.00056  in., 
or  0.00019  in.  for  100  ft.  of  travel  over  the  lap  surface. 

104  With  dry  lapping  on  the  tin  lap,  the  best  result  was  18.6 
mg.  for  100  rev.,  which  gives  0.00016  in.  per  100  ft.  of  travel.  This 
is  with  a  pressure  of  15  lb.  per  sq.  in.  on  the  specimen,  and,  of  course, 
with  a  higher  pressure  a  greater  amount  would  be  ground  oflf. 


CONCLUSIONS 

105  In  order  to  present  the  matter  in  a  more  usable  form,  the 
main  facts,  as  developed  by  the  investigation  and  deductions  there- 
from, are  here  again  set  forth : 

a  The  initial  rate  of  cutting  is  not  greatly  different  for  the 
different  abrasives. 

b  Carborundum  maintains  its  rate  better  than  either  of  the 
others,  alundum  next,  and  emery  the  least. 

c  Carborundum  wears  the  lap  about  twice  as  fast,  and  alun- 
dum 114  times  as  fast  as  emery. 
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d  There  is  no  advantage  in  using  an  abrasive  coarser  than 

No.  150. 
e  The   rate   of    cutting   is   practically   proportional    to    the 

pressure. 
/  The  wear  of  the  laps  is  in  the  following  proportions: 

Cast  iron  1.00        Steel  1.27        Copper  2.ft2 
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FlO.    74      GOMPABISON   OF   DUTKBSNT   LaPS    CHARGED   WITH    CARBORUNDUM, 

No.  150 


g  This  wear  is  inversely  proportional  to  the  hardness  by  the 
Brinell  test. 

h  In  general,  copper  and  steel  cut  faster  than  cast  iron,  but 
where  permanence  of  form  is  a  consideration,  cast  iron  is 
the  superior  metal. 

i  Gasoline  and  kerosene  are  the  best  lubricants  to  use  with 
cast  iron  lap;  kerosene,  on  account  of  its  non-evaporative 
qualities,  being  first  choice. 

j  Machine  and  lard  oil  are  the  best  lubricants  to  use  with 
copper  or  steel  lap.  They  are  least  effective  on  the  cast 
lap. 
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• 

k  For  all  laps  and  all  abrasivee  (of  those  tested) ,  the  cutting 
is  faster  with  lard  oil  than  with  machine  oil. 

I  Alcohol  shows  no  particular  merit  for  the  work. 

m  Turpentine  does  fairly  good  work  with  carborundum,  but  in 
general  is  not  as  good  as  kerosene  or  gasoline. 

n  iSoda  water  compares  favorably  with  other  lubricants.  Taken 
as  a  whole,  it  is  slightly  better  than  alcohol  and  turpen- 
tine. 

0  Wet  lapping  is  from  1.2  to  6  times  as  fast  as  dry  lapping, 
depending  on  material  of  the  lap  and  manner  of  charging. 
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DISCUSSION 

Charles  E.  Gillett,  in  a  written  discussion,  considered  that  the 
point  which  is  most  forcibly  brought  out  in  the  paper  is  that,  in 
lapping,  carbide  of  silicon  acts  more  eflBciently  on  hardened  steel 
than  do  the  aluminous  abrasives.  In  grinding,  one  of  the  absolute 
laws  is  that  aluminous  abrasives  act  more  efficiently  on  materials  of 
high  tensile  strength,  like  steel  and  its  alloys,  while  carbide  of 
silicon  is  most  efficient  on  materials  of  a  low  tensile  strength,  such 
as  cast  iron,  brass,  bronze,  etc.  However,  lapping  may  bring  into 
action  different  properties  of  the  abrasives  than  is  obtained  in  the 
solid  abrasive  wheel. 

Considering  that  the  action  of  an  oilstone  is  like  that  of  a  lap 
which  has  been  charged  by  either  having  the  abrasive  rubbed  or 
rolled  into  it,  the  results  of  a  series  of  tests  to  compare  the  cutting 
qualities  of  oilstones  made  of  aluminous  and  carbide  of  silicon 
abrasives  may  be  of  interest.  The  only  variable  in  the  tests  was 
the  composition  of  the  oilstones— one  aluminous  and  three  carbide 
of  silicon  abrasives  being  used.  The  lubricant  was  a  light  grade  of 
machine  oil. 

A  summary  of  the  results  is:  Milligrams  removed  from  diiael 
per  1000  ft.  travel  across  the  oilstones. 
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Alnndmn  145 

Carbide  of  Silicon  No.  1 33 

Carbide  of  Silicon  No.  2 42 

Carbide  of  Silicon  No.  3 90 

These  figures  indicate  that,  in  the  form  of  an  oilstone,  the  alumi- 
nous abrasive  cuts  the  hardened  steel  tool  much  faster  than  carbide 
of  silicon.  The  sizes  of  abrasives  used  in  the  oilstones  corresponds 
very  closely  to  the  sizes  used  in  the  tests  in  the  paper. 

The  authors  state  ''emery  appears  to  be  more  brittle  and  passes 
through  the  change  quicker  than  the  others,  with  alundum  next 
and  carborundum  the  least  susceptible  to  such  a  change."  Thus  it 
would  seem  that  in  blocking  down,  where  the  abrasive  grains  are 
compressed  between  the  lap  and  work,  ability  to  resist  crushing  is 
a  more  important  factor  than  actual  hardness  or  toughness.  Emery, 
being  relatively  weaker  in  compression,  breaks  down  into  the  im- 
palpable sizes  faster  than  the  other  abrasives,  hence  does  less  effec- 
tive work  during  the  period  of  test.  This  presupposes  that  the 
coarser  sizes  of  abrasives  cut  the  faster. 

With  the  abrasive  held  in  a  ceramic  body,  such  as  an  oilstone 
or  grinding  wheel,  the  tougher  aluminous  grains  stand  up  under 
the  shearing  action  of  the  test  piece  longer  than  the  brittle  carbide 
of  silicon  abrasives.  The  tougher  abrasive  grains  maintain  their 
cutting  edges  and  remain  sharp  longer  than  the  brittle  abrasives, 
which  soon  break  down,  dull  over,  become  glazed  and  stop  cutting. 

An  examination  of  the  curves  in  the  paper  shows  that  there  is 
no  great  variation  in  the  initial  rate  of  cutting  of  any  of  the 
abrasives  when  tried  under  similar  conditions.  Any  such  slight 
variation  might  well  be  caused  by  a  microscopic  change  in  test  con- 
ditions. The  wide  variation  in  results  obtained  in  wet  and  dry 
lapping  or  from  charging  the  laps  by  rubbing  or  rolling  shows  the 
wide  limit  of  the  possible  results  that  might  be  obtained. 

One  of  the  largest  small  tool  manufacturers  in  this  country 
experimented  with  all  abrasives  available  for  lapping  and  found 
65P  alundum  to  be  the  fastest  cutting  material  for  the  purpose. 
The  carbide  of  silicon  flours  were  found  to  cut  very  fast,  but  it  was 
MDpoBsible  to  eliminate  scratches  so  deep  that  they  could  not  be 
wmoved  under  commercial  conditions.  At  the  same  time  the 
Wwunt  of  wear  on  the  lap  increased  noticeably  by  the  use  of  car- 
bide of  silicon. 

It  would  seem  that,  if  carbide  of  silicon  grain  is  more  efScient 
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than  the  aluminous  abrasives  in  lapping  hardened  steel,  it  would 
be  more  universally  employed  in  place  of  the  emery  and  alundum 
flours  which  seem  to  hold  the  field  at  present.  It  may  be  that  the 
action  of  loose  abrasive  grain  is  materially  different  than  when  held 
in  a  body ;  however  the  cases  are  few,  in  actual  practice,  where  car- 
bide of  silicon  is  more  efficient  than  alundum  when  working  on 
materials  of  a  high  tensile  strength.  With  this  exception,  the 
authors  have  shown  the  action  of  loose  grain  abrasives  in  the  fine 
numbers  to  be  similar  to  the  coarser  sizes  when  used  in  solid  wheel 
form. 

W.  A.  Knight.  It  is  hardly  to  be  expected  that  the  action  of 
abrasives  will  be  the  same  when  held  by  a  bonding  material,  as  in 
a  wheel  or  oil  stone,  and  when  used  in  the  free  state,  as  on  a  lap. 
In  the  former,  three  things  may  happen  to  an  individual  grain: 
(1)  It  may,  in  the  case  of  a  very  weak  bond,  be  torn  out  bodily  from 
its  seat,  on  the  slightest  contact  with  the  work.  (2)  When  the  bond 
is  stronger  it  may  resist  displacement  for  a  time,  until  its  sharp 
edges  or  comers  are  dulled  to  such  an  extent  that  increased  fric- 
tion finally  displaces  it.  '(3)  With  a  very  hard  bond  it  may  resist 
displacement  entirely  and  the  action  between  the  grain  and  the 
work  become  one  of  wear  rather  than  cut. 

In  lapping  there  is  but  one  path  through  which  the  grain  may 
pass ;  it  is  being  continually  broken  down  into  smaller  and  smaller 
sizes.  During  this  passage  from  large  to  smaller  sizes,  it  passes 
through  a  size  that  will  give  a  maximum  rate  of  cutting.  This  size 
appears  to  bear  a  definite  relation  to  the  thickness  of  oil  film  between 
the  lap  and  specimen.  As  soon  as  the  size  of  grain  passes  below  this 
thickness,  the  cutting  grows  very  much  less.  It  would  seem  desir- 
able in  lapping  that  this  definite  size  be  maintained  as  long  as 
possible,  or  that  the  rate  of  change  of  size  of  grain  be  low,  and 
carborundum  fulfills  this  condition  better  than  either  of  the  other 
abrasives. 

Experiments  were  made  on  quartz  sand  which  show  that  the 
initial  rate  of  cutting  with  this  material  is  not  far  below  that  of 
emery,  but  that  it  lasts  but  a  comparatively  few  revolutions  of  the 
lapping  plate. 

In  regard  to  scratching,  it  appears  natural  that  a  hard  abrasive 
would  be  more  liable  to  scratch  than  a  softer  one.  I  have  been 
informed  that  in  l^ns  grinding  emery  or  alundum  is  preferred  to 
carborundum  on  that  account.  Still,  for  lapping  hardened  steel 
diamond  dust  is  used  for  the  finest  work,  and  this  is  conceded  to 
be  the  hardest  of  all  abrasives. 
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MEETINGS  SEPTEMBER-DECEMBER 

THE  SEPTEMBER  MEETING 

A  general  meeting  was  held  in  San  Francisco,  September  16  and 
17,  just  prior  to  the  International  Engineering  Congress,  1915, 
which  convened  on  September  20.  The  headquarters  was  the  Clift 
Hotel,  and  sessions  were  held  in  the  Hall  of  the  Native  Sons  of  the 
Uolden  West 

Members  journeying  to  the  meeting  from  New  York  traveled 
on  an  "Engineers'  Special"  train  arranged  for  the  national  engi- 
neering societies  visiting  the  Congress  and  the  Panama-Pacific 
International  Exposition.  The  local  committee  met  this  train  and 
escorted  the  visitors  to  the  headquarters  for  registration. 

The  first  session  was  opened  on  Thursday  morning,  September 
16,  by  Charles  C.  Moore,  president  of  the  Exposition,  extending  a 
welcome  on  behalf  of  San  Francisco  and  the  State  of  California, 
and  President  Brashear  and  Vice-President  Dickie  responded.    Two 
papers  on  the  Exposition  were  presented. 
Following  this  session,  luncheon  was  tendered  the  visiting  mem- 
[       bers  and  guests  at  the  Old  Faithful  Inn,  and  a  tour  of  the  Exposi- 
tion was  made,  terminating  in  the  Court  of  Abundance,  where  the 
Exposition  management,  through  Mr.  Moore,  presented  a  commemo- 
rative medal  to  the  Society,  and  Dr.  Brashear  responded. 

On  Thursday  evening  there  was  an  informal  dinner  of  the 
American  Society  of  Civil  Engineers  at  the  Old  Faithful  Inn,  and 
a  dinner  dance  under  the  auspices  of  the  American  Institute  of 
Electrical  Engineers  at  the  Hotel  St.  Francis,  at  both  of  which 
functions  members  and  guests  of  our  Society  were  welcomed. 

The  second  professional  session  was  held  on  Friday  morning, 
when  three  papers  were  presented  and  discussed.  All  the  papers 
are  listed  in  the  program  below. 

On  Friday  afternoon  and  during  the  remaining  days  before  the 
Congress,  visits  and  excursions  were  made  to  points  of  engineering 
interest. 
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During  the  meeting  all  arrangements  were  in  charge  of  the  San 
Francisco  local  committee,  consisting  of  P.  W.  Gay,  Chairman^ 
P.  H.  Varney,  Vice-Chairman,  C.  P.  Braon,  Secretary,  H.  L.  Ter — 
wiUiger  and  J.  T.  Whittlesey,  whose  efforts  in  contribution  to  th^ 
success  of  the  event  were  highly  appreciated. 

After  the  meeting  many  members  and  guests  stayed  in  Sac= 

Prancisco  for  the  Congress  and  for  the  presentation  by  the  ExpoBi 

tion  of  a  commemorative  medal  to  Dr.  Brashear,  as  Pennsylvania' 
most  notable  citizen,  on  September  22,  and  for  Engineers'  Day  a_^ 
the  Exposition,  on  September  24,  when  the  engineers  responsibl 
for  the  construction  of  the  Exposition  were  specially  recognized. 

PROGRAM 

Thursday  Morning,  September  16 

Address  of  welcome  at  the  Native  Sons  Hall  by  Charles  C.  Moore,  presidex^K 
of  the  Panama-Pacific  International  Exposition,  and  response  by  George  M^^ 
Dickie,  Vice-President  of  the  Society. 

PROFESSIONAL  SESSION 

Engineering  Features  of  the  Panama-Paouic  International  Expos/- 
TiON,  Guy  L.  Bayley. 

Mechanical  Engineering  at  the  Panama-Pacipio  International  Expo- 
sition, George  W.  Dickie. 

Thursday  Afternoon 

Luncheon  at  Old  Faithful  Inn. 

Trip  around  the  Exposition,  terminating  at  the  Court  of  Abundance  with 
special  ceremonies  on  the  part  of  the  Exposition  management  recognizing  the 
presence  of  the  Society,  and  with  the  presentation  of  a  medal  to  the  Society 
by  the  president  of  the  Exposition.    Response  by  Dr.  Brashear. 

Friday  Morning,  September  17 

PROFESSIONAL  SESSION 

The  Heavy  Oil  Engine,  its  Present  Status  and  Future  Developmxnt, 
A.  H.  Goldingham. 

Discussed   bj   H.    R.   Sets,    The   Author. 

The  Diesel   Engine  and   its   Applications   in   Southern   Calitobnia, 

W.  H.  Adams. 

Discussed  by  H.  R.  Sets,  Roger  D.  DeWolf,  R.  W.  Crowley.  G.  W.  Diekie,  The  Author. 

The  Strength  of  Gear  Teeth,  G.  H.  Marx  and  L.  E.  Cutter. 

Discussed  by  L.  D.  Burlingame,   Kate  Oleason,   The  Author. 

Friday  Afternoon 
Technical  excursions. 
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MEETINGS  OF  SECTIONS 

PROVIDENCE,   SEPTEMBER   22 

Paper:  Manufacture  of  Leather  Belting,  P.  H.  Small,  chemist, 
The  Graton  and  Enight  Manufacturing  Company,  Worcester,  Mass. 
Published  in  The  Journal,  December,  1915. 

CINCINNATI,   SEPTEMBER  30 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.  Paper:  Coal 
Tar  Products  and  Koad  Building,  John  S.  Crandall,  formerly  of 
the  Highway  Engineering  Department  of  the  Pennsylvania  State 
College. 

MILWAUKEE,   SEPTEMBER 

Illustrated  talk  on  Municipal  Waste,  Henry  A.  Allen,  Mem. 
Am.  Soc.  M.  E. 

ST.  LOUIS,   OCTOBER  6 

Subject:  The  Little  River  Drainage  District,  Wm.  A.  O'Brien. 

NSW  YORK,  OCTOBER  12 

Paper:  Motion  Study  for  Crippled  Soldiers  by  Prank  B.  Gil- 
bret.h,  Mem.  Am.  Soc.  M.  E.  Published  in  The  Journal,  Decem- 
beir,  1915. 

BOSTON,   OCTOBER   13 

Joint  .meeting  of  Civil,  Electrical  and  Mechanical  Engineers, 
under  the  auspices  of  the  American  Institute  of  Electrical  Engi- 
tieers.    Subject :  Load  Dispatching  as  Handled  by  Large  Electrical 
Power  Distributors.     Papers  by  P,  Kent  of  the  Boston  Edison  Com- 
pany and  Mr.  Masters  of  the  Boston  Elevated  Company. 

BUFFALO,   OCTOBER   20 

Address:  The  Training  of  Mechanics  by  W.  B.  Hunter,  director 
of  the  Pitchburg  (Mass.)  High  School. 

CINCINNATI,   OCTOBER   21 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.     0.  Monnett, 
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of  the  American  Radiator  Company,  described  his  experiences  in 
connection  with  the  elimination  of  smoke  in  Chicago. 

MINNESOTA,   OCTOBER  21 

Paper :  History  of  the  Panama  Canal,  by  Quincy  A.  Hall,  Mem. 
Am.  Soc.  M.  E. 

PHILADELPHIA,   OCTOBER  26 

J.  A.  Steinmetz,  Mem.  Am.  Soc.  M.  E.,  presented  an  illustrated 
paper  reviewing  the  development  of  the  aeroplane  in  France  and 
Germany  and  describing  methods  of  aeronautical  warfare. 

ST.   LOUIS,   OCTOBER   26   AND   27 

Under  the  auspices  of  the  St.  Louis  Section  of  the  Am.  Soc. 
M.  E.,  the  Engineers'  Club,  together  with  the  associated  local 
societies,  held  a  meeting  in  honor  of  Dr.  John  A.  Brashear,  Presi- 
dent, Am.  Soc.  M.  E.  After  luncheon  at  the  City  Club,  Dr. 
Brashear  gave  a  short  address  entitled  Reminiscences.  In  the 
evening  Dr.  Brashear  gave  an  illustrated  talk  on  the  great  telescopes 
of  the  world  and  the  discoveries  made  with  their  aid. 

The  following  day  Dr.  Brashear  addressed  the  students  at 
Washington  University. 

PROVIDENCE,   OCTOBER   27 

Illustrated  Address:  Modern  Highway  Pavements,  Arthur  W. 
Dow,  mechanical  engineer  of  the  Dow  and  Smith  Company,  New 
York. 

BUFFALO,   NOVEMBER   3 

Paper:  Multiplicity  of  Cylinders,  Mr.  Hunt  of  the  Packard 
Motor  Car  Company. 

NEW   YORK,   NOVEMBER   9 

Paper :  An  Investigation  of  Gas  Producer  Power  Plants  in  New 
York  City  and  Vicinity,  Charles  M.  Ripley,  consulting  engineer  of 
New  York.  Paper  and  discussion  published  in  The  Journal, 
December,  1915. 

MILWAUKEE,    NOVEMBER   10 

Paper :  High  Pressure  Boiler  Design,  Robert  Cramer,  Mem.  Am. 
Soc.  M.  E. 
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LOS  ANOELES,   NOVEMBEB  13 

Visit  to  the  laboratory  of  the  Mt.  Wilson  Solar  Observatory. 
Dr.  Hale  spoke  on  the  purpose  and  aims  of  the  Observatory,  illus- 
trating his  talk  with  slides.  F.  G.  Pease,  Mem.  Am.  Soc.  M.  E., 
member  of  the  Observatory  staff,  gave  an  illustrated  address  on 
the  mechanical  equipment  and  the  work  of  the  laboratory. 

BUFFALO,   NOVEMBER   17 

Address:  Schoop  Process  of  Spraying  Metals,  John  Calder, 
Mem.  Am.  Soc.  M.  B. 

NEW  HAVEN,   NOVEMBER   17 

Pall  meeting,  with  afternoon  and  evening  sessions.  Charles  L. 
'Warner,  Mem.  Am.  Soc.  M.  E.,  presented  a  paper  on  the  ingenious 
wire-forming  machines  made  by  the  Baird  Machine  Company ;  Al- 
to A.  Dowd,  consulting  engineer  of  New  York,  gave  valuable 
information  and  shop  hints  on  work-holding  devices  for  lathes,  bor- 
in?  mills  and  planers.  At  the  evening  session  Ralph  E.  Flanders, 
Mem.  Am.  Soc.  M.  E.,  presented  a  paper  on  gear  cutting  machinery 
an<l  Geo.  0.  Gridley,  Mem.  Am.  Soc.  M.  E.,  closed  the  session. 

CINCINNATI,   NOVEMBER   18 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.  Subject: 
Electromagnets  by  C.  R.  Underbill,  chief  electrical  engineer  of  the 
Acme  Wire  Company,  New  Haven,  Conn. 

MINNESOTA,   NOVEMBER   18 

Afternoon  and  evening  sessions.  Papers:  Stationary  Gas 
Eni^nes,  Ray  Mayhew,  Mem.  Am.  Soc.  M.  E. ;  Gas  Engine  Ignition, 
S.  C.  Shipley,  Mem.  Am.  Soc.  M.  E. ;  Carburetion  in  Gas  Tractor 
Work,  W.  G.  Clark,  engineer  for  the  Wilcox-Bennett  Carburetor 
Company  of  Minneapolis;  Gas  Tractor  Engines,  E.  Russell  Greer, 
mechanical  engineer.  Lion  Tractor  Company;  Use  of  Special  Steel 
in  Gas  Tractors  and  Automobile  Construction,  S.  L.  Hoyt,  assistant 
professor  of  metallography.  University  of  Minnesota. 

PROVIDENCE-BOSTON,    NOVEMBER   18 

Joint  meeting  of  the  Providence  Association  of  Mechanical  En- 
snneers  and  the  Boston  Section  of  the  Am.  Soc.  M.  E.,  held  in 
Providence.     Addresses :  Explosives  and  the  Engineer,  Prof.  Charles 
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E.  Munroe,  Dean  of  Qeorge  Washington  University;  Experiences 
of  an  Engineer  in  Public  Office,  Morris  L.  Cooke,  Mem.  Am.  Soc. 
M.  E. ;  The  Development  of  a  National  Telephone  Sjrstem,  M.  C. 
Rorty,  engineer  of  the  American  Telephone  and  Telegraph  Com- 
pany.   Account  published  in  The  Journal,  December,  1915. 

CHICAGO,   NOVEMBER   19 

Lecture :  Helping  Crippled  Soldiers,  by  Prank  B.  Gilbreth,  Mem. 
Am.  Soc.  M.  E.  Hon.  Jacob  M.  Dickinson  spoke  of  the  urgent  need 
of  work  of  helping  those  disabled  in  the  European  War. 

ATLANTA,   NOVEMBER   22 

Meeting  of  Affiliated  Technical  Societies  of  Atlanta.  Illustrated 
lecture :  Steel  Making  from  the  Ore  to  the  Finished  Product  by  Mr. 
Speller  of  the  National  Tube  Works,  McKeesport,  Pa.  J.  E.  Latta, 
of  the  Underwriter's  Laboratory  of  Chicago,  111.,  showed  moving 
pictures  of  the  testing  work  of  the  laboratory. 

PHILADELPHIA,   NOVEMBER   23 

Paper :  Industrial  Safety  and  Principles  of  Management,  by  W. 
P.  Barba,  Mem.  Am.  Soc.  M.  E.     Published  in  this  volume. 

WORCESTER,   NOVEMBER   23 

Paper :  Motion  Study  for  Crippled  Soldiers,  Frank  B.  Gilbreth, 
Mem.  Am.  Soc.  M.  E. 

ST.   LOUIS,   NOVEMBER   24 

Joint  meeting  of  the  Associated  Societies  of  St.  Louis,  under 
the  auspices  of  the  American  Society  of  Civil  Engineers.  Illus- 
trated lecture :  Pearl  Harbor  Dry  Dock,  H.  R.  Stanford,  U.  S.  N., 
chief  of  the  Bureau  of  Yards  and  Docks. 

BOSTON,   NOVEMBER   30 

Paper :  Motion  Study  for  Crippled  Soldiers,  Frank  B.  Gilbreth, 
Mem.  Am.  Soc.  M.  E. 

BUFFALO,    DECEMBER    1 

Lecture :  Internal  Conveyors,  Fay  B.  Williams,  Mem.  Am.  Soc. 
M.  E. 
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ST.   LOUIS,   DECEMBEB   1 

Joint  meeting  under  the  auspices  of  the  American  Society  of 
Engineering  Contractors.  Paper:  Equitable  Specifications  and 
Contracts,  Hillis  P.  Hackedorn,  president  of  the  Hackedom  Con- 
tracting Company  of  Indianapolis.  Published  in  The  Journal, 
May,  1916. 

BUFFALO^   DECEMBER   15 

Address:  Engineers  in  Politics,  C.  E.  Drayer,  Secretary  of  the 
Cleveland  Engineering  Society.  Published  in  The  Journal,  April, 
1916. 

MILWAUKEE,   DECEMBER   15 

Address:  The  Relationship  That  Should  Exist  between  the 
Engineers'  Society  and  the  Administration  of  Municipal  Aflfairs, 
W.  B.  Hanlon,  president  of  the  Cleveland  Engineering  Society. 

PROVIDENCE,   DECEMBER   15 

Illustrated  address :  Geology  and  Engineering,  Prof.  Charles  W. 
Brown,  head  of  the  department  of  geology.  Brown  tJniversity. 

CINCINNATI,   DECEMBER   16 

Joint  meeting  with  Engineers'  Club  of  Cincinnati.  P.  L.  Ras- 
ehig  discussed  the  paper  on  Engineering  Features  of  the  Panama 
Pacific  International  Exposition  by  Guy  L.  Bayley,  Mem.  Am.  Soc. 
M.  E.,  published  in  this  volume. 

MINNESOTA,   DECEMBER   16 

Meeting  held  in  St.  Paul.  Papers:  Engineering  Education  in 
the  British  Isles,  Prof.  J.  J.  Plather,  Mem.  Am.  Soc.  M.  E. ;  Govern- 
ment Specifications,  Harry  L.  Brink,  Mem.  Am.  Soc.  M.  E. 

ST.   LOUIS,   DECEMBER   18 

Dinner  Meeting.  Paul  Brown  of  the  St.  Louis  Republic  spoke 
on  The  Economic  Development  of  the  American  Railway. 
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THE  ANNUAL  MEETING 

At  the  thirty-sixth  Annual  Meeting  of  the  Society  held  in  the 
Engineering  Societies  Building,  New  York,  December  7  to  10,  1915, 
there  was  a  record  attendance  of  1437,  of  which  819  were  members. 
The  visiting  members  came  from  every  section  of  the  country  and 
included  delegates  from  fourteen  local  sections,  two  of  them  being 
from  California.  Twenty-nine  papei^s,  seven  of  which  were  con- 
tributed by  local  sections  and  thirteen,  including  reports,  by  pro- 
fessional committees,  were  presented  and  discussed. 

An  exceptionally  large  audience  attended  the  opening  session 
on  Tuesday  evening,  December  7,  when  Dr.  Brashear  delivered  his 
presidential  address  on  Science  in  its  Relation  to  Engineering. 
The  address  was  followed  by  a  presidential  reception  by  the  Society. 

On  Wednesday  morning  a  business  session  was  held,  followed  by 
a  pi'ofessional  session.  On  Wednesday  afternoon  three  simultaneous 
professional  sessions  were  held.  Two  simultaneous  professional 
sessions  were  held  on  Thursday  morning  and  one  on  Friday  morn- 
ing. A  program  of  the  sessions  giving  the  titles  of  papers  is 
appended. 

As  a  mark  of  respect  to  the  memory  of  the  late  Dr.  Frederick 
W.  Taylor,  Past-President  of  the  Society,  who  died  on  March  21, 
1915,  the  regular  business  of  the  Wednesday  morning  session  was 
suspended  at  11  a.m.  for  a  period  of  an  hour,  during  which  a 
memorial  meeting  to  Dr.  Taylor  was  held.  Brief  addresses  were 
given  by  Henry  R.  Towne,  Past-President  Am.  Soc.  M.  E.,  H.  L. 
Gantt  and  Rear-Admiral  Casper  F.  Goodrich,  all  intimate  friends 
and  associates  of  Dr.  Taylor. 

In  the  matter  of  entertainment,  an  innovation  was  a  smoker 
held  in  the  rooms  of  the  Society  on  Wednesday  evening;  this  was 
a  members'  get-together  meeting  in  charge  of  the  New  York  Local 
Commit  toe  and  proved  to  be  a  great  success.  A  reception,  under 
the  auspices  of  the  Ladies'  Committee,  was  held  on  Wednesday 
afternoon,  and  on  Thursday  Mrs.  Harrington  Emerson  entertained 
tb.^  ladies  at  luncheon  at  the  Hotel  Astor. 

The  annual  reunion  of  members  and  guests  took  the  form  of  a 
dinner  and  dance  at  the  Hotel  Astor  on  Thursday  evening. 

On  Wednesday  and  Thursday  afternoons  excursions  were  con- 
ducted by  meinbers  of  the  Excursion  Committee  to  selected  points 
of  engineering  interest  in  New  York  and  vicinity. 
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Ten  college  reunions  were  held  this  year  on  Friday  evening, 
which  has  now  come  to  be  regarded  as  ** College  reunion  night." 

Due  to  the  efforts  of  the  various  committees  in  charge,  the 
annual  meeting  was  a  very  successful  one.  The  chairmen  of  the 
committees  were :  Committee  on  Meetings,  John  H.  Barr ;  New  York 
Section  Committee,  Edward  Van  Winkle;  President's  Reception, 
S.  D.  CoUett :  Acquaintanceship,  John  P.  Neff ;  Dinner,  J.  J.  Swan ; 
Rxcursion,  B.  J.  Prindle;  Ladies'  Reception,  Mrs.  Harrington 
Emerson. 

PROGRAM 

Tuesday  Evening,  December  7 

Opening  session.  President's  address:  Science  in  its  Belation  to  Engineer- 
ing, Dr.  John  A.  Brashear.  Report  of  tellers  of  election  of  officers  and  intro- 
daetion  of  the  President-elect 

Beeeption  by  the  Society  to  the  President,  President-elect,  ladies,  members 
and  guests. 

Wednesday  Morning,  December  8 

Business  Meeting 

Beports  of  the  Council,  Standing  Conmiittees  and  Special  Committees,  con- 
stitutional amendments  and  new  business. 
Frederick  W.  Taylor  Memorial  meeting. 

PROFESSIONAL   SESSION 

DisiON  OF  PiBE  Tube  Boilers  and  Steam  Drums,  F.  W.  Dean. 

Diteoned  by  W.  F.  Kiesel,  Jr.,  Thos.  E.  Dnrban,  The  Author. 

A  Novel  Method  op  Handunq  Boilers  to  Prevent  Corrosion  and  Scale, 
Allen  H.  Babcock. 

Discnssed  by  L.  M.  Booth,  F.  F.  Vater,  Geo.  H.  Gibson,  M.  F.  Newman,  Walter 
K.  MeFarUtnd,  Howard  Stillman.  Wm.  Kent,  E.  N.  Tmmp,  Frederick  E.  Geibel.  J.  F. 
Walih«   The  Anthor. 

Gas  Producers  with  By-Product  Recovery,  Arthur  H.  Lymn. 

Modern  Electric  Elevator  and  Elevator  Problems,  David  Lindquist. 

The  Application  op  Engineering  Methods  to  the  Problems  of  the 
Executive,  Director  and  Trustee,  HoUis  Godfrey. 

Turbines  vs.  Engines  in  Units  of  Small  Capacities,  J.  S.  Barstow. 

The  Connors  Creek  Plant  of  the  Detroit  Edison  Company,  C.  F.  Hirsh- 
feld. 

Proportioning  Chimneys  on  a  Gas  Basis,  A.  L.  Menzin. 

Discaased  by  A.  G.   Christie,   The  Author. 

Wednesday  Afternoon 
SIMULTANEOUS  PROFESSIONAL  SESSIONS 
TEXTILE   SESSION 

Higher  Steam  Pressures,  Robert  Cramer. 

Discussed    by    Wm.    Kent,    R.    J.    S.    Pi^tt,    G.    I.    Rockwood,    R.    H.    Rice,    W.    N. 
PoUkoT,  Carl  C.  Thomas,   D.  S.  Jacobus,  The  Author. 
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Heating  by  Forced  Cibculation  of  Hot  Water  in  Textile  Mills,  Albert 
G.  Duncan. 

Discnsaed  by  OhM.  H.  Bigelow,  F.  W.  Parks,  A.  F.  Ernst,  The  Author. 

Relative  Value  of  Private  and  Purchased  Electric  Power  for  Textile 
Mills,  Frank  W.  Beynolds  and  Dan  Adams. 

Diseusaed  by  Fred  N.  Bushnell,  John  A.  Stevens,  R.  J.  S.  PiRott,  F.  J.  Bryant, 
A.  L.  Williston,  Ohas.  H.  Bigelow,  W.  N.  Polakov,  Dan  Adams. 

The  Engineer  and  the  Business  of  Fire  Insurance,  Job.  P.  Gray. 

MACHINE  SHOP  SESSION 

Automatic  Mechanical  Control  of  Lathes  and  Screw  Machines,  L.  D. 
Burlingame. 

Discussed  by  C.  M.  Conradson.  Ralph  E.  Flanders,  Elmer  H.  Neff,  Norman  Marahall, 
H.   K.  Hathaway,   The  Author. 

Electric  Operation  and  Automatic  Electric  Control  for  Machine 
Tools,  L.  C.  Brooks. 

Discussed  by  H.  D.  James,  H.  F.  Stratton,  C.  D.  Knight,  H.  K.  Hathaway.  H.  J. 
Eberhardt,  Ralph  E.  Flanders,  Elmer  H.  Neff,  The  Author. 

Safety  Code  for  the  Use  and  Care  of  Abrasive  Wheels. 

RAILROAD  SESSION 

Operation  of  Parallel  and  Radial  Axles  of  a  Locomotive  bt  a  Single 
Set  of  Cylinders,  Anatole  Mallet. 

Discussed  by  E.  A.  Averill,  Carl  J.  Mellin.  W.  F.  Kiesel,  Jr..  O.  R.  Henderson, 
W.  E.  Woodard.  Geo!  L.  Fowler,  E.  B.  Katte,  Roy  V.  Wright.  C.  D.  Young.  8.  M. 
Vauclain,  F.  J.  Cole,  W.  F.  M.  Goes,  The  Author. 

Four-Wheel  Trucks  for  Passenoer  Cars,  Roy  V.  Wright. 

Discussed  by  G.  R.  Henderson,  S.  G.  Thomson,  L.  R.  Pomeroy,  (}eo.  W.  Rink, 
Alphonse  A.  Adier,  E.  B.  Katte.  C.  D.  Young,  The  Author. 

Wednesday  Afternoon 

Reception  and  Tea  given  by  the  Ladies'  Committee  in  the  rooms  of  the 
Society. 

Technical  Excursions. 

Wednesday  Evening 

Smoker  held  in  the  rooms  of  the  Society. 

Thursday  Morning,  December  9 

SIMULTANEOUS   SESSIONS 

POWER  PLANT   SESSION 

The  Heat  Insulating  Properties  of  Commercial  Steam  Pipe  Coverings, 

L.  B.  McMillan. 

Discussed  by  Leonard  Waldo,  F.  M.  Farmer,  Herbert  N.  Dawes,  A.  M.  Greene,  Jr., 
L.   R.   Ingersoll,   C.   M.   Sames,   The  Author. 

Performance  and  Design  of  High  Vacuum  Surface  Condensers,  Geo. 
H.  Gibson  and  Paul  A.  Bancel. 

Discussed  by  Leo  Loeb,   R.   N.   Ehrhart,   The  Authors. 
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CiBcuiiATioN  IN  Horizontal  Water  Tube  Boilers,  Paul  A.  Bancel. 

Dneuaed  by  Oeo.   L.  Fowler,   Wm.  Kent,   Hoaea  Webster,  John   0.   Parker.   A.   M. 
QnoM,  Jr.,  A  A.  Gary,  The  Author. 

Unique  Hydraulic  Power  Plant  at  the  Henry  Ford  Farms,  Mark  A. 
Bepbgle. 

DbeoMed  by   Clemens   Herschel,    R.    L.    Dangherty,    The   Author. 

MISCELLANEOUS  SESSION 
Thi  Flow  of  Air  Through  Thin-Plate  Orifioes,  Ernest  O.  Hickstein. 

Diicuwed  by  P.   F.  Walker,   B.  D.  Leland,  H.  B.  Bernard,   G.   T.   Voorhees,  J.  T. 
WOkin,  C.    0.    Thomas.    S.    A.    Reere.    A.    M.    Greene.    Jr.,    The    Author. 

Elasticity  and  Strength  of  Stoneware  and  Porcelain,  James  E.  Boyd. 

Disenised  by  Ralph  D.  Mershon.   R.   C.  Carpenter,   L.   E.  Barringer,   F.  M.   Farmer, 
T.  D.  lynch,  John  F.  Aneona.  Elliott  H.  Whitloek.  Percy  H.  Thomas,  John  A.  Brashear, 

Tbe  Aathor. 

Foundations,  Charles  T.  Main. 

DUeused  by  M.  M.  Upson.   Chas.  H.  Bigelow,  A.  G.  Monks,  Sanford  E.  Thompson, 
P.  A  Wtldron. 

Oa  Engine  Vaporizer  Proportions,  Louis  Hlmer. 

DiKQSsed  by  Wm.  T.  Price.   The  Author. 

Thursday  Afternoon 

Lancheon  of  the  delegates  to  Conference  of  Local  Sections  and  Chainnen 
of  Sab-Committees  on  Increase  ct  Membership  in  club  room  of  Craftsman 
Building. 

Luncheon  at  the  Hotel  Astor  given  for  the  ladies  of  the  Society  by  Mrs. 
Harrington  Emerson. 

Technical  Excursions. 

Thursday  Evening 

Dinner  and  Dance  at  Hotel  Astor. 

Friday  Morning,  December  10 

PROFESSIONAL   SESSION 
INDUSTRIAL   SAFETY   SESSION 
Standardization  of  Safety  Principles,  Carl  M.  Hansen. 

Discussed  by  Frederick  R.  Hutton,  Frank  E.   Law,  John  H.   Barr,  John   W.   Iiwin. 
W.   M.  Kidder,  David  S.  Beyer,  Jas.  0.  Gibbons,  Geo.  M.  Price,  The  Author. 

Modern   Movement   for  Safety   from   Standpoint   op   Manufacturer, 

Melville  W.  Mix. 

Discussed   by    L.    D.    Burlingame,    Frederick    R.    Hutton,    Frank    E.    Law.    John    H. 
Barr,  Leonard  Waldo.  F.  D.  Patterson. 

The  Attitude  of  the   Employer  Towards   Accident  Prevention   and 
Wobkmsn's  Ck)MPEN8ATiON,  W.  H.  Cameron. 

Discussed  by  John  P.  Jackson.  Chas.  W.  Baker.  Lew   R.   Palmer. 

Industrial  Safety  and  Principles  of  Management,  W.  P.  Barba. 


No.  1490 

ENGINEERING     FEATURES     OF     THE 
PANAMA-PACIFIC  INTERNATIONAL 

EXPOSITION 

By  Guy  1..  Bayley,  San  Francisco,  Cal. 
Meriibor  of  the  Society 

An  exposition  is  a  modern  city  built  to  order  and  as  such  must  be 
provided  with  every  utility  and  convenience  with  which  the  public  is 
familiar.  Even  though  the  existence  of  the  exposition  be  short,  none 
of  these  may  be  omitted  or  restricted.  In  the  planning  and  construc- 
tion of  such  a  project  all  branches  of  engineering  play  a  part  and, 
while  there  are  many  details  which  require  special  treatment,  the  real 
eaoLgineering  problem  lies  in  the  modifying  of  standard  practice  to 
secure  the  temporary  service  desired  at  the  lowest  possible  cost,  with 
the  use  of  such  material  as  will  facilitate  the  final  dismantling  of  the 
exposition  and  the  realization  of  a  high  salvage  value. 

2  It  is  not  within  the  scope  of  this  paper  to  describe  the  organiza- 
tion and  methods  used  to  construct,  on  time  and  within  tif«  ."ugineers* 
estimates,  a  project  costing  close  to  $15,000,000,  but  rathe;  if>  aeseribe 
briefly  the  more  important  engineering  features  of  it.  Det:  ilcd  in- 
formation is  given  in  but  few  instances  as  most  of  the  features  have 
been  covered  by  articles  which  have  appeared  in  the  technical  prebs^, 
and  other  material  is  in  the  course  of  preparation,  so  that  a  fairly 
complete  record  will  be  left  of  the  engineering  of  this  Exposition. 

3  iFor  the  benefit  of  future  exposition  builders  it  is  planned  to 
file  with  the  Library  of  the  Society  copies  of  all  Exposition  reports 
together  with  data  as  to  estimates,  construction  methods,  costs  and 
load  curves  covering  the  use  of  various  utilities — ^guiding  information 
which  would  have  been  invaluable  in  the  present  instance  if  it  had  been 
available. 

Presented  at  the  Panama-Pacific  International  Exposition  Meeting,  San 
FraneiBCo,  September,  1915,  of  The  American  Society  of  Mechanical 
Ekginsebs. 
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HYDRAULIC    FILLS 

4  At  the  time  the  Exposition  took  possession  of  its  site,  that 
portion  of  the  grounds  to  be  occupied  by  the  main  buildings  (about 
70  acres)  was  under  12  ft.  of  water  at  mean  high  tide,  and  it  was 
necessary  to  fill  this  section  and,  in  addition,  the  low  lands  within  the 
Presidio  (a  TJ.  S.  Military  reservation).  The  filling  was  done  by 
suction  dredges  which  operated  oflf-shore  a  distance  of  about  300  ft. 
in  depths  of  from  30  to  50  ft.  The  discharge  carried  8  per  cent  to 
10  per  cent  of  solid  matter  which  ran  60  per  cent  to  70  per  cent  sand, 
the  balance  being  sea  mud  and  silt.  The  dredged  material  was 
handled  so  that  it  displaced  about  5  ft.  of  soft  ooze  which  existed  in 
the  bottom  of  the  basin,  the  ooze  being  dissolved  and  carried  out 
through  the  waste  gates.  In  order  to  expedite  the  work  of  removing 
the  soft  portions  of  the  original  bottom,  water  instead  of  a  mixture 
was  pumped  at  intervals.  To  reclaim  this  portion  of  the  site  required 
the  pumping  of  1,300,000  cu.  yd.  of  material  at  a  cost  of  $218,000. 

5  Shortly  after  the  fill  had  been  completed,  settlement  stakes 
were  driven  and  readings  taken  to  establish  the  rate  of  settlement, 
which  was  rapid  at  the  start  and  decreased  shortly  to  a  slow  but 
uniform  rate.  After  the  initial  settlement  had  taken  place  borings 
were  made  at  the  sites  of  all  buildings  of  the  main  group  to  determine 
the  character  of  the  underlying  material  and  depth  of  hardpan.  Test 
piles  were  driven  to  ascertain  the  supporting  value  of  the  ground  at 
various  depths.  These  tests  showed  that  the  dredger  fill  not  only  had 
no  supporting  value,  but  actually  produced  a  load  on  the  piles  driven 
through  it,  tending  to  drag  the  piles  down  at  the  speed  of  its  own 
settlement.  As  the  result  of  a  large  number  of  tests,  it  was  decided 
not  to  depend  upon  the  thin  strata  of  blue  mud  and  clay  underlying 
the  dredger  fill  but  to  drive  the  piles  to  a  penetration  of  1  in.  to  the 
blow  of  a  No.  1  Vulcan  steam  hammer  in  the  hard  layer  of  green  sand 
and  clay  overlying  the  hardpan. 

6  In  the  areas  not  affected  by  the  dredger  fill,  there  was  a  layer 
of  overlying  soft  clay,  and  tests  showed  that  short  piles  terminating 
in  the  sand  offered  practically  as  much  resistance  as  those  driven 
through  the  sand  into  the  clay.  The  sand  had  a  supporting  value  of 
3000  lb.  per  sq.  ft.  and  spread  footings  were  considered  but  it  was 
found  that  short  piles  averaging  14  ft.  provided  a  cheaper  and  simpler 
construction.  It  was  also  thought  that  the  adoption  of  pile  footings 
would  offer  greater  resistance  in  case  of  earthquake,  previous  ex- 
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perience  having  indicated  that  structures  were  most  affected  when 
resting  on  filled  ground  by  means  of  spread  footings. 

7  The  decision  not  to  drive  into  the  substratum  of  soft  clay  re- 
sulted in  a  great  saving.  The  results  of  these  tests  were  of  the  greatest 
value  as  they  provided  definite  data  for  the  design  of  foundations. 
The  information  gained  was  furnished  to  bidders  and  naturally  re- 
sulted in  lower  prices,  as  contractors  were  able  to  know  the  lengths  of 
piling  required  and  thus  avoid  unnecessary  waste.  The  total  number 
of  piles  driven  was  15,654  and  the  linear  feet  645,692.  The  average 
cost  was  24'/^  cents  per  lin.  ft.  below  cut-off,  and  the  average  length  of 
pile  41J2  ft. 

8  The  dredger  fill  in  the  Presidio  was  shallow,  not  exceeding  6 
ft  at  any  point.  The  total  amount  pumped  was  400,000  cu.  yd.  which 
reclaimed  114  acres  of  land  at  a  cost  of  $84,000.  The  buildings  in 
this  area  are  light  frame  structures  and  as  a  rule  rest  on  spread 
footings. 

STBUCTITRAL  DESIGN 

9  The  structural  details  of  most  of  the  buildings  have  been  fully 
covered  in  the  technical  press  and  only  the  salient  points  in  their 
design  will  be  mentioned  here. 

10  With  the  exception  of  the  frames  of  the  Tower  of  Jewels  and 
the  Palace  of  Fine  Arts  and  the  dome  of  the  Palace  of  Horticulture, 
the  buildings  are  timber  structures.  All  the  buildings,  except  Festival 
Hall,  have  pile  foundations  for  the  framework.  The  floor  sub-structures 
of  those  buildings  located  on  the  dredger  fill  have  pile  foundations  and 
the  others  spread  footings  or  mud  sills,  depending  upon  the  nature  of 
the  ground.  The  pile  foundations  for  the  Tower  of  Jewels  are  capped 
with  reinforced  concrete.  Prior  to  the  decision  on  the  type  of  founda- 
tions to  be  used  in  each  instance,  tests  were  made  of  the  ground  on 
which  the  buildings  were  to  be  erected.  These  tests  gave  accurate  data 
as  to  the  length  of  piles  required  and  the  allowable  loading.  The  piles 
varied  from  13  to  75  ft.  in  length,  although  a  few  120  ft.  long  were 
required  under  the  Transportation  building.  The  safe  carrying  ca- 
pacity of  one  pile  was  found  to  be  20  tons. 

11  From  an  engineering  viewpoint,  the  Tower  of  Jewels  is  prob- 
ably the  mo^  interesting  structure  on  the  grounds.  It  is  435  ft.  high 
and  120  ft.  square  in  plan  from  the  ground  level  to  elevation  152  ft., 
from  which  level  to  elevation  335  ft.  it  takes  the  form  of  a  truncated 
pyramid.  From  elevation  335  ft.  to  364  ft.,  the  frame  is  made  up  of 
four  vertical  colunms  20  ft.  apart  and  braced  with  rods.    Above  this 
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elevation  the  frame  forms  a  tower  8  ft.  by  8  ft.  in  plan  to  elevation 
3^7  ft.;  from  which  point  runs  a  central  post  which  supports  a  ball 
17  ft.  in  diameter.  The  framing  of  the  tower  required  1403  tons  of 
structural  steel. 

12  The  glass  dome  of  the  Palace  of  Horticulture  has  an  extreme 
height  of  185  ft.  and  is  152  ft.  in  diameter.  The  upper  portion  has 
the  form  of  a  half  sphere  while  the  lower  portion  is  cylindrical.  The 
supporting  frame  of  the  dome  was  figured  as  a  true  dome  and  consists 
of  24  steel  ribs  tied  together  by  11  horizontal  rings.  The  dome  and 
cylinder  are  carried  on  plate  girders  and  trusses  which  in  turn  arc 
supported  by  8  structural  piers  65  ft.  in  height. 

13  The  framing  of  the  dome  of  Festival  Hall  presented  many 
difficulties  owing  to  the  size  of  the  dome  and  the  large  arched  openings 
on  two  sides.  The  curved  dome  was  built  on  a  supporting  pyramidal 
dome  140  ft.  in  diameter  with  16  trussed  ribs.  This  dome  was  car- 
ried by  four  main  piers  and  8  columns.  The  ribs  occurring  over  the 
arched  openings  were  carried  by  two  trusses  of  77-ft.  span.  The 
pyramidal  dome  was  designed  as  a  true  dome,  the  ring  tension  at  the 
supports  being  cared  for  by  two  3%-in.  rods.  The  dome  roof  with  a 
diameter  of  172  ft.  was  built  of  sheathing  supported  by  2-in.  by  6-in. 
rafters  resting  on  studded  walls  which  were  carried  by  beams  spanning 
the  main  ribs.    The  exterior  ceiling  was  suspended  from  the  dome  ribs. 

14  :For  a  frame  structure  the  Palace  of  Machinery  claims  at- 
tention on  account  of  its  size — 9^68  ft.  by  368  ft.  with  a  height  of  136 
ft.  in  the  transverse  bays  and  120  ft.  in  the  longitudinal  .bays.  The 
spans  of  the  longitudinal  and  transverse  bays  are  75  ft.  The  arched 
trusses  give  the  building  an  attractive  appearance  and  the  framing  is 
of  interest,  particularly  at  the  intersections  of  the  longitudinal  and 
transverse  bays.  The  columns  of  the  longitudinal  bays  were  designed 
to  support  traveling  cranes  carrying  loads  up  to  30  tons. 

15  Owing  to  fire  protection  requirements,  the  frame  of  the 
Palace  of  Fine  Arts  was  built  of  steel.  The  building  is  curved  in 
plan,  950  ft.  long  and  135  ft.  wide.  Three  hinged  arches  were  used 
for  this  building,  the  span  being  131  ft.  and  the  height  from  the  floor 
to  the  center  hinge  48  ft.  Steel  channels  placed  beneath  the  floor 
served  as  ties  for  the  lower  hinges.  Light  bracing  trusses  were  used 
to  connect  the  arches  and  form  supports  for  the  purlins.  The  roof  and 
walls  were  constructed  with  cement-plaster  on  metal  fabric,  the  roof 
with  a  thickness  of  3  in.  and  the  walls  2^  in. 

16  The  Auditorium,  located  in  the  Civic  Center,  was  built  at  an 
expense  of  over  $1,000,000  and  is  a  permanent  fireproof  structure  of 
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four  stoiieB,  occupying  a  city  block  200  ft.  by  187  ft.  The  main  hall 
has  a  seating  capacity  of  10,650,  and  there  are  10  balls  or  large  rooms 
for  conventionB.  Flanking  the  main  hall  on  each  side  and  extending 
the  height  of  two  Btoriea  are  banquet  rooms  56  ft.  by  136  ft.    The  only 


Fia.  16    Intebiob  or  Dome,  Mines  BuiLmNo 

feature  of  the  building  that  is  unusual  is  the  dome,  which  may  be 
described  as  a  truncated  octagonal  pyramid'with  a  maximum  diameter 
of  205  ft.  6  in.  and  a  height  of  40  ft.  Tlie  height  of  the  spring  line  of  the 
dome  from  the  floor  is  79  ft.  The  dome  framework  is  of  interest,  not 
only  on  account  of  its  great  diameter,  but  also  from  the  fact  that  it 
was  designed  as  a  true  dome.    The  8  main  trussed  ribs  are  6  ft  deep 
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at  the  upper  end  and  10  ft.  at  the  lower,  and  ar«?  narried  by  8  columns. 
The  horizontal  thrust  at  the  bottom  is  taken  up  by  four  iy^-in.  by 
Gin.  eyebars.  The  supporting  columns  are  connected  by  trusses  having 
a  depth  of  14  ft. 

n  There  are  no  unusual  features  in  the  structural  design  of  the 
eight  huildiogs  which  form  the  main  group,  although  the  framing  of 
the  domes  and  half  domes  were  interesting  problems  on  account  of 
^B  Dse  of  timber  where  steel  would  have  been   used   in  ordinary 


Fie.  17    Thrbe-Hikoed  Arch  Constklctjon-,  I'ai.aie  of  Fisb  Akts 

practice.    The  domes  are  100  ft.  in  diameter  and  1G2  ft.  high,  each 

^'i  32  ribs  resting  on  a  circular  girder  which  in  turn  is  supported 

'  'Our  girders  with  connecting  diagonals  at  the  corners,  thus  pro- 

"(Jing  eight  points  of  support  for  the  rinn-    Half  domes  112  ft.  high 

and  7-2  ft.  wide  form  the  entrances  to  the  Piilaecs  of  Food  Products 

f""  Education  and  are  constructed  "f  dnulile,  :i-hingcd  timber  anOics 

r  Carrying  the  walls  and  arched  roof,  and  a  steel  .'J-hLng('d  ar^li  for 

'^"■J'ing  the  trussed  ribs.     The  construction   df  the  i.va\U.  is  quite 

'Hff6;rcnt  from  that  employed  at  previoii.^  .'xpnsiitii.ns  in  fluil  m  sin^l.. 

line    of  2-iD.  by  6-in.  studs,  IH-in.  .■.■mcrs,  an-  us,;d  with  h.iriy..ntal 

giTdeis  every  13  ft.,  instead  of  the  usual  duuMc  line  of  i^iikIs  laced 
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togdur.  The  floors  in  these  buildings,  as  elsewhere,  are  constructed 
of  }-iiL  shiplap.  Where  spread  footings  were  used,  the  floor  was  laid 
nilHB.  b;  8-in.  joists,  l^ft.  centers  with  9-ft.  spans,  supported  by 


Fig.  19    Fbamino  or  Pai,ace  op  Uachinzb; 

S-in.  by  8-in.  girders  with  9-f  t.  spang,  while  with  pile  footings  2-in.  by 
^in.  joists  are  used  2-ft.  centers,  14-ft.  spans,  with  10-in,  by  16-in. 
girtere,  SO-ft.  spans. 

18    The  brevity  with  which  this  phase  of  the  work  has  been  treated 
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is  no  index  to  its  importance^  as  the  making  of  the  structural  designs 
formed  a  large  part  of  the  engineering  work.  Necessarily,  once  the 
elements  of  a  design  had  been  worked  out,  there  was  much  duplication, 
but  a  great  deal  of  skill  and  originality  were  shown  in  applying  to 
timber  framing  much  of  the  knowledge  which  has  been  acquired  in 
recent  years  relative  to  steel  frame  structures. 

19  At  the  start  rules  were  made  govemipg  all  structural  work  in 
which  the  allowable  loads,  stresses  and  other  designing  data  were 
established,  with  the  result  that  the  designs  were  consistent  through- 
out. Some  idea  of  the  volume  of  work  handled  by  the  structural 
bureau  may  be  gained  from  the  number  of  drawings  made,  there  being 
781  sheets  covering  an  area  of  13,277  sq.  ft.,  from  which  2i7,355  prints 
were  made.  When  the  work  was  at  its  height  70  structural  draftsmen 
were  employed  by  the  structural  bureau. 

SBWBR  SYSTEM 

20  T7se  was  made  of  a  number  of  city  sewers  which  crossed  the 
site,  one  of  which  was  large  enough  to  be  used  as  the  main  outfall  for 
all  sanitary  sewage.  A  separate  system  was  installed  for  storm  water, 
with  frequent  connections  to  the  bay.  The  plan  of  using  separate 
sewers  was  adopted  as  it  was  permissible  to  place  the  storm  sewer  near 
the  surface  and  use  a  cheap  form  of  construction.  The  amoimt  of 
storm  water  to  be  cared  for  was  figured  from  the  San  Francisco  rain- 
fall rate  curve,  which  gives  a  rate  of  2.16  in.  per  hour  for  a  5-min. 
interval  and  a  rate  of  0.59-8  in.  for  a  60-min.  interval.  The  handling 
of  the  sanitary  sewage  in  the  low  area  within  the  Presidio  necessitated 
a  pumping  plant,  which  was  located  near  the  center  of  the  district 
and  discharged  into  the  main  outfall  through  1170  ft.  of  20-in.  wood 
stave  pipe. 

21  The  sewer  system  was  simple  and  direct  and  was  based  on 
the  use  of  second  quality  vitrified  pipe  in  sizes  from  8-in.  to  15-in.  and 
banded  wood  stave  pipe  for  sizes  up  to  30-in.,  except  that  in  the  States 
and  Foreign  sites,  where  watertightness  was  a  requirement,  wood  stave 
pipe  as  small  as  10-in.  was  used.  The  sewer  system,  including  catch 
basins,  cost  $142,000  and  comprised  some  28  miles  of  pipe. 

TRANSPORTATION 

22  No  engineering  features  of  importance  were  associated  with 
the  transportation  problem,  but  in  view  of  the  fact  that  the  handling 
of  building  material  and  exhibits  proved  to  be  one  of  the  largest  tasks 
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in  the  conatnictioii   of  the  Kiposition,   the  mothods  used   will  be 


S3  Owing  to  the  location  of  the  Exposition  being  along  the  shore 
of  the  Bay  of  San  PrjnciBi-o,  it  was  possible  to  unload  lumber  direct 
from  v'SEsels  to  the  Exposition's  wharves,  and  as  lumber  formed  the 
blkof  the  material  to  he  handled  the  problem  was  much  simplified- 
The  lumber  came  from   Oregon   and   Washington   porta   in   steam 


Fi(i.  20    Unloading  LrMBEft  at  Exposition  Wharf 

i-'hiiiiTiers,  and  wharf  facilities  were  provided  to  accommodate  five 
Vffscls  nnlo.iding  at  one  time.  The  principal  problem  was  to  get  the 
lumber  away  from  the  wharves  whirh  provided  little  or  no  storage, 
ami  ilie  plan  adopted  was  to  use  3-wheeled  lumber  trucks  upon  which 
t!io  liiniher  wan  landed  by  ship's  tackle.  Single  horses  were  used  to 
'Irajr  the  trucks,  the  driver  guiding  the  truck  by  hand. 

3t  The  unloading  rate  per  vessel  reached  :tO,000  ft.  per  hour  at 
;itnis.  and  to  care  for  this  (|uantity  of  lumber  required  i^onio  200 
trucks,  fiS  horses  and  140  men.  One  of  the  wharves  wa,«  prnvirU'd  with 
trapk-  facilities  for  unloading  direct  on  lo  curs  in  case  it  .-iKuild  be 
found  impossible  to  handle  the  lumber  fast  enough  with  liorses  and 
trucks,  but  this  occasion  never  arose. 
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Z5  Plank  roads  were  laid  around  the  four  sides  of  each  building 
site  and  over  these  the  lumber  was  hauled  to  the  adjacent  storage  space. 
The  lumber  was  so  ordered  that  an  entire  cargo  would  be  for  one 
designated  building  and  there  was,  therefore,  no  necessity  for  sorting 
on  the  wharf.  The  work  of  receiving,  hauling  and  rough-piling  the 
lumber  was  let  to  contract  at  prices  varying  from  35  cents  per  1000  ft. 
for  short  hauls  to  $1.10  per  1000  ft.  for  long  hauls.  The  total  amount 
of  lumber  handled  imder  contract  was  68,131,000  ft.  and  the  amount 
paid  to  the  contractor  for  this  work  was  $68,000.  The  plank  roads 
referred  to  consisted  of  3-in.  planks  16  ft.  long  laid  on  3-in.  sills,  and 
were  laid  by  the  exposition's  forces,  approximately  1,950,000  ft.  of 
lumber  being  used  for  this  purpose  alone.  The  plank  roads  were  an 
excellent  solution  of  the  difficulty  incident  to  extensive  building 
operations  over  an  area  which  contained  no  roadways,  and  while  their 
cost  was  considerable,  in  view  of  their  eflEectiveness  and  later  use  for 
protection  of  permanent  roadways,  the  investment  was  a  vrise  one. 

^  In  addition  to  the  amount  of  lumber  unloaded  by  contract 
there  was  handled  over  the  wharves,  in  the  manner  described,  about 
9,500,000  ft.  of  lumber.  The  balance  of  the  lumber  used  by  the  Ex- 
position and  its  participants  was  purchased  locally  and  delivered  by 
teams  and  wagons,  and  amoimted  to  about  32,000,000  ft. 

27  Building  materials  other  than  lumber  have  been  estimated  as 
being  about  800,000  tons..  To  handle  these  enormous  quantities  of 
materials  expeditiously  and  without  confusion  required  careful  plan- 
ning of  temporary  roadways  and  the  systematic  routing  of  traffic. 

28  The  Exposition  Terminal  Railway  was  built  primarily  for 
handling  exhibits,  but  was  used  to  advantage  during  the  construction 
period  for  distributing  36,000  tons  of  construction  material  and  5,000 
tons  of  general  freight  received  on  cars.  This  road  was  built  by  the 
exposition's  forces  and  included  11%  miles  of  standard  track,  3i^ 
miles  of  which  was  laid  within  the  exhibit  buildings  for  unloading 
direct  from  the  cars  to  the  exhibitors'  spaces.  A  spur  track  was  rim 
to  the  TJ.  S.  Transport  Dock  so  that  freight  from  ocean-going  vessels 
could  be  loaded  on  the  exposition's  cars.  Cars  from  the  various  trans- 
continental lines  were  brought  to  the  grounds  on  barges,  for  the 
accommodation  of  which  the  Exposition  built  a  freight  slip. 

29  The  design  of  this  slip  follows  the  standard  practice  of  the 
San  Francisco  Bay  district  in  that  the  bridge  forms  a  span  between 
the  boat  and  the  shore.  The  bridge  is  hinged  on  tlie  shore  end,  while 
the  outboard  end  is  suspended  by  cables  which  pass  over  sheaves  to 
suitable  counterweights.     The  counterweights  are  sufficient  to  over- 
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balance  the  weight  of  the  bridge  and  eliminate  danger  of  dropping  the 
bridge  into  the  bay.  To  lower  the  bridge  that  portion  of  the  eonnter- 
wdghts  required  for  overbalancing  is  raised  by  hydraulic  means  and 
the  bridge  is  allowed  to  land  on  the  shelf  or  recess  provided  in  the  bow 
of  the  barge.  In  operation^  the  live  load  on  the  bridge  is  divided 
between  the  boat  and  the  shore  supports  aJid  the  gallows  frame  carries 
onlj  the  weight  of  the  bridge  and  counterweights — about  400^000  lb. 

30  The  hydraulic  equipment  consists  of  a  vertical  cylinder  28  in. 
in  diameter  and  12  ft.  long,  a  motor-driven  triplex  pxmip  and  an 
accunulator.  Cables  run  from  the  crosshead  on  the  piston  rod  to  the 
two  auxiliary  counterweights  which  rest  on  the  main  counterweights 
when  the  bridge  is  in  the  raised  position.  The  water  supply  to  the 
cylinder  is  controlled  by  a  piston  type  valve  fitted  with  cup  leathers. 
This  valve  is  operated  by  hand^  but  in  case  of  overtravel  of  the  bridge 
is  antomatically  closed.  The  accumulator  controls  the  motor  operating 
the  pmnp  so  as  to  maintain  a  constant  pressure  of  90  lb.  per  sq.  in. 

31  The  bridge  is  equipped  with  three  tracks  and  designed  for 
Cooper's  E-50  loading.  It  is  24  ft.  in  width  and  100  ft.  in  length. 
Some  1800  cars  were  handled  by  the  freight  slip.  This  freight  slip 
was  later  converted  into  a  passenger  slip  for  the  accommodation  of 
transbay  ferry  boats,  and  freight  cars  were  brought  to  the  exposition 
gronnds  by  the  Belt  Line  Railroad  through  the  Fort  Mason  Tunnel 
which  was  completed  just  prior  to  the  opening  day. 

32  A  20-ton  locomotive  crane  with  a  35-ft.  boom  and  grab  bucket 
was  secured  at  an  early  date,  and,  in  addition  to  its  use  for  unloading 
^^  material  from  cars,  spotting  cars  and  similar  work,  was  found 
most  useful  for  unloading  heavy  boxed  trees  and  the  erection  of 
standards  and  statuary,  an  extension  boom  being  used  in  many 
instances.  This  crane  was  also  extensively  usfed  for  unloading  heavy 
exhibits  in  all  buildings,  except  in  the  Machinery  building,  where 
traveling  cranes  were  available.  A  similar  crane  was  used  exclusively 
lor  unloading  road  rock  from  barges  to  a  bunker. 

33  The  work  of  the  electrical  department  was  expedited  by  the 
use  of  a  1-ton  storage  battory  crane  truck  having  a  2-ton  trailer, 
^ile  adapted  for  general  delivery  work,  the  greatest  value  of  this 
^M  realized  in  transporting  transformers  and  oil  drums  from  the 
warehouse  to  the  numerous  building  vaults.  The  transformers  were 
loaded  on  to  the  trailer  and  hauled  to  a  point  opposite  the  vault  where 
they  were  lifted  off  the  trailer  one  at  a  time  and  landed  on  dolly 
trucks.    Planks  were  laid  from  the  curb  up  the  steep  terraces  and  into 

•  the  vaults,  over  which  the  dolly  trucks  were  hauled  by  a  rope  running 
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around  a  block  inside  the  vault  and  fastened  to  the  back  of  the  truck. 
Tniusfonners  up  to  50  kw.  in  size  were  handled  in  this  fashion  with 
gQipiising  ease  and  speed.  After  building  an  extension  to  the  boom, 
the  crane  was  used  for  setting  gas  and  incandescent  standards. 

34  The  crane  was  a  great  labor  saver.  It  would  run  into  the 
stiff  shop  where  the  standards  were  made,  pick  up  a  standard,  trans- 
port it  to  the  desired  location  and  set  it  in  place  on  the  foundation. 
TbB  BtiBdards  were  kept  in  a  vertical  position  during  the  entire  opera- 
tion and  damage  to  the  staff  thus  avoided.  No  other  type  of  equip- 
ment proved  as  useful  as  the  battery  truck  crane  for  handling  loads 
where  single  pieces  did  not  exceed  one  ton  in  weight,  and  more  trucks 
of  this  type  could  have  been  used  to  advantage. 

35  As  the  Exposition  had  undertaken  to  deliver  all  exhibits  from 
the  can  to  the  designated  space  and  as  it  was  known  from  past  ex- 
perience that  most  of  the  exhibits  would  arrive  in  the  60-day  period 
prior  to  the  opening,  this  problem  called  for  careful  consideration. 
In  view  of  the  fact  that  the  cars  would  be  nm  alongside  imloading 
platforms  in  each  building,  and  that  most  of  the  exhibits  would  arrive 
in  packing  cases,  transveyors  consisting  of  4-wheeled  hand  trucks  for 
use  in  connection  with  special  detached  platforms,  were  adopted  for 
this  service.  The  freight  was  loaded  on  the  platforms  which  were  later 
picked  up  by  the  transveyors  and  transported  to  the  exhibit  space. 

36  Storage  battery  industrial  trucks  were  also  used  for  handling 
exhibits,  a  type  being  adopted  which  had  an  extension  platform 
citable  for  handling  bulky  goods.  These  trucks  had  a  capacity  of 
2  Um  each  and  frequently  towed  several  transveyors  in  addition  to 
cirrying  a  full  load.  Since  the  opening  of  the  Exposition  they  have 
l*en  used  for  distributing  supplies  throughout  the  grounds,  and  for 
flus  work  are  superior  to  any  other  form  of  auto  truck,  as  they  are 
*hle  to  get  around  and  through  crowds  quickly  and  without  annoyance 
te  Tiaitors.  Motor  cars  and  trucks  have  played  no  small  part  in  the 
oonatruction  of  the  Exposition,  in  tliat  tliey  have  enabled  men  and 
Diaterials  to  be  moved  rapidly  when  and  wliere  required.  With  work 
scattered  over  a  territory  a  square  mile  in  area  and  over  two  miles  in 
length,  many  cases  arose  where  slower  methods  of  transportation  would 
have  proven  costly  and  delayed  the  completion  of  the  work  on  time. 

37  The  Exposition  required  for  the  use  of  its  ronstruction  de- 
partments 20  Ford  automobiles  and  14  trucks,  of  whicli  two  were 
5-ton,  three  2-ton,  two  l^/o-ton,  four  1500-lb.  and  three  800-lb.  Just 
prior  to  and  some  time  following  the  opening:  day  this  equipment  was 
operated  24  hr.  per  day,  and  additional  equipment  was  rented  to  meet 
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the  unusual  situation  at  that  time.  While  the  construction  program 
had  been  practically  completed  prior  to  opening  day^  there  was  an 
enormous  amount  of  work  incident  to  getting  exhibits  installed  and 
cleaning  up  the  groimds.  It  is  estimated  that  within  the  last  26  hr. 
something  like  10,000  tons  of  debris  of  various  kinds  were  hauled  to 
the  dump  and  burned. 

dS  The  transportation  of  visitors  within  the  grounds  was  solved 
to  the  apparent  satisfaction  of  the  public  by  the  use  of  the  auto  train 
consisting  of  a  small  tractor  and  several  trailers.  At  previous  expo- 
sitions a  considerable  amount  of  walking  was  associated  with  all  forms 
of  transportation  except  wheel  chairs.  At  St.  Louis  auto  buses  were 
used  but  they  were  not  easy  of  access.  The  cars  of  the  auto  train  are 
low  enough  to  permit  passengers  to  step  directly  on  to  the  platform 
and  the  routes  are  such  that  the  trains  pass  within  100  ft.  of  all 
buildings;  in  fact  it  is  quite  possible  to  see  the  whole  Exposition, 
except  the  courts,  from  these  auto  trains.  The  seats  run  the  whole 
length  of  the  cars,  which  have  an  aisle  in  the  center  for  the  con- 
ductor. Each  car  accommodates  20  passengers,  and  the  gasolene 
tractor,  which  is  equipped  with  a  Ford  engine,  is  capable  of  hauling 
three  cars.  The  running  gear  of  the  cars  is  so  designed  that  they 
follow  closely  the  path  of  the  tractor.  The  braking  is  accomplished 
by  a  shoe  to  which  the  drawbars  of  connecting  cars  are  connected. 
This  shoe  comes  in  contact  with  the  pavement  when  slack  is  thrown 
into  the  train  by  the  driver  applying  the  brakes  on  the  tractor. 

SQ  A  miniature  steam  railway  runs  from  a  point  near  the  south- 
west corner  of  the  Machinery  building,  along  the  water  front  to  the 
Live  Stock  section,  but  owing  to  its  distance  from  most  of  the  buildings 
it  is  not  a  factor  in  handling  the  traffic.  Storage  battery  chairs  in 
sizes  to  accommodate  two  and  three  people  are  extensively  used,  but 
the  old  wheel  chair  with  an  attendant  retains  its  popularity. 

FIRE   PROTECTION 

40  Certainly  no  exposition  had  a  fire  protection  system  com- 
parable with  the  one  installed  at  this  one  and  it  may  safely  be  said 
that  few  communities  enjoy  an  equal  security  against  fire.  Located 
as  it  is  within  the  city  proper  and  close  to  the  residential  district,  the 
Exposition  represents  a  tremendous  fire  hazard  to  the  city,  and  the 
problem  of  fire  protection  was  carefully  studied  by  the  engineers  of 
the  Exposition  in  consultation  with  the  Board  of  Fire  Underwriters. 
In  compliance  with  the  general  plan  adopted,  a  high  pressure  water 
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system  was  installed  throughout  the  main  portion  of  the  grounds  and 
as  far  west  as  the  Live  Stock  section. 

41  The  system  was  designed  to  operate  as  a  part  of  the  city's 
auxiliary  water  supply  system  and  to  be  capable  of  delivering  15,000 
gal.  per  min.  at  any  hydrant,  at  a  pressure  of  200  lb.  per  sq.  in.  The 
distribution  system  includes  52,000  lin.  ft.  of  pipe  in  sizes  from  6-in. 
to  16-in.  lap  welded  pipe  and  Dresser  all-steel  couplings  are  used 
throughout,  with  extra  heavy  flanged  cast-iron  fittings  and  valves. 
All  hydrants  are  of  the  flush  type,  set  in  circular  concrete  manholes 
with  wooden  covers.  The  hydrants  have  two  3-in.  outlets  and  are 
spaced  approximately  300  ft.  apart.  With  the  exception  of  the  Fine 
Arts  and  Horticulture  buildings,  the  high  pressure  system  is  brought 
into  all  exhibit  buildings.  Four  8-in.  pipes  are  run  into  each  building, 
one  from  each  side,  and  serve  the  inside  and  roof  hydrants,  the  auto- 
matic sprinkler  system,  the  cornice  sprinklers  and  the  roof  monitors. 

42  The  8-in.  valves  controlling  the  supply  to  the  buildings  are 
kept  closed  but  the  4-in.  by-pass  valves  are  left  open.  This  practice 
was  adopted  to  limit  the  damage  in  case  of  a  break  inside  the  building. 
These  8-in.  control  valves  are  located  outside  the  buildings,  and  in  the 
same  manholes  are  installed  6-in.  cross  connections  to  the  low  pressure 
supply,  with  check  and  gate  valves,  so  that  in  the  event  of  a  failure  in 
the  high  pressure  supply  the  sprinklers  will  be  fed  from  the  low  pres- 
sure system.  The  roof  and  inside  hydrants  have  3-in.  outlets  and  are 
so  located  that  any  portion  of  the  roof  or  floor  can  be  reached  with 
150  ft.  of  hose.  The  monitors  have  a  capacity  of  1500  gal.  per  min. 
and  are  set  so  as  to  play  on  the  buildings  opposite  them  as  well  as  on 
the  roofs  on  which  they  are  located. 

43  The  cornice  sprinklers  are  arranged  to  produce  a  water  curtain 
on  the  sides  of  the  buildings  wliieh  face  one  another  and  are  less  than 
150  ft.  apart.  The  standard  spacing  of  cornice  sprinklers  is  8  ft., 
but  they  are  placed  closer  at  points  where  offsets  or  recesses  occur  in 
the  building  walls.  Two  designs  of  heads  are  used,  one  of  which  has 
a  deflector  to  spread  the  water  in  the  form  of  a  120-deg.  fan,  while 
the  other  has  a  circular  opening  which  distributes  the  water  in  a 
plane  at  right  angles  to  the  axis  of  the  head. 

44  Automatic  sprinklers  are  installed  in  all  exhibit  buildings 
with  the  exception  of  the  Palaces  of  Machinery,  Horticulture,  Fine 
Arts,  the  Festival  Hall  and  the  administration  portion  of  the  California 
building.  The  domes  in  the  eight  buildings  of  the  main  group  and 
the  ceiling  of  the  Palace  of  Machinery  are  not  equipped  with  sprink- 
lers, as  the  height  is  so  great  that  the  effectiveness  of  sprinklers  is 
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questionable.  The  sprinkler  system  was  installed  in  accordance  with 
the  rules  of  the  National  Board  of  Fire  Underwriters  at  a  cost  of 
approximately  $13*7,000. 

4i5  In  the  design  and  construction  of  the  buildings  fire  protection 
was  borne  in  mind.  Concealed  spaces  where  a  fire  might  flourish  un- 
observed were  carefully  avoided,  and  heat  curtains  were  used  ex- 
tensively to  prevent  circulation  of  air  and  insure  the  confinement  of 
heat  and  operation  of  the  automatic  sprinkler  and  fire  alarm  systems. 
Beinforced  concrete  firewalls  were  built  where  the  architectural  re- 
quirements resulted  in  buildings  being  connected  by  colonnades  or 
other  decorative  features.  The  exterior  building  walls  were  carried 
down  to  the  ground  surface  and  sheathed  on  the  inside  to  a  height  of 
12  ft.  above  the  floor.  The  roofing  used  had  a  top  sheet  of  either 
crushed  brick  or  asbestos,  and  wire  glass  was  used  in  all  skylights. 

46  Additional  protection  was  afforded  by  hydrants  connected  to 
the  domestic  water  supply  system,  which  system  was  designed  to 
deliver,  at  80-lb.  pressure,  3000  gal.  per.  min.  without  affecting  the 
normal  requirements  of  domestic  service.  Single  3-in.  hydrants  of 
the  flush  type  were  installed  in  the  roadways  about  400  ft.  apart. 
Standpipes  with  75  ft.  of  1^-in.  hose  on  racks  were  installed  along 
the  aisles  and  sidewalls  of  exhibit  buildings  and  all  participants  not 
located  in  exposition  palaces  were  required  to  equip  their  buildings 
with  standpipes  and  hose  reels  with  50  ft.  of  l^^-in.  hose. 

47  The  Exposition  installed  one  3-gal.  chemical  fire  extinguisher 
for  each  3500  sq.  ft.  of  floor  area  in  the  exhibit  palaces,  and  in  addition 
required  exhibitors  and  other  participants  to  install  a  similar  ex- 
tinguisher for  each  2500  sq.  ft.  of  spao^  occupied  by  them.  At  least 
four  33-gal.,  2-wheel  chemical  extinguishers  were  installed  in  each  of 
the  exhibit  palaces.  Fire  retardant  paints  were  used,  and  all  fabrics 
and  inflammable  material  such  as  bimting,  flags  and  scenic  effects 
were  treated  with  a  fire-retardant  compound. 

48  To  provide  against  a  possible  break  in  the  high-pressure 
system  or  a  shortage  of  water  from  any  cause,  suction  pipes  were 
installed  in  the  various  pools  to  be  used  in  connection  with  fire 
engines.  These  pools  have  a  storage  of  over  5,000,000  gal.,  and  in  an 
emergency  it  would  also  be  possible  to  station  fire  engines  on  the 
various  wharves  and  pump  salt  water. 

49  The  fire  department  is  operated  as  a  part  of  the  city^s  de- 
partment, although  all  the  apparatus  used  was  secured  by  the  Expo- 
sition on  a  rental  basis.  Three  fire  houses  were  built  on  the  grounds, 
one  at  the  center  of  the  zone,  one  near  the  southeast  comer  of  the 
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main  group  and  the  other  near  the  northwest  comer  of  the  main 
group.  The  fire-fighting  equipment  includes  the  following  pieces^  all 
of  which  are  motor-driven :   3  fire  engines  with  motor-driven  pumps, 

3  hose  wagons,  2  ladder  trucks,  1  squad  wagon,  1  chemical  engine  and 
1  chiefs  car.  All  fire  alarm  calls  are  answered  by  the  city^s  fire  de- 
partment With  equipment  from  nearby  stations,  but  in  case  of  a  serious 
fire  two  fireboats  ^nd  a  large  number  of  fire  engines  and  auxiliary 
apparatus  could  be  quickly  brought  into  service. 

50  A  complete  fire  alarm  system  has  been  installed  with  boxes 
not  over  400  ft.  apart  in  all  buildings  and  along  roadways.  These 
boxes  ate  of  the  non-interfering  type  and  are  installed  in  combination 
with  the  police  boxes  which  latter  may  be  used  by  firemen  if  desired, 
as  the  central  board  is  in  the  same  office  as  the  fire  alarm  switchboard 
and  there  are  telephones  in  each  of  the  fire  houses.  Each  of  the  three 
stations  is  equipped  with  the  usual  gong,  punch-register,  tapper  bell, 
take-up  reel  and  automatic  switch  for  turning  on  the  building  lights 
when  the  alarm  comes  in.  A  complete  central  office  is  located  in  the 
Liberal  Arts  building  and  is  operated  as  an  exhibit.  The  equipment 
includes  a  12-circuit  switchboard,  an  8-circuit  automatic  repeater  with 

4  engine  house  circuits,  signal  wheel  transmitter  for  telephone  and 
automatic  alarms ;  also  a  punching  record,  a  take-up  reel,  an  automatic 
time  stamp  for  recording  the  exact  time  an  alarm  is  received,  and  all 
necessary  storage  batteries  and  testing  apparatus. 

51  All  exhibit  buildings  and  many  of  the  detached  buildings, 
especially  those  having  moving  picture  apparatus,  are  equipped  with 
an  automatic  fire  alarm  system  of  the  pneumatic  tube  type.  Copper 
tubing  not  exceeding  1000  ft.  in  length  is  run  around  the  ceilings  or 
parts  of  buildings  where  heat  from  a  fire  would  quickly  affect  the 
tubing.  The  tubing  is  0.09-in.  outside  diameter  with  a  hole  approxi- 
mately 0.045  in.  in  diameter.  One  end  of  each  tube  is  connected  to 
a  detector  consisting  of  a  sensitive  metallic  bellows  such  as  is  used  in 
aneroids.  In  the  event  of  a  fire  the  pressure  of  the  air  in  the  tubing 
is  increased  due  to  the  expansion  of  the  contained  air  and  the  bellows 
expands  and  closes  an  electric  circuit,  which  in  turn  sends  a  signal 
to  the  central  fire  alarm  station  and  to  the  annunciators  placed  at  the 
building  entrances  to  inform  the  fire  department  of  the  location  of 
the  fire.  The  bellows  mechanism  or  detector  is  located  in  a  steel 
cabinet  which  contains  5  detectors,  each  connected  to  about  1000  ft. 
of  tubing.  The  buildings  of  the  main  group  have  at  least  5  of  these 
cabinets  in  each  building  and  some  as  many  as  8,  while  the  buildings 
of  minor  importance  have  a  lesser  number. 
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52  The  terminals  of  all  tubing  are  brought  to  the  cabinet  to 
permit  the  testing  of  the  tubing  and  detectors,  which  is  done  weekly. 
k  leakage  valve  attached  to  each  detector  prevents  a  rise  in  pressure 
due  to  ordinary  changes  in  temperature.  The  tubing  is  run  in  all 
ceilings  and  domes  and  under  floors  .wherever  open  spaces  exist.  Be- 
tween 95  and  100  miles  of  tubing  and  72  detector  cabinets  have  been 
installed  in  the  exposition  buildings  at  a  cost  of  $30^600.  This  charge 
was  based  on  unit  prices  of  60  cents  per  100  sq.  ft.  of  floor  space 
protected  where  the  tubing  was  located  above  the  ground  floor,  and 
40  cents  per  100  sq.  ft.  where  the  tubing  was  run  beneath  the  floor. 
The  contract  price  also  includes  the  operation  and  maintenance  of  the 
system  during  its  period  of  use,  the  apparatus  and  tubing  'to  revert 
to  the  contractor. 

53  The  fire  protection  measures  adopted  by  the  Exposition  cost 
in  the  neighborhood  of  $900,000,  but  the  fire  losses  up  to  August  Ist 
have  been  insignificant  and  the  security  obtained  has  warranted  the 
Exposition  carrying  only  a  nominal  insurance  on  completed  buildings. 

MECHANICAL  FEATURES 

54  Power  Plant.  With  three  large  electric  companies  in  the 
field,  each  capable  of  supplying  needs  of  the  Exposition,  the  necessity 
for  building  a  power  plant  was  not  considered.  The  Pacific  Gas  and 
Electric  Company,  which  furnishes  electric  energy  to  the  Exposition, 
has  a  substation  on  the  grounds,  and  the  interesting  feature  of  a 
power  plant  in  operation  is  supplied  by  the  Sierra  and  San  Francisco 
Power  Company,  whose  18,000-kw.  plant  is  located  within  the 
grounds,  about  500  ft.  east  of  the  Palace  of  Machinery.  This  plant 
is  operated  in  conjunction  with  a  hydroelectric  system  for  supplying 
energy  to  the  United  Railroads  and  is  an  excellent  example  of  a 
standby  station  with  steam  turbines  and  oil-fired  boilers.  Under  an 
arrangement  with  the  Pacific  Gas  and  Electric  Company,  this  steam 
plant  is  kept  in  operation  continuously,  so  that  in  the  event  of  an 
interruption  in  the  regular  source  of  supply  it  will  carry  the  load  of 
the  Exposition.  A  boiler  plant  was  planned  for  furnishing  steam 
to  exhibitors  in  the  Palace  of  Machinery,  but  owing  to  the  lack  of 
demand  for  steam  the  installation  was  never  completed. 

55  Heating  and  Ventilating  Equipment,  With  the  exception  of 
the  spaces  occupied  as  offices,  no  heating  was  provided  for  the  main 
exhibit  buildings  other  than  the  Service  building,  Administration 
building.  Press  building.  Festival  Hall,  Palace  of  Horticulture  and 
the  Auditorium  at  the  Civic  Center. 
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56  The  heating  of  Festival  Hall  is  a  departure  from  standard 
practice  in  that  a  system  was  installed  using  gas-fired  hot-air  heaters 
with  forced  circulation.  While  gas  at  75  cents  per  1000  cu.  ft.  is  an 
expensive  inel,  its  use  for  the  short  period  of  the  Exposition  was  justi- 
fied by  the  saving  in  the  initial  cost  of  the  plant  as  compared  with  a 
steam  plant.  The  heaters  and  supply  fans  are  located  in  two  rooms^ 
one  on  each  side  of  the  main  auditorium.  Each  fan  room  contains 
two  steel  plate  fans,  each  having  a  capacity  of  1500  cu.  ft.  per  min., 
and  four  hot-air  furnaces  each  capable  of  burning  440  cu.  ft.  of  gas 
per  hour.  The  arrangement  is  such  that  one  fan  serves  two  heaters 
and  delivers  air  through  registers  located  in  the  colunms  aroimd  the 
main  entrance,  while  the  other  fan  discharges  into  a  pleniun  chamber 
beneath  the  raised  side  seats,  openings  being  provided  in  the  risers 
for  the  discharge  of  air  into  the  auditorium.  Air  is  removed  from  the 
auditoriiun  by  two  multi-blade  exhaust  fans  installed  beneath  and  on 
each  side  of  the  stage,  and  having  a  combined  capacity  of  5200  cu.  ft 
per  min.  All  fans  are  belt-driven  by  direct  current  motors  equipped 
with  armature  control. 

57  In  the  California  building,  the  administration  quarters  are 
heated  by  8700  sq.  ft.  of  direct  radiation  with  vacuiun  returns.  Steam 
for  the  heating  system  and  for  the  hot-water  supply  and  kitchen  equip- 
ment is  supplied  by  two  oil-fired,  cast-iron  boilers  operated  at  a  pres- 
sure of  5  lb.  Ventilation  for  the  ball  room  is  secured  by  two  60-in. 
disc  fans  located  in  the  attic  space. 

58  To  provide  the  necessary  heat  in  the  dome  portion  of  the 
Palace  of  Horticulture,  which  is  essentially  a  large  conservatory,  a 
hot-water  system  with  forced  circulation  was  adopted.  The  hot  water 
is  supplied  from  a  model  boiler  plant  located  about  90  ft.  south  of 
the  main  building,  in  which  are  installed  two  oil-fired  cast-iron  boilers 
equipped  with  vertical,  rotary  burners.  Owing  to  the  architectural 
requirements  of  the  neighborhood,  it  was  undesirable  to  use  a  tall 
stack,  and  smokeless  combustion  has  been  secured  with  a  stack  which 
is  only  30  ft.  high  from  the  burners  and  terminates  in  the  staff 
basket.  Forced  hot-water  circulation  is  produced  by  two  4-centrifu- 
gal  pumps  designed  to  operate  against  a  head  of  40  ft.,  each  direct- 
connected  to  a  714-h.p.  induction  motor.  Recording  thermometers 
and  a  flow  meter  enable  accurate  records  to  be  kept  of  the  amount 
of  heat  delivered  by  the  plant. 

59  The  heating  required  for  the  section  beneath  the  dome  was 
calculated  on  the  basis  of  3,725,000  cu.  ft.  of  space,  54,650  sq.  ft.  of 
glass  surface,  and  15,470  sq.  ft.  of  wall  surface.    It  was  assumed  that 
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there  would  be  one  complete  change  of  air  every  three  hours  and  a 
loss  of  6  B.t.u.  per  hr.  per  sq.  ft.  of  wall  surface  and  17  B.t.u.  per 
hr.  per  sq.  ft.  of  glass  surface,  making  a  total  of  1^76^800  B.t.iu 
required  per  hour  to  maintain  a  temperature  of  50  deg.,  with  an 
outside  temperature  of  35  deg.  The  four  rooms  adjoining  the  dome 
section  were  figured  for  temperatures  from  60  to  80  deg.  fahr.,  which 
brought  the  total  requirements  of  the  building  to  3,58i2,000  B.t.u. 
per  hr.,  requiring  the  circulation  of  190,000  lb.  of  water  per  hour, 
with  an  initial  temperature  of  250  deg.  and  a  loss  of  20  deg.  Badiators 
of  the  cast-iron  type  were  used  instead  of  the  customary  pipe  coils, 
with  satisfactory  results.  Thermostatic  control  was  installed  in 
several  of  the  rooms  for  regulating  the  temperature  of  ponds.  The 
plan  of  using  forced  circulation  and  high  temperatures  made  possible 
a  material  reduction  in  the  size  of  the  mains  and  the  quantity  of 
radiation  required. 

60  Minor  heating  installations  were  provided  in  various  build- 
ings, such  as  the  Service  building,  which  is  heated  by  direct  steam 
radiation  of  the  single-pipe  system,  while  the  Press  building  is  heated 
by  the  Rector  system,  which  bums  gas  in  connection  with  cast-iron 
radiator  elements,  the  products  of  combustion  being  removed  by 
means  of  a  fan  located  in  the  basement.  The  offices  in  the  exposition 
palaces  and  most  of  the  buildings  erected  by  participants  are  heated 
by  gas  radiators  or  gas  stoves  of  the  radiant  type,  flues  being  provided 
to  carry  away  the  products  of  combustion. 

61  Owing  to  the  fact  that  the  Auditorium  in  the  Civic  Center  is 
a  permanent,  four-story,  fireproof  building,  a  modern  heating  and 
ventilating  system  was  installed.  The  main  hall  in  this  building  is 
octagonal  in  shape,  187  ft.  by  200  ft.  in  plan,  with  an  area  of  34,772 
sq.  ft.,  and  occupies  the  center  of  the  building  to  its  full  height.  This 
space  is  flanked  by  two  banquet  rooms  56  ft.  by  136  ft.  on  the  ground 
floor,  and  there  are  niunerous  convention  halls  and  offices  on  other 
floors,  as  elsewhere  noted. 

62  In  order  that  the  main  hall  might  be  used  for  dances  and 
other  functions,  a  system  of  heating  and  ventilating  was  adopted 
which  left  the  floor  free  of  obstructions.  Fresh  air  is  forced  through 
the  openings  in  the  balcony  risers  and  grilles  along  the  face  of  the 
balcony.  The  grilles  are  supplied  from  separate  ducts,  whereas  the 
openings  in  the  risers  receive  their  supply  from  a  plenum  space  be- 
neath the  balcony  seats.  Exhaust  fans  are  provided  to  remove  the 
air  through  large  grille  plates  beneath  the  balcony,  along  the  side 
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walls  and  through  smaller  grille  plates  above  the  balcony^  and  jnst 
bdow  the  base  of  the  auditorium  dome. 

63  For  supplying  fresh  air,  two  fans  are  installed  in  the  base- 
ment, each  having  a  capacity  of  145,000  cu.  ft.  per  min.  Two  main 
exhaust  fans,  each  capable  of  handling  70,000  cu.  ft.  per  min.,  are 
installed  in  the  attic,  and  two  exhaust  fans  of  7>5,000  cu.  ft.  per  min. 
capacity  in  the  basement.  Additional  supply  and  exhaust  fans  are 
provided  for  the  banquet  rooms,  toilets  and  kitchens,  these  fans  having 
a  total  rating  of  39,000  cu.  ft.  per  min.  The  fans,  of  which  there  are 
18,  and  the  vacuum  piunps,  are  belt-driven  by  motors  aggregating 
some  250  h.p.  Heating  coils  are  used  in  connection  with  the  various 
fresh  air  supply  fans,  and  provision  has  been  left  for  air  washers  should 
they  ever  be  found  necessary.  Direct  radiation  is  used  for  the  upper 
corridors,  convention  halls  and  ofBces.  It  was  the  intention  to  obtain 
steam  for  this  building  from  a  Civic  Center  plant  to  be  built  by  the 
city,  but  as  this  plant  was  not  completed  at  the  time  the  Exposition 
desired  to  occupy  the  Auditorium,  a  temporary  steam  plant  was  erected 
nearby. 

64  Pumping  Plants.  In  addition  to  the  pumping  plant  de- 
scribed under  the  heading  of  Water  Supply,  numerous  pxmiping  equip- 
ments were  installed  throughout  the  grounds  in  connection  with  the 
fountains,  the  pools,  the  drainage  beneath  the  buildings,  the  handling 
of  sewage  and  the  supply  of  salt  water.  Belt-driven  centrifugal  pumps 
were  adopted  as  a  standard,  as  they  permitted  the  use  of  rented 
motors,  were  lower  in  first  cost,  and  carry  a  higher  salvage  than  direct- 
connected  pumps.  Another  reason  for  the  adoption  of  the  belt  drive 
^as  the  ease  with  which  the  pump  speeds  could  be  changed  to  meet 
conditions  of  operation  different  from  those  planned.  It  was  foimd 
desirable,  in  a  number  of  instances,  to  make  such  changes,  particularly 
in  connection  with  the  fountains  and  cascades ;  for  while  the  quantity 
of  water  and  the  pressure  required  may  be  calculated  in  advance  to  a 
nicety,  the  artistic  features  produced  by  the  playing  water  may  prove 
*  ^disappointment. 

65  The  pumping  equipment  of  a  fountain  is  a  simple  problem 
compared  with  that  of  laying  out  the  distribution  piping  and  deciding 
^^  the  form,  size  and  adjustment  of  the  nozzles.  It  was  found  that 
the  use  of  lead  pipe  for  connection  to  nozzles  expedited  the  work  of 
^djnstment  and  in  many  oases  the  nozzles  themselves  were  formed 
from  lead  pipe.  Experience  indicates  that  valves  or  cocks  should  not 
"^  placed  close  to  nozzles  as  they  disturb  the  flow  of  water  and  prevent 
^e  realization  of  a  smooth  and  solid  stream.    Where  groups  or  decora- 
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tions  are  liable  to  be  constantly  wet,  they  should  be  made  of  eementy 
as  staflE  will  fail,  even  though  the  water  may  not  play  directly  on  it. 
If  canvas  is  used  for  lining  basins  or  pools  it  should  be  painted  on 
both  sides  and  thoroughly  protected  against  damage  from  workmen's 
shoes.  Sixteen  motors,  aggregating  755  h.p.,  are  used  for  driving 
pumps  to  produce  water  effects. 

66  Transfer  Table,  The  arrangement  of  the  Palace  of  Trans- 
portation necessitated  bringing  all  rolling  stock  into  the  building  on 
one  track  and  distributing  this  equipment  to  14  exhibit  tracks  by 
means  of  a  transfer  table.  This  transfer  table  had  to  be  designed  to 
carry  the  largest  locomotives  and  cars  of  which,  up  to  that  time,  there 
was  any  record.  A  standard  steel  transfer  table  would  have  cost  from 
fifteen  to  twenty  thousand  dollars  and  its  salvage  value  would  have 
been  problematical.  The  transfer  table  as  built  cost  $7000,  exclusiye 
of  foundation. 

67  A  plan  was  adopted  whereby  the  tracks  for  carrying  the 
transfer  table  were  placed  5  ft.  below  the  building  floor  level,  but  it 
was  not  necessary  to  provide  a  pit  as  the  floor  was  about  10  ft.  above 
the  groimd.  Placing  the  tracks  at  this  level  was  a  further  advantage 
as  it  lessened  the  amount  of  foundation  piling  required  and  simplified 
the  construction  generally. 

68  The  transfer  table  deck  is  76  ft.  long  and  it  is  made  up  of 
timber  stringers  on  which  are  laid  the  ties  and  track.  This  deck  is 
supported  on  14  trucks,  two  trucks  to  a  track.  Each  pair  of  trucks 
is  tied  together  with  stringers  which  carry  the  deck  and  transmit  the 
load  to  the  trucks  through  special  steel  bolsters.  No  ^springs  are  used 
and,  barring  the  flexibility  due  to  the  timber  work,  the  table  is  a  rigid 
structure. 

69  The  transfer  table  has  a  300  ft.  length  of  run  and  is  moved 
back  and  forth  by  two  hauling  lines  and  two  tail  lines.  One  hmiling 
line  and  one  tail  line  are  attached  to  the  deck  near  each  end,  and  this 
arrangement  keeps  the  table  in  alignment  at  all  times.  Each  hauling 
line,  with  its  companion  tail  line,  is  rove  on  one  drum  in  such  a 
manner  that  as  one  line  runs  off  the  drum  the  other  fills  the  space 
vacated.  This  method  successfully  prevents  the  cables  from  over- 
riding and  admits  the  use  of  a  smooth  face  drum.  The  two  drums  are 
geared  to  a  countershaft  which  is  belt-driven  by  a  ^-h.p.  variable- 
speed  induction  motor.  A  post  type  brake  on  the  countershaft,  al- 
though seldom  used  in  operation,  admits  of  checking  the  load.  The 
cable-operating  equipment  was  designed  to  exert  a  pull  on  the  transfer 
table  of  40  lb.  per  ton  of  maximum  load,  which  has  proven  amply 
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safe  as  the  table  has  handled  without  effort  one  of  the  largest  loco- 
motives of  the  Mallet  type.  A  motor-driven  car  puller  was  mounted  on 
the  table  for  hauling  cars  on  and  off,  but  it  handled  only  the  lighter 
rolling  stock,  the  heavier  work  being  done  by  a  switching  locomotive 
or  a  locomotive  crane. 

70  Traveling  Cranes,  To  facilitate  the  installation  of  heavy 
exhibits  three  bays  in  the  Palace  of  Machinery  were  equipped  with 
traveling  cranes.  The  center  bay  has  two  30-ton  cranes  with  5-ton 
auxiliary  hoists,  and  each  adjacent  bay  has  a  crane  of  20  tons  capacity. 
These  cranes  have  a  span  of  d7  ft.  8  in.  and  are  of  standard  steel 
construction,  with  3-phase,  variable-speed  motors.  Some  trouble  was 
experienced,  owing  to  variation  in  the  width  of  the  span  due  to  the 
shrinking  and  warping  of  the  timber  structure  of  the  building.  This 
difficulty  was  corrected  partly  by  adjusting  the  rails,  but  largely  by 
the  use  of  special  wheels  with  extra  wide  treads.  The  cranes  handled 
some  4500  tons  of  machinery  from  the  cars  to  the  exhibit  spaces,  and 
in  addition  were  used  by  exhibitors  in  the  erection  of  their  machinery. 
These  cranes  were  all  obtained  on  a  rental  basis,  the  sum  of  $13,600 
being  paid  for  their  use,  which  amount  also  includes  the  erection  and 
dismantling  of  the  cranes. 

71  Refrigeration  Plants,  Refrigeration  service  was  considered 
desirable  in  the  Palaces  of  Horticulture  and  Food  Products,  and 
refrigeration  plants  were  accordingly  installed  in  these  two  buildings. 
The  apparatus  was  installed  by  exhibitors,  but  was  operated  at  the 
expense  of  the  Exposition,  which  in  turn  sold  refrigeration  service  to 
various  exhibitors  and  participants.  Subsequent  events,  however, 
proved  that  the  use  of  small  individual  plants,  or  ice,  would  have  been 
more  satisfactory  than  a  central  plant  and  distribution  system,  because 
the  needs  of  the  consumers  were  nominal. 

72  In  the  Palace  of  Horticulture  the  central  plant  is  an  exhibit 
.  pf  the  Automatic  "Refrigerating  Company.    The  principal  feature  of 

* ,'  'this  installation  is  its  automatic  control,  a  thermostatic  switch  starting 
and  stopping  the  motor  according  to  the  changes  in  temperature  of 
the  refrigerated  space.  The  water  for  the  condenser  is  automatically 
regulated  to  meet  load  requirements  and  is  shut  off  entirely  when  the 
motor  stops.  Should  the  water  supply  fail  the  motor  will  stop  auto- 
matically and  will  start  again  when  the  water  supply  is  resiuned.  The 
plant  has  a  rated  capacity  of  31/4  tons  of  refrigeration  per  day.  The 
piping  is  1000  ft.  long,  \'^/^-m,  diameter,  and  is  covered  with  cork 
insulation.  Although  this  plant  receives  but  little  attention  the  re- 
sults are  most  satisfactory. 
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73  The  central  plant  in  the  Palace  of  Food  Products  was  installed 
as  a  working  exhibit  by  the  York-California  Construction  Company 
and  consists  of  two  double-cylinder^  double-actings  vertical  compressors 
—one  of  20  tons  and  the  other  of  4  tons  refrigerating  capacity,  both 
belt  driven  by  motors.  Brine  is  chilled  and  circulated  through  the 
distribution  piping  to  the  various  exhibits.  This  piping  is  not  covered 
as  it  is  cheaper  to  waste  power  during  the  short  period  of  the  Expo- 
sition than  to  provide  insulation.  To  prevent  waste  of  water  an 
inexpensive  cooling  tower  was  built  4  ft.  by  8  ft.  in  section  and  ^5  ft. 
high.  Spray  heads  were  installed  half  way  from  the  top  of  the  tower 
and  the  air  for  cooling  purposes  taken  from  beneath  the  building 
floor  and  blown  through  the  tower  by  a  30-in.  disc  fan.  The  discharge 
of  air  from  the  tower  directly  into  the  building  has  not  proven  ob- 
jectionable. 

74  Repair  Shops.  Early  in  the  progress  of  construction  work 
machine  and  blacksmith  shops  were  fitted  up  to  care  for  general  repair 
work  and  later  for  the  manufacture  of  electric  standards  and  fixtures. 
All  of  the  iron  work  used  in  the  construction  of  the  gas  and  electric 
standards  was  fabricated  in  the  exposition's  shops.  It  was  found  that 
the  work  could  be  gotten  out  more  quickly  and  at  less  cost  in  these 
shops  than  by  sending  to  outside  shops.  At  times  as  many  as  12 
house-smiths  and  8  machinists,  exclusive  of  helpers,  were  employed 
on  this  class  of  work  alone. 

75  In  conjunction  with  the  operation  of  the  machine  shop,  and 
in  a  separate  building,  is  an  automobile  repair  shop,  in  which  as  many 
as  7  machinists  have  been  kept  busy  on  the  maintenance  of  the  motor 
transportation  equipment.  While  there  can  be  no  question  but  that 
the  use  of  motor-driven  vehicles  was  a  large  factor  in  completing  the 
E-Tposition  and  opening  it  on  time,  the  maintenance  of  these  vehicles 
has  been  a  large  item  of  expense. 

ELECTRICAL   FEATUBE8 

^6  One  of  the  earliest  problems  for  settlement  was  that  of  se- 
curing a  supply  of  electrical  energy  for  the  construction  and  operation 
of  the  Exposition.  Owing  to  the  fact  that  there  were  three  electrical 
companies,  with  steam  stations  within  the  city  and  connections  to 
extensive  hydroelectric  systems,  the  Exposition  was  in  a  favorable 
position  to  negotiate  for  the  purchase  of  electric  energy. 

77  In  order  to  have  a  basis  on  which  to  solicit  bids,  a  preliminary 
^mate  was  made  of  the  probable  load  and  the  amount  of  energy 
required  during  the  Exposition  and  during  the  periods  previous  to  and 
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subsequent  to  the  Exposition.  At  the  time  this  estimate  was  made, 
although  the  general  plan  of  the  Exposition  had  been  fixed,  no  details 
had  been  decided  upon,  nor  had  any  scheme  of  illumination  been  con- 
sidered. To  arrive  at  a  figure  sufficiently  close  for  the  purpose  of 
making  a  contract  for  electric  service,  the  areas  of  the  buildings, 
courts,  gardens  and  avenues  were  computed  and  various  light  in- 
tensities assumed  for  each.  Tungsten  units  were  figured  for  use  in 
the  buildings  and  courts,  and  magnetite  arc  lamps  for  the  gardens 
and  avenues.  The  load  in  the  concessions  area  was  assumed  as  being 
80  per  cent  of  the  connected  load  in  the  concessions  area  of  the  St. 
Louis  exposition.  The  amount  of  load  for  exhibitors  was  guessed  at 
as  there  was  no  information  available  on  this  point. 

78  These  rough  calculations  indicated  that  the  average  peak 
would  be  8500  kw.,  with  a  maximum  of  11,500  kw.  during  the  winter 
season  when  the  day  load  would  overlap  the  evening  load.  It  was 
decided  to  compare  proposals  on  the  basis  of  a  12,000-kw.  maximum 
load  and  a  load  factor  of  30  per  cent.  In  asking  for  bids  on  electric 
service,  the  various  companies  were  requested  to  indicate  what  dis- 
tribution apparatus  and  cable  they  were  willing  to  loan  to  the  Expo- 
sition. It  was  realized  that  the  purchase  of  a  distribution  equipment 
by  the  Exposition  would  entail  not  only  a  large  initial  investment, 
the  funds  for  which  might  more  advantageously  be  spent  in  buildings 
and  decorative  features,  but  also  a  large  loss  in  having  to  dispose  of 
the  apparatus  quickly  afterwards.  It  was  thought  that  the  company 
which  supplied  service  would  be  in  a  position  to  absorb  the  equipment 
into  its  system  after  the  close  of  the  Exposition  with  no  loss  other 
than  that  incident  to  anticipating  its  usual  annual  purchases  and  the 
subsequent  storage  until  the  equipment  was  required. 

79  On  Feb.  28,  1913,  a  contract  for  supplying  electric  service 
was  entered  into  with  the  Pacific  Gas  and  Electric  Company,  under 
the  terms  of  which  the  Exposition  was  to  pay  2  cents  per  kw-hr.  during 
the  pre-  and  post-exposition  periods,  and  during  the  actual  period  of 
the  Exposition  a  fixed  charge  of  $18,000  per  month,  plus  an  energy 
charge  of  0.6  cents  per  kw-hr.  For  the  fixed  charge  named  the  Expo- 
sition was  entitled  to  take  loads  up  to  15,000  kw.,  but  was  to  pay 
$2.00  per  month  per  kw.  for  the  excess  demand  over  and  above  this 
amount.  At  the  time  this  agreement  was  signed,  there  was  every 
reason  for  assuming  that  the  maximum  load  would  be  12,000  kw.  or 
more,  but  owing  to  the  period  of  financial  depression  which  followed, 
and  the  European  war  as  a  climax,  a  large  number  of  prospective 
foreign  and  domestic  exhibits  were  withdrawn,  and  the  maximum  load 
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lealized  has  not  exceeded  8100  kw.^  with  an  average  maximum  of 
7880  kw.  On  the  basis  of  this  average  maximum  and  the  charge  for 
aiergy,  the  cost  per  kw-hr.  has  averaged  1.7  cents. 

80  Following  out  the  idea  of  renting  the  electrical  apparatus 
from  the  company  supplyiiig  electric  service,  an  agreement  was  en- 
tered into  with  the  Pacific  Gas  and  Electric  Company,  whereby  it  was 
to  furnish  the  Exposition,  for  use  during  the  Exposition  and  during 
the  construction  and  dismantling  periods,  all  of  the  electrical  ap- 
paratus, instruments,  materials  and  appliances  which  might  be  re- 
quired, except  building  wiring,  searchlight  projectors  and  other  special 
apparatus  not  in  general  use  by  power  companies.  For  the  use  of  this 
apparatus  the  Exposition  agreed  to  pay  5  per  cent  of  the  cost  of  the 
apparatus  to  the  Pacific  Gas  and  Electric  Company  as  a  rental,  inde- 
pendent of  the  length  of  time  the  apparatus  had  been  in  use,  and  to 
pay  outright  for  all  apparatus  not  returnable. 

81  The  following  are  a  few  of  the  most  important  items  secured 
under  the  terms  of  this  contract :  Forty  miles  of  lead  covered  primary, 
101  miles  of  weatherproof  and  rubber  covered  wire,  1076  ornamental 
niagnetite  arc  lamps,  213^9  meters,  76  motors  aggregating  1603  h.p., 
two  1000-kw.  motor-generator  sets,  two  250-kw.  motor-generator  sets, 
139  oil  switches,  517  transformers  having  a  total  capacity  of  15,577 
^•,  and  4:18  poles.  The  total  value  of  this  apparatus  and  material  is 
W50,000,  and  it  is  safe  to  say  that  had  the  Exposition  been  obliged 
to  invest  this  amount  a  number  of  decorative  features  which  have  con- 
Wbuted  to  the  beauty  of  the  Exposition  and  possibly  a  building  or 
^0,  for  instance  the  Tower  of  Jewels,  would  of  necessity  have  been 
omitted. 

82  Included  in  the  contract  for  electric  service  was  the  require- 
Daent  that  the  power  company  should  install  a  sub-station  on  the 
grounds  and  a  5000-kw.  steam  standby  plant.  This  requirement  was 
liter  modified  by  an  agreement  between  the  Pacific  Gas  and  Electric 
Company  and  the  Sierra  and  San  Francisco  Power  Company  under 
the  terms  of  which  the  Pacific  Gas  and  Electric  Company  installed  its 
sub-station  in  the  west  end  of  the  Sierra  and  San  Francisco  Power 
Company's  power  house,  and  received  standby  service  from  its  18,000- 
^'  turbine  plant.  As  the  power  house  mentioned  is  within  the  grounds 
^d  the  plant  was  to  be  kept  running  during  the  period  of  the  Ex- 
I^sition,  it  was  felt  that  the  protection  of  service  thus  secured  was 
even  greater  than  under  the  terms  of  the  original  contract. 

83  In  fulfilment  of  the  terms  of  the  contract,  the  60-cycle, 
^phase  energy  used  by  the  Exposition  is  generated  at  Station  A, 
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which  is  in  the  southern  part  of  the  city.  This  station  has  a  capacity 
of  52,000  kw.  in  steam  prime  movers  and,  in  case  of  breakdown  or 
overload,  takes  electric  energy  from  the  power  compan/s  60,000-volt 
transmission  lines  which  terminate  at  Martin  Station,  at  the  southern 
boundary  of  the  city,  where  the  voltage  is  reduced  to  11,000  volta. 
To  transmit  this  energy  three  4/0,  3-conductor,  11,000-volt  cables 
run  underground  from  Station  A  direct  to  the  sub-station  on  the 
grounds,  known  as  Station  F,  and  a  tie-line  connects  this  sub-station 
to  the  power  company's  system  of  city  sub-stations.  Six  1500-kw. 
transformers  are  installed  in  Station  F  which  reduce  the  voltage  from 
11,000  to  approximately  4100,  at  which  voltage  the  Exposition  takes 
all  energy  except  the  11,000-volt  service  for  its  motor-generator  sets. 
The  magnetite  arcs  used  by  the  Exposition  are  served  by  six  T'^-light 
rectifier  sets  in  Station  F  and  11  similar  units  in  an  adjacent  building. 
The  design  of  Station  F  is  a  striking  example  of  the  realization,  in 
a  temporary  installation,  of  all  of  the  protection  obtained  by  standard 
equipment,  without  that  expense  and  complication  so  frequently 
identified  with  installations  of  a  permanent  character. 

84  Primary  Distribution  System.  Power  from  Station  F  is 
distributed  throughout  the  grounds  by  means  of  fifteen  3-conductor, 
S-phase,  4100-volt  feeders  and  two  11,000-volt,  3-conductor,  3-pha8e 
feeders.  With  the  exception  of  the  overhead  lines  in  the  concessions 
district,  and  the  extreme  westerly  end  of  the  grounds,  the  distribution 
is  from  an  underground  system.  The  primary  cable  system  includes 
20  miles  of  cable  and  forms  a  ring  around  the  main  group  of  buildings, 
with  a  tie-line  across  certain  courts,  and  loops  into  the  States  and 
Foreign  sites.  The  ring,  ties  and  loops  are  all  operated  open,  the 
feeders  being  independent  of  one  another.  The  various  cables  termi- 
nate at  oil  switches  in  transformer  vaults,  and  in  case  of  cable  failure 
the  load  affected  can  be  quickly  transferred  to  another  cable,  or  divided 
among  several  other  cables  through  the  tie  connections. 

85  The  cable  system  and  somewhat  extensive  arrangements  for 
switching  were  adopted  more  to  provide  flexibility  of  operation  than 
for  protection  against  cable  failure.  It  was  realized  that  the  require- 
ments of  participants  for  electric  service  could  not  be  ascertained  in 
advance,  so  estimates  were  made  of  the  probable  load  in  each  building, 
and  a  cable  layout  based  thereon  which  would  handle  the  known  load 
due  to  the  Exposition's  lighting  and  take  care  of  the  loads  assumed. 
It  so  happened  that  the  actual  loads  were  not  far  from  those  assumed 
and  no  changes  in  the  scheme  of  feeder  loading  were  necessary,  but 
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had  a  few  isolated  loads  of  any  magnitude  materialized,  the  flexibility 
in  switching  features  would  have  taken  care  of  the  situation. 

86  Secondary  Distrihution,  With  the  exception  of  the  areas 
mentioned,  where  overhead  lines  are  installed,  alternating  current  at 
seoondftiy  voltages  for  light  and  power  purposes  is  taken  from  trans- 
former vaults  which  are  built  into  the  various  buildings  throughout 
the  grounds.  These  vaults  are  of  concrete  and  each  has  a  ventilating 
flue  extending  to  the  building  roof,  and  a  screen  door  opening  to  the 
outside  of  the  building.  All  vaults  are  equipped  with  sliding,  fire- 
proof doors  held  open  by  fusible  links.  These  vaults  are  in  reality 
minor  sub-stations  in  which  the  primary  cables  terminate  and  the 
high-tension  switch  gear  and  transformers  are  installed.  There  are 
no  secondary  fuses  or  switches  in  the  vaults,  the  distribution  boards 
being  usually  either  on  the  top  or  on  one  of  the  sides  of  the  vaults. 
All  buildings  are  furnished  with  energy  for  light  from  3-phase,  4- 
wire  mains  connected  to  the  distribution  boards  on  the  transformer 
vaults.  This  arrangement  provides  115  volts  from  any  conductor  to 
neutral,  and  consumers  are  served  from  one,  two  or  three  of  the  phases, 
depending  upon  the  size  of  their  load.  Power  is.  supplied  from 
separate  transformers  and  the  distribution  is  at  ^0  volts  from  3-phase, 
3-wire  mains. 

87  Building  Wiring.  A  general  system  of  lighting  mains  was 
installed  beneath  the  floors  of  the  eight  buildings  in  the  main  group. 
Power  mains  were  installed  only  as  required.  The  wiring  for  the 
general  and  decorative  lighting  in  the  main  buildings  consisted  of 
^phase,  4-wire  risers  from  the  lighting  mains  beneath  the  floors  to 
the  roof  trusses,  with  2-wire  branches  to  the  outlets.  The  risers,  for 
a  distance  of  15  ft.,  were  placed  in  conduit  for  mechanical  protection 
against  damage  during  construction  of  exhibitors'  booths.    The  build- 

• 

^g  wiring  for  the  eight  buildings,  exclusive  of  the  mains,  without 
lamps  and  reflectors,  cost  about  $4.00  per  outlet,  and  the  special 
reflectors  $3.50  each. 

88  For  supplying  the  searchlight  projectors  on  the  roofs  of  the 
various  buildings  3-wire  mains  were  run  beneath  the  floors,  witli  four 
nsers  to  a  building.  The  size  of  wire  used  for  the  mains  varied  from 
No.  6  to  500,000  cm.  In  the  Palace  of  Machinery  the  lighting  mains 
^ere  located  in  the  bracing  trusses,  between  columns,  and  connected 
to  the  transformer  vaults  by  feeders  run  iii  ducts  which  had  been  laid 
during  the  construction  of  the  building.  The  copper  in  the  crane 
trolley  wires  was  used  to  advantage  for  the  A-C  power  mains,  taps 
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being  taken  off  at  intervals  which  fed  auxiliary  buses  to  which  the 
consumers  were  attached. 

89  For  the  assistance  of  exhibitors  printed  specifications  were 
issued  covering  the  wiring  for  booths.  These  contained  clauses  which 
would  apply  to  any  size  lighting  or  motor  load,  together  with  general 
clauses  covering  the  requirements  of  the  Exposition,  and  protected  the 
exhibitor.  These  forms  were  distributed  to  all  interested  parties  and 
their  use  avoided  the  controversies  which  so  often  involve  the  archi- 
tect, owner  and  contractor. 

90  Consumers  in  the  main  exhibit  buildings  were  required  to  run 
their  service  wires  in  conduit  from  their  meter  boxes  to  the  nearest 
main  and  there  install  a  metal-lined  fuse  box  with  fuses  of  25  per 
cent  greater  capacity  than  the  main  fuses  on  their  switchboard.  Con- 
nection to  the  consumer  was  made  within  the  metal  box  and  the  box 
sealed.  The  service  fuses  are  not  accessible  to  the  consumer  and  were 
installed  to  prevent  overloading  and  the  use  of  coppered  fuses  on  the 
consumer's  board.  Under  normal  conditions  a  fault  or  overload 
affects  the  fuses  on  the  consumer's  board  only,  so  that  when  the  service 
fuses  fail  it  is  an  indication  to  the  Exposition  that  something  is  wrong 
with  the  consumer's  installation.  The  consumer's  service  terminates 
in  a  metal,  or  metal-lined,  meter  box  provided  with  a  glazed  door  or 
opening  to  permit  the  meter  being  read  without  breaking  the  seal  on 
the  box.  This  arrangement  prevents  tampering  by  the  consumers  or 
unauthorized  employees  of  the  Exposition  and  has  proven  quite 
effective. 

91  Electric  Rates.  Electric  service  is  furnished  at  Plat,  Meter, 
and  Special  rates,  as  follows : 

Flat  Rate:  Electric  installations  having  a  connected  load  to  any 
given  service  of  less  than  2  kw.  are  charged  at  the  rate  of  $15  per 
month  per  kw.  of  connected  load,  with  a  minimum  of  $2.60  per  month 
where  the  load  is  166  watts  or  less.  This  rate  is  based  on  the  under- 
standing that  the  entire  connected  load  will  not  be  used  more  than 
240  hours  per  month. 

Meter  Rate:  Consumers  having  connected  loads  in  excess  of  2  kw. 
are  provided  with  meters,  and  electric  service  is  charged  for  on  the 
basis  of  $2.50  per  month  per  kw.  of  connected  load,  and  an  energy 
charge  of  5  cents  per  kw-hr.,  with  a  reduction  of  0.1  cent  for  each 
1000  kw-hr.  used  per  month  up  to  20,000  kw-hr.  and  3  cents  per  kw-hr. 
for  the  balance. 

Special  Rate:  All  exhibitors  in  the  main  palaces  were  given  light- 
ing service  at  rates  25  per  cent  less  tlian  the  foregoing,  and  power 
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seryice  at  a  rate  of  3  cents  per  kw-hr.  The  connected  load  was  esti- 
mated from  the  manufacturer's  rating  of  the  apparatus  and  in  most 
instances  was  the  maximum  demand. 

92  An  ^ception  to  these  rates  was  made  in  order  to  encourage 
participants  in  the  States  and  Foreign  sites  to  illuminate  their  build- 
ings and  no  fixed  charge  was  made  on  lights  installed  for  exterior 
decorative  purposes. 

93  Direct  Current  System,  Direct  current  for  the  operation  of 
searcMights  and  projectors  is  generated  by  two  1000-kw.,  ^0-volt 
generator  sets  and  two  250-kw.,  126-250-volt  balancer  sets.  These 
nnits  are  installed  at  the  various  load  centers  in  order  to  reduce  to  a 
minimum  the  distribution  copper  required,  but  are  all  operated  in 
parallel.  These  machines  are  operated  only  at  night,  with  the  ex- 
ception of  one  of  the  balancer  sets,  which  provides  day  service  in  con- 
junction with  some  of  the  exhibited  prime  movers  in  the  Palace  of 
Machinery.  On  account  of  the  large  amount  of  copper  required  for 
the  direct  current  distribution  system  and  the  large  areas  involved, 
direct  current  service  for  exhibitors  is  available  only  in  the  Machinery, 
Mines,  Transportation  and  Manufactures  buildings. 

94  Underground  Conduit  System.  The  underground  conduit 
system  is  approximately  30,000  ft.  in  length,  and  comprises  300,000 
ft.  of  duct.  The  short  life  of  the  Exposition  necessitated  an  econom- 
ical design,  and  the  constant  settlement  of  the  filled  ground  required 
that  the  design  have  an  element  of  elasticity.  Following  a  number 
of  studies  and  experiments,  a  type  of  conduit  construction  was  adopted 
based  on  the  use  of  fibre  duct  with  %-in.  walls  (Linaduct),  and 
wooden  manholes.  The  ducts  were  laid  on  a  box  or  trough  extending 
between  manholes  which  varied  in  size  to  suit  the  number  of  ducts. 
The  space  between  the  ducts  and  the  box  was  filled  with  sand  sluiced 
into  position  with  water,  except  at  the  entrance  to  the  manholes, 
^here  concrete  was  used  for  a  distance  of  4  ft.  to  prevent  the  ducts 
being  displaced  by  cable  pulling  operations. 

95  The  boxes  were  made  up  in  the  mill  and  delivered  in  14'-ft. 
^d  20-ft.  lengths,  which  were  made  continuous  by  splice  pieces  nailed 
*<>  the  sides  and  bottoms.  The  load  on  the  bottom  boards  was  trans- 
ferred to  the  sides  by  means  of  1-in.  by  4-in.  strips  fastened  to  the 
bottom  and  sides  and  spaced  4  ft.  apart,  the  corners  held  by  iron 
straps.  After  the  boxes  were  filled  flush  with  sand,  pieces  were  nailed 
across  the  top.  This  form  of  construction  proved  to  have  great  me- 
chanical strength,  and  there  were  many  instances  where  building 
materials  were  piled  upon  exposed  lines,  and  spans  of  10  ft.  or  more 
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were  left  unsupported  aa  a  result  of  undermining  for  other  utility 
mains,  without  damage  to  the  conduit.  The  conduit  system  was  .laid 
before  the  streets  were  paved  but  was  not  damaged  by  the  teaming 
or  road  rolling.  In  fact,  a  damaged  or  misplaced  duct  has  never  been 
discovered. 

96     The   cost   of   the   conduit   system,   exclusive    of   m&nholes, 
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averaged  10  cents  per  duct  foot.  Most  of  the  runs  were  in  a  sandy 
soil  which  was  easy  to  excavate  and  btickfill.  The  manholes  were  of 
timber  and  a  considerable  saving  was  made  by  the  use  of  entrance 
boxes  for  the  conduit,  so  designed  as  to  permit  starting  the  cable  bends 
outside  of  the  manhole  proper.  By  this  arrangement  the  manholes 
were  made  much  smaller  than  usual.  In  certain  sections  where  the 
ground  water  level  was  near  the  surfare  a  shallow  type  of  manhole 
was  used,  the  cover  being  the  full  size  of  the  manhole.    Uanholes  of 
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the  shallow  type  cost,  installed,  an  average  of  $25  and  those  of  the 
deep  section  type  $50.  Transformers  were  not  placed  in  any  of  the 
manholes  but  were  installed  in  fireproof  vaults  as  hereinbefore  noted. 

97  The  ducts  used  for  running  between  arc  light  standards  and 
for  services  in  the  underground  system  were  made  up  of  2-in.  by  4-in. 
pine  pieces  with  a  half  round  groove,  held  together  by  special  staples. 
One  end  of  each  piece  of  duct  was  turned  and  the  other  counterbored 
to  provide  a  suitable  connection.  This  class  of  duct  cost  about  15 
cents  per  foot  laid. 

93  Lighting  Standards.  The  design  of  the  foundations  for  arc 
standards  was  given  careful  study  as  most  of  tlie  standards  were  to  be 
set  in  a  soft  dredger  fill.  The  standards  fitted  with  banners,  in 
particular,  were  liable  to  blow  over  in  high  winds,  as  the  exposed  area 
was  large  and  the  arrangement  ideal  for  catching  the  wind.  These 
poles  are  40  ft.  high,  13^  in.  in  diameter  at  the  ground  line,  4  in.  in 
diameter  at  the  top,  and  carry  from  5  to  7  arc  lamps  which  weigh 
100  lb.  each.  The  banners  have  an  area  of  50  sq.  ft.  with  the  center 
of  pressure  from  25  ft.  to  35  ft.  above  the  ground  line.  The  other 
design  of  arc  standard  used  has  a  staff  decoration  on  the  top  whicli» 
owing  to  its  size,  shape  and  weight,  presented  almost  as  severe  a 
problem  as  the  banner  type. 

99  Considering  that  there  are  200  of  these  standards,  the  founda- 
tions for  which  involved  considerable  expenditure,  experiments  were 
carried  out  with  various  forms  of  foundations  to  determine  the  least 
expensive  type  of  construction  which  would  meet  the  rather  unusual 
conditions.  The  result  of  these  experiments  was  the  adoption  of  a 
reinforced  concrete  slab  placed  6  in.  below  the  ground  surface  and 
supported  by  piling.  The  piling  consisted  of  2-in.  by  6-in.  pieces 
which  were  jetted  into  place  in  advance  of  the  concrete  work.  Spikes 
were  driven  near  the  tops  of  the  piling,  which  were  embedded  into  the 
concrete,  and  served  to  transmit  to  the  piling  any  uplifting  forces  due 
to  the  turning  moment  developed  by  the  wind.  The  concrete  slab  was 
niade  in  the  form  of  a  cross  to  insure  a  sufficient  spread  with  the 
^nimum  of  material,  and  a  hole  was  left  in  the  center  to  receive  the 
pole,  which  was  grouted  in  after  setting. 

100  These  foundations  cost  $35  each,  and  although  storms  have 
been  experienced  which  tore  away  the  banners  in  some  instances,  none 
of  the  foundations  has  failed.  With  some  300  gas  and  electric  stand- 
ards to  install,  it  was  desirable  to  have  a  form  of  foundation  which 
^ould  eliminate  the  delay  due  to  the  usual  plan  of  setting  a  standard 
'D  a  hole,  then  plumbing  it  and  backfilling.     These  standards  were 
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15  ft.  long,  and  the  stsfF  was  applied  to  a  4-iD.  pipe  which  was  con- 
tinued the  full  length  of  the  standard.  The  bottom  end  of  this  pipe 
was  fitted  with  a  rough  cast-iron  eleeve,  which  was  held  rigid  by  lead 
poured  into  the  annular  space  between  the  pipe  and  the  sleeve.  The , 
lower  end  of  the  sleeve  was  fitted  with  S  set  screws.  The  foundation 
was  made  of  a  block  of  concrete  into  which  was  set  a  short  piece  of 
4-in.  pipe. 

101  The  standards  were  brought  from  the  ataS  shop  by  a  storage 
battery  crane  and  landed  on  the  pipe  stubs  set  in  the  foundations. 
They  were  then  quickly  plumbed  by  means  of  the  set  screws.    It  was 


not  an  uncommon  performance  to  set  as  many  as  20  standards  in  8 
hours,  and  it  is  believed  that  the  plan  used  not  only  expedited  the 
work  but  was  actually  cheaper  than  the  usual  method. 

102  Illumination.  At  the  outset,  it  was  realized  that  a  departure 
should  be  made  in  the  exposition  lighting  and  at  the  same  time  it  was 
decided  that  the  lighting  should  not  be  an  independent  feature  but 
rather  a  means  to  be  used  for  enhancing  the  beauty  of  the  architectural 
and  decorative  features.  With  the  realization  that  illumination  had  be- 
come a  branch  of  engineering,  a  specialist  in  that  field  was  employed 
to  design  the  general  scheme  for  lighting  the  Exposition,  which  was 
later  adopted  and  made  the  basis  for  detailed  plans  and  estimate. 
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As  the  actual  work  progressed^  changes  were  made  to  bring  the  scheme 
into  harmony  with  the  architectural  and  decorative  features  and  pro- 
vide additional  light  for  the  avenues,  practical  demonstrations  having 
shown  that  such  changes  were  essential  to  the  success  of  the  effect. 

103  The  perfection  of  the  illumination  produced  is  largely  the 
result  of  an  appreciation  by  the  engineers  of  the  aesthetic  qualities  of 
the  work  of  the  architects  and  artists,  and  it  was  therefore  possible  to 
secure  their  cooperation,  which  was  of  the  greatest  value,  particularly 
in  the  settlement  of  problems  relating  to  color,  and  the  location,  scale, 
mass  and  decoration  of  the  lighting  standards. 

104  The  general  scheme  of  illumination  adopted  was  to  use  flood 
lighting  from  hidden  projectors  and  massed  lighting  from  arc  stand- 
ards, exposed  sources  being  used  in  gardens  and  along  roadways  where 
the  treatment  admitted  of  incandescent  standards.  As  the  illumina- 
tion was  described  in  detail  by  the  writer  in  the  Feb.  13,  1916  issue 
of  the  Electrical  World,  only  the  means  employed  and  the  apparatus 
^  be  touched  upon  here. 

105  The  flood  of  light  on  the  various  towers  is  produced  by 
searchlight  projectors  hidden  on  the  roofs  of  buildings  and  outlying 
stmctureflL  For  the  flood  lighting  of  the  6  towers,  the  Palace  of  Fine 
Arts  and  the  large  groups  of  statuary,  thirteen  30-in.  and  two  hundred 
18-in.  searchlight  projectors  are  used.  Most  of  these  are  fitted  with 
dispersion  doors  which  spread  the  beams  an3rwhere  from  10  to  40  deg., 
depending  upon  the  design  of  the  strip  lenses  in  the  door.  In  some 
instances  double  doors  are  used,  one  of  which  spreads  the  beam 
horizontally  and  the  other  vertically. 

106  The  searchlight  projectors  are  of  the  manual  control  tjrpe 
*nd  most  of  them  are  equipped  with  parabolic  mirrors,  while  the 
blance  have  Mangin  mirrors.  The  latter  type  of  mirror  is  not  suit- 
^We  for  lighting  building  surfaces  as  it  produces  a  spectrum  at  the 
^circumference  of  the  field  illuminated,  but  for  lighting  groups  which 
^cupy  only  a  portion  of  the  field  this  type  of  mirror  is  satisfactory. 
Gelatine  color  screens  are  employed  in  connection  with  the  searchlight 
projectors  and  by  their  use  the  color  tone  of  the  Exposition  can  be 
readily  changed. 

107  The  stronc]^  light  from  the  projectors  would  cause  deep  and 
^harp  shadows,  and  to  neutralize  this  effect  the  shadows  are  illumi- 
nated by  concealed  incandescent  lamps  which  are  dipped  an  orange 
^lor.  On  the  towers  these  lamps  are  located  behind  the  columns,  at 
the  floor  levels.  To  have  wiped  out  the  shadows  entirely  would  have 
resulted  in  a  flat  effect,  and  no  feature  has  contributed  more  to  the 
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charm  of  the  lighting  than  the  treatment  of  the  shadows  with  color. 

108  A  decorative  feature  is  the  nse  of  imitation  jewels  in  con- 
nection with  the  illumination  of  the  upper  portion  of  the  main  tower, 
where  over  100,000  are  used,  while  26,000  are  used  elsewhere.  The 
jewels  are  made  of  glass  and  vary  in  size  from  21  mm.  to  47  mm. 
They  are  cut  with  facets  similar  to  those  of  a  diamond,  and  a  small 
mirror  is  moimted  behind  each  to  increase  the  number  of  flashes  ob- 
tainable. These  jewels  were  made  in  Austria  and  their  cost  ranged 
from  33  cents  for  the  47'-mm.  size  to  6  cents  for  the  21-mm.  size. 
Although  the  jewels  are  of  various  colors,  most  of  them  are  amber. 
They  are  mounted  in  holders  which  are  attached  to  supporting  hooks, 
allowing  them  freedom  to  swing  in  the  air  currents.  Under  the 
powerful  rays  of  the  searchlights  the  jewels  sparkle  and  glitter  and 
contribute  an  element  of  action  and  color  which  is  most  striking. 
The  jewels  have  never  been  cleaned  and  the  difference  in  appearance 
after  5  months'  use  is  not  noticeable. 

109  The  flood  lighting  feature  for  the  building  wall  surfaces  is 
provided  by  magnetite  arc  lamps  set  on  ornamental  standards  30  ft. 
high  and  spaced  from  60  ft.  to  75  ft.  apart.  Two  typ^s  of  standards 
are  used,  one  having  a  large  curved  shield  of  staff  with  three  openings 
fitted  with  orange  colored  translucent  fabric ;  the  other  has  a  combina- 
tion of  three  canvas  banners  painted  with  heraldic  emblems.  The 
design  of  both  types  is  such  that  the  lamps  are  not  in  the  line  of  sight 
but  allow  a  small  amount  of  colored  light  to  pass.  Lamps  were  used 
on  these  standards  in  combinations  of  2,  3,  5  and  7,  depending  upon 
the  distance  of  the  standards  from  the  building  walls.  Some  light 
was  reflected  back  from  the  building  walls  but  not  enough  to  illumi- 
nate the  adjacent  avenues,  and  additional  lighting  was  provided  by 
means  of  single-light  electroliers  made  of  staff  and  equipped  with 
250-watt  Mazda  lamps  and  18-in.  glass  globes. 

110  Similar  electroliers,  carrying  from  1  to  21  globes,  lighted  the 
South  Gardens,  Court  of  Palms  and  the  entrances  to  some  of  the  other 
courts.  Special  globes  were  used  which,  while  they  contributed  a 
mellow  diffused  light  at  night,  produced  a  discordant  effect  during 
the  day  owing  to  their  whiteness  as  compared  with  the  color  tone  of 
the  travertine  finish  of  the  buildings.  A  lacquer,  into  which  color  was 
mixed,  was  used  to  overcome  the  objectionable  appearance  of  the 
globes. 

111  The  globes  were 'all  in  position  at  the  time  it  was  decided  to 
spray  them,  and  for  this  purpose  a  portable  rig  was  made  consisting 
of  an  air  compressor  and  four  potter^s  wheels,  which  was  moved 
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around  from  standard  to  standard^  the  globes  placed  on  the  wheels 
and  sprayed  with  the  lacquer  by  means  of  ^n  air  brush.  The  lacquer 
coating  caused  some  loss  of  light  but  not  enough  to  make  a  noticeable 
difference  in  the  illumination. 

112  The  Court  of  the  Universe,  an  area  of  24,700  sq.  ft.,  is 
lighted  from  the  columns  on  the  two  fountains.  Each  colunm  is  30  ft. 
high,  the  outside  being  made  of  glass  strips  curved  to  represent  the 
flutes  of  the  colunm.  In  each  column  are  ninety-six  1600-watt  gas- 
fiUed  lamps,  the  light  from  which  is  diffused  by  means  of  sand- 
bUsted  glass  screens  placed  between  the  lamps  and  the  outer  glass.  A 
motor-driven  fan  is  located  in  the  base  of  each  column  and  blows  air 
through  the  column  to  prevent  the  lamps  from  overheating.  Provision 
is  made  so  that  in  the  event  the  air  fails  the  lights  will  be  turned  ofif 
automatically. 

113  An  element  of  life  is  given  to  the  night  picture  of  the  Expo- 
position  by  the  buildings  appearing  to  be  lighted  up  inside,  which 
effect  is  produced  by  Mazda  lamps  fitted  with  tin  reflectors  and  sus- 
pended back  of  the  various  building  openings.  The  color  effects  in 
some  locations  are  obtained  by  using  dipped  lamps  and  in  others  by 
painting  the  glaring. 

114  The  kaleidoscopic  colors  and  shapes  which  appear  in  motion 
on  the  glass  dome  of  the  Horticulture  building  are  produced  by  twelve 
30-in.  searchlight  projectors  placed  beneath  the  center  of  the  dome  and 
arranged  to  project  their  beams  through  revolving  lenses  and  color 
screens.  Eight  color  screens  and  twenty  lenses  are  used  in  connection 
^itli  an  opaque  sector  disc.  These  three  elements  are  mounted  on  a 
vertical  shaft  and  slowly  revolved  at  slightly  different  speeds.  Various 
combinations  of  shapes  and  colors  are  thus  projected  upon  the  dome, 
'^ut  the  effects  are  rather  thin,  owing  to  the  fact  that  the  quality  of 
glass  used  does  not  intercept  a  sufficient  amount  of  light. 

115  Without  doubt  the  most  spectacular  feature  of  the  illumina- 
tion of  the  Exposition  is  the  so-called  scintillator,  located  on  the  Yacht 
Harbor.  The  equipment  consists  of  forty-eight  36-in.  searchlight 
projectors  of  the  manual  control  type  and  is  used  in  connection  with 
Pyn)technic  displays  and  steam  effects,  in  addition  to  being  used 
nightly  in  the  form  of  a  great  fan  as  a  background  to  the  illumination. 
The  color  screens  used  in  connection  with  these  lights  are  wooden 
frames  with  gelatine  sheets  held  between  chicken  netting.  The 
gelatine  sheets  are  waterproofed  with  spar  varnish  for  protection 
^inst  moisture.  The  searchlights  are  operated  by  52  TJ.  S.  marines 
under  a  commissioned  officer. 
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116  The  illumination  of  the  exposition  buildings  and  grounds, 
not  including  the  States  and  Foreign  section,  produces  a  load  of  5216 
kw.,  of  which  1700  kw.  are  used  for  the  searchlights,  450  kw.  for  the 
arc  lights  and  3066  kw.  for  the  incandescent  lighting.  The  cost  for 
electric  service  chargeable  to  illumination  is  $630  per  night,  and  for 
labor,  repairs  and  maintenance  $125  per  night.  The  lighting  of 
the  emergency  gas  lights  costs  about  $35  per  night,  and  the  gas 
lighting  in  the  States  and  Foreign  sites  about  $40  per  night.  In 
round  numbers  the  cost  to  the  Exposition  for  lighting  is  $850  per 
night,  which  sum  includes  all  operating  costs  but  no  capital  charges. 

GAS  DISTRIBUTION 

117  Qas  for  the  use  of  the  Exposition  and  its  participants  is 
purchased  wholesale  from  the  Pacific  Gas  and  Electric  Company  and 
is  retailed  by  the  Exposition  through  a  system  of  high  pressure  dis- 
tribution mains  which  were  installed  by  the  company  for  this  purpose. 
The  gas  used  is  manufactured  from  oil  at  the  company's  Potrero  plant 
and  is  transmitted  across  the  city  at  a  pressure  of  80  lb.  Two  Thomas 
electric  gas  meters  measure  the  high  pressure  gas  supplied  to  the 
Exposition.  The  distribution  mains  extend  throughout  the  grounds, 
an  8-in.  ring  surrounding  the  main  group,  with  an  8-in.  loop  into  the 
States  and  Foreign  sites,  and  a  4-in.  loop  into  the  Zone.  Other  areas 
are  supplied  from  4-in.,  3-in.  and  2-in.  mains  laid  to  form  loops  or 
rings.  Lap  welded  pipe  was  used  for  the  8-in.  and  4-in.  mains  and 
standard  pipe  for  the  smaller  sizes.  In  ail  there  were  100,000  ft.  of 
pipe  laid.  All  joints  and  connections  to  the  mains  were  welded  by 
the  oxy-acetylene  process  and  the  connections  were  tested  with  high 
pressure  gas  before  backfilling. 

118  The  various  palaces  were  equipped  with  low  pressure  4-in. 
and  6-in.  ring  mains  which  were  fed  at  one  or  more  points  by  3-in. 
service  connections  "from  the  high  pressure  mains.  Pressure  governors 
within  the  buildings  reduced  the  gas  pressure  to  6-in.  water  gauge, 
and  oil  seals  were  installed  close  to  the  governors  for  protection  against 
an  increase  in  pressure  in  the  domestic  distribution  system  due  to  a 
failure  of  the  governor.  Consumers  located  within  the  Exposition 
buildings  are  supplied  from  the  ring  mains,  while  those  in  the  States 
and  Foreign  sites  are  connected  to  the  high  pressure  mains,  with  a 
regulator  set  on  their  premises  to  reduce  the  pressure.  In  the  States 
and  Foreign  sites,  and  on  top  of  all  kiosks,  high  pressure  gas  lamps 
are  installed.  Each  lamp  has  a  small  regulator  which  reduces  the 
pressure  to  3  lb.,  but  oil  seals  are  not  used  in  connection  with  these 
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installations.  Some  257  of  these  lamps  are  in  use,  with  excellent 
results.  Low  pressure  gas  arcs  are  installed  on  poles  along  the  Zone 
for  emergency  lighting.  The  distribution  of  gas  lamps  throughout 
the  grounds  is  such  that  in  the  event  of  a  failure  of  the  electric  service 
people  could  get  about  without  inconvenience. 

119  With  a  view  to  public  safety  gas  lamps  were  installed  for  all 
emergency  and  exit  lighting.  Gas  is  sold  to  consumers  at  the  rate  of 
$1  per  1000  for  the  first  50,000  cu.  ft.  used  in  any  one  month,  and 
80  cents  per  1000  cu.  ft.  for  a  consumption  in  excess  of  this  amount 
up  to  300,000  cu.  ft.,  at  which  point  a  sliding  scale  is  applied  which 
reduces  the  price  to  about  70  cents  per  1000  cu.  ft.  for  some  of  the 
large  consumers. 

120  Gag  is  the  only  fuel  allowed  on  the  groimds,  with  the  ex- 
ception of  plants  which  are  sufficiently  large  to  warrant  the  employ- 
ment of  an  engineer.  In  such  installations  the  use  of  oil-fuel  is 
permitted. 

121  The  average  quantity  of  gas  used  on  the  grounds  is  from 
12,000,000  to  1 5,000,000  cu.  ft.  per  month. 

WATER   SUPPLY 

122  Preliminary  estimates  indicated  that  the  average  consump- 
tion of  water  would  be  about  1,258,000  gaK  per  day  with  a  possible 
Diaiimum  of  2,525,000  gal.  per  day.  In  the  absence  of  any  exact  data 
for  guidance,  and  in  order  to  be  on  the  safe  side,  the  pipe  sizes  of  the 
distribution  system  were  figured  on  the  assumption  that  the  average 
consumption  would  be  2,000,000  gal.  per  day  and  the  maximum 
''^^00,000  gal.  per  day.  The  maximum  rate  of  flow  was  assumed  to 
^  1%  times  the  maximum  daily  consumption. 

123  Sources  of  Supply,  The  domestic  water  distribution  system 
^*s  planned  and  installed  in  the  belief  that  the  water  needed  would 
"€  obtained  from  the  local  water  company,  and  negotiations  were 
^der  way  whereby  the  Exposition  was  to  share  the  expense  of  laying 
the  additional  mains  which  would  be  required  to  bring  the  water  into 
the  city.  No  doubt  this  proposed  arrangement  would  have  been  put 
^^  effect  had  not  the  Board  of  Supervisors  of  San  Francisco  started 
^  agitation  having  in  view  the  acquisition  of  the  water  company's 
plant  by  condemnation  proceedings.  Under  these  circumstances  the 
^*ter  company  did  not  care  to  make  investment  for  the  additional 
^Jiains,  and  the  Exposition  found  itself  confronted  with  the  serious 
problem  of  procuring  a  supply  of  water  from  other  sources. 

124  A  survey  of  the  situation  indicated  the  possibility  of  securing 
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about  800,000  gal.  per  day  from  the  water  supply  system  of  the 
Presidio  and  the  balance  by  developing  the  underground  storage 
waters  in  and  near  Golden  Gate  Park,  with  a  small  additional  amount 
of  water  from  wells  on  the  grounds. 

125  Lohos  Creek  Supply,  The  Presidio  takes  its  supply  from 
Lobos  Creek,  which  forms  the  southern  boundary  of  the  Presidio  and 
drains  a  portion  of  the  city.  The  ownership  of  the  water  in  this 
stream  was  a  matter  of  dispute,  but  the  Exposition  was  able  to  secure 
the  permission  of  all  parties  concerned  to  utilize  water  otherwise  going 
to  waste,  and  an  arrangement  was  entered  into  whereby  the  Presidio 
agreed  to  operate  its  filter  and  pumping  plant  continuously  to  its  full 
capacity  and  sell  the  Exposition  all  water  in  excess  of  its  own  require- 
ments. 

126  The  Presidio  allowed  the  Exposition  the  use  of  one  of  the 
compartments  of  its  storage  reservoir  and  the  arrangement  was  such 
that  when  the  Presidio^s  compartment  was  full  the  excess  would  spill 
into  the  compartment  allotted  to  the  Exposition.  This  reservoir  is 
at  an  elevation  of  384  ft.  and  the  capacity  of  one  compartment  is 
3,000,000  gal.  As  soon  as  this  contract  was  closed,  the  U.  S.  Govern- 
ment allowed  the  Exposition  to  tap  its  8-in.  line  to  Fort  Mason,  which 
passed  through  the  grounds,  thus  giving  the  Exposition  inmiediate 
relief  from  a  threatened  shortage  of  water  during  the  construction 
period. 

127  Golden  Gate  Park  Supply.  No  time  was  lost  in  making 
tests  for  water  in  the  vicinity  of  Golden  Gate  Park,  for  it  was  generally 
known  that  a  considerable  quantity  of  water  was  to  be  found  in  that 
district  due  to  the  absorption  of  the  rainfall  by  the  sandy  soil. 
Seepage  downward  is  prevented  by  a  strata  of  clay  at  a  depth  of  from 
60  to  90  ft.  from  the  ground  surface,  but  there  is  a  flow  toward  the 
ocean  at  a  rate  of  from  10  to  30  ft.  per  day.  As  the  water  shed  was 
similar  in  character  to  that  of  Lobos  Creek,  the  yield  for  the  district 
was  predicated  on  the  records  of  the  flow  in  Lobos  Creek. 

128  From  a  careful  study  of  the  situation,  it  was  estimated  that 
a  supply  of  1,000,000  gal.  per  day  could  be  relied  upon  during  the 
period  of  the  Exposition^  which  estimate  was  to  a  degree  verified 
during  the  investigations  by  the  work  of  a  sewer  contractor  in  the 
vicinity  of  the  proposed  plant,  who  found  it  necessaiy  to  pump 

.1,000,000  gal.  per  day  to  unwater  his  trench.  The  first  step  taken 
was  to  construct  in  the  westerly  end  of  Golden  Gate  Park  an  infiltra- 
tion samp  sknilar  to  that  used  by  the  Park  Commission  for  their 
supply  of  inigfttioD  water.    Tliis  samp  was  made  200  ft  long^  14  ft 
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*ide  and  30  ft.  deep,  Tongiie  and  groove  sheet  piling  was  used  to 
^eep  out  the  surface  water,  while  removable  scrt'cnfi  placed  near  the 
Wtotn  collected  the  water  of  desired  quality.  This  sump  developed 
a  vield  which  indicated  it  could  bo  depended  upon  for  ^50,000  ga!. 
per  <iay,  but  owing  to  the  high  cost  of  coiistrurtion  for  the  output 
secured,  it  was  decided  to  try  sinking  wells,  although  it  was  brought 
to  tli€  notice  of  the  engineers  that  wells  had  been  tried  before  in  that 
territory  and  abandoned  on  account  of  inability  to  keep  out  the  sand. 


Fig.  BT    FmcRATioK  Puist.    Fii.tkr  IIoirsK  is  Forfgboi'sd 

129  The  desperate  situation  justified  taking  a  ehance  and  a  lp«t- 
'ell  iras  bored  just  outside  the  pnrk,  which  was  brought  up  to  ;i 
"Pacity  of  368,000  gal.  per  day  without  encountering  any  difiiciiltv 
*ith  Band,  This  well  was  SO  ft.  deep  with  an  outside  caainj:  20  in. 
'"  diameter  and  an  inside  casing  Ifi  in.  in  diameter.  Both  raalugs 
'S'e  perforated  with  slots  having  1/lfi-in.  openings,  and  the  annular 
■P***  betreen  casings  filled  with  gravel  ranginff  from  rice  to  pea  in 
B»e.  Enconraged  by  the  performance  of  this  well.  4  more  nf  the 
■Die  rice  and  type  were  drilled  in  the  same  vii-inity,  vjirvruj?  in  dppth 
from  TO  to  87  ft. '  The  material  encountered  was  n  fine  hoai'li  sand 
baling  an  effective  size  of  0.18  mm,  and  a  uniformity  coefRcient  of 
1-U.   Tba  Telia  were  all  located  vrithin  an  area  of  l.iO  ft.  .'square,  and 
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it  was  assumed  that  while  one  well  would  probably  yield  260,000  gal. 
per  day  during  the  exposition  period,  mutual  interference  would  bring 
their  combined  capacity  to  about  2%  times  the  capacity  of  one  well, 
or  650,000  gal.  per  day  for  the  five  wells. 

130  Filtration  Plant.  Considering  shallowness  of  the  wells  and 
the  possibility  of  contamination  due  to  the  water  shed  being  inhabited, 
it  was  decided  to  filter  the  water  and  treat  it  with  chlorine  gas. 
Bealizing  that  the  plant  would  probably  end  its  usefulnes  with  the 
Exposition,  a  design  was  adopted  in  which  first  cost  was  the  prime 
consideration.  The  elements  of  the  plant  consist  of  a  measuring 
chamber  into  which  the  water  is  discharged  from  the  wells  and  sump, 
a  raw  water  reservoir  where  the  coagulant  is  introduced,  three  rapid 
sand  filters  and  a  clear  water  reservoir.  A  uniform  flume  type  con- 
struction was  used  for  all  elements,  the  adoption  of  which  simplified 
the  framing,  foundations  and  erection.  A  bulkhead  placed  near  one 
of  the  raw  water  reservoirs  forms  a  measuring  chamber  12  ft.  6  in.  by 
9  ft.  6  in.  by  9  ft.  3  in.  deep.  Two  4:-in.  by  12-in.  submerged  orifices 
are  located  in  this  bulkhead.  The  supply  lines  from  the  sump  and 
wells  discharge  into  this  chamber  and  are  fitted  with  control  valves 
actuated  by  floats  located  in  the  raw  water  reservoir.  A  differential 
gauge  indicates  the  difference  in  levels  between  the  water  surfaces  in 
the  measuring  chamber  and  raw  water  reservoir,  from  which  the  rate 
of  flow  is  determined. 

131  The  raw  water  reservoir  is  64  ft.  long  by  12  ft.  6  in.  wide 
and  8  ft.  deep,  its  size  having  been  determined  by  the  period  of  time 
required  for  coagulation  with  4  filters  operating  at  maximum  rate. 
The  treated  water  flows  from  this  reservoir  to  the  filters  through  a 
2-ft.  by  3-ft.  fiume  located  between  the 'row  of  filters.  The  supply  to 
each  filter  is  controlled  by  a  shear  valve  located  in  the  side  of  the 
flume.  At  the  far  end  of  the  flume  is  an  overflow  weir  which  comes 
into  use  in  case  the  water  level  in  the  raw  water  reservoir  exceeds  the 
predetermined  height. 

132  Three  filters,  each  rated  at  500,000  gal.  per  day  are  in 
operation,  but  space  and  pipe  connections  are  available  for  a  fourth 
unit  should  the  necessity  arise.  The  units  are  14  ft.  8  in.  long,  12  ft. 
6  in.  wide  and  8  ft.  deep.  The  collector  system  employed  is  a  de- 
parture from  the  usual  types  and  has  been  most  successful  in  operation. 
The  design  was  developecl  by  Prof.  Charles  Oilman  Hyde,  and  in 
addition  to  its  effectiveness  has  the  merit  of  low  first  cost.  The  col- 
lector in  each  filter  consists  of  a  header,  rectangular  in  section,  bolted 
to  the  bottom  of  the  filter.     The  effluent  pipe  is  run  through  the 


""ttoni  of  the  filter  to  tho  center  of  the  header  from  which  point  the 
°^et  18  tapered  so  that  the  lose  in  head  is  fairly  noiform  throughout 
ii*  length. 

1S3     Od  the  top  of  the  header,  openingB  are  provided  for  the  3-in. 
'^'pplea  which  make  the  connection  to  the  2i^-in.  lateral  pipe.    These 
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l»t«rab  are  placed  on  fi-in.  centers  and  extend  the  full  width  of  the 
filter.  Holes  5/lS  in.  in  diameter  and  !i  in.  apart  are  located  on  the 
under  side  of  the  laterals.  Tlie  loss  of  head  through  each  of  these 
™»ll  holes  being  the  same,  and  great  as  compared  with  the  losses 
elsewliere,  insures  a  uniform  collection  of  the  effluent.  Coarse  gravel 
'M  placed  in  the  bottom  of  the  filter  to  a  point  3  in.  above  the  laterals, 
'hen  three  layers  of  graded  gravel,  each  3  in.  thick,  followed  by  26  in- 
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of  sand  having  an  effective  size  of  0.35  mm.  and  a  uniform  coefficient 
of  1.6. 

134  The  depth  of  water  over  the  top  of  the  sand  is  30  in.  The 
effluent  flows  from  each  filter  through  an  8-in.  riveted  steel  pipe  to 
the  clear  water  reservoir,  where  an  effluent  controller  of  simple  design 
is  installed.  The  controller  is  set  in  a  compartment  located  within  the 
clear  water  reservoir  with  water  connection  thereto  through  a  sub- 
merged weir.  The  level  of  the  water  in  this  compartment  is  kept  at 
a  constant  height  by  a  float  actuating  the  controller,  which  insures  a 
fairly  constant  rate  of  flow.  Should  the  water  in  the  clear  water 
reservoir  reach  the  overflow  point,  an  auxiliary  float  closes  the  effluent 
controller.  Wooden  floats  are  used  throughout  and  the  simplicity  of 
the  effluent  controller  may  be  realized  by  the  fact  that  three  of  them, 
8  in.  in  size,  cost  less  than  $50  to  make.  All  of  the  measuring  or 
controlling  devices  used  in  this  installation  are  home  made,  and  while 
some  of  the  equipment  may  appear  to  be  crude  it  does  the  work  with 
all  of  the  accuracy  essential  to  operation. 

135  The  washing  of  the  filters  is  done  by  the  reverse  current 
method,  the  water  being  forced  through  the  collector  system  at  a  high 
velocity.  A  10-in.  centrifugal  pump  is  used  for  this  purpose  and  the 
rate  of  washing  is  2-ft.  vertical  rise  per  min.  in  the  filter,  which  is 
equivalent  to  15  gal.  per  min.  per  sq.  ft.  of  sand  surface.  Washing  at 
this  rate  raises  the  sand  bodily  about  12  in.  and  keeps  it  in  motion. 
Two  wooden  V-troughs  in  each  filter  collect  the  wash  water.  No 
appreciable  disturbance  of  the  gravel  has  been  noted  although  no 
means  have  been  provided  to  prevent  it.  It  takes  about  5  min.  to 
wash  a  filter,  the  wash  water  being  applied  for  2  min.  Owing  to  the 
water  being  practically  free  from  turbidity,  it  is  only  necessary  to 
wash  the  filters  every  10  hours. 

136  Clear  Water  Reservoir.  The  clear  water  reservoir  is  96  ft. 
long,  12  ft.  6  in.  wide  and  7  ft.  6  in.  deep  and  holds  60,000  gal.  of 
water.  Prom  the  bottom  of  this  reservoir,  and  located  on  the  side 
directly  opposite  that  on  which  the  effluent  controllers  are  situated, 
three  6-in.  suction  pipes  are  run,  one  to  each  of  the  three  imits  in  the 
main  pumping  plant.  Over  that  part  of  the  reservoir  where  the  con- 
trollers are  installed  is  a  house  which  contains  the  sterilizing  equip- 
ment. 

137  This  equipment  is  the  exhibit  of  the  Electro  Bleaching  Gas 
Company,  of  New  York,  and  consists  of  a  gauge  board,  shut-off  valves, 
gauges  and  a  pressure  reducing  valve.  The  quantity  of  gas  applied  is 
indicated  by  the  position  of  a  small  glass  float  located  within  a  tube. 
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138  The  apparatus  is  easy  of  adjustment  and  does  not  require  a 
skilled  attendant.  In  order  to  keep  a  check  on  the  quantity  of  chlorine 
used,  the  cylinder  in  use  is  kept  on  a  platform  scale,  and  it  has  been 
found  that  the  quantity  determined  from  the  gage  readings  checks 
within  1  per  cent  of  the  weighed  quantity.  The  chlorine  is  applied  at 
the  rate  of  3  lb.  per  1,000,000  gal.  of  water,  and  bacteriological  tests 
have  demonstrated  that  the  water  is  at  all  times  perfectly  safe  for 
drinking  purposes. 

139  Main  Pumping  Plant  The  water  is  taken  from  the  clear 
water  reservoir  and  pumped  to  the  Presidio  reservoir  by  three  5-stage 
6-in.  centrifugal  pumps,  each  rated  at  500  gal.  per  min.  against  a 
pressure  of  220  lb.  These  pumps  are  belt  driven  by  125-h.p.  induction 
motors.  The  pump  house  is  located  alongside  of  and  about  5  ft. 
lower  than  the  clear  water  reservoir  so  that  the  pump  suction  lines 
are  under  a  pressure  head  at  all  times.  The  main  pumps  force  the 
water  through  a  12-in.  main  to  the  Presidio  reservoir,  which  is  19,300 
ft.  from  and  365  ft.  above  the  pumping  plant. 

140  Trouble  with  Wells.  While  no  trouble  has  ever  been  ex- 
perienced with  the  test-well  mentioned  heretofore,  the  other  four  wells 
gave  trouble  from  the  start.  It  is  hard  to  explain  this  difference  as 
the  wells  were  all  of  identical  construction  and  the  formation  en- 
countered was  the  same  for  all.  The  pumps  used  in  these  five  wells 
are  vertical,  3-stage,  centrifugal  pumps,  belt-driven  by  20-h.p.  motors, 
and  operate  at  1400  r.p.m.  against  a  75-ft.  head.  A  foot  valve  was 
placed  below  the  pump,  but  as  it  was  the  cause  of  the  pump  becoming 
choked  with  sand  it  was  discarded  and  a  check  valve  placed  in  the 
discharge  line  from  the  pump.  Each  of  the  wells  in  turn  started  to 
sand  up  as  soon  as  any  considerable  amount  of  water  was  pumped, 
with  the  result  that  the  pump  soon  choked  and  it  became  necessary  to 
withdraw  the  pump  and  sand-pump  the  well. 

141  Although  the  pumps  were  supposed  to  be  adapted  for 
handling  water  containing  sand,  the  bronze  bearing  bushings  were  in 
some  instances  cut  out  with  one  da/s  operation.  This  trouble  was 
largely  overcome  by  discarding  the  tubes  which  enclosed  the  shafting, 
and  using  leather  rings  above  and  below  each  bushing,  securely  fast- 
ened thereto  and  fitting  snugly  on  the  shafting.  By  operating  the 
pumps  at  capacities  between  60  and  100  gal.  per  min.,  depending  upon 
the  well,  continous  flow  could  be  obtained,  but  a  certain  amount  of 
sand  would  be  discharged  and  the  wells  soon  fill  up  with  sand.  In 
order  to  avoid  the  expense  and  delay  incident  to  removing  the  pumps 
and  sand-bailing  the  wells,  an  air  ejector  was  made  which  could  be 
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lowered  into  a  well  without  disturbing  the  pump.  By  this  means  50 
ft.  of  sand  was  taken  out  in  3  hr.,  a  large  part  of  the  time  being 
consumed  in  putting  down  and  removing  the  piping.  The  removal 
of  such  large  quantities  of  sand  soon  caused  the  ground  around  the 
casing  to  cave,  with  resulting  disturbance  to  the  foundations  of  the 
building  and  equipment. 

142  It  became  evident  that  the  wells  as  they  stood  would  never 
give  satisfaction,  and  it  was  decided  that  their  failure  was  due  to  the 
size  of  the  gravel  which  had  been  placed  in  the  annular  space  between 
the  outside  and  inside  casings.  In  the  belief  that  a  suitable  material 
could  be  found  which  would  keep  the  sand  out  and  at  the  same  time 
allow  the  water  to  flow  through  freely,  it  was  decided  to  experiment 
with  various  mixtures  of  sand  and  gravel  and  different  perforations 
for  casings. 

143  Flat  test  plates  8  in.  by  12  in.  were  prepared,  each  having  a 
different  size  of  perforation.  These  were  tested  by  placing  them  in  a 
wooden  frame  box  with  trial  mixtures  of  sand  and  gravel  placed  be- 
tween the  plates.  Above  the  plates  a  quantity  of  the  sand  was  placed 
that  had  been  taken  out  of  the  wells,  and  water  pressure  applied.  The 
flow  of  water  was  measured  by  meter  and  the  pressures  taken  for 
different  rates  of  flow.  The  result  of  these  experiments  was  the 
selection  of  a  naturally  graded  beach  sand  which  had  an  effective  size 
of  0.42  mm.  and  a  imiformity  coeflBcient  of  8.18.  It  was  determined 
that  with  the  use  of  this,  sand  plates  could  be  used  having  a  perfora- 
tion of  1/32  in.  in  width  and  that  the  fine  material  from  the  wells 
would  be  held  back  even  when  the  velocity  through  the  perforations 
was  as  high  as  0.75  ft.  per  sec.  As  the  maximum  velocity  through  the 
perforations  under  operating  conditions  would  never  exceed  0.5  ft. 
per  second,  it  was  considered  safe  to  use  this  material. 

144  As  the  wells,  except  No.  1,  were  not  giving  more  than  half 
the  yield  contemplated,  it  was  decided  to  put  down  additional  wells, 
making  use  of  the  data  which  resulted  from  the  experiments.  The 
contractor's  price  for  the  old  wells  was  $7.50  per  ft.  and  it  appeared 
that  new  wells  could  be  put  down  cheaper  with  the  Exposition's  force 
by  using  a  hydraulic  ejector  instead  of  a  well  driller's  standard  equip- 
ment. The  site  chosen  for  the  trial  well  was  close  to  the  main  pipe 
line  where  water  would  be  available  at  175-lb.  pressure.  The  hydraulic 
ejector  or  sand-pump  was  made  with  standard  fittings  but  had  a  ma- 
chined brass  throat  piece.  The  well  drilling  rig  and  ejector  are  shown 
in  the  illustrations. 

145  In  starting,  the  bottom  section  was  made  up  of  a  5-ft.  length 
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ot  iimer  and  outer  casing,  the  inner  casing  being  tapered  to  the 
diameter  of  the  outer  at  the  bottom  aod  both  riveted  to  a  forged  steel 
shoe.  A  hole  waa  dug  5  ft.  deep  at  which  point  water  was  encountered, 
and  the  bottom  section  set  in  place.  The  hydraulic  ejector  waa  placed 
inade  and  excavated  the  material  down  to  the  shoe.  The  first  15  ft. 
of  casing  went  down  of  its  own  weight  very  rapidly,  but  for  the 
balance  of  the  distance  it  had  to  be  forced  down  by  means  of  the  long 
leret  shown.  The  maximum  force  applied  was  about  5  tons  and  the 
average  rate  of  travel  of  the  casing  was  1,  in.  per  min. 

146    After  25  ft.  of  casing  had  been  placed  it  was  found  that  the 
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wll  was  badly  out  of  line  due  to  the  removal  of  too  much  material 
from  one  side.  The  casing  was  straightened  up  by  putting  a  jet  down 
one  side  and  keeping  a  strain  on  the  top  of  the  casing  by  means  of 
block  and  tackle.  Guides  were  put  on  the  ejector  suction  to  keep  it 
centrally  located  and  no  further  trouble  was  experienced  with  the 
f^g  getting  out  of  line. 

147  It  required  5  days  to  complete  the  well  to  a  depth  of  60  ft. 
The  outer  casing  used  for  this  well  was  22  in.  in  diameter,  No.  12 
gsige  steel,  with  collar  joints,  each  section  being  30  in.  long,  with 
perforationa  1/16  in.  wide  by  1%  in,  long.     The  inner  casing  waa 
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16  in.  ID  diameter,  ot  eimilar  conatruction  but  with  perforatloua  1/32 
in.  wide.  Tlie  area  of  the  perforations  was  estimated  at  0.03£9  aq.  ft. 
per  running  foot  of  pipe.  Perforated  casing  was  used  throughout  the 
depth  of  the  well  except  for  the  bottom  section  and  the  upper  5 
sections.    The  material  need  in  the  annular  apace  between  the  inner 
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and  outer  casings  was  that  determined  by  experiment,  and  waa  put  in 
place  as  the  casing  was  lowered. 

148  The  well,  on  test,  developed  a  capacity  of  200  gal.  per  min. 
without  discharging  sand.  Instead  of  drilling  additional  wells  of  this 
type,  which  would  take  time  and  involve  additional  pumping  equip- 
ment, it  was  decided  to  reconstruct  all  of  the  other  wells,  except  No.  1. 

149  Efforts  to  remove  the  inside  casing  met  with  no  success. 
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Fortunately  the  diameter  of  the  deep  well  pumps  was  such  as  would 
allow  the  placing  of  a  13^^-in.  casing  inside  the  well.  One  of  the 
wells  was  equipped  with  this  size  of  perforated  casing,,  and  the  space 
between  it  and  the  16-in.  casing  was  filled  with  the  same  grade  ma- 
terial as  that  used  in  the  No.  6  well.  The  installation  of  this  casing 
was  a  comparatively  simple  matter  and  required  about  8  hr.  work  for 
an  80-ft.  well.  Tinder  test  the  remodeled  well  operated  continously 
at  a  rate  of  243  gal.  per  min.  and  no  sand  appeared  in  the  discharge. 
The  use  of  the  additional  casing  and  the  sand  increased  the  resistance 
to  the  flow  of  the  water,  and  for  the  same  yield  the  water  surface  had 
to  be  drawn  down  about  30  per  cent  lower  than  before.  The  rest  of 
the  wells  were  reconstructed  in  a  similar  way,  and  have  all  been 
brought  up  to  capacity,  without  trouble  from  sand. 

150  This  subject  has  been  discussed  at  some  length  in  the  belief 
that  it  indicates  the  possibility  of  overcoming  troubles  which  are  quite 
prevalent  where  wells  are  drilled  in  sandy  soil,  by  adopting  the  type 
of  construction  described  and  selecting  a  material  on  the  basis  of 
similar  experiments.  It  was  thought  that  the  fine  sand  from  outside 
the  well  might  eventually  plug  the  voids  in  the  coarse  sand 'between 
the  casings  but  so  far  there  ha^  been  no  evidence  of  this  action. 
Should  plugging  occur  it  would  be  a  simple  matter  to  remove  the 
coarse  sand  from  between  the  casings  by  means  of  a  hydraulic  ejector 
or  air  lift,  and  either  replace  the  sand  with  new  material  or  wash  the 
fine  material  out  of  the  old  sand. 

161  Wells  in  the  Exposition  Grounds,  In  October,  1913,  three 
wells  were  sunk  in  the  grounds,  each  of  which  produced  a  yield  of 
from  50  to  150  gal.  per  min.  The  water  exhibited  turbidity  at  times 
and  the  performance  of  the  wells  was  not  generally  satisfactory,  and 
they  were  abandoned  as  soon  as  the  Golden  Gate  supply  was  brought 
in.  These  wells  were  of  considerable  use  during  the  construction 
period  and  helped  out  during  the  shortage  of  water  around  opening 
day.  Owing  to  the  cost  of  operating  the  wells  and  their  small  output, 
together  with  the  questionable  character  of  the  water  from  a  sanitary 
viewpoint,  these  wells  are  no  longer  used  except  for  filling  pools. 

152  Spring  Valley  Supply,  The  only  water  taken  from  the 
Spring  Valley  Water  Company  at  present  is  for  the  Fisheries  exhibits 
and  to  supply  an  occasional  shortage  of  water.  On  opening  day, 
owing  to  the  large  amount  of  water  which  had  been  used  for  filling 
pools  and  fountains  and  that  used  incident  to  cleaning  up  the  Grounds, 
there  was  a  temporary  shortage  of  water,  and  to  meet  this  critical 
condition  the  Exposition  made  connection  to  the  fire  hydrants  outside 
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of  the  Exposition  grounds  and  pumped  water  from  the  Spring  Valley 
system  into  the  Exposition's  mains,  and  obtained  further  relief  by 
making  a  connection  to  the  City^s  high  pressure  system.  This  situa- 
tion continued  off  and  on  for  several  days  until  the  Presidio  reservoir 
was  replenished  by  the  output  from  Lobos  Creek.  In  this  connection 
it  should  be  said  that,  had  the  Golden  Gate  Park  System  been  com- 
pleted on  opening  day,  no  such  shortage  would  have  occurred. 

153  Amounts  of  Water  Used.  Below  is  given  a  table  showing 
the  quantities  of  water  used  and  the  sources  of  supply  from  Feb.  20th 
to  July  31st,  inclusive: 


Month 

Feb.  20-28 

March 

April 

May 

June 

July 


Government 

Park 

Spring  Val- 

Zone 

water 

water 

ley  water 

wells 

723,937 

226.775 

204.000 

733.623 

347,290 

106,990 

34.703 

724.270 

591.760 

29.593 

•   •  -   • 

612.887 

664.636 

19.116 

■   •  *    • 

473,067 

1.067,730 

64,910 

•    •  ■   • 

308.460 

1.060.004 

138.696 

i 

Total 
(sal.) 


1,337.600 
1,228.966 
1.346.617 
1.206.636 
1.686.604 
1.697.260 


154  It  will  be  noted  that  the  supply  obtained  from  the  Presidio 
fell  far  short  of  the  estimated  amount,  800,000  gal.  per  day,  and  that 
the  Golden  Gate  Park  supply  has  been  increased  materially  over  the 
assumed  yield  of  1,000,000  gal.  per  day.  Additional  wells  in  the 
vicinity  of  the  park  are  being  developed  which  will  probably  contribute 
500,000  gal.  per  day  to  care  for  the  increased  consumption  to  be  ex- 
pected in  August  and  September,  and  offset  a  possible  decrease  in  the 
yield  of  the  old  wells. 

155  The  maximum  draft  noted  at  any  time  shows  that  water 
was  being  used  for  short  periods  at  the  rate  of  4,^0,000  gal.  per  day. 
On  average  week  days  60  per  cent  of  the  total  consumption  is  used 
between  the  hours  of  8.00  a.  m.  and  4.00  p.  m.,  and  on  Sundays,  (when 
there  is  no  irrigation)  about  47  per  cent  during  these  hours. 

156  Cost  of  Water,  The  cost  of  water  per  1000  gal.  from  the 
Golden  Gate  Park  plant  is  1.517  cents  for  pumping  from  the  deep 
wells  to  the  filters,  0.974  cents  for  filtering  and  treating  with  chlorine, 
and  3.935  cents  for  pumping  to  the  Presidio  reservoir,  making  a  total 
cost  of  6.426  cents  per  1000  gal.  delivered  in  storage.  These  costs 
cover  operation  and  maintenance  only.  The  water  obtained  from  the 
Presidio  is  sold  to  the  Exposition  for  7i/^  cents  per  1000  gal.,  while 
that  taken  from  the  Spring  Valley  Company  averages  19^^  cents  per 
1000  gal. 

167    Quality  of  Water,    Tests  of  the  water  from  Golden  Gate 
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Park  are  made  weekly  by  the  Federal  Laboratory  and  in  no  instance 
has  the  treated  water  failed  to  meet  the  U.  S.  Government  require- 
ments for  potable  water.    The  following  is  a  representative  test : 

Raw  Water Gas  in  10  c.c,  colon  types 

count,  100  per  c.c. 

Effluent Gas  in  none  of  the  specimens, 

count,  12  per  c.c. 

158  Construction  Costs.  The  filtration  plant,  including  the  pump 
houses  for  the  main  pumps  and  wells,  together  with  the  pipe  line  to  the 
wells,  cost  $14,575.  The  cost  of  the  first  five  wells  was  $3,075  and  that 
of  the  No.  6  well  $255.  The  cost  of  the  sump  was  $14,979.  The  pumps, 
which  included  three  5-stage  main  pumps,  one  4-in.  vertical  centri- 
fugal sump  pimip,  five  6-in.  deep  well  pumps,  and  one  10-in.  wash 
water  pump,  cost  $4,962.  The  electrical  equipment  was  rented.  The 
cost  of  the  pipe  line  from  the  pumping  plant  to  the  Presidio  reservoir, 
and  from  the  Presidio  reservoir  to  the  Exposition  grounds,  was 
$37,150.  The  total  expenditure  to  develop  a  water  supply  and  deliver 
it  to  the  exposition  grounds  was  $77,000. 

159  Distribution  System,  Converse  pipe  was  adopted  for  the 
domestic  water  distribution  system,  on  account  of  its  low  initial  cost 
and  high  salvage  value.  Approximately  59,000  ft.  of  this  pipe  was 
laid  in  4-in.,  6-in.,  8-in.  and  10-in.  sizes,  amounting  to  about  850  tons. 
All  pipe  was  dipped  locally  and  all  valves  and  fittings  protected  by 
^0  coats  of  paint  having  an  asphaltum  base. 

160  Mains  were  run  in  all  important  roadways  and  courts.  Each 
^bit  building  had  a  ring  main  installed  about  50  ft.  inside  the 
hnilding  perimeter  which  was  fed  from  each  side  of  the  building  by 
4-in.  service  pipes.  In  most  of  the  buildings  the  mains  were  suspended 
from  the  floor  joists,  but  in  the  Palace  of  Machinery  they  were  run 
overhead  in  the  bracing  trusses.  Connections  to  consumers  were 
Diade  to  the  ring  mains  in  the  buildings,  and  in  other  locations  the 
services  were  run  to  the  street  mains.  All  water  sold  is  metered  and 
the  charges  range  from  30  cents  per  100  cu.  ft.  for  amounts  used  per 
nionth  up  to  5000  cu.  ft.,  to  11  cents  per  100  cu.  ft.  for  a  consumption 
of  80,000  cu.  ft.  or  more  per  month. 

161  In  order  to  reduce  the  demand  on  the  domestic  water  supply, 
salt  water  is  used  in  the  Palace  of  Machinery  for  cooling  purposes 
^d  at  the  Race  Track  for  sprinkling. 
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TELEPHONE  SYSTEM 

162  One  of  the  important  activities  of  the  Exposition  is  the 
operation  of  the  telephone  system  within  the  grounds.  An  arrange- 
ment was  made  with  the  local  telephone  company,  whereby  the  neces- 
sary equipment  was  rented  to  the  Exposition  and  the  latter  installed 
the  distribution  system.  An  18-position  switchboard  was  installed 
in  the  Food  Products  building,  at  which  point  the  trunk  lines  from 
the  local  company  were  terminated.  In  laying  out  the  distribution 
system,  the  grounds  were  divided  into  sections  and  cables  run  to  the 
approximate  center  of  each.  Cross  connection  boxes  were  installed 
at  these  points,  from  which  feeder  cables  were  run  where  required. 
The  conduit  system  installed  for  the  electric  distribution  was  also 
used  for  the  undergroimd  telephone  cables. 

163  In  the  buildings  twisted  pairs  were  run  in  rings  along  roof 
trusses  or  under  the  floors,  while  in  the  Zone  district  the  subscribers 
were  connected  to  a  cable  fastened  to  the  fences  in  the  rear  of  the 
concessions.  In  the  States  and  Foreign  sites  cables  were  run  to  a  few 
of  the  large  buildings,  and  feeder  cables  from  these  points  to  other 
buildings.  The  underground  distribution  system  required  the  instal- 
lation of  47,700  ft.  of  cable  (9,474,800  ft.  of  wire),  of  which  4500 
ft.  was  400-pair  cable..  Over  1,100,000  ft.  of  duplex  wire  was  used  in 
the  overhead  distribution. 

164  With  the  view  of  facilitating  the  work  of  the  exposition's 
forces,  private  branch  exchanges  were  installed  in  a  number  of  the 
large  departments.  These  exchanges  had  interconnecting  lines  in 
addition  to  direct  lines  to  the  main  board  and  to  one  of  the  exchanges 
of  the  telephone  company,  the  latter  line  being  used  only  for  outgoing 
calls.  Fifteen  attended  pay  stations  with  100  booths  were  installed, 
one  in  each  of  the  main  buildings,  three  on  the  Zone  and  two  at  the 
entrances.  These  were  later  changed  to  non-attended  stations  as  the 
income  did  not  warrant  the  expense  of  attendants. 

165  In  addition  to  the  foregoing,  53  telephones  with  coin  col- 
lectors were  installed  at  convenient  points  around  the  grounds.  The 
Exposition  installed  732  telephones  for  its  own  use  and  1244  for  the 
needs  of  its  subscribefs  and  pay  stations.  Subscribers  are  charged  on 
the  basis  of  the  equipment  required,  the  charge  for  a  1-party  station 
being  $6  per  month.  All  services  are  metered  and  the  rates  for 
calls  terminating  within  the  City  vary  from  5  cents  to  3^  cents  each, 
depending  upon  the  number  used  in  any  one  month. 

166  No  one  element  of  the  organization  contributed  more  to  the 
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snccessfnl  opening  of  the  Exposition  on  time  than  did  the  telephone 
department.  The  demands  npon  the  telephone  system  aroimd  opening 
day  were  unprecedented,  the  number  of  calls  handled  per  day  reaching 
49,500. 

167  The  satisfactory  service  rendered  was  due  largely  to  the  in- 
stallation of  an  adequate  plant  and  a  flexible  distribution  system,  to 
the  cooperation  of  the  local  telephone  company  in  handling  traffic  and 
to  the  employes  recruited  from  the  telephone  company  and  selected 
for  their  special  fitness.  The  full  operating  crew  was  trained  for  a 
month  in  advance  of  opening  day  so  they  were  thoroughly  familiar 
with  the  plant  when  the  peak  load  came. 

CONCLUSION 

168  The  president  of  the  Exposition,  Mr.  Chas.  C.  Moore,  has  been 
identified  with  many  successful  engineering  enterprises,  and  when  he 
undertook  the  responsibility  of  this  great  project  selected  an  engineer 
for  the  position  of  Director  of  Works.  At  previous  expositions  the 
director  of  works  had  always  been  an  architect,  and  there  was  much 
criticism  over  the  appointment  of  an  engineer  for  this  position,  but 
the  choice  has  been  fully  justified  by  the  artistic  results  obtained  and 
the  completion  of  the  Exposition  on  time  and  within  the  amount 
appropriated,  a  performance  not  usually  associated  with  the  con- 
struction of  expositions  or  other  monumental  groups  of  buildings. 
There  was  some  fear  that  with  engineers  in  charge,  whose  eflforts  might 
^  expected  to  be  in  the  direction  of  keeping  the  costs  within  the 
allowances,  there  would  be  decisions  which  would  seriously  affect  the 
aesthetic  value  of  the  various  decorative  features,  and  would  stifle  the 
zeal  of  the  architects,  sculptors  and  artists.  But  while  the  designers 
had  their  heads  in  the  air,  the  engineers  had  their  feet  on  the  ground 
^^ud  many  features  were  changed  or  eliminated  to  keep  the  ex- 
penditures within  limits.  These  changes  were  made  without  friction, 
*8  the  engineers  were  appreciative  of  the^  efforts  of  the  architects, 
^ptors  and  artists  and  thereby  secured  their  assistance  toward  the 
desired  end. 

169  The  Exposition  engineers  have  had  an  unusual  opportunity  not 
oiily  to  carry  out  their  ideas  in  matters  of  construction,  but  to  manage 
the  operation  of  a  great  enterprise.  Investigation  will  show,  in  this 
instance,  the  versatility  of  the  engineer  and  his  fitness  by  training  and 
temperament  to  analyze  a  situation  and  to  foresee  difficulties  and 
proTide  against  thetn. 
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MECHANICAL   ENGINEERING   AT   THE 
PANAMA-PACIFIC  INTERNATIONAL 

EXPOSITION 

By  George  W.  Dickie,  San  Prancisco,  Cal. 
Vice-President  of  the  Society 

Before  taking  up  the  subject  of  this  paper,  I  would  like  to  say 
something  regarding  the  Exposition  itself.  It  would  be  impossible 
to  portray,  either  by  word  or  illustration,  an  adequate  conception  of 
the  wonderful  external  beauty  of  this,  especially  when  seen  by  any  of 
the  varied  effects  of  light  and  shade  so  common  to  the  gateway  be- 
tween the  ocean  and  the  great  Bay  of  San  Prancisco.  It  may  always 
remain  a  doubtful  point  whether  this  "city'*  of  many  colors  which  stood 
for  one  year  by  the  Golden  Gate  appeared  more  beautiful  when 
emerging  from  the  mist  of  early  morning  in  all  its  dazzling  wealth 
of  color;  when  standing  in  all  its  richness  of  detail  under  the  cloud- 
less mid-day  sky ;  or  when  fading  away  in  the  twilight  to  burst  into 
new  and  brighter  splendor  under  a  deluge  of  electric  beams  of  light 
^ith  new  and  wonderful  effects  from  tinted  towers  and  domes.  From 
the  hills  which  form  the  background  of  this  wonderful  creation,  the 
scene  is  that  of  an  ever-shifting  panorama,  the  view  from  each  point 
being  a  picture  in  itself. 

2  Those  who  have  been  fortunate  enough  to  see  only  for  a  day 
or  two  this  wonderful  exposition  of  the  sculptor^s  art,  the  architect's 
^^CQce  and  the  builder's  skill,  will  never  forget  the  charm  of  its 
setting;  while  those  of  us  who  have  seen  it  through  all  the  changing 
seasons  of  a  California  year,  taking  on  new  glories  with  the  changing 
Wossoms  of  the  flowers  out  of  which  it  springs,  will  find  our  thoughts 
taking  new  and  better  forms  from  this  experience  on  through  all  the 
thinking  days  of  our  lives. 

3  In  some  respects  the  Panama-Pacific  International  Exposition 
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is  not  equal  to  some  of  the  great  international  exhibitions  of  the  past, 
yet  it  shows  very  clearly  the  changes  which  have  taken  place  during 
the  past  Z2  years,  or  since  the  Columbian  Exposition,  particularly  in 
mechanical  engineering.  At  the  lake  front  of  the  Chicago  Exposition, 
there  was  a  full-sized  model  of  the  first  three  battleships  then  building 
for  the  U.  S.  Navy.  This  model  was  built  of  bricks  and  concrete  on 
piles  and  in  it  the  Navy  Department  had  a  very  instructive  exhibit. 
Today  the  actual  battleship,  thus  portrayed  on  Lake  Michigan,  lies 
in  front  of  our  Exposition  as  an  illustration  of  a  type  now  passing 
away,  but  with  a  twenty  years*  history  to  think  of,  of  which  the  model 
on  the  lake  shore  gave  no  intimation. 

4  The  first  thing  that  the  mechanical  engineer  observes  on  enter- 
ing the  Palace  of  Machinery  at  the  Panama-Pacific  International  Ex- 
position is  the  entire  absence  of  the  steam  engine.  There  is  not  a 
steam  engine  of  any  kind  in  operation,  nor  a  steam  boiler  under  steam. 
This  is  the  first  international  exposition  where  the  steam  engine,  as  a 
prime  mover,  has  been  so  conspicuous  by  its  absence.  On  first  thought 
the  engineer  might  take  this  as  evidence  that  the  steam  engine,  after 
a  century  or  more  of  development  and  a  service  to  industry  beyond 
reckoning,  had  suddenly  reached  a  stage  of  innocuous  desuetude  and 
had  ceased  to  rank  as  the  greatest  machine  that  the  mechanical  arts 
had  produced.  On  second  thought,  however,  he  would  have  to  admit 
that,  of  all  the  power  developed  by  the  combustion  of  fuel,  more  than 
90  per  cent  is  developed  in  the  cylinders  of  steam  engines  or  the 
rotors  of  steam  turbines.  His  third  thought  would  probably  bring 
him  to  the  conclusion  that  the  steam  engine,  in  all  its  varied  forms, 
has  reached  that  stage  of  development  when  no  striking  improvements 
can  be  looked  for;  in  fact,  the  steam  engine  has  in  a  sense  reached 
its  prime,  and  may  be  expected  to  continue  doing  a  large  proportion 
of  the  work  rendered  possible  by  the  combustion  of  fuel,  either  liquid 
or  solid.  While  the  steam  engine  was  advancing  to  the  place  it  now 
occupies  and  many  improvements  were  being  made,  the  builder  with 
something  new,  something  that  he  considered  an  advance,  was  ready 
to  show  his  best  work  at  an  exposition.  This  great  prime  mover  has 
now  reached  maturity,  and  will  only  take  second  place  when  the  in- 
ternal combustion  engine  has  reached  such  a  robust  maturity  as  to 
enable  it  to  do  on  a  much  smaller  diet  what  our  great  steam  engines 
are  doing. 

5  The  fact  that  California  is  a  great  fuel  oil  producing  state  may 
be  one  reason  why  the  steam  engine  forms  no  part  of  the  machinery 
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eihibits ;  yet  the  great  bulk  of  California  oil  used  for  fuel  is  con- 
sumed under  steam  boilers.  There  is  an  impression  among  engineers, 
and  especially  among  the  younger  members  of  the  profession,  that 
the  steam  engine  is  nearing  the  close  of  a  great  career,  and  on  that 
Bcconnt  is  too  old  a  thing  to  attract  much  attention  at  an  exposition. 
6  The  separate  generator  and  the  separate  condenser,  the  crown- 
ing achievements  in  the  early  days  of  steam  engines,  are,  in  these 
days  of  quick  reti:nis,  considered  antiquated;  and,  acting  on  the 
principle  that  there  is  no  time  to  be  lost  in  dealing  with  heat,  we  are 
DOT  advised  to  burn  our  fuel  as  rapidly  as  possible  in  the  engine 


^.  3    Statio.vary  Gas  Engine  ExmuiTtD  or  Western  Gas  Engine  CoB' 
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cylinder,  to  get  the  power  out  of  it  instantly  and  let  it  go — hence  the 
internal  combustion  engine. 

7  There  is  quite  a  large  display  of  gns  engines  in  the  Palace  of 
Machinery,  the  Transportation  Palace,  and  the  Palace  of  Agriculture. 
These  engines  may  be  classed  as ; 

8  (a)  Marine  engines.  Olio  type,  cotu<lnnt  volume  class,  for 
diatSllate  fuels  such  as  gasoline  and  kerosene.  In  this  class  there  ore 
Bonie  fine  exlubits,  such  as  tiio  Standard  Gas  Engine  Company's  ex- 
bibit,  showing  a  "-ood  Jine  of  weU  designed  and  carciuUy  ^w^A^wi. 
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engines  from  100  h.p.  down  to  small  sizes.  The  Union  gas  engine, 
shown  cut  open  to  illustrate  the  movements  of  piston  and  valve  gear, 
is  a  fine  type  of  marine  gas  engine.  The  Gas  Engine  and  Power  Co. 
and  C.  L.  Seabury  Company  show  interesting  examples  of  engines. 

9  The  Van  Blerck  Motor  Co.  exhibit  some  handsome  engines 
of  attractive  design,  which  present  new  features.  The  Imperial  Gas 
Engine  Co.  have  an  attractive  exhibit  of  substantial-looking  engines; 
while  others  in  the  same  class,  such  as  the  Buffalo  Gasoline  Motor 
Co.,  the  Wisconsin  Machinery  and  Manufacturing  Co.,  the  Loew- 
Victor  Engine  Co.  and  the  Waterman  Marine  Co.  are  all  well  worthy 
of  study.  This  type  of  marine  gas  engine  is  well  represented  at  the 
Exposition. 

10  (h)  Marine  engines.  Otto  type,  constant  volume  class,  with 
injection  for  heavy  oils.  Of  this  type  there  is  but  one  example,  that 
of  August  Mietz.    It  is  a  well  designed  and  strongly  built  engine. 

11  (c)  Marine  Diesel  oil  engines.  In  this  class  there  are  two 
exhibits — that  of  the  New  London  Ship  and  Engine  Co.  and  that  of 
the  Fulton  Manufacturing  Co.  The  first-named  works  under  a  load 
of  about  80  per  cent  of  full  power,  the  normal  power  being  200  horse- 
power. These  engines  illustrate  the  present  state  of  the  art  in  Diesel 
engines  of  moderate  power. 

Ii2  (d)  Stationary  engines.  Otto  type,  constant  volume  cUuB, 
for  distillate  fuels  such  as  gasoline  and  kerosene.  Of  this  class  a  great 
variety  is  shown,  suitable  for  a  wide  range  of  work.  Mention  might 
be  made  of  the  exhibit  of  the  International  Harvester  Co.,  which  shows 
these  engines  designed  for  all  purposes  to  which  motors  can  be  applied 
on  the  farm  and  all  other  rural  work.  There  is  a  rich  field  in  this 
exhibit,  which  gives  information  as  to  the  best  way  to  hitch  up  a  gas 
engine  to  almost  any  kind  of  work. 

13  The  Western  Gas  Engine  Corporation  exhibits  stationary 
gas  engines  which  present  some  features  worthy  of  study.  These 
engines  have  an  unusually  long  stroke  for  gas  engines,  and  were  the 
first  to  introduce  water  into  the  carburetor.  The  valve  gear  is  very 
simple,  with  free-moving  parts  operated  by  a  rod  from  a  single 
eccentric. 

14  The  Doak  Gas  Engine  Co.  and  the  Bessemer  Gas  Engine  Co. 
show  some  good  work  under  tliis  class.  The  Standard  Gas  Engine 
Co.'s  exhibit  is  also  well  worthy  of  attention. 

15  (e)  Stationary  engines,  Otto  type,  constant  volume  class, 
with  injection  for  heavy  oils.    Under  this  ty])e  some  very  good  exhibits 
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ire  shown,  ootably  those  by  August  Mietz  and  the  BcBaemer  Gas 
Enfine  Co. 

16  (/)  Stationary  engines,  Otto  type,  constant  volume  class, 
forgueooB  fuels.  In  this  class  there  are  two  exhibitors,  the  Standard 
Gas  Engine  Co.  and  the  Western  Gas  Engine  Corporation.  As  the 
imngementB  of  valve  gear,  etc.,  of  these  engines  are  quite  different 
in  design  and  function,  they  offer  a  good  opportunity  for  comparison. 

17  {g)     StatioTUiTt/  Diesel  oil  engines.    In  this  class  there  are 


.  Diesel  Enoisb 


two  eihibitors,  the  Tlusch-Sulzer  Bros.  Dicso!  Engine  Co.  and  the 
Mclnt^h  and  Seymour  Corporation.  Both  sliow  fine  examples  of 
vertical  engines  of  500  h.p.  each  and  both  illustrate  the  best  that 
these  makers  produce.  Each  engine  is  operating  with  Star  distillate, 
"hich  is  probably  the  nearest  to  California  crude  oil  with  which  it 
f  Bafc  to  work  these  engines.     {Tt  is  expected  that  an  exhaustive 
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test  will  be  made  of  these  two  engines  to  determine  which  should 
recciTe  the  highest  award.) 

18  On  the  whole,  the  exhibit  of  gas  and  oil  internal  combustion 
engines  is  complete  and  illustrative  of  the  present  condition  of- the  art, 
and  the  mechanical  engineer  interested  in  this  form  of  prime  mover 
finds  a  rich  field  for  study  at  this  Exposition. 

19  In  the  special  types  of  gas  engines  or  motors  shown  in  the 
Transportation  building,  a  large  and  varied  display  illustrating  their 
application  to  automobiles,  motor  trucks  and  motor  cycles,  gives  ample 
opportunity  for  study  in  this  interesting  field.  The  beautiful  work- 
manship on  many  of  these  show  the  taste  and  skill  that  has  been 
brought  to  bear  upon  the  development  of  this  immense  industry. 

20  California  is  not  only  rich  in  liquid  fuel,  making  it  an  ideal 
home  for  the  internal  combustion  engine,  but  the  whole  Pacific  Coast 
is  a  land  of  liquid  power,  ready  to  be  used  without  the  necessity  of 
burning  anything  to  produce  it.  The  winter  snows  on  the  high 
Sierras  and  other  mountain  ranges  forming  the  eastern  boundary  of 
the  Pacific  slope  is  the  source  of  this  vast  accumulation  of  stored-up 
energy,  which,  in  the  past  thirty  years  or  so,  has  been  more  and  more 
converted  into  electrical  energy  and  carried  for  hundreds  of  miles  to 
the  points  where  it  is  needed,  to  operate  factories  and  street  cars,  light 
cities,  warm  houses  and  cook  food. 

21  It  would  be  surprising,  indeed,  should  there  be  nothing  in 
this  Exposition  which  is  more  of  an  electrical  display  than  any  of  its 
predecessors,  and  that  would  give  the  engineer  an  adequate  conception 
of  how  the  snows  of  the  mountains  were  utilized  in  furnishing  light, 
heat  and  power  to  the  people  who  live  in  the- valleys  and  on  the  plains 
below.  It  is  not  surprising,  therefore,  that  the  most  impressive  exhibit 
in  the  Machinery  Palace  should  be  that  of  the  Pclton  Water  Wheel  Co. 
The  writer  felt  his  inability  to  do  justice  to  this  splendid  example  and 
a.sked  help  from  W.  A.  Doble,  chief  engineer  of  the  Pclton  Water  Wheel 
Co.  and  the  designer  of  much  of  the  display  made,  who  kindly 
furnished  a  description  from  which  the  following  is  taken : 

22  Hydraulic  machinery  has  played  such  an  important  role  in 
the  development  of  the  West,  that  one's  expectations  are  raised 
quite  high.  The  exhibit  of  the  Pelton  Water  Wlieol  Co.,  covering 
every  phase  of  rotative  hydraulics  and  hydraulic  control,  can  be 
divided  ipto  two  parts:    Operatmg  division,  and  display  division. 

23  It  being  impossible  to  secure  water,  (nther  in  sufTicient  quan- 
tity or  imder  pressure  desirable  for  driving  liydraulic  prime  movers, 
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an  efEective  combination  of  turbine  punips^  drawing  water  from  a 
common  sump^  and  discharging,  through  control  devices  and  pipe  lines 
of  the  types  customarily  employed  in  hydroelectric  practice,  into 
water  wheels  of  both  the  tangential  and  turbine  types  using  the  sump 
as  a  iafl  race,  has  been  worked  out. 
24    The  operating  division  consists  of  two  sections : 

a  A  high  head  pumping  project  combined  with  a  high  head 
hydroelectric  development  where  water  economy  is  im- 
portant, and  employing  tangential  water  wheels. 
b  A  deep  well  pumping  project  combined  with  a  medium  head 
hydroelectric  development,  employing  mixed  flow  turbines. 
85    The  high  head  pumping  plant  consists  of  a  Pelton-Doble 
turbine  pump,  driven  through  a  flexible  coupling  and  herringbone 
spted-increasing  gears  by  an  internal  combustion  engine.    The  high 
speed  shaft  of  these  gears  turns  at  1800  r.p.m.,  the  cfliciency  of 
tranmnismon  at  full  rated  load  of  150  h.p.  being  in  excess  of  98  per 
oent 

26  The  engine  is  a  6-cylinder  vertical  type,  developing  180  h.p. 
at  350  r.p.m.  It  uses  heavy  oil  up  to  18  dog.  Beaume  for  fuel  and 
operates  on  the  4-8troke  cycle  with  maximum  compression  not  ex- 
ceeding 460  lb.  per  sq.  in.  No  ignition  difficiultics  are  experienced 
^ih  this  low  compression. 

27  The  pump  is  a  single  stage  uni-diflusion  type,  having  a  ca- 
pacity of  1100  gal.  per  min.  against  a  head  of  300  ft.  The  impeller, 
of  the  closed  non-overload  type,  hydraulic-balanced  and  made  of 
IffoiBei  18  overhung.  The  discharge  line,  after  passing  through  an 
8  and  6-in.  venturi  ring,  connects  to  a  Pelton-Doble  tangential  unit, 
Mted  at  100  h.p.  under  300  ft.  head  and  operating  at  300  r.p.m. 
This  unit  is  of  the  single  overhung,  two-bearing  type,  with  the 
armature  of  a  75-lrw.,  250-volt  engine-type  direct  current  generator 
owned  between  the  bearings,  and  a  flywheel  overhung  on  the  shaft 
end  opposite  the  tangential  runiier. 

28  The  entire  unit  is  mounted  on  a  high  pedestal  sub-base,  fltted 
at  the  water  wheel  end  with  a  large  window,  which  permits  examina- 
tion of  the  jet  and  bucket  action. 

29  The  water  wheel  disc  is  steel,  with  ellipsoidal  bronze  buckets, 
saddle-mounted.  Water  from  the  high-pressure  pump  is  applied 
through  a  needle  nozzle,  governing  b('in«j;  accomplished  by  an  oil 
pressure  type  governor  mounted  on  the  nozzle  casting,  and  actuating 
the  needle  directly  through  suitable  link  and  rockshaft  connections. 
An  auiiliary  relief  needle  nozzle  avoids  excessive  pressure  rise  in  the 
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pipe  line  and  miniinizes  water  waste  during  gOTemiug  cycle.    '. 
needle  of  this  nozzle  is  connected  to  a  spring-controlled  oil  c^lini 


300    Ft.    Head,     Prt. 


known  as  the  cascade  cylinder.    Ports,  mljiistable  from  the  outsidi 
the  cylinder,  determine  the  time  element  of  piston  travel.    The  « 
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link  ind  lockshaft  system  that  actuates  the  main  needle  nozzle  is 
connected  to  the  piston  of  the  cascade  cylinder,  the  relative  motion 
(ind  thus  the  nozzle  area)  being  equal  and  opposite  in  direction  when 
the  time  element  of  the  cascade  cylinder  is  zero.  With  this  setting, 
the  iniilJaTy  nozzle  merely  acts  as  a  synchronous  bypass,  and  the 
nter  quantity  ie  constant.  Where  water  economy  is  of  importance, 
the  time  element  of  the  cascade  cylinder  is  go  adjusted  that  a  rate  of 
doting  of  tlie  main  needle  which  does  oot  raise  the  surge  pressure  to 
idugenna  point  will  not  open  the  au.xiliary  needle.  Higher  closing 
nte  ofOB  tbe  auxiliary  needle,  which  is  then  returned  to  closed 
positian  by  t^  compression  springs  of  the  cylinder  mounting  at  a 
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nte  that  vill  not  cause  dangerous  surge  pressures-  This  is  tbe 
position  of  maximum  economy.  A  baffle  plate,  employing  the  vortex 
principle  is  set  in  the  casing  and  receives  the  impact  of  the  relief 
rtmm,  quenching  its  energy. 

30  The  deep  well  pumping  plant  consists  of  a  Pelton-Doble  bore- 
al type  turbine  pump,  with  a  capacity  of  4500  pil.  per  miu.  against 
>  head  of  60  ft.  and  driven  at  ITSO  r.p.m.  by  a  ven  ical  motor  mounted 
on  the  pamp  pedestal.  The  maximum  diamctiT  of  tlio  piunp  is  22^^ 
I!, permitting  its  easy  entrance  into  a  24-in.  bored  well. 

31  The  discharge  orifice  has  a  dinmcU'r  of  11  in.,  and  has. 
holted  directly  to  it,  a  riveted  steel  pipe  Iiii<>  which  leads  to  a  Pelton- 
nassi  tnrbine.     A  venturi  ring,  18  iu.  in  diameter,  is  set  in  this 
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line.  This  unit  operates  under  a  head  of  50  ft.  and  develops  60 
b.p.  at  1400  r.pjm.,  an  unusually  high  specific  speed.  The  runner 
is  balanced  and  is  of  the  Francis  type.  The  wicket  gates  are  controlled 
by  a  self-contained  governor,  which  actuates  a  water  economizing  cas- 
cade relief  valve  as  well.  The  principle  of  operation  is  the  same  as  the 
governor  employed  with  the  tangential  unit,  except  tfiat  an  oil  reservoir 
and  belt  driven  pump  are  placed  in  the  governor  base. 

32  The  entire  operating  division  is  arranged  for  laboratory  in- 
vestigations, and  more  than  800  tests  have  been  conducted  by  inde- 
pendent engineers  and  the  staflE  of  the  Pel  ton  Water  Wheel  Co.-  During 
the  autumn  semester  of  the  local  universities,  1915,  additional  tests 
will  be  conducted  by  senior  students  of  the  engineering  departments. 

33  The  display  division  may  be  divided  into  four  sections: 
Francis  turbines,  tangential,  governor  and  miscellaneous. 

34  The  central  feature  of  the  entire  exhibit  is  a  Pelton-Doble 
single,  overhung-runner,  single-discharge  turbine,  rated  at  20,000  h.p. 
under  500  ft.  head,  at  360  r.p.m.  The  entrance  valve,  casing,  draft 
tube  and  governor  are  assembled  complete ;  the  runner,  of  bronze  with 
steel  hub  and  forged  wearing  rings,  and  fitted  with  leakage  evacuators, 
is  displayed  on  a  separate  pedestal.  The  main  valve,  of  the  butterfly 
type,  is  66  in.  internal  diameter,  with  body  of  annealed  cast  steel. 

35  The  tangential  section  may  be  divided  into  two  groups: 
Hydroelectric  prime  movers  and  water  motors. 

36  Two  runners,  each  rated  at  10,000  h.p.  under  1350  ft.  head  at 
360  r.p.m.,  are  displayed.  These  are  of  the  chain  connected  type, 
with  ellipsoidal  cast  steel  buckets.  The  jets  for  these  units  are  7  in. 
diameter,  and  are  projected  from  deflecting  needle  nozzles  with  motor 
operated  manual  controlled  needles  and  governor  controlled  deflection. 
One  of  these  nozzles,  assembled  complete  with  motor,  and  three  needles, 
pedestal  mounted,  are  displayed.  A  single  bucket  of  the  chain  con- 
nected type,  taken  from  a  wheel  rated  at  14,000  h.p.  under  870  ft. 
head  at  200  r.p.m.,  is  also  displayed.  A  number  of  water  motors  of 
standard  and  special  design  complete  the  tangential  section. 

37  In  the  governor  section  are  displayed  a  group  of  self-contained 
oil  pressure  type  governors,  of  5000  ft-lb.  drawbar  effort,  and,  in  con- 
junction with  a  standard  mounted  tangential  unit,  an  enclosed  type 
of  oil  pressure  governor  having  a  drawbar  effort  of  80  lb. 

38  The  miscellaneous  section  includes  a  display  of  hydraulic 
giants  of  the  t^'pes  employed  in  placer  mining  and  hydraulic  fill  con- 
struction. 

39  The  exhibits  of  machine  tools  are  not  very  numerous  and,  out- 
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link  utd  rocksfaaft  Bj^tem  that  actuates  the  maiu  needle  nozzle  is 
connected  to  the  piston  of  the  cascade  cylinder,  the  relative  motion 
(and  thus  the  nozzle  area)  being  equal  and  opposite  in  direction  when 
the  time  element  of  the  cascade  cylinder  is  zero.  With  this  setting, 
the  auxiliary  nozzle  merely  acts  as  a  synchronous  bypass,  and  the 
water  quantity  is  constant.  Where  water  economy  is  of  importance, 
the  time  element  of  the  cascade  cylinder  is  so  adjusted  that  a  rate  of 
closing  of  the  main  needle  which  does  not  raise  the  surge  pressure  to 
a  dangerous  point  will  not  open  the  auxiliary  needle.  Higher  closing 
rate  opens  the  auxiliary  needle,  which  is  then  returned  to  closed 
position  by  the  compression  springs  of  the  cylinder  mounting  at  a 


rate  that  will  not  cause  dangerous  surge  presauree.  This  is  the 
position  of  maximum  economy.  A  baffle  plate,  employing  the  vortex 
principle,  is  set  in  the  casing  and  receives  the  impact  of  the  relief 
stream,  quenching  its  energy. 

30  The  deep  well  pumping  plant  consists  of  a  Pelton-Doble  bore- 
well  type  turbine  pump,  with  a  capacity  of  4500  gal.  per  min.  against 
a  head  of  60  ft.  and  driven  at  1760  r.p.m.  by  a  vortical  motor  mounted 
on  the  pump  pedestal.  The  maximum  diameter  of  the  pump  is  22i^ 
in.,  permitting  its  easy  entrance  into  a  24-in.  bored  well. 

31  The  discharge  orifice  has  a  diameter  of  14  tn.,  and  has, 
bolted  directly  to  it,  a  riveted  steel  pipe  line  which  leads  to  a  Pelton- 
Francie  turbine.     A  venturi  ring,  18  in.  in  diameter,  is  set  in  this 
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line.  This  unit  operates  under  a  head  of  50  ft.  and  develops  50 
h.p.  at  1400  r.pjn.,  an  unusually  high  specific  speed.  The  runner 
is  balanced  and  is  of  the  Francis  type.  The  wicket  gates  are  controlled 
by  a  self-contained  governor,  which  actuates  a  water  economizing  cas- 
cade relief  valve  as  well.  The  principle  of  operation  is  the  same  as  the 
governor  employed  with  the  tangential  unit,  except  tfiat  an  oil  reservoir 
and  belt  driven  pump  are  placed  in  the  governor  base. 

32  The  entire  operating  division  is  arranged  for  laboratory  in- 
vestigations, and  more  than  800  tests  have  been  conducted  by  inde- 
pendent engineers  and  the  staff  of  the  Pelton  Water  Wheel  Co.-  During 
the  autumn  semester  of  the  local  universities,  1915,  additional  tests 
will  be  conducted  by  senior  students  of  the  engineering  departments. 

33  The  display  division  may  be  divided  into  four  sections: 
Francis  turbines,  tangential,  governor  and  miscellaneoiLS. 

34  The  central  feature  of  the  entire  exhibit  is  a  Pelton-Doble 
single,  overhung-runner,  single-discharge  turbine,  rated  at  20,000  h.p. 
under  500  ft.  head,  at  360  r.p.m.  The  entrance  valve,  casing,  draft 
tube  and  governor  are  assembled  complete ;  the  runner,  of  bronze  with 
steel  hub  and  forged  wearing  rings,  and  fitted  with  leakage  evacuators, 
is  displayed  on  a  separate  pedestal.  The  main  valve,  of  the  butterfly 
type,  is  66  in.  internal  diameter,  with  body  of  annealed  cast  steel. 

35  The  tangential  section  may  be  divided  into  two  groups: 
Hydroelectric  prime  movers  and  water  motors. 

36  Two  runners,  each  rated  at  10,000  h.p.  under  1350  ft.  head  at 
360  r.p.m.,  are  displayed.  These  are  of  the  chain  connected  type, 
with  ellipsoidal  cast  steel  buckets.  The  jets  for  these  units  are  7  in. 
diameter,  and  are  projected  from  deflecting  needle  nozzles  with  motor 
operated  manual  controlled  needles  and  governor  controlled  deflection. 
One  of  these  nozzles,  assembled  complete  with  motor,  and  three  needles, 
pedestal  mounted,  are  displayed.  A  single  bucket  of  the  chain  con- 
nected type,  taken  from  a  wheel  rated  at  14,000  h.p.  under  870  ft. 
head  at  200  r.p.m.,  is  also  displayed.  A  number  of  water  motors  of 
standard  and  special  design  complete  the  tangential  section. 

37  In  the  governor  section  are  displayed  a  group  of  self-contained 
oil  pressure  type  governors,  of  5000  ft-lb.  drawbar  effort,  and,  in  con- 
junction with  a  standard  mounted  tangential  unit,  an  enclosed  type 
of  oil  pressure  governor  having  a  drawbar  effort  of  80  lb. 

38  The  miscellaneous  section  includes  a  display  of  hydraulic 
giants  of  the  types  employed  in  placer  mining  and  hydraulic  fill  con- 
struction. 

39  The  exhibits  of  machine  tools  are  not  very  numerous  and,  out- 
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ago,  when  Edward  Herbert  of  Manchester,  England,  placed  on  the 
market  his  file  testing  machine  and  a  little  later  his  machine  for 
testing  the  efficiency  of  tool  steels,  especially  modem  high  speed  steels. 
A  few  of  these  machines  arc  in  use  iu  this  country.  These  tvo  English 
fflichines  are  shown  in  Mr.  OUen's  exhibit  at  the  Exposition. 

46     A  few  years  ago,  Mr,  Olsen  was  called  upon  to  design  a  ma- 
chine for  testing  the  efficiency  of  drills,  taps,  and  dies.     About  two 
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years  ago  this  was  wi.rkod  into  a  practical  machine  for  the  Philadel- 
phia Navy  Yard  and  has  proved  sfitisfaetory,  filling  all  the  require- 
ments for  this  purpose.  Later,  liy  additional  attachments,  this 
machine  has  been  perfected  so  ns  to  make  a  universal  tool  as  well 
as  a  tool  steel  testing  machine.  Tbii!  machine  in  its  newest  form  is 
shown  in  the  Olson  exhibit;  it  will  test  tool  steel,  lathe  and  planer 
tools,  milling  cutters,  drills,  tap.",  dies,  rimers,  files,  and  hack  saws, 
thns  forming  a  practical  efficiency  testing  machine  for  determining  the 
qnali^  of  most  tools  as  well  as  the  most  effective  way  to  make  and 
nae  them. 
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right  machine  with  which  to  da  it.  Later,  more  improved  apparatus 
was  made  and  used  by  instructors  and  writers  on  technical  subjects 
for  formulating  tables  of  factors  for  strains  to  be  used  by  engineers  in 
the  design  of  different  structures.  These  more  or  less  crude  testing 
machines  were  used  in  various  places  in  Europe,  and  from  these  the 
engineering  texts  and  handbooks  were  first  developed. 

42  In  the  United  States,  prior  to  1870,  very  little  progress  was 
made  in  apparatus  for  ascertaining  the  actual  strength  of  materials. 
One  device  may  be  mentioned  as  used  by  the  U.  S.  Board  of  Ordnance 
for  testing  the  cast  iron  used  in  gun  making.  We  know  also  of  one 
hydraulic  press  used  by  Captain  Eads  for  testing  the  members  of  the 
first  bridge  over  the  Mississippi  River.  About  1870,  the  U.  S.  Govern- 
ment established  the  Bureau  of  Boiler  inspection  in  connection  with 
the  U.  S.  Steamboat  Inspection  Service.  This  bureau  formulated 
rules  which  required  that  all  boiler  plates  should  be  tested  by  having 
a  cupon  from  each  plate  subjected  to  tensile  strain  for  determining 
the  breaking  strain,  as  well  as  the  yielding  point  or  elastic  limit,  also 
the  reduction  of  (urea^t  the  breaking  point  and  the  elongation  between 
two  points.  Henc^'^iihie  the  inquiry  for  and  the  development  of  the 
commercial  testing  machine. 

43  The  first  machine  of  40,000  lb.  capacity  was  designed  and 
built  by  Mr.  Olsen  for  boiler  plate  manufacturers.  Soon  after,  about 
1870,  he  built  ten  such  machines  for  the  different  branches  of  the 
Boiler  Inspection  Service.  Following  this  development,  the  technical 
and  engineering  schools  began  to  install  such  machinery.  One  of  the 
first — if  not  the  very  first — was  bought  from  Mr.  Olsen  by  Dr.  R.  H. 
Thurston  for  the  Stevens  Institute  of  Technology,  Hoboken,  N.  J. 

44  As  time  passed  the  testing  machine  was  changed  in  design 
and  improved  and  put  to  more  constant  and  varied  use  by  all  manu- 
facturers of  structural  materials,  as  well  as  large  users,  and  also  in 
technical  schools,  where  its  use  developed  laboratories  with  apparatus 
of  larger  and  more  diversified  forms  and  functions  to  include  investi- 
gation of  the  more  varied  character  and  direction  of  stress  to  which 
materials  are  subjected  in  modern  design. 

45  In  group  6  are  classed  what  are  termed  efficiency  testing  ma- 
chines. These  machines  are  of  more  recent  development,  although  a 
simple  machine  of  this  class  was  shown  at  the  Centennial  Exposition, 
1876,  in  a  file  manufacturers  exhibit ;  it  was  probably  made  by  him  to 
demonstrate  the  most  efficient  method  of  file  cutting,  as  well  as  the 
most  reliable  material  for  file  making  and  the  best  method  of  temper- 
ing.   Nothing  more  was  publicly  shown  in  this  line  until  a  few  years 
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ago,  when  Edward  Herl>ert  of  Manchester,  England,  placed  on  the 
market  bis  file  testing  machine  and  a  little  later  his  machine  for 
testing  the  efficiency  of  tool  Bteels,  especially  modern  high  speed  steels. 
A  few  of  these  machines  are  in  use  in  this  country.  These  two  English 
machines  are  shown  in  Mr.  Olsen's  exhibit  at  the  Exposition. 

46     A  few  years  ago,  Mr.  Olseii  was  called  upon  to  design  a  ma- 
thine  for  testing  the  eiliciency  of  ilrilla,  taps,  and  dies.     About  two 
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years  ago  this  was  wiirkcti  into  a  ]>niftical  machine  for  (lie  Philadel- 
phia Navy  Yard  and  has  pnivi'd  sntisfoi'.tory.  fillin};  all  the  require- 
ments for  this  purpose.  Later,  by  additimial  attachments,  this 
machine  has  been  porfeotcd  w)  as  to  make  a  universal  tool  as  well 
as  a  tool  steel  testing  machine.  This  machine  in  its  newest  form  is 
shown  in  the  Olsen  exhibit;  it  will  test  tool  steel,  lathe  and  planer 
tools,  milling  cutters,  drills,  taps,  dies,  rimers,  files,  and  hack  saws, 
thus  forming  a  practical  efficiency  testing  niarhine  for  determining  the 
quality  of  most  tools  as  well  as  the  most  cfTcctive  way  to  make  and 
nse  them. 
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47  The  Olsen  exhibit  is  well  worth  a  careful  study  by  the  me- 
chanical engineer.  Mr.  Olsen  himself  is  usually  at  the  exhibit  and  he 
looks  upon  this  fascinating  collection  of  testing  machines  as  his  own 
children.  As  he  loiows  all  their  little  weaknesses  as  well  as  their  good 
qualities,  an  hours'  conversation  with  him  is  a  liberal  education  in 
this  subject.  Here  the  observer  will  find  the  universal  testing  machine 
and  instruments,  spring  testing  apparatus,  cement,  concrete,  and  road 
material  testing  machinery;  cloth,  yarn,  paper,  rubber,  and  leather 
testing  machines;  oil  testing  machines,  transverse  testing  machine, 
and  special  testing  machines  including  impact,  indentation,  vibration, 
bending,  hardness,  endurance,  torsion,  and  eflSciency  testing. 

48  It  is  unfortunate  that  some  of  the  largest  machine  tool  makers 
of  this  country  who  had  reserved  a  large  amount  of  space  in  the  Ma- 
chinery Palace  should  have  withdrawn  from  participation  in  the 
Exposition  on  the  outbreak  of  war  in  Europe  under  the  impression 
that  the  Exposition  could  not  be  a  success  under  the  conditions.  This 
is  to  be  regretted  as  it  leaves  a  gap  in  a  very  important  part  of  the 
machinery  department  that  the  mechanical  engineer  will  not  fail  to 
observe.  Nevertheless  there  are  some  notable  exceptions  whose 
presence  makes  this  condition  much  less  felt  than  it  would  otherwise 
have  been. 

49  Among  these  exceptions  the  engineer  will  not  fail  to  notice 
the  splendid  collection  of  both  automatic  and  semi-automatic  tools 
exhibited  by  the  Warner  and  Swascy  Company.  This  company  shows 
ten  tools,  several  of  them  being  of  new  design;  the  tools  are  all 
shown  in  operation  and  are  attracting  the  favorable  criticism  of  our 
best  mechanics.  Their  new  universal  turret  lathes  are  powerful  tools 
and  have  some  remarkable  features.  Because  of  their  superior 
strength  and  rigidity  and  the  fact  that  each  carriage  with  its  in- 
dependent feeds  is  able  to  operate  simultaneously,  the  lathes  are 
enabled  to  produce  a  very  large  amount  of  work.  They  have  equal 
facilities  for  both,  bar  and  chucking  work.  They  have  geared  heads 
with  splash  lubrication.  As  many  as  eleven  cutters  may  be  used  in 
the  turrets  and  carriages  of  these  lathes,  all  cutting  at  the  same  time 
and  in  one  set  up. 

50  The  other  tools  exhibited  by  this  company  belong  to  their  line 
of  screw  machines  and  plain  turret  lathes  which  are  so  well  known 
as  the  product  of  the  Warner  and  Swasey  Co.  and  are  all  char- 
acterized by  the  same  scientific  design  and  careful  workmanship.  The 
antomatic  boring  and  tapping  machine  used  by  all  the  large  manu- 
facturers of  steam  and  water  fittings  for  boring,  facing  and  threading 
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their  outlets,  valves,  add  joints  is  also  shown  in  operation.  This 
machine  finishes  unions  as  fast  as  the  operator  can  put  them  in  the 
chuck  and  an  average  of  3500  one-inch  unions  are  turned  out  in  a 
daj  of  nine  hours  by  this  machine. 

61  The  Warner  and  Swasey  exhibit  will  be  acknowledged  by  all 
mechanical  engineers  as  the  principal  factor  in  redeeming  the  machine 
tool  display  at  the  Exposition  from  being  classed  as  a  very  ordinary 
exhibit  of  machine  tools,  and  its  high  character  will  command  the  ad- 
miration of  the  engineer. 

52    Another  exhibit  that  has  given  character  to  the  display  of 
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machine  tools  at  the  Exposition  is  that  of  the  Morton  Manu- 
facturing Co.  This  is  an  exhibit  of  draw-cut  shapers,  traveling  head 
planers  and  key-seating  machines.  The  draw-cut  type  has  been  de- 
veloped by  this  company  and  lends  itself  to  heavy  cutting  to  a  re- 
markable degree.  The  whole  stress  of  cutting  draws  the  work  solidly 
and  directly  against  the  face  of  the  main  casting  of  the  machine  and 
eliminates  the  stresses  from  tlie  table  rail  or  the  upper  bolts  holding 
the  table  as  in  the  usual  type  of  shaper.  The  tool  arm  or  ram. is 
under  tensile  stress  in  cutting,  which  tends  to  reduce  or  eliminate 
vibration ;  when  the  ram  or  arm  is  in  compression,  the  heavier  the 
cut  the  greater  the  danger  of  vibration.  One  feature  of  this  type  of 
shaper  or  planer  is  the  facility  it  offers  of  shaping  to  lines,  as  the 
latter  are  on  the  outside  in  view  of  the  operator  and  are  not  broken 
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or  destroyed  by  the  tool  as  it  leaves  the  work.  The  tool  beginning  its 
work  on  the  face  next  the  operator,  the  lines  on  that  face  can  be 
worked  to  very  accurately  as  they  are  not  broken  or  destroyed  until 
cut  out  by  the  tool  itself.  This  feature  is  of  great  value  to  the  operator 
as  well  as  the  owner  of  the  tool.  There  is  an  adjustable  back  bearing 
which  forms  a  stop  or  abutment  to  the  end  of  the  vice  when  planing 
parallel  with  the  jaws.  With  this  stop  it  is  only  necessary  to  clamp 
the  work  sufficient  to  hold  it  as  the  thrust  of  the  cut  comes  against 
the  back  bearer  or  stop.  As  the  drawing  or  pulling  cut  overcomes 
vibration,  it  is  possible  to  make  forming  tools  to  be  used  in  these  ma- 
chines at  a  moderate  cost.  Rounding  tools,  either  concave  or  convex, 
can  be  made  of  various  radii  for  producing  correct  curves  in  finishing 
parts  of  connecting  rods,  etc.  Cutters  can  also  be  used  for  machining 
parallel  openings  cutting  down  both  sides  at  once.  Being  the  origina- 
tors of  the  draw-cut  principle  as  applied  to  this  class  of  machines,  the 
makers  have  consistently  followed  up  every  indication  offered  by  theii 
extended  use  leading  to  further  improvement  in  design  and  operating 
function. 

53  In  the  collective  exhibit  of  Fred.  Ward  and  Sons  there  art. 
shown  some  very  good  machine  tools,  notably  those  by  the  American 
Tool  Works.  The  engine  lathes  shown  are  well  constructed  modem 
tools  with  easily  adjusted  feeds  and  with  speeds  especially  adapted 
and  designed  for  electric  drive.  They  are  capable  of  caring  for  the 
service  demanded  by  the  use  of  high-speed  tool  steels  and,  as  demon 
strated  at  work,  are  good  machines  for  modern  manufacturing  oi 
general  shop  use.  A  planer  and  a  shaper  of  good  design  and  stronglj 
built  are  also  shown.  The  radial  drilling  machines  shown  by  the 
same  company  are  of  good  design  and  well  built;  they  are  also 
well  balanced  as  shown  by  the  absence  of  vibration  when  working  at 
high  speeds;  the  speed  changes  are  readily  made  and  the  tapping  at- 
tachment is  very  good. 

54  Gould  and  Eberhardt  exhibit  a  shaper  of  excellent  design 
and  workmanship  adapted  for  heavy  work.  .The  arrangement  for 
changing  the  length  and  position  of  stroke  is  very  good.  The  motor 
that  drives  it  has  two  speeds  brought  about  by  sliding  the  armature 
through  the  field  of  the  motor  which  reduces  the  number  of  change 
wheels  required  in  the  gear  box.  The  same  firm  show^s  a  special  gear 
cutter  which  cuts  two  blanks  at  the  same  time ;  this  a  strong,  well 
built  machine  with  several  features  that  should  be  of  interest. 

55  In  the  extensive  exhibit  of  products  made  by  the  Crane  Co., 
is  a  motor-driven  pipe-threading  machine  having  two  unusual  at- 
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tachmenta — a  quick  centering  rear  cbuck  and  compressed  air  cutting- 
off  tools.  The  whole  machine  is  well  designed  and  strongly  con- 
structed and  on  account  of  the  two  unusual  devices  referred  to  is  of 
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interest  to  those  specializing  in  pipe  work  and  fittings.    This  machine 
is  made  by  the  Crane  Co.  for  its  own  estalilishmontd. 

56  The  Landis  Tool  Co.  exhibits  grinding  machines  of  both 
universal  and  special  application.  The  several  mnchinos  are  of  high 
class  design,  massive  in  ehar.ictcr  and  fitted  U>  produce  a  wide  range 
of  work.  The  excellent  (juality  of  their  work  shows  the  care  displayed 
in  the  building  of  the  machines  and  the  arrangement  of  the  exhibit 
shows  the  wide  and  varied  application  of  these  maeliincs  in  the  me- 
chanic arts. 
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57  There  are  a  number  of  other  metal  cutting  and  shaping  ma- 
chines that  attract  attention  in  the  Palace  of  Machinery  and  in  the  other 
buildings  of  this  great  Exposition ;  the  engineer  will  discover  them  in 
places  where  he  would  never  think  of  looking  for  such  things,  but  on 
close  inspection  he  will  find  that  they  are  in  soine  way  connected  with 
other  things  that  belong  in  the  place  where  he  finds  them.  While  the 
display  of  machine  tools  is,  for  reasons  already  explained,  by  no  means 
complete,  there  is  enough  to  dispel  any  anxiety  in  regard  to  the  ability 
of  the  tool  makers  to  meet  all  the  requirements  of  the  engineer  for 
tools  to  produce  anything  within  the  compass  of  mechanics. 

58  California  being  an  extensive  fruit  growing  state,  much  of 
that  product  must  be  shipped  to  other  states  and  to  foreign  coimtries 
either  in  wooden  boxes  or  in  tin  cans  and  the  machinery  required  to 
make  these  containers  is  of  great  interest.  At  the  Exposition,  this 
class  of  machinery  is  well  represented  and  merits  a  careful  study  by 
those  interested  in  automatic  machinery. 

59  The  William  S.  Doig  Co.  are  pioneers  in  the  manufacture  of 
box  making  machines.  Their  exhibit  contains  a  complete  set  of  ma- 
chines of  wide  range  and  application  for  labor  saving  in  the  making 
of  boxes.  The  sides  and  ends  of  a  box  are  nailed  together  in  one 
machine;  the  proper  number  of  nails  the  correct  distance  apart  are 
fed  from  a  nail  box  above  the  machine ;  the  nails  come  down  through 
tubes  to  their  proper  position  where  they  take  their  places  auto- 
matically in  the  nail  driving  device  and  are  all  driven  by  one  stroke 
of  the  machine.  A  matter  of  four  strokes  drives  the  sides  and  ends 
together.  The  box  is  then  passed  to  another  machine  and  the  bottom 
is  nailed  on  all  four  sides  at  one  stroke.  Three  men  will  nail  up  five 
thousand  fruit  boxes  in  one  day  on  these  machines.  The  mechanism 
is  very  ingenious  and  functions  perfectly. 

60  Another  clever  device  is  shown  in  this  exhibit ;  it  is  a  machine 
for  fastening  two  or  more  pieces  of  wood  together  edge  to  edge.  On 
this  machine  a  number  of  reels  contain  corrugated  steel  ribbons  sharp 
on  one  edge;  if  the  pieces  to  be  fastened  together  are  long  enough  to 
require  say  four  fastenings  then  there  are  four  reels.  The  strips  to  be 
fastened  together  are  drawn  in  at  one  end  and  discharged  at  the  other. 
The  corrugated  ribbons  are  drawn  in  at  one  side  at  right  angles  to 
the  seam  and  are  cut  off  in  lengths  of  about  ly^  in.  and  driven  into 
the  wood  across  the  seam  making  a  solid  joint.  This  machinery 
enables  strips  of  any  widths  to  be  combined  to  make  sides  and  ends, 
bottoms  and  tops  of  boxes,  and  saves  much  lumber  that  would  other- 
wise be  wasted.     One  machine  with  two  boys  will  work  up  4000  to 
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5000  feet  of  lumber  in  a  day.  The  mechanical  engineer  will  find  much 
to  interest  him  at  this  exhibit  as  the  functions  of  the  machine  are 
readily  followed. 

61  At  the  George  D.  Parker  exhibit  two  box  making  machines 
aieshown,  both  new  in  design.  One  of  these^  the  orange  box  machine, 
has  now  obtained  a  wide  use  in  California.  It  is  automatic  and  makes 
an  orange  box  in  four  movements.  First,  the  ends  and  middle  blanks 
aie  pushed  up  into  place ;  second,  the  slats  forming  the  bottom  are 
pushed  forward  from  the  back  of  the  machine  into  place  and  nailed ; 
third,  the  partly-formed  box  is  turned  on  its  side  and  the  side  slats 
pushed  forward  into  place  and  nailed ;  fourth,  the  box  is  turned  on  the 
other  side,  the  slats  for  that  side  pushed  forward  into  place  and  nailed, 
and  the  finished  box  thrown  out  in  front  and  the  next  movement 
brings  up  the  ends  and  middle  boards  of  the  next  box.  Orange  boxes 
come  out  of  this  machine  at  the  rate  of  about  6  a  minute,  the  whole 
process  being  automatic  except  the  loading  of  the  materials  onto  the 
tables.  Another  machine  which  has  just  been  perfected  after  seven 
years'  experimenting  is  shown.  This  completes  a  box  at  one  stroke 
or  revolution.  The  ends  and  sides  are  pushed  up  from  below  by  a 
wmto  the  proper  place  while  the  bottom  is  pushed  in  from  the  back 
of  the  machine ;  the  nailing  mechanism  acts  simultaneously  on  the 
bottom  and  sides  while  a  ram  pushes  the  finished  box  out  of  the  way 
of  the  material  coming  up  for  the  next  box.  This  universal  machine 
is  highly  ingenious  in  design,  entirely  automatic  in  operation,  of  large 
capacity  and  has  great  economic  value. 

62  At  the  Max  Ams  Machine  Co.'s  exhibit  is  a  complete  set 
of  can  making  machinery,  arranged  in  the  order  usually  occupied  in 
a  large  can  making  establishment  and  being  a  complete  outfit  for 
JJfMiking  sanitary  and  open- top  cans.  Much. ingenuity  and  good  work- 
Dianship  is  displayed  in  this  exhibit,  but  unfortunately  thfe  working 
out  of  the  automatic  operations  has  not  been  so  coordinated  in  the 
display  as  to  give  great  perfection  of  continuous  operation.  Still, 
these  machines  have  a  fine  record  on  the  Pacific  Coast  and  a  large  pro- 
portion of  the  canning  done  here  is  in  cans  made  by  these  machines. 

63  In  the  E.  W.  Bliss  Co.^s  exhibit  is  a  very  complete  operat- 
i^g  exhibit  of  power  metal  working  machinery  illustrative  of 
the  high  degree  of  perfection  to  which  this  class  of  machinery 
^  attained.  The  sanitary  can  making  equipment  is  almost  entirely 
automatic.  The  design  of  the  different  presses  and  carriers  shows  great 
mechanical  ability;  the  automatic  actions  are  perfect  in  operation 
displaying  fine  construction   and  accurate   workmanship.     To  this 
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equipment  is  attached  an  ingenious  and  effective  can  testing  apparatus 
which  charges  each  can  with  40  lb.  air  pressure  and  passes  it  ilnder 
water^  immediately  showing  an  air  bubble  if  there  is  any  leak;  this 
testing  is  continuous  and  its  speed  equals  that  of  the  machine  de- 
livering the  cans.  The  individual  presses  with  semi-automi'tic  at- 
tachments for  the  manufacture  of  various  types  of  metal  boxes  and 
cans  and  the  automatic  threading  machines  show  the  same  fine  work- 
manship and  precision  of  operation  of  the  automatic  working  parts. 

64  Also  in  the  line  of  automatic  machines,  at  the  U.  S.  Army 
Ordnance  Department  exhibit  is  foimd  a  set  of  cartridge-making  ma- 
chinery in  operation ;  this  comprises  a  very  interesting  set  of  machines 
that  show  the  result  of  the  long  process  of  perfecting  required  in 
machines  for  delicate  operations.  To  such  an  extent  has  this  perfecting 
been  carried  out  that  some  of  these  machines  are  arranged  to  remind 
the  operator  of  his  omission  should  he  neglect  to  do  his  part.  This 
demonstration  is  very  interesting  and  instructive. 

65  As  other  instruments  for  cutting  metals  or  other  materials  are 
coming  into  more  extended  use  every  day,  the  engineer  will  naturally 
look  for  some  display  of  them  and  the  work  they  do.  He  will  find 
something  worth  while  in  this  class  at  the  exhibit  of  the  Carborundum 
Co.  in  the  Palace  of  Machinery.  Here  is  shown  an  exceedingly 
high  class  exhibit  of  unusual  educational  value,  extensive  application 
of  product,  and  instructive  demonstration.  The  product  of  this  com- 
pany has  revolutionized  certain  methods  of  manufacture,  lowered  costs 
and  increased  output.  The  application  of  the  cutting  wheels,  cylinders, 
and  discs  extends  from  the  cutting  of  the  hardest  crystals  to  the 
buffing  of  leather  and  cloth.  This  company  has  been  the  pioneer  in 
this  field,  furnishing  not  only  capital  to  establish  a  large  business  but 
also  brains  for  original  research.  The  engineer  cannot  fail  to  find 
this  a  most  interesting  exhibit. 

66  Illustrative  of  cutting  metals  by  a  flame  cutter,  there  are 
several  exiiibits  of  the  oxy-acetylene  cutting  and  welding  equipments. 
The  best  exhibit  is  that  of  the  Davis-Bournonville  Co.  in  the  Palace 
of  Manufactures  as  it  shows  a  complete  oxy-acetylene  equipment 
including  the  appariatus  for  producing  oxygen.  The  generator  for 
acetylene  is  of  the  latest  design  and  the  cutting  torches  are  both  hand 
and  mechanically  operated.  The  welding  torches  and  gas  regulators 
are  especially  worthy  of  the  closest  study  and  show  ingenuity  and  a 
high  development  in  this  new  art.  The  radiographs  and  oxygraphs 
are  unique.     The  exhibit  in  general  shows  the  high  development 
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reached  in  the  cutting  and  welding  of  metals  by  the  oxy-acetylene 
flame. 

67  The  fact  tiiat  the  Pacific  Coast  is  a  good  market  for  saws, 
especially  wood  cuttii;ig  saws,  brought  some  good  exhibits  of  that  class 
of  cutting  tool  to  the  Exposition,  the  most  notable  being  the  exhibit 
of  Henry  Disston  and  Sons,  Inc.  This  firm  shows  a  splendid  col- 
lection of  saws  both  for  wood  and  metal  cutting.  The  new  forms  of 
metal  cutting  saws  with  inserted  teeth  show  the  most  advanced 
practice,  the  teeth  being  made  of  the  newest  grade  of  tool  steel  for 
high  speed  cutting  in  hard  metals.  To  a  mechanical  engineer  seeking 
new  developments  in  cutting  tools  this  exhibit  is  of  great  interest.  A 
very  instructive  moving  picture  exhibit,  illustrating  the  methods  of 
manufacture  in  their  establishment  and  the  quality  and  variety  of 
their  products,  is  shown  by  this  company  in  the  Pennsylvania 
Building.  The  many  and  varying  grades  of  steel  necessary  for  their 
productions  are  manufactured  by  the  company  itself  and  this  special- 
ization has  undoubtedly  been  instrumental  in  building  up  an  immense 
world-wide  trade  in  Disston  saws.  It  may  be  of  interest  to  note  that 
the  Disston  company  has  worked  out  and  put  in  practical  operation 
many  interesting  schemes  for  the  welfare  of  its  workmen. 

68  As  he  works  his  way  through  the  Palace  of  Machinery,  the 
mechanical  engineer,  if  he  be  at  all  interested  in  the  shaping  of  sheet 
metal,  will  stand  for  a  while  at  the  exhibit  of  the  Dreis  and  Krump 
Manufacturing  Co.,  who  show  a  line  of  very  well  thought  out  brakes 
for  bending  metal  plates.  Why  these  machines  should  be  called 
"brakes^*  when  their  function  is  to  bend  not  to  break  the  materials 
they  handle  is  a  mystery  to  the  writer.  Three  machines  are  shown, 
two  being  for  light  work,  such  as  cornices  or  pilasters,  adapted  to  all 
classes  of  straight  line  work,  producing  sheet  metal  boxes  with  right 
angle  corners  with  great  rapidity,  and  one  for  heavy  steel  plate, 
powerful  in  character  and  capable  of  bending  to  sharp  angles  plates 
%  in.  thick  and  12  ft.  in  length ;  this  latter  is  a  very  original  machine 
with  well  designed  and  strongly  constructed  steel  working  parts.  This 
exhibit  marks  a  decided  advance  in  sheet  metal  working  machines. 

69  The  Qeometric  Tool  Co.  in  the  Palace  of  Varied  Industries 
exhibit  tools  for  cutting  external  and  internal  threads,  interesting 
on  account  of  the  fine  and  accurate  workmanship  and  ingenious 
design  displayed.  The  head  for  external  threads  opens  automatically 
as  soon  as  the  length  of  thread  for  which  it  is  set  has  been  cut. 
For  internal  threads,  the  taps  automatically  collapse  at  the  points 
for  which  they  have  been  set.     In  each  case,  when  the  thread  ia 
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finished  the  chasers  do  not  return  over  the  threads  on  the  reversing 
of  the  tool.  These  tools  can-  be  used  in  any  screw  machine  or  turret 
lathe  and  show  a  decided  advance  in  tools  of  everyday  use. 

70  To  the  engineer  interested  in  hydraulic  press  work,  the  ex- 
hibit of  the  Hydraulic  Press  Manufacturing  Co.  is  especially  in- 
teresting. This  is  an  extensive  display  of  presses  including  pumps, 
valves,  etc.,  for  the  manufacture  of  cider,  olive  oil,  etc.,  and  for  filter- 
ing the  same.  There  are  shown  also  presses  for  bending  or  straighten- 
ing metal  bars,  pressing  car  wheels  on  to  axles  and  other  similar  lines 
of  work. 

71  Among  small  tools  are  those  shown  by  the  Henry  G.  Thomp- 
son and  Sons  Co.  in  the  Palace  of  Manufactures,  whose  exhibit  consists 
of  an  interesting  line  of  hack,  power,  and  jig  saws  for  cutting  metals, 
and  also  some  very  clever  tool  holders.  All  the  machines  are  shown  in 
operation.  The  power  hack  saw  is  fitted  with  an  ingenious  pump  for 
handling  the  lubricating  compound  and  guide  rollers  for  holding  the 
saw  blade  in  line.  These  improvements  are  a  decided  advance.  The 
jigsaw  for  cutting  irregular  contours  in  metal  is  an  excellent  machine. 
The  saw  blade  at  least  50  ft.  in  length  is  wound  on  a  reel  like  a 
measuring  tape;  the  free  end  does  the  cutting  being  operated  from 
above;  when  the  part  cutting  is  used  up,  it  is  broken  off  and  a  new 
part  brought  up  from  the  reel.  The  tool  holders  shown  are  novel, 
every  variety  of  tool  for  one  machine  being  carried  by  one  holder. 

72  The  requirements  of  modem  civilization  have  opened  up  many 
*nd  varied  fields  for  the  engineer  to  cultivate  for  the  good  of 
humanity;  this  is  very  forcefully  illustrated  in  the  matter  of  food 
preservation  and  today  there  are  large  establishments  devoted  to  the 
production  of  refrigerating  machinery.  There  are  four  exhibits  of 
refrigerating  machinery  at  the  Exposition  that  merit  attention.  Two 
of  these  are  in  the  Palace  of  Food  Products,  one  in  the  Horticultural 
Palace,  and  one  in  the  Manufactures  building. 

73  The  Larsen  Ice  Machine  Co.  have  a  very  fine  and  inter- 
wting  exhibit  consisting  of  a  complete  plant  for  the  freezing,  storing, 
and  hardening  of  ice  cream,  the  daily  capacity  of  the  plant  shown 
being  400  gal.  This  exhibit  as  a  whole  is  of  a  very  high  character. 
The  freezer  cylinders  and  agitator  are  of  German  silver  made  without 
*  seam,  insuring  perfect  cleanliness ;  the  arrangement  and  insulation 
of  the  hardening  chambers  are  also  well  worthy  the  attention  of  any- 
one interested  in  this  class  of  machinery. 

74  Near  this  exhibit  is  that  of  the  York  Manufacturing  Co., 
which  is  an  exhibit  of  a  complete  refrigerating  plant  in  operation, 
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keeping  cold  several  chambers  throughout  the  building.  This  com- 
pany is  one  of  the  largest  makers  of  this  class  of  machinery  in  the 
United  States  and  on  that  account  the  writer  expected  a  finer  display 
of  their  product..   What  is  shown,  however,  is  good. 

75  The  exhibit  of  a  complete  refrigerating  plant  by  the  Vulcan 
Iron  Works  will  be  found  very  interesting.  The  refnigerating  cham- 
bers are  a  part  of  the  exhibit  and,  being  of  glass,  show  the  splendid 
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condition  of  the  foods  inside,  there  being  no  sign  of  dampness  either 
on  the  inside  of  the  glass  insulation  or  on  the  contained  meats,  butter, 
cheese,  etc.  This  exhibit  is  a  iirst-class  illustration  of  the  whole 
refrigeration  process  and  atfords  valuable  information  on  this  subject. 
76  The  remaining  exhibit  of  refrigerating  machinery  is  by  the 
Automatic  Refrigerating  Co.  This  is  the  only  complete,  auto- 
matically controlled  refrigerating  plant  on  exhibition.  The  automatic 
control  is  a  decided  step  in  advance  on  new  ground ;  it  automatically 
stops  the  machine  when  the  temperature  in  the  refrigerated  chamber 
reaches  a  point  one  degree  below  the  temperature  for  which  the  ma- 
chine is  set  an<l  starts  it  again  when  the  temperature  isone  degree 
above  that  point.  This  automatic  regulation  also  applies  to  any 
number  of  chambers  working  at  different  temperatures.     The  cham- 
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hcTB  oil  which  this  machine  is  operating  are  used  in  connection 
with  fruit  exhibits,  and  during  certain  parts  of  the  day  they  are 
opened  very  frequently.  Cards  taken  from  the  pressure  recorder  on 
the  ammonia  pump  show  this  very  well  and  it  can  be  noted  that 
druing  the  cooler  part  of  the  night  and  when  the  chambers  are  not 
opened  the  machinery  runs  about  4  min.  and  stands  15  min.  very 
regularly. 

77  There  are  many  other  engineering  exhibits  in  the  Palaces  of 

ACachinery,  Transportation,  and  Manufactures.    Among  those  worthy 

of  mention  are  the  Dodge  Manufacturing  Co.^s  exhibit  of  general 

power  transmission  machinery  and  accessories,  which  includes  a  good 

example  of  the  Dodge  system  of  rope  drives.    There  is  also  the  Zimer 

vibrating   screen,   an    ingenious   combination    of   reciprocating   and 

tossing  action  by  which  the  material  is  screened  and  conveyed  at  the 

same  time,  designed  especially  for  moving  and  segregating  hot  ores, 

l>clts,  riyets,  ashes,  slag,  etc. 

78  The  mechanical  engineer  depends  so  much  for  the  success  of 

his  machinery  on  the  quality  of  the  lubricant  ho  uses  that  the  oil 

question  is  always  an  interesting  one.    The  exliibit  of  lubricating  oils 

ruade  bv  the  Union  Oil  Co.  of  California  shows  real  achievement  in 

p>etroleum  technology  and  the  company  deserves  great  credit  for  its 

scientific  development  of  lubricants  from  California  crude  oils.    As 

petroleum  specialists,  they  have  succeeded  in  developing  oils  suitable 

for  all  classes  of  lubrication.    For  many  years  the  crude  oils  that  do 

not  contain  asphaltum  have  been  considered  necessary  to  meet  these 

conditions.     The  exhibit  shows  that  through  scientific  development 

the  Union  Oil  Co.  has  contributed  much  to  the  knowledge  available 

on  the  production  of  lubricating  oils  from  crude  petroleum. 

79  What  has  been  stated  in  regard  to  the  above-mentioned  exhibit 
applies  equally  to  that  of  the  Standard  Oil  Co.,  which  has  shown 
great  skill  in  the  treatment  of  oils  for  the  many  and  varied  uses  to 
which  its  product  is  applied.  Beyond  simply  covering  the  field  of 
lubrication,  the  California  oils  show  certain  superiority  that  merits 
special  recognition.  This  refers  largely  to  the  low  cold  tests  of  heavy 
lubricating  oils. 

80  To  the  engineer  interested  in  the  distribution  systems  of  water 
works,  the  exhibit  of  the  A.  P.  Smith  Manufacturing  Co.,  is  one 
of  great  interest;  this  is  a  collection  of  water  gate  valves,  fire  hydrants, 
water  works  machines  and  appliancos.  The  most  intcrostinci:  feature 
is  the  exhibit  of  appliances  used  for  placing  a  gate  valve  into  a  line 
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of  main  pipe  while  the  latter  is  under  pressure.  This  company  is 
one  of  the  oldest  and  best  known  in  the  manufacture  of  these  special- 
ties and  their  display  is  both  instructive  and  attractive.  In  particular 
the  tapping  and  valve  inserting  machines  show  great  ingenuity. 

91  The  economical  handling  of  materials  in  the  shop  is  illustrated 
in  the  working  exhibit  of  the  Shephard  Electric  Crane  and  Hoist  Co. 
This  consists  of  electric  power  cranes  and  hoists  for  use  from  one 
or  two  overhead  supports;  also  an  electric  winch,  monorail  track, 
and  electric  controllers  and  switches  especially  adapted  for  hoisting 
apparatus.  The  cranes  and  hoist3  are  adapted  especially  for  safe, 
convenient  and  rapid  operation  about  shops,  foundries,  mills  and 
warehouses.  The  mechanism  is  well  protected  against  dust  and  grit. 
The  monorail  consists  of  two  hard  steel  T-rails  bolted  to  the  lower 
flange  of  a  standard  I-beam  without  mutilating  it;  the  strength  is 
thus  increased  and  wear  on  the  supporting  beam  avoided. 

82  The  General  Electric^  Co.  shows  a  complete  self-propelled 
electric  truck  on  which  is  moimted  an  electric  crane;  this  is  demon- 
strated in  operation  and  is  an  attractive  and  instructive  exhibit. 

83  The  correct  measurement  of  the  quantities  of  liquids  during 
their  transmission  through  pipes  has  always  been  an  interesting 
problem,  and  at  the  Exposition  are  two  exhibits,  that  of  the  Neptime 
Meter  Co.  and  that  of  the  National  Meter  Co.,  illustrating  apparatus 
for  this  purpose. 

84  The  Neptune  Meter  Co.  shows  a  very  complete  and  well 
arranged  collection  of  various  t3rpes  of  meters  designed  to  measure 
and  record  different  liquids  in  various  units  and  quantities.  They  all 
show  good  design  and  excellent  workmanship.  Of  special  interest  are 
the  various  sizes  and  valuable  n^odifications  of  the  old  and  well  known 
disc  type  of  meter  and  a  meter  known  as  the  "Victor,"  of  the  oscil- 
lating piston  type.  A  meter  of  the  turbine  type  known  as  the  "Crest*' 
should  be  noted ;  it  has  two  turbine  wheels  on  the  same  shaft  with  the 
helical  blades  inclined  in  opposite  directions,  and  is  designed  to 
measure  large  flows  with  slight  loss  of  head  and  range  in  size  from 
1^  in.  to  20  in.  diameter.  There  are  also  shown  various  forms  of 
compoimd  meters,  in  which  a  meter  of  the  disc  type  is  combined  with 
a  meter  of  the  turbine  type.  These  are  all  arranged  so  that  when 
either  meter  is  in  operation  the  other  is  shut  off  by  a  valve.  They  are 
designed  to  measure  accurately  flows  where  the  variation  of  inflow  is 
very  great,  the  small  flows  being  measured  by  the  disc  meter  and  the 
Isrge  by  the  turbine  meter. 
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85  A  special  form  of  the  compound  meter  known  as  the  "Pro- 
tecW  is  shown ;  this  is  of  new  design  and  contains  in  combination  a 
disc  meter,  a  turbine  meter,  and  a  "Control  Orifice  Tube"  with  an 
automatic  check  valve  at  the  delivery  end  of  the  tube.  This  valve  is 
operated  by  excess  of  pressure  in  the  tube  when  the  flow  from  the 
discharge  pipe  of  the  compound  meter  exceeds  50  per  cent  of  the 
capacity  of  the  disc  meter.  The  opening  of  the  check  valve  acts  to 
mechanically  close  the  outlet  valve  of  the  disc  meter  and  stop  its 
action  and  open  wide  the  passage  through  the*  orifice  tube  aijd  the 
turbine  meter.  The  turbine  meter  is  proportioned  to  measure  25  per 
cent  of  the  flow  through  the  orifice  tube  and  to  register  the  combined 
flow  of  itself  and  the  orifice  tube.  A  special  adaptation  of  the  disc 
meter  is  shown  in  an  apparatus  for  measuring  and  recording  a  pre- 
detennined  quantity  of  liquid  and  automatically  stopping  the  meter 
and  the  flow  when  that  quantity  has  passed  the  meter. 

86  The  National  Meter  Co.  shows  a  large  variety  of  types 
and  sizes  of  meters  for  measuring  and  recording  the  flow  of  liquids. 
One  with  the  trade  name  of  "Crown"  has  been  in  use  since  1870 
and  is  still  largely  used  for  muddy  water.  Another  with  the  trade 
name  "Nash"  of  the  nutating  disc  type  is  the  most  extensively  manu- 
factured; tlie  disc  is  conical  and  has  an  unconstrained  rolling  move- 
ment in  its  conical  scat  and  this  permits  small,  solid  particles  to  pass 
through  without  damage  to  the  meter.  Typc  K  is  a  very  highly 
developed  disc  typo,  in  which  all  working  parts  may  be  removed  with- 
out removing  the  body  from  the  pipe  line  and  without  removing  bolts. 
Damage  by  freezing  is  prevented  by  simple  cast-iron  washers  under 
the  bolt  nuts  which  break  under  undue  strain.  A  meter  of  the  turbine 
^ype  named  "Gem"  is  shown ;  this  is  adapted  only  to  the  measurement 
of  large  and  rapid  flows  and  is  used  either  alone  or  in  combination 
'^ith  one  of  the  oscillating  piston  type  called  **Empire/^  to  form  the 
^Empire  Compound."  Tn  this  arrangement  the  passage  through  the 
^Empire"  is  always  open  while  that  through  the  "Gem"  is  controlled 
'^y  an  automatic  differential  check  valve  which  opens  under  the 
difference  of  pressure  produced  by  a  large  flow  through  the  "Empire" 
meter.  This  conihi nation  is  said  to  have  the  accuracy  of  the  "Empire" 
'or  small  flows  and  the  freedom  and  accuracy  of  the  "Gem"  for  large 
flows.  Of  special  interest  is  an  a[)paratus  having  the  name  of 
"Premier"  to  be  placed  in  30-in.  water  mains.  It  consists  of  one  large 
wid  one  small  venturi  tube  in  parallel  relation.  These  tubes  are  so 
proportioned  that  the  combined  flow  is  105  times  that  through  the 
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small  tube  and  the  flow  through  the  small  tube  is  measured  and 
recorded  by  an  ".Empire"  meter. 

87  Both  these  exhibits  of  meters  are  of  great  interest  to  the 
engineering  profession,  which  is  sufficient  excuse  for  giving  a  some- 
what  lengthy  description  of  them. 

88  At  the  Exposition  there  is  a  large  amount  of  pumping  ina- 
chinery  for  all  tlie  varied  purposes  for  which  pumps  are  used.  While 
much  of  this  is  of  the  ordinary  type  which  can  hardly  expect  much 
attention,  there  are,  however,  several  exhibits  in  this  class  that  the 
engineer  will  find  interesting  and  a  short  notice  of  some  of  them  will 
not  be  out  of  place. 

89  The  Luitweiler  Pumping  Engine  Co.  has  an  exhibit  con- 
sisting' of  Luitweiler  pumps  of  two  diflferent  types  adapted  to 
surface,  deep  well  and  hydraulic  service.  The  special  feature  is  the 
method  of  driving.  In  place  of  the  usual  crank  shaft  operating 
through  connecting  rods  there  are  eccentric  or  heart-shaped  cams  with 
the  face  of  the  cam  working  on  rollers  to  produce  the  motion  for  the 
pump  ram  or  bracket.  The  motion  transmitted  to  two  or  more  pump 
rods  may  be  so  arramged  as  to  give  a  non-pulsating  constant  discharge 
of  water  or  other  liquid.  The  surfaces  of  the  cams  are  hardened  as 
well  as  the  rollers;  they  are  both  generous  in  size  and  little  wear  need 
take  place. 

90  The  Liayne  and  Bowler  Corporation  exhibits  a  turbine  pump 
especially  adapted  to  deep  wells.  Its  special  feature  lies  in  the  pump 
chamber  being  suspended  from  its  upper  end,  as  are  the  rotating 
parts.  The  shaft  rotates  inside  a  central  pipe  in  which  it  has  bearings 
at  intervals,  lubricated  with  oil  or  clear  water  injected  at  the  top  of 
the  pipe;  the  shaft  bearings  are  thus  protected  from  contact  with 
dirty  water.  The  rotating  parts  are  carried  on  roller  bearings  at  the 
upper  end  of  the  shaft,  and  for  heavy  pressures  these  are  supplemented 
by  oil  pressure  applied  between  one  or  more  pairs  of  discs.  Each 
rotating  disc  fixed  to  the  shaft  is  enclosed  within  a  close  fitting  bronze 
ring  which  has  free  lateral  movement.  This  is  a  well-designed  pump 
marking  progress  in  a  class  of  machinery  that  has  been  in  a  stationary 
condition  for  some  time  past. 

91  The  Krogh  Manufacturing  Company  oxliibits  a  variety  of 
centrifugal,  turbine,  and  plunger  pumps  for  various  uses  which 
are  of  good  design.  Among  these  are  a  vertical  centrifugal  mine 
sinking  pump,  cornish  pumps,  jack  head  pumps,  multi-stage  mine 
station    pumps,    single-stage    motor    driven    horizontal    centrifugal 


GEORGE  W.  DICKIE  445 

pomps,  multi-stage  high  pressure  turbine  pumps,  and  a  long  double- 
suction  centrifugal  pump  with  a  capacity  of  30,000  gal.  per  minute. 
The  engineer  finds  several  items  for  his  note  book  in  this  exhibit. 

92  The  American  Well  Works  has  an  exhibit  consisting  of  a  large 
variety  of  centrifugal,  turbine,  and  deep  well  plUnger  pumps,  of  good 
design  and  well  worthy  of  attention. 

93  Closely  connected  with  pumps  are  pipes,  valves,  and  fittings. 
These  are  found  in  great  variety  and  of  all  dimensions  in  the  Crane 
Co.'s  exhibit  which  fills  a  prominent  place  in  the  Palace  of  Ma- 
chinery. Some  of  the  main  features  of  this  exhibit  are:  One  72-in. 
wedge  water  gate  in  operation  worked  by  a  hydraulic  lift  and  weighing 
56,000  lb.;  one  36-in.  wedge  water  gate  in  operation  worked  by  a 
motor; a  complete  line  of  steel  water  gate§  from  2  in.  to  18  in.;  one 
12-in.  high  pressure  water  gate  for  800  lb',  pressure;  a  complete  line 
of  high  pressure  check  valves  for  1000  lb.  pressure;  a  large  assortment 
of  water  gate  valves  with  and  without  indicators.  This  exhibit  con- 
tains many  more  of  the  company's  products  than  can  be  mentioned 
here  and  is  one  of  the  most  notable  features  of  the  mechanical  de- 
partment. 

94  There  are  many  other  exhibits  that  should  have  been  men- 
tioned if  space  permitted.  In  the  Palace  of  Mines  there  is  much  that 
is  interesting  and  new.  This  branch  of  engineering  coupled  with  the 
advance  in  chemistry  and  metallurgy  has  made  great  progress  in 
recent  years  and  much  of  that  progress  can  be  traced  in  the  exhibits 
in  this  building. 

95  In  the  Palace  of  Transportation,  the  progress  in  that  field  of 
engineering  can  be  traced  through  all  its  stages.  In  one  corner  is 
found  an  interesting  old  pioneer  with  the  wagon  in  which  he  crossed 
the  continent  65  years  ago  and  from  that  point  of  beginning  can  be 
followed  the  progress  in  transportation  up  to  the  present  day,  when 
60  miles  an  hour  can  be  made  on  our  improved  highways  with  almost 
the  comfort  of  a  railroad  coach.  From  the  great  exhibit  of  the  West- 
ingliouse  Co.  in  this  palace  as  a  center,  wherever  one  turns  new 
wonders  of  mechanical  genius  continually  arrest  attention,  and  the 
skill  that  has  conquered  the  land,  the  sea,  and  the  air,  all  help  to 
raise  the  engineer's  estimate  of  the  worth  and  dignity  of  the  pro- 
fession to  which  he  belongs. 
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THE  DIESEL  ENGINE  AND  ITS  APPLICA- 
TIONS IN  SOUTHERN  CALIFORNIA 

Bt  Walter  Holbrook  Adams,  Pasadena,  Cal. 
Member  of  the  Society 

Diesel  secured  his  first  patents  in  1893,  and  brought  out  his  first 
successful  engine  in  1897,  at  the  Augsburg  Works  in  Germany,  and 
since  the  latter  date  the  use  of  the  Diesel  engine  has  been  increasing 
steadily,  especially  in  Europe.  Several  well-known  steam  engine 
manufactiLrers  in  the  United  States  today  have  begun  the  manu- 
facture of  Diesel  engines,  thus  showing  a  growing  demand  in  this 
country  for  such  a  prime  mover.  There  are  comparatively  few  Diesel 
engines  in  the  United  States  at  present,  the  total  horsepower  in  use 
being  just  over  100,000,  but  the  number  is  increasing  rapidly  every 
month. 

2  Diesel's  original  patent  described  the  action  of  his  engine  as 
follows:  (a)  The  highest  temperature  is  that  due  to  the  compression 
of  air  only  and  this  may  be  regulated  by  making  the  compression  the 
desired  amount.  (6)  Into  this  air  is  introduced  the  fuel,  gradually,  in 
a  finely-divided  state  and  in  such  quantity  that  the  burning  offsets 
the  cooling  due  to  the  expansion  as  the  piston  moves  forward. 

3  This  was  the  original  idea  of  Diesel,  namely,  a  supply  of  heat 
at  constant  temperature.  Such  a  supply  would  fulfil  one  of  our 
themodynamic  conditions  for  maximum  efficiency — a  supply  of  heat 
at  a  constant  maximum  temperature.  Diesel's  engine  in  practice  did 
'^otgive  this  desired  result,  so  he  modified  his  statement  to  cover  an 
increase  in  temperature  during  the  admission  of  the  fuel,  this  in- 
crease in  temperature  taking  place  at  constant  pressure.  This  is  the 
condition,  of  the  Diesel  engine  today,  as  closely  as  it  is  possible  for  the 
actual  engine  to  meet  the  ideal  conditions. 

4  The  difference  between  the  Diesel  engine  cycle  and  that  of 
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the  standard  form  of  internal  combustion  engine  (Otto)  is  shown  i 
Fig.  1.  In  the  Otto  cycle  there  is  compression  from  A  to  B;  ignitiomcM 
and  burning  at  constant  volume  from  B  to  C;  expansion  from  C  ioD  ^ 
and  rejection  of  heat  to  the  exhaust,  at  constant  volume,  from 
to  ^.  (It  makes  no  difference  in  the  ideal  diagram  whether  the 
gine  is  2-  or  4-cycle.)  In  the  Diesel  engine  there  is  correspondin. 
compression  from  A  to  B;  then  burning  at  constant  pressure  fro 
B  to  C;  expansion  from  C  to  D  and  exhaust  at  constant  volume  fro 
D  to  A.  In  the  Otto  cycle  there  is  an  explosion  while  the  voIuhl^ 
remains  constant,  thus  increasing  the  pressure  and  temperature;  in 
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Fig.  1    Co^iPARisoN  of  Cycles  and  Thermal  Efficiencies 

the  Diesel  cycle  there  is  burning  at  constant  pressure  while  the  volume 
and  temperature  increase. 

5  The  expressions  for  the  thermal  efficiency  of  the  ideal  cycles 
are  also  shown  in  Fig.  1,  and  curves  plotted  from  these  equations  are 
given  in  Fig.  2.  The  most  interesting  thing  to  observe  from  these 
curves  is  that,  for  corresponding  pressures  at  the  end  of  compression, 
the  Diesel  engine  has  the  lower  thermal  efficiency.  This  is  offset  by 
the  fact  that  in  the  Otto  engine  tlie  limit  of  compression  pressures 
is  80  to  200  lb.  per  sq.  in.,  while  in  the  Diesel  engine  the  compres- 
sion may  be  carried  as  higli  as  desired.  The  reasons  for  this  are  that 
in  the  Otto  engine  the  fuel  is  compressed  with  the  air,  and  pre-igni- 
tion  will  take  place  if  the  compression  is  carried  too  high,  due  to 
increase  of  temperature  with  increase  of  pressure.    In  the  Diesel  en- 
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gine,  air  only  is  compressed  and  the  temperature  may  rise  as  high 
as  desired  without  danger  of  pre-ignition.  The  temperatures  due  to 
compression  are  shown  in  Fig.  3^  calculated  for  an  adiabatic  com- 
pression. At  a  pressure  of  500  to  550  lb.  per  sq.  in.  the  temperature 
is  about  1000  deg.  fahr.,  and  if  fuel  in  a  finely-divided  condition  is^ 
introduced  into  air  at  this  temperature^  it  will  take  fire  and  bum 
without  any  special  ignition  apparatus. 

6    High  compression  is  possible  with   the  Diesel  engine  with 
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Fig.  2    Comparison  of  Efficiencies,  Otto  and  Diesel  Engines 
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Fio.  3    Diesel  Engine  Compression  Temperatures 

corresponding  gain  in  efficiency,  and  at  the  same  time  there  is  more 
complete  combustion  of  the  fuel  because  of  the  finely-divided  state  in 
which  it  is  forced  into  the  cylinder.  The  maximum  possible  eflBciency 
for  the  Otto  engine  is  52  per  cent  for  blast  furnace  gas  and  44  per 
cent  for  a  motor  car  engine.  Agaiiist  this  there  is  57  per  cent  eflS- 
ciency  for  the  Diesel  engine,  a  gain  of  29  per  cent  over  the  motor 
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car  engine  and  11  per  cent  over  the  blast  furnace  gas  engine.  If  the 
Otto  engine  could  have  the  same  compression,  it  would  be  a  better 
engine  that  the  Diesel  engine. 

7  This  question  may  be  asked :  Why  cannot  the  efficiency  of  the 
Diesel  engine  be  further  increased  by  higher  compression  than  600 
to  550  lb.  per  sq.  in.?  This  is  possible  in  the  ideal  engine,  but  ex- 
perience has  shown  that  600  lb.  per  sq.  in.  is  the  highest  allowable 
pressure  in  the  actual  engine.  For  pressures  above  that  amount,  the 
increased  size  of  the  parts  of  the  engine  increases  friction  and  cost 
above  any  gain  in  theoretical  efficiency.  Changes  in  the  Diesel  en- 
gine will  have  to  be  more  along  the  line  of  reduced  cost  and  simpler 
design  rather  than  better  economy. 

TWO-CYCLE  AND  FOUR-CYCLE  INTERNAL  COMBUSTON  ENGINES 

8  The  difference  between  the  2-cycle  and  4-cycle  types  of  in- 
ternal combustion  engine  is  in  design  and  construction  and  not  in 
theory. 

9  In  the  2-cycle  engine  there  is  expansion  of  the  burnt  gases 
until  near  the  end  of  the  stroke;  then  exhaust  begins  and  almost 
simultaneously  there  is  admission  of  either  air  and  fuel  or  air  alone 
at  another  part  of  the  cylinder — this  admission  taking  place  under 
slight  pressure.  The  burnt  gases  are  forced  out  by  the  fresh  charge, 
the  piston  moves  back  and  compression  takes  place.  This  gives  one 
working  stroke  for  every  revolution,  just  as  in  a  single-acting  steam 
engine.  The  necessary  compression  of  the  inlet  air  is  supplied  by 
the  slight  compression  produced  by  the  piston  in  an  enclosed  crank  case 
(cheap  engines)  or  is  produced  by  a  separate  scavenging  air  com- 
pressor, as  in  all  2-cycle  Diesel  engines.  In  this  type  the  pressure 
of  the  air  is  not  carried  to  more  than  4  to  8  lb.  per  sq.  in.  above  at- 
mospheric. 

10  In  the  4-cycle  type  there  are  ignition  and  expansion  until 
the  end  of  the  stroke.  Then  the  exhaust  valve  opens  and  remains 
open  until  the  piston  has  moved  back,  thus  allowing  the  piston  to 
expel  the  burnt  gases.  The  exhaust  valve  closes  and  the  admission 
valve  opens,  remaining  open  while  the  piston  moves  forward  to  draw 
in  a  fresh  charge.  It  then  closes  and  compression  takes  place.  This 
complete  cycle  requires  two  revolutions  of  the  engine  and  in  practice 
necessitates  a  large  flywheel  or  a  multiple-cylinder  engine  if  the  speed 
is  to  be  kept  constant. 

11  There  are  advantages  and  disadvantages  for  both  types  ap- 
plied to  Diesel  engines.    The  2-cycle  type  gives  almost  twice  as  much 

1.. 


WALTER   HOLBROOK   ADAMS  451 

power  for  the  same  size  of  cylinder,  as  it  has  two  working  strokes 
for  one  in  the  4-cycle.  (Actual  value  is  170  to  180  per  cent.)  This 
means  less  weight,  space  and  first  cost.  As  usually  constructed,  the 
piston  acts  as  its  own  valve  and  so  air  inlet  and  exhaust  valves  arc 
not  required.  (This  is  not  true  of  some  of  the  better  class  of  2-cycle 
Diesel  engines,  as  will  be  explained  later.)  In  marine  work  the  re- 
duction in  number  of  valves  makes  it  easier  to  reverse  a  2-cycle  en- 
gine. The  use  of  the  2-cycle  type  has  also  made  large  units  possible, 
and  1200  h.p.  per  cylinder  in  a  single-acting  engine  has  been  built. 

12  On  the  other  hand  there  is  to  be  said  for  the  4-cycle  type  of 
Diesel  engine : 

a  It  is  older  than  the  2-cycle  type  and  so  has  become  a  more 
stable  construction 

b  It  gives  better  fuel  economy,  as  expansion  can  be  carried  to 
the  end  of  the  stroke  and  no  power  is  required  for  the 
scavenging  pump.    The  gain  is  about  10  per  cent 

c  The  mean  temperature  is  lower.  There  is  more  time  to  re- 
move the  heat  and  not  so  much  heat  to  remove  per  unit 
of  cylinder  surface.  (In  a  2-cy.clc  engine  90,000  B.t.u. 
per  hour  has  to  be  removed  for  every  scjuare  foot  of 
cylinder  surface.  In  4-cycle  engines  the  figure  is  40,000 
B.t.u.  In  an  ordinary  water-tube  boiler  working  at  300 
per  cent  of  rating,  it  is  10,000  B.t.u.) 

d  The  valve  gear  runs  at  one-half  the  speed  of  the  main  shaft 

e  In  the  high  speed  2-oycle  engine,  it  has  been  difficult  to  get 
the  burnt  gases  out  of  the  cylinder  in  the  short  time 
available,  so  that  such  engines  have  not  been  quite  as 
successful  as  4-cycle  engines. 

13  The  tendency  in  this  country  and  abroad  is  to  use  4-cycle 
engines  up  to  from  700  to  1000  h.p.  and  above  that  2-cycle.  This  is 
^ue  to  the  reduced  first  cost  of  the  2-cycle  type  in  the  large  sizes  and 
the  excessive  diameter  of  cylinder  required  in  large  4-cycle  engines.  As 
progress  is  made  in  design,  the  2-cycle  type  may  supersede  the 
^■cycle,  but  this  is  not  evident  at  present  in  the  smaller  sizes. 

APPLICATIONS    OP    THE    DIESEL    ENGINE 

14  The  Diesel  engine  is  in  use  today  in  almost  all  places  where 
a  steam  engine  or  turbine  might  be  used.  Its  starting  torque  is  poor 
snd  it  should  run  at  a  constant  speed,  although  this  may  be  varied 
to  some  extent.  The  rated  load  decreases  as  the  altitude  at  which 
the  engine  operates  i^  increased, 
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15  The  engine  is  being  employed  for  propelling  ships  of  over  400 
ft.  in  length  and  9000  tons  in  cargo  capacity,  at  a  speed  of  about  11% 
knots;  such  ships  are  twin-screw  and  have  engines  of  1600  b.h.p., 
developed  in  6  cylinders.  The  engine  has  not  been  used  for  high 
speed  passenger  ships.  It  has  been  used  in  many  sailing  vessels  to 
provide  auxiliary  power  in  calm  weather.  It  has  been  used  in  sub- 
marines, and  the  Craig  Shipbuilding  Company  is  now  building  for 
the  United  States  Government  some  submarines  which  are  to  be 
equipped  with  Busch-Sulzer  Diesel  engines. 

16  One  locomotive  equipped  with  Diesel  engines  has  been  built 
in  Europe,  but  it  was  large,  clumsy  and  not  very  successful.  Diesel 
locomotives  will  not  compete  with  steam  locomotives  at  present.  For 
isolated  plant  or  central  station  service  the  Diesel  engine  is  well 
adapted,  if  several  units  are  installed  so  that  each  unit  will  work  near 
its  rated  load  without  a  heavy  overload  under  all  conditions  of  load 
factor. 

17  The  Diesel  engine  gives  excellent  service  when  installed  as 
a  pumping  engine.  It  can  be  used  for  all  kinds  of  factory  service 
just  as  well  as  the  steam  engine.  The  reasons  why  it  is  not  adopted 
more  extensively  in  this  country  are  probably: 

1  The  availability  of  cheap  fuel  has  prevented  a  demand  for 

an  expensive  first  cost  prime  mover  that  will  give  de- 
creased operating  cost 

2  American  manufacturers  have  been  slow  to  take  up  the  man- 

ufacture and  introduction  of  these  engines 

3  Engines  giving  satisfactory  service  have  only  been  made  in 

Europe  within  the  last  five  years 

4  A  Diesel  engine  requires  extreme  care  in  manufacture  and 

in  adjustment,  particularly  of  the  fuel  valve 

5  The  engine  cannot  be  operated  without  careful  supervision 

when  the  cleaning  and  adjusting  are  going  on 

6  Some  prejudice  exists  against  all  forms  of  internal  com- 

bustion engines  due  to  the  multiplicity  of  causes  that  may 
prevent  their  starting 

7  Oil  must  be  used  as  fuel,  and  the  cost  may  vary  within  wide 

limits 

8  Innate  conservativeness  of  the  human  race  makes  it  slow  to 

adopt  a  new  method  or  machine  until  others  have  tried  it. 

DESIGN  CHARACTERISTICS  OF  DIKSEL  ENGINES 

28    It  is  my  intention  to  discuss  design  characteristics  in  a  gen- 
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eral  way,  summing  up  the  present  situation,  rather  than  to  describe 
details  of  the  various  types.  (An  excellent  article^  on  the  design  of 
tiie Diesel  engine  has  been  published  in  The  Journal.) 

19  At  present  engines  are  manufactured  in  this  country  in  both 
the  horizontal  and  vertical  types.  One  to  four  cylinders  are  used  in 
the  horizontal  and  one  to  six  cylinders  in  the  vertical  engines.  The 
favorite  size  of  the  latter  is  two  to  four  cylinders. 

20  The  horsepower  per  cylinder  ranges  from  30  to  250,  with  size 
of  cylinder  varying  from  12  to  21  in.  The  stroke  bore  ratio  is  about 
1.25.  (In  December  one  manufacturer  announced  a  4-cylinder  ver- 
tical engine  of  2500  b.h.p.) 

21  The  smallest  Diesel  engine  (dimensions  of  cylinder)  that 
the  author  finds  any  record  of  is  a  6%  by  8%  in.,  2-cycle,  4-cylinder 
engine,  developing  110  b.h.p.  at  550  r.p.m.  The  largest  engine  is  a 
32.2  by  39.4  in.,  2-cycle,  single  cylinder  engine,  developing  1250 
iJi.p.  at  150  r.p.m.,  m.e.p.  106  lb.  per  sq.  in.  This  latter  is  an  ex- 
perimental engine  built  by  Cards  Bros,  in  Belgium.  If  such  an  en- 
gine were  built  with  8  cylinders,  it  would  have  an  output  of  10,000 
b.h.p.,  which  would  compare  favorably  with  a  steam  turbine,  if  the 
space  occupied  be  neglected. 

22  The  engines  built  in  the  United  States  are  all  comparatively 
slow  speed,  ranging  from  150  to  300  r.p.m.,  with  piston  speed  of 
600  to  900  ft.  per  minute.  A  few  high  speed  marine  engines  have 
speeds  as  high  as  480  r.p.m.  In  Europe,  before  the  war  started, 
there  was  being  developed  a  line  of  high  speed  engines  with  a  speed 
of  550  r.p.m.  for  submarines  and  such  work.  The  highest  com- 
mercial speed  in  use  at  present  is  350  to  400  r.p.m. 

23  All  engines,  except  one  make,  are  single-acting.  (One  manu- 
facturer reports  the  making  of  a  double-acting  engine  but  I  should 
judge  that  this  has  not  been  tried  out  thoroughly.)  In  Europe  sev- 
eral firms  were  experimenting  on  a  double-acting  engine ;  the  trouble 
experienced  in  this  type  is  in  cooling  the  cylinder  and  piston  and 
keeping  the  stufiing  boxes  tight. 

24  All  engines  in  this  country,  except  two  makes,  embody  trunk 
pistons  without  crossheads.  In  Europe  several  marine  types  use  a 
crosshead,  but  all  others  employ  the  trunk  piston.  The  crosshead 
takes  the  wear  produced  by  the  angular  thrust  of  the  connecting  rod. 

25  Valves  and  Valve  Gear.     There  is  necessarily  considerable 

'Becent  Developments  in  the  Manufacture  of  the  Diesel  Engine,  H.  R.  Setz, 
Journal  Am.  Soc.  M.  E.,  Vol.  36,  December,  1914,  page  420. 


454  DIESEL  ENGINE  AND   APPLICATION 

diflference  in  the  design  of  valves  and  gear  of  the  2-cycle  and  4-cycle 
types.  As  the  piston  acts  as  its  own  valve  in  the  high  speed  2-cycle 
type,  there  are  only  two  valves  in  the  cylinder  head — the  fuel  valve 
and  air  starting  valve.  In  the  better  slow  speed  2-cycle  engines  there 
are  7  valves  in  the  cylinder  head;  these  are  4  scavenging  valves,  1 
fuel  valve,  1  starting  air  valve  and  1  safety  valve.  There  are  no 
American  engines  with  4  scavenging  valves  in  the  cylinder  head. 

26  The  4-cycle  engine  must  have  at  least  4  valves,  namely,  suc- 
tion, exhaust,  fuel  and  starting  valves.  The  safety  valve  is  often 
combined  with  the  air  starting  valve.  In  most  engines  the  valves 
are  all  placed  in  the  head  of  the  cylinder,  but  in  a  few  types  the 
suction  and  exhaust  valves  are  placed  on  its  circumference. 

27  The  material  used  for  cylinder  walls,  liners,  and  heads  is 
cast  iron.  A  few  engines  have  been  equipped  with  cast  steel  heads, 
but  these  did  not  prove  satisfactory  and  cast  iron  has  been- substituted. 

28  Fuel  Valve,  The  fuel  valve  in  the  Diesel  engine  is  the  most 
delicate  part  of  it.  Even  when  the  engine  is  fully  loaded,  this  valve 
moves  only  a  few  hundredths  of  an  inch.  In  an  engine  with  a  21  by 
30  in.  cylinder,  the  amount  of  oil  per  stroke  at  rated  load  is  only 
0.4  cu.  in.  When  it  is  remembered  that  this  oil  must  be  introduced 
in  the  form  of  a  very  fine  spray  in  a  time  of  about  1/40  sec.,  and  that 
the  regulation  of  the  amount  of  oil  is  the  only  method  of  governing 
the  engine,  it  is  easy  to  imagine  the  troubles  of  the  early  operators 
and  designers.  The  fuel  valve  must  not  clog  or  fill  with  gum  and 
must  always  operate  correctly.  The  designs  of  the  manufacturers 
vary  in  detail,  but  the  underlying  principle  is  the  same.  The  fuel 
is  pumped  into  a  chamber  surrounding  the  valve  by  a  pump  whose 
stroke  is  controlled  by  the  governor;  this  chamber  forms  a  labyrinth 
passage.  Air  under  a  pressure  of  800  to  1000  lb.  per  sq.  in.  is  ad- 
mitted in  back  of  the  oil  and  forces  the  latter  into  the  cylinder  in 
the  form  of  a  fine  spray.  The  valve  is  controlled  by  a  cam,  opening 
about  1  per  cent  before  the  end  of  the  compression  stroke  and  re- 
maining open  from  about  8  to  10  per  cent  of  the  working  stroke. 

29  In  most  of  the  present  engines,  the  oil  is  forced  into  the  valve 
passages  against  the  air  pressure,  thus  requiring  a  strong  oil  pump. 
Se^'eral  manufacturers  have  adopted  the  method  of  pumping  the  oil 
into  a  restricted  passage  between  the  air  valve  and  the  cylinder  during 
the  suction  stroke  of  the  engine,  where  it  remains  until  the  air  valve 
opens  and  it  is  forced  into  the  cylinder.  This  arrangement  reduces 
the  work  of  pumping.    The  relative  merits  of  the  two  types  are  under 
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discussion  today.  So  far  as  the  author  can  find  out  the  low  pressure 
type  seems  to  give  the  best  satisfaction  with  California  oils.  At  least 
tiie  manufacturers  using  this  type  say  they  can  use  any  grade  of  oil, 
while  the  manufacturers  of  the  high  pressure  type  like  to  specify  a 
minimTiTn  grade  of  oil  that  they  can  use. 

30  The  remainder  of  the  design  of  the  Diesel  engine  follows 
gas  engine  design  quite  closely,  with  generally  more  massive  and  care- 
ful construction.     It  is  discussed  fully  in  the  paper  quoted  above. 

31  Air  Compressor.  The  air  used  for  spraying  the  oil  into  the 
cylinder  is  supplied  by  a  2-  or  3-stage  air  compressor.  The  pressure 
required  for  the  spray  is  800  to  1100  lb.  per  sq.  in.,  depending  mainly 
upon  the  kind  of  oil  used,  but  also  to  some  extent  on  the  load  under 
which  the  engine  is  working.  The  amount  of  this  air  is  estimated  to 
be  from  16  to  34  cu.  ft.  of  free  air  per  b.h.p.  per  hour.  The  power 
required  for  operating  the  compressor  is  about  4  to  7  per  cent  of  the 
total  power  developed  by  the  engine.  The  compressor  is  usually  made 
an  integral  part  of  the  engine,  and  is  driven  by  a  crank  forged  on  the 
crank  shaft,  or  in  a  few  cases  by  a  belt  from  the  engine  or  by  a  motor. 

32  Scavenging  Pump,  In  the  2-cycle  engines  a  special  scaveng- 
ing pump  is  used  for  driving  the  burnt  gases  out  of  the  cylinder. 
This  is  usually  made  the  low  pressure  stage  of  the  air  compressor. 
As  previously  mentioned,  the  scavenging  air  is  controlled  by  the  piston 
or  by  scavenging  valves  in  the  cylinder  head.  This  latter  type  gives 
the  best  scavenging,  as  the  air  sweeps  through  the  cylinder  from  the 
head  end,  and  passes  out  through  ports  placed  around  the  circum- 
ference at  the  crank  end.  There  is  a  large  gain  in  economy  and 
power  due  to  using  this  scavenging  air  in  the  2-cycle  engine,  because 
of  better  combustion,  but  it  is  not  necessary  in  the  4-cycle  engine. 

33  The  air  is  supplied  at  a  pressure  of  4  to  8  lb.  per  sq.  in. 
above  atmosphere.  The  volume  of  this  air  is  1.2  to  1.8  the  cylinder 
volume.  The  power  required  for  the  pump  is  about  4  per  cent  of 
the  output  of  the  engine. 

34  Governing.  The  governing  is  by  a  governor  which  regulates 
the  amount  of  fuel  supplied  to  the  engine.  The  governor  holds  the 
suction  valve  of  the  fuel  pump  open  for  a  portion  of  the  forcing 
stroke  or  regulates  the  length  of  the  stroke  or  varies  the  clearance  of 
the  pump.  Each  manufacturer  employs  a  different  method  for 
governing,  but  all  methods  in  use  seem  to  <^ive  a  close  regulation. 
If  the  engine  has  more  than  one  cylinder,  each  cylinder  must  have 

own  pump  and  all  puni{)s  must  be  under  the  control  of  the 
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governor.  As  far  as  the  author  knows,  no  one  has  attempted  to 
distribute  the  oil  to  the  various  cylinders  after  it  leaves  a  common 
fuel  pump. 

35  The  regulation  is  well  under  3  per  cent  in  all  types,  and,  if 
necessary,  some  manufacturers  are  willing  to  guarantee  much  closer 
regulation.  All  engines,  except  the  single  cylinder  types,  will  give 
close  enough  regulation  for  operation  of  all  electrical  machinery. 
The  overload  capacity  of  the  Diesel  engine  is  small  when  compared 
to  turbines  as  it  is  only  about  10  to  15  per  cent. 

36  Water  Cooling.  The  cylinders  and  cylinder  heads  of  all 
Diesel  engines  must  be  watercooled,  and  in  the  larger  sizes  the  pistons 
must  be  cooled  also.  The  amount  of  water  required  is  about  3  to  9 
gal.  per  b.h.p.  per  hour,  depending  upon  the  temperature  rise  which 
is  allowed.  With  a  temperature  rise  of  70  deg.  fahr.  the  amount  of 
water  will  be  about  3  to  4  gallons.  The  maximum  temperature  of 
the  cooling  water  is  kept  about  130  to  140  deg.  fahr.,  although  it  may 
rise  to  as  high  as  180  deg.  fahr.  if  the  water  contains  no  impurities 
that  will  precipitate  at  this  temperature.  The  heat  carried  away  in 
the  cooling  water  is  about  2500  to  3000  b.t.u.  per  b.h.p.  per  hour. 

FUELS 

37  Any  fuel  that  will  bum  without  leaving  an  ash  or  residue, 
cither  due  to  incomplete  combustion  or  due  to  unburnable  material  in 
the  fuel,  may  be  used  in  a  Diesel  engine.  Attempts  have  been  made  to 
introduced  pulverized  coal  into  the  cylinder  of  the  engine  but  these 
have  not  as  yet  been  successful.  Gasoline,  kerosene  and  the  light 
distillates  need  not  be  considered  as  fuel  for  the  Diesel  engine  as  they 
can  be  used  to  better  advantage  elsewhere. 

38  There  is  left  crude  oil,  low-grade  distillates  and  the  coal 
tar  products.  The  last  have  not  been  used  to  any  great  extent  in  this 
country. 

39  Crude  oil  which  is  free  from  sand  and  water  can  be  used  as 
tuel,  even  if  it  contains  as  much  as  50  per  cent  asphaltum.  Owing 
to  the  scarcity  of  gasoline,  today  practically  all  crude  oil  has  the 
gasoline  content  removed  before  it  is  sold  for  fuel,  so  that  all  fuel 
oil  is  "topped^'  oil. 

40  On  the  Pacific  Coast  we  are  not  interested  in  the  Eastern 
oils,  but  1  would  like  to  say  that  when  used  in  Diesel  engines  these 
have  given  better  satisfaction  than  the  Western  oils.  The  California 
oils  have  been  tried  on  tlie  manufacturers'  testing  floors  in  the  Eastern 
states,  and  all  reports  that  the  author  h^s  received  indicate  that  they 
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have  been  satisfactory.  But,  at  the  same  time,  the  statement  is  made 
that  the  tests  have  not  been  continued  for  more  than  6  to  7  days  as 
the  supply  of  the  special  oil  becomes  exhausted.  After  such  tests 
the  condition  of  the  engine  is  always  reported  to  be  excellent.  The 
objections  that  the  author  has  heard  against  the  Western  oils  are 
these:  Viscous  and  sluggish,  high  sulphur  content,  high  water  con- 
tent, and  high  in  ash. 

41  A  viscous  and  sluggish  oil  can  be  heated  by  the  cooling  water 
as  it  leaves  the  engine,  or  by  the  hot  exhaust  gases,  until  it  becomes 
fluid.  It  can  then  be  pumped  as  well  as  any  oil.  When  such  an  oil  is 
employed  kerosene  should  be  used  to  start  up  and  for  a  few  minutes 
before  shutting  down,  so  as  to  clean  all  the  heavy  oil  from  the  piping 
and  pnmps. 

42  The  high  sulphur  content  oil  is  more  dangerous,  as  it  bums 
to  sulphur  dioxide  which  tends  to  cause  corrosion  of  the  piston  and 
cylinder,  the  valves  and  valve  seats  and  the  exhaust  pipe.  The  maxi- 
mum amount  of  sulphur  that  can  be  allowed  seems  to  be  about  2  to  4 
percent 

43  Water  in  the  oil  will  decrease  the  heating  value  and  cut  down 
the  amount  of  fuel  delivered  to  the  cylinder.  If  the  water  comes  in 
"slugs'*  it  will  cause  the  engine  to  run  irregularly.  "Topped"  oil 
will  not  contain  much  water,  as  it  will  be  removed  during  the  topping 
process.  Most  manufacturers  specify  an  oil  containing  less  than  1 
to  2  per  cent  of  water. 

44  The  ash  is  of  considerable  importance  as  it  tends  to  remain 
in  the  cylinder,  causing  cutting  of  the  walls,  the  valves  and  the  valve 
seats.  This  makes  the  maintenance  charges  high.  The  Eastern 
parafiSne  base  oils  can  be  cleaned  much  easier  than  the  Western  as- 
phaltum  base  oils.  In  the  latter  the  asphalt  collects  around  the  sand 
particles,  and  it  is  impossible  to  separate  them  except  by  heating  the 
oil  and  straining  it  while  hot. 

45  Some  engines  are  working  today  on  Western  oils  being  sold 
in  the  markrt  as  boiler  fuel  oil.  The  Diesel  engine  located  on  the 
Jameson  ranch  at  Corona,  Cal.,  is  now  running  on  24  to  26  deg.  B. 
Santa  Fe  tops  bought  for  the  smudge  pots.  The  oil  costs  69  cents 
per  barrel,  F.O.B.  Los  Angeles.  This  engine  has  been  run  for  more 
than  2  months  without  a  shut-down.  About  a  quart  of  coal  oil  was 
supplied  twice  a  day  to  clean  out  the  pump.  The  engine  was  run  for 
10  days  on  18  deg.  fuel  oil  then  in  use  on  a  steam  road  roller  iu 
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Corona,  and  the  ruD  was  stopped  at  the  end  of  that  period,  as  the 
supply  of  that  particular  fuel  was  exhausted. 

46  The  Lyons-Atlas  Company  sold  a  600  b.h.p.  engine  to  the 
Hawaiian  Commercial  and  Sugar  Company  on  the  guarantee  of  710 
hours  operation  out  of  720  per  month  oa  14  to  18  deg.  California  oil, 
then  in  use  under  the  Company's  boilers  in  the  Hawaiian  Islands. 
The  engine  was  tested  at  the  factory  under  the  supervision  of  the 
company's  engineer,  was  paid  for,  and  then  shipped  through  the 
Panania  Canal  to  the  iBlands.     The  test  consisted  of  a  48-houT  pre- 
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liminary  run  on  Eastern  oil  and  then  a  144-hour  (6  day)  continuous 
run  at  rated  load  on  the  California  oil.  At  the  end  of  the  run,  the 
valves  and  the  heads  were  examined  and  no  evidence  of  any  deposit 
was  found.  A  120  h.p.  4-cycle  engine  has  been  running  for  6  months, 
M  hours  a  day,  without  a  stop,  in  Sun  Antonio,  Texas.  The  fuel 
was  a  20-deg.  Texas  oil.  There  are  numerous  other  examples  of  en- 
gines on  this  coast  but.  not  using  California  oils.  Many  engines  are 
in  operation  in  Texas,  New  Mexico  and  Arizona  using  Texas  and 
Uexicau  oils. 
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ECONOMY  AND  EFFICIENCY 

47  The  economy  of  the  Diesel  engine  is  the  best  of  all  present 
en^nes.  Fig.  4  shows  the  heat  balance  for  a  4-cycle  Diesel  engine, 
and  also  for  one  of  the  latest  large  steam  turbine  plants.     In  pre- 
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paring  this  heat  balance  for  the  Diesel  engine,  a  mechanical  efficiency 
of  77  per  cent  was  assumed  and  the  thermal  efficiency  of  an  actual 
engine,  as  shown  by  test,  was  used  as  a  basis  for  the  remainder.  The 
distribation  of  waste  heat  between  exhaust  and  cooling  water  for  this 
engine  Taries,  so  that  an  equal  distribution  was  assumed. 
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48  The  heat  balance  of  the  turbine  plant  is  a  composite  heat 
balance  based  upon  an  oil-fired  boiler  and  a  turbine  generator  unit, 
using  the  best  steam  figure  that  I  have  record  of.  95  per  cent  is 
allowed  for  the  efficiency  of  the  generator  and  95  per  cent  for  the 
mechanical  efiiciency  of  the  turbine. 

49  The  author's  idea  in  making  this  comparison  is  to  show  the 
best  thermal  efiiciency  in  both  types  of  prime  movers,  thus  indicating 
the  superiority  of  the  Diesel  engine  as  far  as  thermal  efficiency  is 
concerned.  So  far  as  is  known,  however,  no  turbine  plant  is  operat- 
ing today  with  an  over-all  thermal  efficiency  quite  as  high  as  the  20 
per  cent  shown. 

50  The  efficiency  of  the  Diesel  engine  may  be  still  further  in- 
creased by  utilizing  the  heat  in  the  exhaust  for  making  steam  to  run 
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a  steam  turbine.  Experiments  are  now  being  carried  out  in  this  di- 
rection, but  the  results  are  not  yet  good  enough  to  indicate  that  this 
can  be  done  in  all  cases.  Experiments  are  also  being  made  along  the 
line  of  increasing  the  temperature  of  the  jacket  water,  so  that  this 
may  be  converted  into  steam  which  may  be  used. 

51  Figs.  5  and  6  show  respectively  efficiency  curves  and  indi- 
cator cards  for  a  3-cylinder  Lyons-Atlas  Diesel  engine,  using  an 
Eastern  oil.  Fig.  5  shows  clearly  that  from  about  60  per  cent  to  120 
per  cent  of  the  rated  load  the  economy  and  thermal  efficiency  remain 
nearly  constant.  The  mechanical  efficiency  tends  to  increase  as  the 
load  increases.  This  factor  is  about  75  per  cent  at  full  load  for  a 
4-cycle  engine  and  70  per  cent  for  a  2-cycle  engine  (This  is  due  to  the 
power  required  for  the  air  compressor  for  the  scavenging  air). 

62  Fig.  7  shows  the  results  of  a  series  of  tests  on  an  engine, 
using  various  fuels.  When  the  best  grade  of  fuel  indicated  is  used, 
the  amount  is  about  0.4  lb.  per  b.h.p.-hr.,  while  it  does  not  exceed 
0.6  lb.  with  the  poorest  grade  at  rated  load. 

63  The  Diesel  engine  will  work  nearer  to  test  conditions  at  all 
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tunes  th&n  any  other  type  of  prime  mover,  as  it  is  more  independent 
of  the  operator  and  requires  a  good  compression  for  ignition.  The 
effidenqr  depends  upon  the  compression ;  if  thiB  latter  drops  due  to 
Tilve  trouble  the  engine  will  show  it  at  once,  as  there  will  not  be  heat 
enongh  to  ignite  the  fuel. 

OFEBATING  AND  DEFRBCIATION 
54    The  amount  of  lubricating  oil  is  stated  to  be  about  0.01  pint 
per  b.h.p.  per  hour,  based  on  the  rated  load.    The  engine  at  Corona 
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Fio.  T    DiESKL  Engine,  Comparison  of  Fdkls 

■uw  3  quarts  of  oil  every  24  hours  to  supply  the  loss.  The  load  is 
ftboot  35  h.p.  while  the  rating  of  the  engine  is  65  h.p.  This  is  at  the 
nte  of  0.008  pint  per  h.p.  per  hour. 

55  One  engineer  can  handle  1000  to  1500  horsepower  per  shift. 
^  attendance  consists  in  keeping  the  engine  supplied  with  both 
fnel  and  lubricating  oil  and  the  raiuor  work  that  there  always  is 
around  a  power  plant.  Operators  and  manufacturers  say  that  it  ia 
ueceaeary  to  esamine  the  fuel  valve  and  the  exhaust  valves  periodically 
•"d  dean  them.  The  time  interval  for  this  depends  upon  the  kind 
"•  fuel  in  use — it  may  be  a  week  or  several  months. 
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56  The  question  of  maintenance  and  depreciation  is  still  an  open 
one.  The  maintenance  charges  per  year  seem  to  average  about  1  per 
cent  of  the  first  cost  of  the  engine.  Very  few  manufacturers  have 
yet  had  engines  in  service  for  any  length  of  time,  so  that  the  life  of 
the  engine  is  still  uncertain,  although  it  is  claimed  to  be  longer  than 
that  of  a  steam  engine.  The  Busch-Sulzer  Diesel  Engine  Company 
have  two  225  b.h.p.  engines  installed  in  Texas  which  were  put  in  over 
nine  years  ago;  these  have  been  operating  on  an  average  of  18  hours 
a  day.  The  cylinders  have  never  been  rebored  and  now  show  very 
little  wear  and  are  as  smooth  and  bright  as  glass.  The  same  company 
also  has  a  225  b.h.p.  engine  in  Illinois  which  has  been  working  for 
24  hours  a  day,  6%  days  a  week,  for  over  2^^  years,  with  only  two 
minor  shut  downs. 

57  The  following  facts  seem  to  be  fairly  well  established : 

1  The  Diesel  engine  can  operate  continuously  for  6V^  or  more 

days  out  of  seven 

2  This  can  be  kept  up  for  long  periods  if  a  short  interval  is 

allowed  for  overhauling  and  minor  repairs 

3  The  exhaust  valves  may  give  trouble  by  burning  if  the  load 

is  too  large 

4  The  air  compressor  may  give  more  trouble  than  the  engine 

if  it  is  not  watched 

5  Dirt  in  the  oil  will  give  trouble 

6  Water  in  the  oil  will  give  trouble 

7  The  engine  will  not  carry  much  more  than  its  rated  load 

for  any  length  of  time. 

WEIGHTS  AND   COSTS 

58  The  weight  of  the  Diesel  engine  per  horsepower  varies  con- 
siderably, even  for  the  same  size  of  engine.  Data  supplied  by  the 
manufacturers  in  this  country  show  that  the  weight  per  b.h.p.  varies 
from  250  to  500  lb.,  with  no  uniformity,  except  that  the  higher-priced 
engines  are  the  heavier.  In  an  issue  of  London  Engineering  during 
1914,  the  statement  was  made  that  in  European  practice  the  weight 
had  been  reduced  to  62  lb.,  but  this  was  an  exception. 

59  The  cost  of  the  engine  is  hard  to  determine,  as  it  varies  so 
much  and  manufacturers  do  not  like  to  supply  cost  data.  The  price 
increases  directly  with  size  of  engine  from  $6000  for  a  75  h.p.  engine 
to  about  $48,000  for  a  1000  h.p.  engine.  The  price  of  a  small  Diesel 
engine  is  prohibitive  and  that  for  large  engines  of  several  thousand 
horsepower  does  not  go  much  below  $45  per  horsepower.    Cost  curves 
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for  the  Pacific  Coast  plotted  from  data  supplied  by  several  mana- 
facturers  are  given  in  Fig.  8. 

COST   Of   A    SHALL   PLANT 

60  Table  I  bhowe  a  comparison  of  the  cost  of  steam  turbine  and 
Diesel  engine  plants,  600  kw.  The  pinuts  arc  suppositious,  but  the 
cost  figures  given  can  be  considered  as  approximately  correct.  They 
show  that  the  Diesel  may  enter  into  scrions  competition  with  the  steam 
plant  when  the  toad  factor  is  better  than  25  per  cent.     The  Diesel 
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engine  will  not  replace  the  steam  plant  until  much  more  definite 
fibres  are  secured  regarding  the  life  of  the  former. 

61  As  the  yearly  load  factor  is  increased  the  Diesel  engine  will 
show  a  saving  in  total  operating  cost  due  to  the  saving  in  fuel.  In  the 
steam  plant  the  fuel  item  is  the  largest  single  item  of  expense,  witli  the 
fixed  charges  next.  In  the  Diesel  plant  the  fixed  charges  are  the 
largest  single  item,  with  the  remainder  of  the  operating  cost  about 
equally  divided  between  fuel  and  labor,  wnicr,  etc. 

62  The  items  under  first  cost  of  the  two  plants  are  only  ap- 
proximately correct,  as  the  author  had  no  personal  data  available  and 
had  to  depend  upon  published  results  which  did  not  check  with  one 
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Fablb  1    Comparison  Ck)STS,  Stbam  Turbine  and  Dibskl  Enginb,  600  KW. 

Municipal  Power  Plant 

ASSnilPTIONB 

Load  Factor  «>  25  per  cent  Maximum  load  ««  rated  output 

(This  gives  turbines  alight  advantage  in  overload  capacity.) 
Turbines  operated  condensing,  using  jet  condenser  and  cooling  tower.    Oil  Fuel.     Crude  oil, 
95  cenu  bbl.     Distilled  oil.  SI. 60  bbl. 

Turbine  Plant  develops  140  kw-hr.  per  bbl. 
Diesel  Plant  develops  447  kw-hr.  per  bbl. 

FIRST  COST 


TUBBINC  PLAtn* 


Diesel  Engine  Plant 


1-200  kw..  l-400kw.  Units 


3-200  kw.  Units 


1-200  kw..  1-400  kw.  Units 


Boilers  and  Settings..  .S  6,200  ,  Engines $51,000  !  Engines $47,500 

Pumps 250  I  Erecting 5.000  j  Erecting 5,000 

Piping 500  I  Piping 1.400  j  Piping 1.400 

Suck  and  Flues 2,950  j  OU  tanks 1.000  j  Oil  Unks I.OOO 


} 


1.000 


Heaters 500  i  Water  Cooling    \  i  onn  J  ^^^''Cooling 

Turbines 12,500  |  Apparatus           J  •  •     •  t        >  ^pp^^atus 

Generators,  etc 11,400  '  Generatorn 11.400  !  Generators 11.400 

Condensers 2.400  i  Building 6.000  i  Building 6.000 

Cooling  tower 3,500  , 

Building 10.000  i 


Total $50,200       Total $76,800  I     ToUl $73,300 


OPERATING  COSTS 
1.314.000  kw-hr.  per  Year 


Turbine  Plant 


Diesel  Engine  Plant 


Wages $3,000 

Lubrication 500 

Miscellaneous 100 

Maintenance 400 

Water 250 


Wages $3,000 

Lubrication 500 

Miscellaneous 100 

Maintenance 400 

Water 50 


$4,250 


$4,050 


3  Engines 


2  Engines 


Fuel 


Fuel 


Fuel  at  95  cents  per  bbl .  $8,910  ,     95  ^^^^^  ^^^^ 

Fixed    charges    14    per  1 - 

cent 7.030  i  J'uel $  2,790 


$1.50  bbl.     ,  95  cents  bbl.   i      $1.50  bbl. 
$  4,410   '  $  2,790   I 


Fixed 


Total $20,190  !  Charges 

I    14  per 
!  cent 


10.780 


10.780 


10.280 


$  4.410 
10.280 


Total..  $17,620 


$19,240 


$17,120 


$18,740 

r-m  


Discussion  of  these  Values 
Difference  in  first  costs  — $73.300 -$50,200- $23,100. 

Diesel  Engine  Plant  costs  46  per  cent  more. 
Difference  in  operating  costs. 

(o)     $20.190-$l7.120-$3.070.     Net  saving  per  year -$3,070 
(6)     $20, 190 -$18.740- $1,4 50.     Net  saving  per  year -$1,450 

Con^uncn:  Difference  in  yearly  cost  is  so  small  that  no  definite  conclusion  can  be  drawn 
Each  plant  should  be  investigated  carefully  before  type  of  equipment  is  decided. 
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another.  The  output  per  barrel  of  oil  ie  based  upon  published  yearly 
reports  of  both  Diesel  and  steam  plants.  The  steam  plant  is  located 
in  California  while  the  Diesel  plant  is  in  Texas.  The  distilled  oil 
cost  was  purposely  placed  high,  so  as  to  indicate  the  showing  that 


C0MPABI8ON  Cost  Curves.  Sixam  Tubbinb  and  Diesel  Engine, 
600  Kw.  MuMciPAL  Lighting  Pijist 


a  Diesel  engine  could  make  in  competition  with  a  steam  plant,  even 
if  it  was  handicapped  with  a  high  price  of  suitable  oil.  As  we  are 
not  interested  in  comparison  of  coal  and  oil  as  fuels,  no  attempt  has 
been  made  to  show  such.  The  items  under  operating  cost  were  taken 
from  a  published  report  of  a  Diesel  plant  in  Texas,  where  wages  are 
low  in  comparison  to  those  in  California.    In  the  turbine  plant  about 
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the  same  conditions  of  operation  have  been  assumed,  as  the  total  of 
the  items  listed  under  lubrication  and  miscellaneous  are  small. 

63  In  Fig.  9  showing  cost  curves  are  plotted  the  yearly  costs 
for  the  plants  against  price  of  oil  per  barrel.  This  shows  graphically 
the  effect  of  the  price  of  oil  on  the  total  operating  cost.  By  pro- 
jecting from  the  total  operating  cost  curve  of  the  steam  turbine  plant 
to  the  corresponding  curve  for  the  Diesel  plant,  a  comparison  may 
be  secured  for  any  price  of  oil.  For  example,  assume  the  price  of 
boiler  fuel  oil  to  be  75  cents  and  engine  oil  to  be  90  cents  per  barrel. 
Then  the  turbine  plant  will  cost  $18,400  per  year,  and  the  Diesel 
plant  $17,500  per  year.  When  the  price  of  oil  is  53  cents  per  barrel, 
the  yearly  cost  will  be  the  same  for  both  plants. 

64  On  account  of  the  lack  of  data  relative  to  the  life  of  the 
Diesel  engine,  the  same  fixed  charges,  namely,  6  per  cent  deprecia- 
tion, 6  per  cent  interest  and  2  per  cent  insurance  and  taxes,  have 
been  assumed  for  both  plants  for  comparison. 

65  The  item  of  life  of  the  Diesel  engine  is  open  for  discussion, 
but  no  one  can  yet  say  definitely  what  the  life  of  the  Diesel  engine, 
when  properly  taken  care  of,  is  going  to  be  as  none  of  our  successful 
plants  have  been  in  operation  long  enough  to  give  the  answer. 

DISCUSSION 

H.  R.  Setz  said  that  to  answer  the  question  of  life  of  the  Diesel 
engine  we  will  have  to  look  to  Europe,  because  there  the  Diesel 
engine  had  its  conception,  and  there  it  has  been  perfected  to  the 
highest  stage.  Experience  there  has  proven  that  all  the  parts  which 
are  subject  to  wear,  at  least  in  a  well-designed  engine,  can  be  re- 
placed at  a  cost  of  about  35  to  40  per  cent  of  the  initial  cost  of  the 
engine.  These  parts  include  pistons  and  cylinder  liners,  for  in- 
stance, as  well  as  valves,  bushings,  and  all  those  parts  subjected  to 
natural  wear  of  the  engine.  European  practice  has  brought  out 
that  these  parts  will  stand  up  easily  from  eight  to  ten  years. 

He  said  that  in  1901  he  took  part  in  a  test  on  a  two-cylinder 
engine  in  which  after  12  years  of  operation  the  pistons  and  one 
cylinder  liner  have  been  replaced,  but  all  the  other  parts  are  prac- 
tically the  same  as  in  the  original  engine  contained. 

Regarding  the  fuel  question,  he  said  there  are  many  different 
kinds  of  fuel  oils,  and  a  thing  which  ought  to  be  done  in  this 
country,  and  probably  by  a  committee  of  members  of  the  Society, 
is  to  make  a  systematic  study  of  fuel  oils.     In  Switzerland,  a  very 
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eompreheDsive  study  was  made  by  actually  running  a  Diesel  engine 
for  two  or  three  weeks  at  a  time  on  various  fuels.  Unfortunately, 
the  fuels  that  were  tried  were  all,  with  one  or  two  exceptions, 
European  oils,  from  Galicia,  Roumania  and  Baku.  There  were 
only  two  American  samples  used ;  one  was  an  Oklahoma  oil  and  the 
other  a  California  oil,  both  asphalt  base  oils.  The  latter  should  be 
investigated. 

Referring  to  a  few  examples  of  his  experience  with  asphalt  base 
oils,  he  said  there  is  no  standard  definition  for  asphalt.  Asphalt  is 
defined  sometimes  as  the  residue  which  remains  after  heating  the 
oil  for  a  certain  number  of  hours  at  a  certain  temperature  in  the 
open-air.  But  the  residue  may  contain  many  other  things  than 
asphalt,  so  that  is  not  a  conclusive  test  at  all.  Another  method  of 
determining  asphalt,  is  by  a  chemical  analysis,  and  even  in  that 
there  is  no  accepted  standard.  When  he  started  the  first  Diesel 
engine  in  the  Southwest,  he  was  told  the  oil  contained  32  per  cent 
asphalt,  and  he  thought  the  engine  would  never  run  on  that  fuel. 
Yet  to  his  great  surprise,  the  engine  ran  and  is  running  today  with 
nothing  else  than  that  particular  grade  of  oil.  It  is  a  California 
oil  of  14.6  gravity,  Baume,  and  the  engine  can  even  be  started, 
and  is  regularly  started,  on  that  kind  of  oil— a  thing  which  no 
engineer  in  Europe  would  believe  possible  unless  he  saw  it. 

The  usual  method  of  designating  an  oil  in  regard  to  its  suita- 
bility for  operation  in  Diesel  engines  is  to  give  the  gravity,  either 
Baume  or  specific  gravity.  From  a  number  of  California  oils,  it 
has  been  found  that  the  heat  values  range  from  18,000  to  almost 
20,000  B.tu.  per  pound,  and  that  the  percentage  of  a.sphalt  contents 
varies  as  much  as  25  per  cent.  This  indicates  that  specific  gravity 
is  not  the  only  criterion  for  determining  the  value  of  fuel  oil. 

Another  matter  referred  to  in  the  paper  is  the  percentage  of 
water.  This,  he  said,  is  not  in  itself  enough  to  designate  the  oil  as 
to  its  suitability  for  Diesel  engine  use.  For  instance,  an  engine 
operated  on  a  Mexican  crude  oil  containing  over  2  per  cent  water 
ran  for  quite  a  while  very  nicely.  All  at  once  it  began  to  run 
jerkily,  irregularly,  and  finally  shut  itself  down.  After  investigat- 
ing it  was  found  that  this  Mexican  crude  oil  was  so  heavy  that  the 
water  remained  in  it  suspended  in  very  small  drops,  and  separated 
ont  but  very  little.  These  very  small  particles  of  water  had  been 
pumped  in  gradually  with  the  oil  into  the  injection  valve— not  into 
the  cylinder  but  into  the  injection  valve  on  the  atomizer  plates. 
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This  valve  serves  the  purpose  of  disintegrating  the  fuel  before  it  is 
injected,  and  the  atomizer  plates  have  a  temperature  high  enough 
to  evaporate  the  water.  This  water  vapor  rose  inside  the  injection 
valve  space  to  the  upper  end  of  the  valve,  and  there  gradually 
condensed  and  formed  a  drop  big  enough  so  that  afterwards,  when 
it  was  blown  into  the  cylinder,  it  shut  the  engine  down. 

Another  oil  which  contained  about  5  per  cent  of  water  did  not 
cause  any  trouble  at  all,  because  the  oil  was  of  such  a  consistency 
that  the  water  was  easily  separated  and  could  be  drawn  oflE;  no 
water  came  into  the  cylinder  at  all. 

A  feature  of  some  California  oils  is  the  salt  contents.  These 
salts  may  under  unfavorable  conditions  form  deposits  that  might 
cause  excessive  wear.  This  is  another  thing  which  ought  to  be 
investigated. 

R.  L.  Rowley  asked  Mr.  Setz  what  was  the  smallest  size  of  four 
and  six-cylinder  engines,  and  also  the  weight  now  adopted  for 
Diesel  work  in  European  practice? 

H.  R.  Setz  replied  the  question  of  weight  is  entirely  dependent 
upon  the  speed  of  the  engine.  Up  to  a  short  time  ago,  in  order  to 
meet  requirements  of  smaller  submarine  construction,  speeds  were 
increased  and  weights  reduced  beyond  what  is  considered  desirable 
limits  today.  Later  practice  is  tending  towards  heavier  weights 
and  more  rigidity  in  the  engine,  so  as  to  insure  longer  life. 

Roger  D.  De  Wolf  (written).  The  data  used  by  the  author 
in  compiling  Table  1  do  not  agree  with  data  possessed  by  the 
writer,  and  I  would  like  to  submit  a  revised  comparison. 

My  turbine  data  are  based  upon  quotations  and  guarantees  made 
about  two  years  ago.  Fig.  10  shows  the  relation  between  the  cost 
per  kw.  and  kw.  capacity  of  turbines  ranging  in  size  from  100  to 
750  kw.  This  curve  is  based  upon  actual  quotations,  and  includes 
the  cost  of  the  turbine  and  generator.  It  shows  the  cost  of  a  200- 
kw.  unit  to  be  $31.00  per  kw.  and  a  400-kw.  unit  to  be  $21.50  per 
kw.,  or  an  average  cost  per  kw.  for  these  two  units  including 
generators,  of  $24.75.  The  cost  which  the  author  gives  for  turbines 
and  generators  is  $39.80  per  kw.  It  should  be  noted  that  he  has 
assumed  that  the  generator  would  cost  the  same  in  the  turbine  plant 
as  in  the  Diesel  engine  plant;  this  is  obviously  wrong,  since  the 
generator  for  the  former  would  be  very  much  higher  in  speed  than 
that  for  the  latter. 


L 
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Fig.  11  shows  the  water  rates  which  the  maDufacturers  were 
willing  to  grant  on  these  turbines,  based  on  175  lb.  gage  pressure 
and  2  in.  absolute  vacuum ;  and  Fig.  12  shows  the  total  steam  re- 
quired per  hour  under  different  loads.  Based  on  these  curves,  the 
steam  consumption  for  the  plant  would  be  as  follows: 

200  kff.  at  24.5  lb 4900  lb. 

400  kw.  at  20.5  lb 8200  lb. 

Total  to  turbine 13,100  lb. 

Additioosl  10%  for  auxili&ries 1,310  lb. 

Total 14,410  lb. 

To  furnish  this  amount  of  steara,  assuming  that  the  boilers  are 
operated  at  200  per  cent  of  rating,  or,  roughly,  60  lb.  evapora- 
tion per  rated  boiler  hp.,  the  total  boiler  hp.  required  would  be 
14,410  -H  60  =  240  hp. 


Flo.  10    IiEi.ATios  Between  Turbine  Cost  and  Capacitv 

The  proceedings  of  the  National  Electric  Light  Association  at 
the  Chicago  convention  in  1913,  include  a  table'  giving  the  heating 
value  of  different  California  oils  as  from  17,600  to  18,878  B.t.u. 
per  lb.  I  have  assumed  an  average  value  of  18,500.  The  weight 
of  one  bbl.  of  oil  is  given  as  336  lb.,  and  the  B.t.u.  per  bbl.  would 
then  be  6,216,000. 

Numeroiui  boiler  tests  using  oil  as  fuel  have  shown  an  efficiency 
considerably  better  than  80  per  cent.  In  a  modern  plant  there 
should  be  no  great  difficulty  in  getting  an  efficiency  of  80  per  cent, 
which  would  mean  that  there  would  be  4,972,800  B.t.u.  available 
per  bbl,  of  oil. 

Befening  again  to  Fig.  12,  it  will  be  seen  that  for  the  average 
load  of  150  kw.,  based  on  an  assumed  load  factor  of  25  per  cent  the 
400-kw.  machine  would  use  36,000  lb.  of  steara  per  hour,  or  24  lb. 
per  kw-hr.,  which  is  less  than  the  consumption  of  the  smaller  unit 
for  the  same  load.    Adding  10  per  cent  for  auxiliaries,  the  steam  con- 

'Page  466  of  the  Technical  Volume. 
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sumption  per  kw-hr,  would  be  26.4  lb.  In  this  connection  it  should 
be  noted  that  the  steam  consumption  per  kw-hr.  is,  under  maximum 
load  conditions,  only  24  lb.  per  kw-hr.,  including  auxiliaries,  so 
that  this  figure  of  26,4  per  kw-hr.  as  an  average  is  conservative. 

Steam  at  175  lb.  gage  pressure  contains  approximately  1197 
B.t.u.  per  lb. ;  assuming  the  temperature  of  the  condensate  to  be 
82  deg.  fahr.,  the  net  heat  per  lb.  of  steam  is  1197—50  =  1147 
B.t.u.  The  heat  required  per  kw-hr.  is  then  1147  X  26.4  =  30,300, 
and  the  kw-hr.  per  bbl.  of  oil  will  be  4,972,800  -^  30,000  =  164.  A 
generation  of  1,314,000  kw-hr.  per  year  will  then  require  8,000  bbl. 
of  oil  which,  at  $  .95  per  bbl.,  comes  to  $7,600. 


KMowatf,  Capacittj 
Fio.  11    TuRBiKE  Watrb  Rates.    175  is.  Gaqe.    2-in.  Absoluti  VAcnm 


SUeki  >Dd  flu«*   
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In  the  operating  costs  of  the  Diesel  engine  plant,  the  author 

assumes  the  cost  of  lubrication  to  be  the  same  as  in  the  case  of  the 

turbine  plant.     I  believe  there  is  no  question  but  this  cost  would 

be  at  least  50  per  cent  greater  in  the  case  of  the  Diesel  engine  plant. 

In  the  table  the  author  also  gives  the  cost  of  maintenance  at 

$400,  whereas  in  Par.  56  he  states  that  the  average  maintenance 

cost  per  year  is  about  1  per  cent  of  the  first  cost  of  the  engine. 

I  have  therefore  revised  his  operating  costs  by  adding  $250  to  the 

cost  of  lubrication,  and  $110  to  the  cost  of  maintenance  for  the 

3-unit  plant,  and  $75  to  the  cost  of  maintenance  for  the  2-unit 

plant.    These  costs  would  then  be  as  follows: 

OPERATING  COSTS,  DIESEL  ENGINE 

PLANT 

Wagei    $3,000 

Lnbrieation     750 

MisoellaneouB    100 

Water    50 


Total $3,900 

.  3-ENOINE  PLANT 
WITH    $    .95    Olli  WITH   $1.50  OIL 

Total  from  above $3,900  Total  from  above . , $3,900 

Sfaintenance    510  Maintenance    510 

Pud     2,790  Fuel 4,410 

Fixed  charges  @   14% 10,780  Fixed  charges   @   14%. 10,780 


Total $17,980  Total $19,600 

2-ENOINE  PLANT 

WITH    $    .95    OIL  WITH    $1.50   OIL 

Total  from  aoove $3,900              Total  from  above $3,900 

Maintenance    475              Maintenance    475 

Fuel     2,790               Fuel     4,410 

Fixed  charges   @    14% 10.280              Fixed  charges   @    14% 10,280 


Total $17,445  Total $19,065 

This  shows  the  turbine  as  cheaper  in  all  cases  except  in  the  case 
of  the  2-engine  plant  using  $  .95  oil,  where  the  Diesel  engine  shows 
a  saving  of  $63.80  per  year. 

The  difference  between  the  first  cost  of  the  turbine  plant  and 
the  2-unit  Diesel  engine  plant  is  $32,880,  or  81  per  cent  more  than 
the  cost  of  the  turbine  plant. 

It  should  be  further  noted  in  the  above  that  no  credit  is  given 
in  the  turbine  plant  for  the  heat  given  up  to  the  feed  water  by  the 
steam  used  by  the  auxiliaries.  Evidently  the  theoretical  saving 
with  the  Diesel  engine  plant  of  $63.80  is  very  problematical. 

In  many  cases  it  would  be  unnecessary  with  the  turbine  plant 
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to  erect  a  coaling  tower,  so  that  the  investmeDt  required  for  the 
turbine  plant  eould  be  further  reduced  to  $36,920. 

Geoboe  W.  Dickie  said  he  was  sorry  that  the  paper  did  not  go 
a  little  more  into  the  question  of  the  marine  Diesel  engine,  as  this 
was  a  subject  of  particular  interest. 

He  related  how  about  five  years  ago  a  prominent  shipowner  in 
San  Francisco,  who  had  a  boat  building  for  his  lumber  business  in 
the  Pacific  Coast  shipping  service,  wanted  to  try  the  Diesel  engine. 
The  owner  wanted  an  engine  of  1200  h.p.,  and  told  hira  that  he 
could  spend  $100,000  on  it  if  necessary,  so  he  wrote  to  a  firm  of 


S+eam  per  Hour  in  100  Pounds 

Fio.   12    Total  Steam  pek  Hour  Re^uibed  with  Turbihes 

engine  builders  whom  he  knew  very  well  and  could  depend  upon. 
They  asked  for  samples  of  the  fuel  to  be  used,  and  he  sent  them 
some  twenty  samples  of  California  oil  just  as  it  came  from  the 
wells,  but  they  would  not  undertake  to  build  any  Diesel  engine  to 
run  and  be  depended  upon  with  that  fuel.  On  that  account  the 
Diesel  engine  was  not  used,  and  so  far  as  ho  knew  no  attempt  had 
as  yet  been  made  to  put  the  Diesel  engine  in  service  on  that  Coast, 
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He  thought,  however,  that  Diesel  engines  might  come  to  be  used 
in  the  Coast  service  if  they  could  be  depended  upon  with  California 
fuel.  With  the  Diesel  engine,  the  operating  expenses  are  relatively 
high  and  the  engine  room  force  must  consist  of  all  skilled  men,  both 
of  which  factors  must  be  taken  into  account  in  considering  putting 
in  an  engine  of  this  type. 

Reginald  W.  Crowley^  (written).  The  author  is  not  safe  in 
venturing  a  prophecy  concerning  the  outcome  of  the  battle  between 
the  2  and  4-cycle  types  of  engine.  Design,  it  is  true,  produces 
occasional  advances  in  technics,  but  it  is  to  metallurgical  science 
that  we  must  eventually  turn  for  assistance  in  striving  to  overcome 
the  diflSculties  presented  by  the  large  Diesel  engine. 

Referring  to  the  statement  that  in  the  2-cycle  engine  air  inlet 
and  exhaust  valves  are  not  required,  it  is  to  be  noted  that  it  is  more 
usual  to  find  the  flow  of  scavenging  air  controlled  by  valves.  In 
only  three  designs  are  exhaust  valves  and  air  admission  valves 
absent.  Between  the  extremes  there  occur  two  interesting  inter- 
mediate types.  The  trend  is  markedly  towards  the  control  of 
scavenging  air  by  valves. 

The  statement  that  in  marine  work  the  reduction  in  number  of 
valves  makes  it  easier  to  reverse  a  2-cycle  engine  is  ambiguous. 
What  has  been  the  least  simple  reversing  mechanism  applied  to  any 
Diesel  engine  has  been  that  fitted  to  all  Carels  2-stroke  sets ;  on  the 
other  hand  the  small  Polar  2-cyele  sets  have  a  simpler  reversing 
device  than  any  other  engine.  The  most  that  can  be  said  in  favor 
of  the  2-cyele  engine  in  this  regard  is  that  it  can  he  adapted  to  have 
a  simpler  reversing  mechanism  than  the  4-cycle. 

Literally  it  is  correct  that  the  2-cycle  engine  has  made  large 
units  possible,  and  that  1200  h.p.  per  cylinder  in  a  single-acting 
engine  of  this  type  has  been  built.  But  without  the  proper  quali- 
fications to  this  statement,  would  it  not  be  inferred  that  the  large 
2-cycle  engine  is  a  commercial  realization  and  not  merely  the  ex- 
perimental production  it  is  at  present? 

As  a  matter  of  fact,  Sulzer's  have  been  making  trials  with  a 
single-acting  unit  which  develops  about  2000  h.p.,  and  in  the  double 
acting  unit,  which  it  seems  appropriate  to  mention  here,  over  2000 
h.p.  per  cylinder  has  been  attained  in  experimental  sets  in  the  Krupp 
shipyard  and  the  Nuremburg  works.  Yet,  of  all  this  costly  effort 
no  practical  commercial  result  has  been  born. 

Vas.  Craig  Eng.  and  Mach.  Wks.,  Jersey  City,  N.  J. 
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Not  having  at  hand  references  from  which  to  quote  cylinder 
dimensions  of  the  smallest  Diesel  engine  that  has  been  marketed, 
I  can  amend  the  author's  citation  only  by  the  bald  assertion  that 
the  Delaunay-Belleville  establishment,  of  Paris,  exhibited  at  the 
Turin  Exposition,  1911,  a  single-cylinder  4-cycle  unit  developing 
5  h.p.  at  about  500  r.p.m.  Louis  Nobel  furnished  from  his  Petro- 
grad  factory  to  the  Russian  Imperial  Navy,  50  h.p.  four  cylinder 
4-cycle  sets  to  propel  its  diminutive  submarines  of  50  tons  displace- 
ment commissioned  about  1911  or  1912.  Other  examples  might  be 
cited. 

The  higher  limit  is  reached  certainly  in  the  2000  h.p.  single- 
cylinder  built  by  Sulzer  for  trial;  this,  being  operated  on  the 
2-stroke  cycle,  has  a  cylinder  diameter  of  probably  about  44  in. 
In  all  likelihood,  the  big  Krupp  &  M.A.N,  double  acting  sets  with 
about  2000  h.p.  per  crank  have  a  larger  cylinder  diameter  than  that 
quoted  by  Mr.  Adams  for  the  Carels  engine.  This  latter  is  given 
as  developing  1250  i.h.p.  and  its  mean  effective  pressure  as  106  lb. 
per  sq.  in.  It  may  also  be  observed  that  to  obtain  even  this  indi- 
cated power  a  piston  speed  of  nearly  1000  ft.  per  min.  is  utilized 
and  the  mean  pressure  is  higher  than  Carels  have  ever  succeeded  in 
maintaining  in  a  2-cycle  cylinder. 

The  Author.  My  attention  has  been  called  to  several  state- 
ments  in  the  paper  which  do  not  check  with  data  as  given  at  the 
present  time.  This  is  due  partly  to  the  fact  that  the  Diesel  engine 
is  being  developed  rapidly  and  conditions  are  changing  from  day 
to  day. 

The  curves  of  Fig.  3  have  been  criticised  because  they  are  based 
upon  the  adiabatic  curve  PV*  =  constant.  The  actual  exponent 
of  the  curve  is  a  variable  for  different  engines.  The  adiabatic  is 
a  standard  curve  and  gives  approximately  the  same  temperatures. 
The  actual  temperatures  are  slightly  lower.  My  curves  check  the 
temperatures  in  the  cylinder  at  the  end  of  compression,  as  I  used 
a  lower  temperature,  at  the  beginning  of  compression,  than  the 
actual  temperature. 

Table  1  has  caused  considerable  discussion.  The  steam  turbine 
engine  engineers  maintain  that  I  have  not  treated  the  turbine  fairly, 
and  the  Diesel  engineers  say  the  same  about  the  Diesel  engine. 
Under  such  circumstances  I  feel  that  I  have  kept  in  the  middle 
ground,  which  is  what  I  hoped  to  do. 
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My  answer  to  Mr.  DeWolf 's  costs  is  that  his  figures  are  for  the 
Eastern  States,  while  mine  are  for  California.  My  total  cost  for 
the  turbine  plant  has  been  accepted  as  approximately  correct  by 
turbine  engineers  in  Los  Angeles.  (It  is  only  fair  to  say  that  they 
do  not  agree  with  me  on  the  individual  items.) 

I  do  not  agree  with  Mr.  DeWolf 's  figure  of  80  per  cent  for  the 
eflSciency  of  oil-fired  boilers.  Such  boilers  on  test  give  this  figure, 
but  there  are  very  few,  if  any,  boilers  on  the  Pacific  Coast  oper- 
ating at  this  eflSciency  in  everyday  service.  Certainly  there  would 
be  none  in  the  plant  I  selected. 

Mr.  DeWolf 's  figure  of  164  kw-hr.  per  bbl.  of  oil  is  too  high  for 
such  a  plant.  I  can  supply  published  data  of  a  very  successful 
plant  in  Southern  California,  having  a  load  factor  of  over  30  per 
cent,  which  produces  under  140  kw-hr.  per  bbl.  of  oil.  It  is  a 
larger  plant  than  the  one  under  discussion.  Some  of  the  larger 
plants  may  have  such  an  output  as  mentioned  by  Mr.  DeWolf  but 
I  have  no  record  of  any. 

I  do  not  feel  that  the  Diesel  engine  can  displace  the  turbine  as 
a  prime  mover  in  plants  with  a  small  load  factor,  as  the  depreciation 
forms  such  a  large  part  of  the  production  cost,  and  the  first  cost 
of  the  Diesel  plant  is  50  to  100  per  cent  more  than  the  first  cost 
of  a  steam  plant.  As  the  load  factor  is  increased  the  unit  produc- 
tion cost  is  decreased  by  using  the  Diesel  engine.  This  is  clearly 
shown  by  the  figures  in  Table  2,  taken  from  an  article  by  R.  H. 
Burdick,  in  the  Electrical  World,  March  11,  1916.  These  data 
show  the  analysis  of  the  costs  of  a  plant  now  in  operation.  The 
load  factor  is  50  per  cent.  Comparison  is  made  with  the  operating 
costs  of  a  plant  with  a  load  factor  of  28.5  per  cent. 

Referring  to  Fig.  9,  in  the  original  paper,  the  cost  of  a  kw-hr. 
is  1.44  cents.    This  checks  quite  closely  with  Table  2. 

Mr.  Crowley 's  criticism  has  added  considerable  information  to 
that  contained  in  the  paper,  but  I  do  not  agree  with  some  of  his 
statements.  The  cost  of  the  Diesel  engine  prohibits  its  use  in  this 
country  in  the  smaller  sizes,  except  for  very  special  purposes.  It 
is  possible  to  make  double  acting  internal  combustion  engines,  but 
most  of  our  engines  of  this  class  are  single  acting.  This  shows  the 
tendency  now ;  I  do  not  care  to  prophecy  about  the  future.  I  know 
of  no  manufacturer  in  the  United  States  who  is  making  a  double 
acting  Diesel  engine. 

The  2-stroke  cycle  is  used  in  the  large  engines.     Most  of  our 
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smaller  engines  use  the  4-stroke  cycle.    I  know  of  one  manufacturer 
who  has  given  up  the  manufacture  of  small  2-stroke  cycle  Diesel 

Table  2  Comparative  Estimates  fob  Diesel  and  Steam  Equipment  fob 

Paris  (Texas)  Station 


ESTIMATKD    FOB    DlXSKL    STATION 


IQuantity 


Estimated  for  Steam  Station 


Quantity 


Unit 


Used 


Cost 


Cost 
per 
kw. 


Per 

cent  i     Total 

Totall 


Station  building 

Oil  engine  equipment  . 

Boiler  equipment 

Turbo  generator  equip. 
Electrical  equipment . . 
Transformer  yard  .... 
General  station  equip . . . 
Improvements  to  grounds 
Construction  pl^nt . . . 
Overhead  expense 


TOTAL  COST 


134000   cu.ft.      0.10112.76   8.8 
1050  i  kw.  45.3 


1050  kw.  27.30i  27.30 
1275  k.v.a.  4.15  5.03 
Job  4.56 

Job  a.  20 

2.32 
27.39 


18.7 
3.5 
3.1 
0.2 
1.6 

18.8 


$13,395; 
69.485' 


28.620 

5,280 

4.786 

300| 

2.440 

28.695 


108000   cu.ft. 


900 
1100 
1100 
1275 


b.hp 
kw. 
kw. 

k  V  a. 
Job 
Job 


$0.12 

21.40 

24.00 

16.50 

4.15 


111.78 

17.50 

24.00 

16.50 

4.80 

6.20 

0.27 

1.60 

18.78 


11.7    S12.960 


17.4 

23.9 

16.4 

4.8 

6.2 

0.3 

1.6 

18.7 


1060  I  kw.    146. 75 


19,260 

26.400 

18.150 

6.280 

6.720 

300 

1.760 

20.060 


100     '1163.000        1100  I  kw.    100.44 


100     [$110,400 


PLANT  DATA 


Fob  Diesel  Station 


Fob  Steam  Station 


8ise  of  plant 

Number  of  units 

Station  factor 

Yearly  output 

Fixed  charges 

Interest  

Depredation 

OUTPUT  COSTS 
Production  costs  .... 

Fixed  charges 

Total  output  cost  . . . 


1050  kw. 
8 
60   % 
4.600,000  kw-hr. 

15  %  =  $22950 

7  % 

8  % 

4.66  mils  per  kw-hr. 
4.85  mils  per  kw-hr. 
0.51  mili  per  kw-hr. 


1100  kw. 
2 
48  % 
4,600.000  kw-hr. 

12  %  =  $13260 
7  % 
5  % 

8.56  mili  per  kw-hr. 

2.88  mils  per  kw-hr. 

11.44  mils  per  kw-hr. 


Estimated    annual    saving — Diesel    over    Steam — $8880 
Oil  ®     3  c.  gallon  Coal  $2.50  per  ton 


ACTUAL    UNIT   PRODUCTION    COSTS,    PARIS    AND    TYLER    DIESEL    STATIONS, 

SEPT.   1  to  DEC.   1,   1915 


Data 


Pabis 


Station   output  in  kw-hr 1,565,000 

Rating   of   plant — kw 1,050 

Station  factor  in  per  cent. . .' 51 

Total   fuel    oil    in    gallons 149,072 

Pounds  of  oil  per  kw-hr 0.672 

B.   t.  u.  per  kw-hr 13,100 

Kw-hr.  per  bbl.  of  oil 441 


TkTiBB 

499.000 

600 

28.5 

78,455 

1,100 

21,400 

267 


PBODUCTION     costs     IN' 
PKB    KWHB. 


MILS 


Pabis 


Tyubb 

All     labor 1.44  2.24 

Fuel     oil 3.07  5.18 

Water    0.09  0.19 

Lubricants    and     waste 0.04  0.56 

Miscellaneous     supplies 0.10  0.29 

Maintenance  of  engines 0.04  4.48 

Maintenance   of   buildings 0.05  0.05 

All    other    maintenance 0.15  0.61 


Total    production    cost 4.98 


engines,  as  they  were  not  found  satisfactory.  Large  2-stroke  cycle 
engines  appear  to  be  satisfactory.  What  the  future  holds  in  store 
no  one  knows. 
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THE  HEAVY  OIL  ENGINE,  ITS  PRESENT 
Sr  ^TUS  AND  FUTURE  DEVELOPMENT 

A.   H.  GOLDINOHAM,  NEW  YORK,  N.  Y. 

Member  of  the  Society 

Sinoe  the  oil  engine  was  invented,  about  1870,  rapid  progress  has 
been  rnade  with  it.  This  is  best  demonstrated  by  reference  to  the 
indicator  diagrams.  Figs.  1  to  8,  taken  from  engines  built  during  the 
past  twcnty-seven  years. 

2      The  first  diagram  was  taken  from  a  Priestman  oil  engine,  1888 

type,  cylinder  10%  in.  diameter,  stroke  14  in.,  160  r.p.m.    The  initial 

pressure  was  125  lb.  per  sq.  in.,  exhaust  pressure  24  lb.,  compression 

pressure  20  lb.  and  m.e.p.  44  lb.    The  b.h.p.  developed  was  8.4,  using 

fuel  with  a  heating  value  of  19,000  B.t.u.  and  specific  gravity  0.853. 

Tlie  fuel  consumption  was  1.05  lb.  per  b.h.p.-hr.  and  the  thermal 

efficiency  12.8  per  cent.    All  these  figures  represent  average  conditions. 

The  fuel  was  sprayed  into  an  external  vaporizer  (separate  from  the 

cylinder)  heated  by  the  exhaust  gases,  the  ignition  being  effected  by 

an  electric  ignitor. 

3  Fig.  2  is  a  card  from  a  Hornsby-Akroyd  engine,  1890  type, 
^th  hot-surface  vaporizer  constructed  without  the  partial  water 
jacket  of  later  engines,  and  with  very  low  compression  pressure.  The 
engine  represented  developed  6  b.h.p.  at  216  r.p.m.,  with  fuel  having 
a  heating  value  of  19,000  B.t.u.  and  specific  gravity  0.8410.  Fuel 
consumption  1.0  lb.  per  b.h.p.-hr.  and  thermal  efficiency  13.5  per  cent. 
The  initial  pressure  was  120  lb.  per  sq.  in.,  exhaust  pressure  20  lb., 
compression  pressure  40  lb.  and  m.e.p.  35  lb. 

4  In  subsequent  types  of  the  same  engine,  the  compression  pres- 
sure was  increased  with  consequent  increase  in   thermal  efficiency. 

The  distillate  engine  largely  in  operation  in  the  Pacific  Coast  states  is  not 
discussed  in  this  paper.     Only  engines  using  heavy  fuels  are  referred  to. 

Presented  at  the  Panama-Pacific  International  Exposition  Meeting,  San 
Francisco,  September,  1915,  of  The  American  Society  of  Mechanical 
£ngixeebs. 
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FlO.  1 


^fwm^ 


Fia.  2 


Fig.  3 


FiQ.  4 


hill.  J 


Fio.  « 


.Js 


Fio.  7 


Fro.  8 


Indicator  Diagrams  siiowixo  1'rogress  in  Oil  Kxgines  since  1888 


This  is  showu  in  Figs.  3  and  4,  which  are  diagrams  from  1893  and 
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1905  types  Hornsby-Akroyd  engines  respectively.  Fig.  3  represents  an 
8.02-in.  by  14-in.  engine  developing  5  b.h.p.  at  214  r.p.m. ;  initial 
pressure  120  lb.  per  sq.  in.,  exhaust  pressure  22  lb.,  compression  pres- 
sure 46  Ibt,  ni.e.p.  S-T.S  lb. :  heating  value  of  fuel  18,600  B.t.u.,  specific 
gravity  0.824,  fuel  consumption  0.99  lb.  per  b.h.p.-hr.  Thermal 
eiciency  13.8  per  cent. 

5  Fig.  4  is  taken  from  an  engine  with  cylinder  diameter  14.5  in. 
and  stroke  17  in.;  r.p.m.  202;  initial  pressure  168  lb.  per  sq.  in., 
exhaust  pressure  30  lb.,  compression  pressure  60  lb.,  and  m.e.p.  48 
lb.  B.h.p.  27.  Heating  value  of  fuel  19,000  B.t.u.,  specific  gravity 
0.8^.  Fuel  consumption  0.74  lb.  per  b.h.p.-hr.  Thermal  efficiency 
18  per  cent. 

6  Fig.  5  is  taken  from  a  De  La  Vergne  oil  engine,  type  DH, 
built  in  1913.  Cylinder  diameter  14  in.,  stroke  24  in.  Initial  pres- 
sure 325  lb.  per  sq.  in.,  exhaust  i)rcssure  25  lb.,  compression  pressure 
169  1b.  and  m.e.p.  75  lb.  Heating  value  of  fuel  18,500  B.t.u.,  and 
fuel  consumption  0.543  lb.  per  b.h.p.-hr.  Brake  horsepower  60  at 
210  r.p.m.    Thermal  efficiency  25  per  cent. 

7  Fig.  6  is  a  diagram  from  a  Huston  Proctor  engine,  type  1913. 
Initial  pressure  550  lb.  per  sq.  in.  approximately,  exhaust  pressure  25 
lb.,  compression  pressure  280  lb.  and  m.e.p.  70  lb.  Heating  value  of 
fuel  19,000  B.t.u.  Fuel  consumption  0.46  lb.  per  b.h.p.-hr.  Thermal 
efficiency  29  per  cent. 

8  A  diagram  from  a  De  La  Vergne  engine,  type  FH,  1915,  is 
shown  in  Fig.  7.  Cylinder  diameter  of  this  engine  17  in.  and  stroke 
27^2  in.  Initial  pressure  475  lb.  per  sq.  in.,  exhaust  pressure  30  lb., 
compression  pressure  260  lb.  and  m.e.p.  82  lb.  Engine  develops  100 
b.h.p.  at  200  r.p.m.  F\iel  consumption  0.450  lb.  per  b.h.p.-hr.  of 
California  crude  oil,  having  a  heating  value  of  18,500  B.t.u.  Thermal 
efficiency  30.5  per  cent. 

9  Fig.  8  is  taken  from  a  Diesel  engine,  type  1915,  cylinder 
tliameter  18.875  in.  and  stroke  28.375  in.  Initial  pressure  550  lb. 
^'  m.,  exhaust  pressure  40  lb.,  compression  pressure  550  lb.  and 
ni.e.p.  95  lb.  Heating  value  of  fuel  19,266  B.t.u.,  and  fuel  con- 
suniption  0.407  lb.  per  .b.h.p.-hr.     Thermal  efficiency  32.5  per  cent. 

10  It  will  be  noted  from  those  dia<rranis  that  the  tliormal 
efficiency,  12.8  per  cent  in  1888,  has  through  improvement  in  design 
and  by  increased  compression  pressures  in  the  later  engines  been  in- 
creased to  30.5  per  cent  in  the  liot-siirface  type  of  oil  engine.  In  the 
Wesel  type  it  is  now  32.5  per  cent.  All  calculations  are  on  the  basis 
of  brake  or  actual  horsepower  and  not  indicated  horsepower. 
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TYPES   OF   ENOINKH 

11  PrevtouB  to  about  1892  all  oil  engines  were  of  either  the  hot 
surface  or  electric  ignition  type,  with  the  fuel  injected  during  either 
the  firrt  outward  atroke  of  the  piston  or  air  inlet  period  of"  the  cycle. 
In  Fig,  9  are  shown  the  periods  of  injection  in  the  different  types 
referred  to.- 

12  A  description  of  the  Diesel  system  was  first  published  about 
1892.  In  the  Diesel  cycle  the  fuel  injection  period  did  not  take  place 
until  compression  was  completed,  or  nearly  so,  and  the  compression 
pressure  was  carried  to  a  point  where  a  temperature  sufficient  to  canBe 
ignition  was  obtained.     High  pressure  ( About  1000  lb.)  air  was  in- 
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jecfed  with  the  fuel,  thoroughly  atomizing  or  pulverizing  it,  and  thus 
sufficient  pressure  to  overcome  that  existing  in  the  combustion  space 
at  the  time  of  injection  was  obtained.  This  system  gave  in  1892  the 
highest  thermal  efficiency,  as  it  does  today. 

13  Realizing  that  moderate  sized  oil  engines  of  from  about  75 
h.p.  to  about  400  h.p.  and  a  thermal  efficiency  somewhat  less  than 
that  attained  in  the  Diesel  type  and  with  lower  range  of  pressures 
could  be  produced  with  some  advantages  and  at  less  expense,  various 
manufacturers  in  Europe  and  in  this  country  have  built  so-called 
semi-Diesel  or  hot-surface  type  engines,  embodying  the  Diesel  method 
of  fuel  injection,  but  in  some  cases  without  the  air  blast. 

14  Regardless  of  their  cycles  of  operations,  at  the  present  time 
oil  engines  may  be  divided  into  two  classes:  Diesel  and  hot-surface 
type  or  semi-Diesel.  With  the  exception  of  the  engine  shown  in  Fig, 
16,  all  engines  here  illustrated  are  of  the  4-cycle  type.  The  majority 
of  manufacturers  in  Europe  and  in  this  country  are  building  4-cyde 
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types  both  for  Btationarj  and  marine  purpoees.  With  its  comparative 
gim})!icit;,  the  Z-^cycle  engine  maj  have  dedded  advantages  in  the 
smaller  Bizes.  In  the  larger  eizee  the  advantage  for  atationarj  service 
it  Kdnced  cost  of  manufacture,  while  for  marine  service,  reduced 
veight  and  space  occupied  is  also  claimed  b;  the  advocates  of  the 
!-<?cle  tjpe.  From  cylinders  of  the  same  dimensions  the  power  is 
abtmt  70  per  cent  greater  and  the  fuel  consumption  is  regarded  as 
ipproiimately  10  per  cent  greater.  Accumulated  heat  in  cylinder 
head  and  other  parts  surrounding  the  combustion  space  and  main 
<nakshaft  bearing  troubles  have,  however,  given  some  European 
builders  considerable  difficulty  with  the  Z^je\e  type  in  the  larger 
am. 
15    Pigs.  19  and  20  show  the  combustion  apace,  the  fuel  inlet  and 
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tbe  arrangement  of  air  inlet  and  exhaust  valves  of  representative 
Diwel  engines. 

16  Pig.  10  is  a  section  of  the  eombuBtion  space  of  the  hot-surface 
type  engine  where  the  fuel  and  high-preseure  air  are  not  injected  into 
tile  combustion  space,  as  in  Figs.  19  and  20,  but  are  first  forced  into 
>  'iporizing  chamber  which  is  heated  before  starting  and  in  which 
the  temperature  is  maintained  by  the  combustion  of  the  fuel  in  it 

17  The  combustion  space  of  another  hot-surface  type  engine  in 
vhldi  somewhat  of  the  same  system  of  operation  as  in  tbe  previous 
eagiiie  obtains  is  illustrated  in  Fig.  11,*  but  here  the  air  is  not  injected 
*ith  the  fuel  as  in  the  engine  in  Fig.  10  bui  a  mechanical  sprayer  or 
pnlTerizer  is  used  and  a  slight  amotmt  of  water  is  also  allowed  to 
enter  the  chamber  in  addition  to  the  fuel. 

"Bhown  br  penniBBion  of  Mmbth.  Uliffe  nnd  Co.,  LoQ<)on,  Eng. 
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Fia.  12    fixcnoK  or  Willans  Bobinson  CruNDiB  Hkad 
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DESIGN 

18  The  general  construction  of  both  Diesel  and  hot-surface  types 
of  engines  is  shown  in  the  difFerent  illustrations.  Examination  o(f 
the  different  details  of  construction  of  the  very  large  number  of  Diesel 
and  other  oil  engines  built  in  different  countries  of  the  world  shows 
many  interesting  designs. 

19  It  would  not  be  feasible  here  to  refer  to  all  the  different  details 
of  construction.    Important  elements  of  large  modem  oil  engines  are: 


Fio.  13    Arranoemsnt  or  Jukkxrs  Oil  Engine 


a  Cylinder  heads, 

b  Trunk  piston  or  crosshead  and  shorter  piston, 

c  Sprayer  or  pulverizer. 

20  Cylinder  Head.  Considerable  difficulty  was  in  the  past  ex- 
perienced with  the  cylinder  heads  of  Diesel  as  well  as  of  hot-surface 
type  engines  due  to  fracture  largely  attributable  to  high  temperatures 
and  pressures  obtaining  in  the  combustion  space.  In  recent  years  this 
difficulty  has  been  largely  or  entirely  overcome.  In  some  cases  the 
reason  for  this  trouble  was  improper  casting,  the  cores  shifting  and 
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causing  unequal  thicknesses  of  the  walls  of  the  cylinder  head. 
Amended  and  improved  design  in  modem  engines  has,  in  most  types, 
eliminated  this  trouble.  The  heads  are  now  made  of  such  design  and 
material  that  uniform  thickness  of  the  walls  is  obtained,  and  liie 
material  (soft  charcoal  iron  or  its  equivalent)  is  such  as  to  allow  eagy 
and  uniform  expansion  and  contraction. 

21  Various  designs  of  cylinder  heads,  among  which  the  following 
are  of  interest,  have  been  made  to  simplify  the  castings:  Fig.  12^ 
shows  the  cylinder  head  of  the  engine  made  by  Willans-Robinson, 
Rugby,  England,  and  by  the  Dow  Steam  Pump  Co.  in  California. 
This  is  a  notable  design  and  with  it  the  strains  due  to  contraction 
in  the  foundry  are  reduced.  In  this  cylinder  head  recesses  are 
only  made  for  the  insertion  of  the  air  inlet  and  exhaust  valves. 
The  fuel  inlet  valve  is  inserted  in  a  tube  which  has  different 
diameters  at  its  ends  and  which  is  pressed  into  place  between  the 
lower  and  upper  facings  of  the  walls  of  the  cylinder  head.  The 
starting  air  valve  is  similarly  inserted  in  a  separate  tube.  Nb  recess 
is  cored  in  the  cylinder  head  for  these  valves  and  in  this  way  the  shape 
of  the  castings  is  simplified  and  unequal  masses  of  metal  are 
eliminated. 

22  A  part  section  of  the  Junkers  type  of  Diesel  engine  in  which 
the  cylinder  head  is  eliminated  entirely  is  shown  in  Pig.  13.  This 
engine  is  equipped  with  two  pistons  in  each  cylinder,  that  farther 
from  the  crankshaft  moving  in  the  opposite  direction  to  that  nearer 
the  crankshaft  and  both  being  connected  by  suitable  crosshead  and 
connecting  rods  to  the  outside  cranks  at  180  deg.  from  the  main  crank. 
In  this  type,  the  fuel  is  injected  into  the  combustion  space  formed 
between  the  two  pistons. 

23  Piston  and  Crosshead.  The  trunk  piston  without  crosshead 
is  shown  in  Figs.  19  and  20.  In  4-cycle,  single-acting  engines  de- 
veloping over  150  h.p.  in  one  cylinder  a  crosshead  is  recommended. 
The  advantages  of  the  crosshead  type  may  thus  be  stated: 

(1)  The  guides  in  which  the  crosshead  moves  are  maintained 

at  an  even  temperature  and  are  not  subject  to  the  ex- 
pansion and  contraction  of  the  cylinder  that  they  are 
with  the  trunk  piston. 

(2)  It  is  simpler  to  lubricate  the  crosshead  pin  than  the  trunk 


'Figs.  12,  15,  19  and  20  are  reproduced  by  special  permission  of 
Spon  and  Chamberlain,  publishers  of  '  'Marine  and  Stationary  Diesel  Engines*" 
by  the  author. 
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piston  pin,  as  the  former  does  not  come  in  contact  with 
the  heated  parts  of  the  engine. 
(3)  The  guides  of  the  crosshead  type  can  be  more  easily  ad- 
justed whereas  the  ordinary  trunk  piston  does  not  allow 
of  this  adjustment. 
S4     Advocates  of  the  trunk  piston  in  preference  to  the  crosshead 
type  point  out  that  the  wear  in  the  cylinder  is  due  to  the  piston  rings 
and  not  to  the  friction  of  the  trunk  piston,  that  in  a  well  designed 
engine  the  pressure  of  the  piston  on  the  cylinder  walls  is  bo  slight,  its 
proper  lubrication  can  easily  be  maintained  and  that  the  crosshead 
type  requires  more  space  and  is  more  expensive  to  manufacture. 

25     Fig.  14  shows  the  type  of  piston  mnde  by  the  M.  A.  N.  in 
Germany.     This  is  equipped  with  loose  strips  on  its  upper  surface 


Fio.  14    Section  or  M.  A.  N.  Piston 

which  permit  adjustment  to  take  up  the  wear  on  the  piston.  The 
makers  of  this  type  ciaini  for  it  the  advantages  of  a  crosshead  without 
the  disadvantage  of  greater  cost  of  manufacture  and  the  occupation 
of  more  space. 

26  Sprayers  or  Pulverizers.  A  most  important  feature  of  all  oi! 
engines  is  the  sprayer  or  pulverizer  through  wtuch  the  fuel  and 
pressure  air  are  injected  into  the  combustion  space.  Its  function  is 
to  thoroughly  atomize  the  fuel  and  mix  the  particles  with  the  aii 
before  the  latter  enters  or  as  it  enters  the  combustion  space. 

87  Where  a  heavy  crude  oii  or  tar  is  the  fuel,  a  slight  amount  oJ 
lighter  fuel  is  used  in  addition.  The  sprayer  is  then  equipped  witl 
two  openings  and  passagps  ]>roperly  arranged  so  that  the  lighter  fuel 
enters  the  combustion  space  and  ignites  before  the  heavier  fuel  enters. 
The  temperature  is  raised  and  the  ignition  of  the  heavier  fuel  is 
facilitated.    Separate  fuel  pumps  are  used  for  each  fuel. 

28  An  interesting  fuel  inlet  valve  is  that  used  by  the  Soci^tfi  des 
Hoteurs  Sabath4  with  their  engine  for  submarine  use;  this  valve  is 
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shown  in  section  in  Fig.  15.  It  is  equipped  with  two  valves,  one  of 
which  is  the  ordinary  type  of  fuel  inlet  valve  and  the  second  ie  larger 
in  diameter  and  loose  on  the  former,  being  held  in  place  by  the  spring 
as  shown.  This  fuel  inlet  arrangement  is  designed  to  effect  "mixed 
combustion"  by  allowing  two  periods  of  fuel  injection.  Its  principle 
is  as  follows :  The  fuel  injection  from  the  first  valve  is  arranged  to 
enter  the  combustion  space  when  the  compression  is  about  450  lb.  and 
the  volume  is  constant,  with  the  result  that  the  pressure  instantly 
rises.  Immediately  afterwards  the  injection  of  fuel  from  the  upper 
passage  hitherto  held  in  check  by  the  larger  valve  is  allowed  to  slowly 


Fra.  15    Section  op  Babathi  Sp&ayeb 

enter  the  combustion  space  while  the  volume  is  increasing.  The  move- 
ment of  the  valves  is,  of  course,  mechanically  controlled  and  the  timing 
of  injection  can  be  altered  to  suit  the  requirements  of  varying  speeds- 
Economy  of  injection  air  as  well  as  greater  efficiency  is  claimed  for 
this  type. 

RBLLABn^ITT   AND   ECONOMY 

89  One  of  the  most  important  questions  of  the  operation  of  oil 
engines  and  one  frequently  discussed  and  referred  to  by  those  who  are 
not  fully  informed  on  the  subject  or  who  are  seeking  information,  is 
in  regard  to  reliability  of  operation.  The  most  forcible  reply  is  that 
many  oil  engines  have  operated  in  difFereot  installations,  some  for 
three  months,  some  for  six  and  others  for  eight  months  continuously, 
day  and  night  without  stoppage,  and  with  different  crude  oila. 
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30  A  mining  plant  in  Arizona  which  is  operating  continuously 
24  hr.  per  day,  is  equipped  with  four  hot-surface  type  engines,  two 
of  180  b.h.p.,  one  250  b.h.p.  and  one  280  b.h.p.,  belted  to  shafting 
or  direct  connected  to  electric  generators.  The  engines  are  installed 
at  an  altitude  of  about  7000  ft. ;  they  are  90  miles  from  a  railroad 
station  and  oil  fuel  and  supplies  have  to  be  hauled  this  distance  over 
mountain  roads.  The  cost  of  hauling  is  approximately  one  cent 
a  pound,  which  accounts  for  the  high  cost  of  fuel,  viz. :  16.5  cents 
per  gallon.  The  engines  operate  on  fuel  oil  of  22-deg.  Baume. 
Table  II  shows  power  generation  costs  of  the  same  installation  for 
the  year  1914. 

31  The  advantage  of  the  oil  engine  for  operating  almost  any 
class  of  machinery  in  comparison  with  other  prime  movers  is  con- 
ceded, but  for  its  economy  to  be  fully  realized  the  load  factor  should 

TABLE  1     OPERATION  OF  FOUR  OIL  ENGINES  DURING  1914 


Engine 
No. 


Denied  period  of 
operatioD,  hr. 


Actual  period  of  Per  cent  of 

operation,  hr.  desired  period 


1 6803.80  6684.64 

2  (spare  unit) 700.47 

3 8556.75  8411.55 

4 8626  8457.47 


08.25 

08.30 
08.05 


be  as  high  as  possible.  A  combined  installation,  where  the  oil  engine 
operates  both  a  refrigerating  or  ice  plant  and  also  an  electric  generator 
furnishing  current  for  light  and  power,  forms  an  ideal  installation 
where  this  condition  is  realized. 

EXAMPLES   OF   ENGINES 

32  Fig.  16  shows  a  250-h.p.  twin-cylinder  2-cycle  Snow  Diesel 
horizontal  oil  engine,  direct  connected  by  flexible  coupling  to  a  60- 
cycle  alternator  and  operating  with  California  and  Mexican  crude 
oils;  this  engine  has  been  in  operation  about  six  months.  Fig.  17 
shows  a  60-h.p.  single  cylinder  4-cycle  horizontal  Diesel  engine  by  the 
same  maker,  operating  with  18-deg.  Baunic  California  crude  oil  and 
driving  by  belt  a  deep  well  pump.  This  plant  lias  been  running  about 
four  months. 

33  In  Fig.  18  is  shown  a  280-h.p.  FII  De  La  Vergne  oil  engine 
operating  an  ico  machine  and  electric  generator  by  belt  and  using  (.^ili- 
Tomia  crude  oil,  14-deg.  Baume.  This  installation  is  at  Oakland,  Cal., 
and  has  been  in  operation  for  about  one  year.    The  manufacturers  of 
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Fin.  Ifl    250-H.p.  2-f;vn.K  Skow  (Hi,  Knoi.vk 


Fic.  17     COn.p.  J-Cyclz  Snow  Oil  Encine 
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this  engine  guarantee  it  to  operate  on  any  fuel  or  crude  oil  produced 
in  the  United  States  and  Mexico  having  18,000  B.t.u.  and  not  more 
than  1  per  cent  water.  This  engine  has  operated  for  800  hr.  con- 
tinuously without  stopping.  Between  Nov.  23,  1914  and  July  23, 
1915,  the  plant  was  in  operation  5400  hr.  during  which  period  12,330 
tons  of  ice  were  manufactured.  The  fuel  consumption  per  ton  of  ice 
varies  in  different  localities  and  climates  and  in  different  installations 
according  to  the  arrangement  of  auxiliaries  and  their  method  of 
operation.  Between  4  and  5  gal.  of  oil  is  in  most  cases  sufficient  to 
produce  one  ton  of  ice  even  during  the  summer  months. 

34  Fig.  19  shows  a  partial  sectional  view  of  the  Mcintosh- 
Seymour  enclosed  tjrpe  vertical  4-cycle  4-cylinder  single  acting  sta- 
tionary Diesel  engine  of  500  h.p.,  with  2-stage  air  compressor  for 
furnishing  high  pressure  injection  air  placed  in  line  with  the  motor 
cylinders  and  operated,  as  is  now  standard  practice,  from  an  ovethung 
crank  on  the  main  crankshaft.  This  drawing  shows  one  of  the  most 
recently  developed  Diesel  vertical  engines  in  this  country.  The  details 
of  design,  such  as  cooling,  pulverizing  of  the  fuel,  valve  motion,  etc., 
have  had  careful  attention.  While  the  illustration  shows  the  enclosed 
crank  case  type  of  engine,  the  latter  is  also  made  with  "A**  frame  con- 
struction. 

35  The  Burmeister  and  Wain  Diesel  marine  4-cycle  single  acting 
type  engine  built  by  this  firm  in  Copenhagen,  Denmark,  and  in- 
stalled in  the  latest  motor  ships  made  by  them  is  shown  in  Fig.  20. 
Each  engine  has  six  cylinders,  29  9/64-in  diameter  and  43  5/16-in. 
stroke,  and  develops  2000  i.h.p.  at  100  r.p.m.  The  engine  is  re- 
versible by  longitudinal  movement  of  the  camshaft  in  the  regular  way. 

36  There  are  many  interesting  features  in  this  engine,  notably 
the  spray  valve  which  has  two  coned  surfaces,  one  forming  the  valve 
seat  and  the  other  spreading  the  spray.  It  opens  outward  towards  the 
piston,  instead  of  inwards  as  in  most  types ;  in  this  way  the  spray  of 
fuel  is  very  evenly  distributed  throughout  .the  whole  of  the  combustion 
space  and  the  heat  evolver^  during  combustion  is  distributed  over  the 
whole  area  of  the  piston.  The  process  of  starting  and  maneuvering 
is  simplified  by  the  starting  valve  which  is  automatically  operated  by 
the  pressure  of  the.  air  and  only  requires  the  opening  of  one  valve.  In 
this  type  of  engine  the  camshaft  is  operated  from  the  crankshaft  by  a 
chain  of  spur  gears,  which  system  has  replaced  the  vertical  inter- 
mediate shaft  and  gearing  previously  used. 

37  This  design  is  considered  one  of  the  most  successful  marine 
engines  in  large  sizes. and  several  motor  ships  equipped  with  it  have 


A.  B.   aOU>IN0HAH 


492 


THE   HEAVY   OIL  ENGINE 


made  long  voyages.  In  a  paper  by  I.  Kjiudsen,  read  in  July,  1914, 
at  Malmo,  Sweden,  the  figures  in  Table  3  showing  particulars  of  a 
long  voyage  of  one  of  these  motor  ships  in  comparison  with  a  steam- 
ship of  the  same  dimensions  were  given. 

OIL  ENGINES   IN   PIPELINE  8EKVI0E 

38  Fig.  21  shows  a  sectional  view  of  the  latest  design  of  De  La 
Vergne  150-h.p.  single  and  300-h.p.  twin-cylinder  oil  engine.  In 
this  construction  the  valve  motion  consists  of  the  camshaft  geared  to 
the  crankshaft  in  the  ordinary  way,  but  this  intermediate  shaft 
actuates  a  second  shaft  placed  behind  the  cylinder  head  and  operating 
parallel  to  the  crankshaft.     The  air  and  the  exhaust  valves  are  so 


TABLE  3    COMPARISON  OF  DIESEL  MOTOR  SHIP  AND  STEAMSHIP 


Steamship 

Motor  ship 

"Kina" 

"SiMn" 

(Single  screw) 

(Twin  screw) 

386 

410 

63 

65 

26  ft.  lOH  in. 

30  ft.  6  in. 

7678 

8670 

27808 

27818 

4868.6,  ood 

1120.2.  oU 

6.26  (22  sh) 

7.26  (35  sh) 

oU 

13.6  (6.06  d) 

4.0  (2  d) 

28.702 

9.400 

19.302 

Length  between  perpendiculars,  ft. 

Breadth,  ft 

Depth  moulded 

Cargo,  tons 

Distance  covered,  miles , 

Fuel,  tons , 

Cost  of  fuel,  dollars 


Fiiel  cost,  dollars,  1000  tons  cargo  1  mile  at  1 1  luiots. 
Fuel  cost,  dollars,  8500  tons  27.8 18  miles  at  1 1  icnots. 
Saving  in  favor  of  motor  ship^  dollars 


Circuit  of  Europe,  East  Asia  and  return. 

Extract  from  paper  read  by  Mr.  I.  Knudsen,  Malmo,  Sweden,  July.  1914. 

arranged  that  they  can  be  easily  removed  and  the  piston  is  made  of 
greater  length  so  as  to  reduce  the  pressure  and  minimize  the  amount 
of  wear  between  it  and  the  cylinder  walls.  Details  of  lubrication  of 
all  bearings  and  other  moving  parts  have  been  improved.  The  piston 
pin  is  lubricated  through  the  hollow  connecting  rod. 

39  In  1902,  the  writer  arranged  and  introduced  the  oil  engine 
for  oil  pipe  line  pumping  service.  A  number  of  engines  for  this 
service  were  first  installed  for  the  Gulf  Pipe  Line  Company  in  Texas 
and  since  then  the  installation  of  several  hundred  engines  with  many 
of  the  leading  pipe  line  companies  in  the  south  or  southwest  territories 
has  followed.  These  pumping  stations  consist  of  several. ^its,  some 
stations  having  as  many  as  six  engines.  The  capacity  of  each  unit 
varies  from  90  to  150  h.p.  and  is  composed  of  the  engine  direct  con- 
nected to  a  vertical  or  horizontal  power  pump,  as  shown  in  Pig.  22. 
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The  former  instoUatioiiB  were  equipped  with  friction  clutch  couplings 
between  tiie  engines  and  the  pumpe.  In  the  later  installations  the 
connection  used  between  engines  and  pumps  is  a  flexible  coupling  or, 


Fio.  19    Section  of  McIntosh  and  Sbtuoub  Oil  Engine 

in  some  cases,  a  rigid  coupbng.  The  pump  is  furnished  with  a  by-pass 
between  the  suction  and  discharge  so  that,  in  starting  the  eiigiue,  the 
load  IB  very  much  reduced.    Fig.  22  shows  the  latest  arrangement  of 
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Section  or  BmtMKisTBR  and  Wain  Oil  Engine 
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this  pumping  unit  where  the  oil  engine  flywheel  is  placed  cIobc  to  the 
out-board  bearing.  In  this  way  the  main  bearings  are  relieved  of  thia 
weight  and  unequal  wear  on  the  bearings  is  avoided. 

40  This  type  of  pumping  outfit  was  fully  described  in  a  paper* 
before  the  Society  by  Forrest  M.  Towl,  where  it  waa  stated  the  total 
efiBciency  of  an  8fi-h.p.  engine  in  three  tests  was  26.8,  27.76  and  27.52 
per  cent,  respectively.  The  efficiency  of  pump  and  transmission  waa 
stated  as  92.1  per  cent.  The  fuel  consumption  per  pump  horsepower 
by  displacement  was  0,5171  lb.  Testa  were  made  with  33-deg.  Baam£ 
fuel  having  a  heat  value  of  19,069  B.t.u.  per  pound- 
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CALIFOHNIA    PUEL8 

41  The  oil  engine  for  pipe  line  service  has  not  yet  been  used  to 
any  extent  in  the  California  oil  fields.  Table  4*  shows  the  char- 
acteristics of  California  crude  oils,  while  Fig.  23  gives  results  of  distil- 
lation tests.  It  is  necessary  to  heat  such  to  a  temperature  that  they 
will  fiow  readily  in  the  pipe  lines  and  can  be  satisfactorily  handled  by 
the  pump.  The  amount  of  heat  necessary  to  raise  the  tennperature  of 
crude  oil  of  15-deg.  Baum4,  assuming  its  specific  heat  to  be  0.333 
(which  value  seems  to  be  difBeult  to  esartly  determine),  is  shown  by 
the  following  remarks. 

'TrauB.  Am.  Sac.  M.  E.,  vol.  33,  page  905. 

'Table  i  was  partl7  compiled  b;  Smith- Booth -Uaher  Co.  and  its  maortion 
i»  due  to  their  courtesj.  Fig.  23  U  ahowa  b;  permiBsion  of  the  Btandard  Oil 
Co.  of  California. 
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42  The  amount  of  oil  pumped  per  b.h.p.-hr.  at  a  pressure  of 
570  lb.  is  135  gal.,  and  the  heat  required  to  raise  this  quantity  of  oil 
through  a  range  of  41  deg.,  or  from  a  temperature  of  69  deg.  to  110 
deg.  fahr.,  would  be  18,400  B.t.u.  The  amount  of  waste  heat  from  an 
oil  engine  consuming  half  a  pound  of  fuel  per  actual  h.p.-hr.,  both  from 
the  waste  heat  of  the  water  jacket  and  that  recoverable  from  the  ex- 
haust, with  the  most  advantageous  arrangement,  is  approximately 
4200  B.t.u.  Thus,  taking  this  waste  heat,  it  is  evident  that  14,200 
B.t.u.  per  b.h.p.  of  the  pumping  outfit  per  hour  would  have  to  be 
furnished  from  an  outside  source  to  provide  sufficient  heat  to  raise 
the  oil  to  the  required  temperature. 

43  In  a  steam  pumping  plant  this  can  be  advantageously  taken 
from  the  exhaust  steam  of  the  steam  plant.  The  fuel  consumption  of 
the  average  steam  pumping  plant  may  be  taken  as  1.5  lb.  of  oil  fuel 
per  b.h.p.-hr.,  but  sufficient  heat  is  in  this  case  also  available  for 
heating  the  crude  oil  to  the  temperature  above  referred  to. 

44  With  the  oil  engine  plant,  0.5  lb.  of  fuel  per  b.h.p.-hr.  is 
required  for  the  actual  pumping  process  and  from  the  figures  above 
it  will  be  seen  that  an  amount  of  heating  equivalent  to  that  developed 
from  a  pound  of  oil  would  be  necessary  to  heat  the  oil  passing  through 
the  pipe  line.  Thus  the  total  fuel  consumption  of  the  oil  engine  and 
that  of  the  steam  pump,  allowing  for  heating,  is  approximately  the 
same. 

45  The  oil  engine  outfit  can  operate  with  a  poor  quality  of  cooling 
water  which  would,  however,  be  unsatisfactory  for  boiler  use.  This  is 
a  great  advantage  in  favor  of  the  former  in  many  localities  where  only 
a  poor  quality  of  water  can  be  procured. 

46  Table  5^  shows  the  costs  of  installation  and  operation  of  the 
diflEerent  types  of  engines  specified  prevailing  in  California  in  1914. 
The  price  quoted  for  each  fuel  may  not  now  be  correct  and  the  costs 
of  fuel  may  require  slight  modification  to  conform  with  prevailing 
prices.  The  writer  is  informed  that  the  price  for  48  to  50-deg. 
Baum6  distillate  is  6  cents  per  gal.  in  110-gal.  drums,  while  Diesel 
fuel  oil  is  quoted  at  85  cents  per  42-gal.  barrel  in  tank  cars  25  miles 
north  of  San  Francisco.  Calol  fuel  oil  24-deg.  Baum^  is  75  cents 
per  42  gal.  and  fuel  oil  not  less  than  14-deg.  Baume  is  60  cents  per 
barrel  in  tank  cars  f.o.b.  Richmond,  Cal.     The  yearly  fixed  charge 

^able  5  was  compiled  hj  Messrs.  Smith-Booth-Usher  Co.  in  1914.  It  is 
due  to  their  courtesy  that  it  is  shown.  Data  regarding  hot  surface  engine  have 
been  added. 
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of  20  per  cent  is  a  higher  rate  than  is  usual  to  allow  in  the  Eastern 
States  where  5  per  cent  interest  and  5  per  cent  depreciation  are  con- 
sidered suflBcient. 

DISCUSSION 

H.  B.  Sbtz  noticed  that  in  Table  5  the  depreciation  has  been 
taken  as  ten  per  cent.  He  would  recommend  a  depreciation  of 
about  five  and  certainly  not  more  than  six  per  cent  in  trying  to 
arrive  at  the  cost  of  the  power  produced  in  a  Diesel  engine,  includ- 
ing the  capital  charges.  It  is  doing  the  Diesel  engine  injustice  if 
ten  per  cent  is  figured,  because,  at  this  rate,  in  less  than  eight  years 
the  whole  engine  will  have  been  depreciated  from  its  original  pur- 
chase value  to  nothing ;  whereas,  after  an  operating  period  of  eight 
years  a  high  grade  engine  of  this  type  can  for  less  than  one-third 
of  its  original  purchase  price  be  put  in  new  condition  again. 

Another  reason  for  recommending  a  lower  rate  than  ten  per 
cent  for  depreciation  is  the  fact  that  there  is  no  new  form  of  prime 
mover  in  sight  which  might  possibly  render  the  Diesel  engine 
obsolete  for  many  years  to  come. 
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THE  STRENGTH  OF  GEAR  TEETH 

By  Guido  H.  Mabx  and  Lawbence  E.  Cuttkbl,  Palo  Alto,  Cal. 

Members  of  the  Society 

(Second  Paper) 

The  iiiTestigations  reported  upon  in  this  paper  were  undertaken 
for  the  purpose  of  supplementing  those  presented  to  the  Society  at  its 
Annual  Meeting  of  1912,  by  the  senior  author.*  The  methods  of  con- 
ducting the  tests,  and  of  mathematical  analysis  employed  in  working 
up  the  results,  were  substantially  the  same  as  described  in  the  earlier 
paper  and  are  not  repeated  here.  Paragraph  references  to  the  first 
paper  will  be  used  to  direct  attention  to  explanatory  matter  which  is 
here  omitted. 

2  The  limitations  of  the  apparatus  available  for  the  earlier  ex- 
periments made  it  impossible  to  secure  positive  data  at  pitch  speeds 
exceeding  500  ft.  per  min.,  although  significant  data  of  a  negative 
character  were  obtained  at  speeds  up  to  1000  ft.  per  min.* 

3  In  order  to  get  positive  data  at  high  pitch  speeds,  an  improved 
form  of  the  apparatus  used  in  the  earlier  experiments  was  devised*  and 
connected  by  chain  drive  to  a  50-h.p.  motor  capable  of  taking  care  of 
momentary  overloads  of  100  per  cent.  The  main  difference  between 
the  new  apparatus  and  the  old  lay  in  the  employment  of  Hess-Bright 
ball-bearings  throughout  in  place  of  ordinary  journal  bearings.  Each 
shaft  was  carried  on  two  of  these  radial  bearings,  No.  307. 

4  A  second  improvement  was  in  the  prony  brake  (Fig.  1).  This 
^flfi  devised  to  be  self-contained,  the  friction  load  due  to  scooping  up 
*^e  circulating  cooling  water  being  weighed  on  the  scales  with  the  rest 
^^  the  friction  load.  It  worked  with  great  steadiness  and  proved 
^Dimently  satisfactory.  Owing  to  the  high  rim  spe^eds  reached,  the 
^ke  wheel  was  carefully  finished  all  over  and  had  a  web  in  place  of 

*^^^-    A  few  holes  drilled  through  the  web  at  its  outer  circumference 

^^^^tted  the  free  circulation  of  the  cooling  water. 

^'i^i'ans.   Am.  SocM.  E.,  vol.  34;   paper   1382,  pp.  1323-1398. 
^I'rans.  Am.  Sec.  M.  E.,  vol.  34,  p.  1390. 
*^ar.  8  and  9,  paper  1382. 

"Resented   at   the   Panama-Pacific   International    Exposition   Meeting,   San 
^isco,  September  1915,  of  The  American  Society  of  Mechanical  Engi- 
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ODTLINE  OF   TESTS 


5  The  gears  which  were  tested  were  made  by  The  Brown  &  Sharpe 
Mfg.  Co.  and  the  Fellowa  Gear  Shaper  Co.  The  inveetigation  divided 
itself  into  the  following  main  divisions : 

a  Teste  on  SOT  meshing  with  40T,  Brown  &  Sharpe  14^-deg. 
involute,  at  pitch  speeds  from  500  to  2000  ft.  per  min.  to 
determine  velocity  coefficients,  v,  to  supplement  those 
derived  in  the  earlier  experiments  for  speeds  below  500  ft. 
per  min.' 
b  Tests  on  30T  meshing  with  solid  GO,  80,  100,  and  150T, 
Brown  &  Sharpe  14^-deg.  involute,  to  supplement  eerlier 
tests  on  effert  of  arc  of  action,  to  determine  more  fully 
arc  of  action  influence. 
c  Testn  on  3flT  meshing  with  40T.  Fellows  20-deg.  involute 


Fio.  1     Pbonv  Brake 

stub-tooth,  for  speeds  from  zero  to  2000  ft.  per  min,  to 
determine  velocity  coefficients,  v.  for  this  form  of  tooth. 
d  Tests  on  30T  meshing  with  20,  40,  60,  80,  and  lOOT,  Fellows 
20-deg.  involute  solid  gears,  on  effect  of  arc  of  action,  to 
determine  arc  of  action  coefficients,  a,  for  this  tjrpe  of 
gear. 
e  Static  tests  on  Fellows  gears  to  determine  actual  breaking 
strength  of  individual  teeth,  for  determination  of  experi- 
mental values  of  factors  for  form  of  tooth  as  determined 
by  the  number  of  teeth  in  gear  (Lewis's  factor  y).    See 
Par.  2fi,  Paper  1382. 
The  complete  log  of  the  tests  will  be  found  in  Tables  14,  15  and  16. 
6    The  Brown  &  Sharpe  gears  were  of  their  standard  10  diMoetnU 
'Par.  2,  7  and  21,  paper  1382, 
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pitch,  i^l^-deg.  involute  form  and  those  used  in  the  tests  involving 
the  effect  of  pitch  speed  (Tests  1-12  inclusive)  were  sent  from  stock. 
These  8t:4>ck  gears  having  a  width  of  face  of  1  3/16  in.  were  reduced  by 
OS  to  tbc  width  of  1   1/16  in.  for  which  the  apparatus  had  been  con- 
structed.   The  30-  and  60-tooth  gears  were  solid  discs  and  the  others 
were  ^p^^bbed,  in  order  to  eliminate  the  effect  of  weakness  of  arms  and 
rims;   -fclie  80-,  100-  and  150-tooth  gears  were  made  from  patterns 
furmsbed  by  the  authors.    Solid  grease  lubricant  liberally  applied 
was  u&^b^  on  all  gears. 

7  The  Fellows  gears  were  all  of  their  10/12-pitch,  20-deg.  in- 
volute   :f  orm,  and  were  solid  discs  in  every  case. 

8  ^All  gears  when  tested  had  the  width  of  face  of  1  1/16  in.  The 
20-  am^d  30-tooth  gears  (except  the  30-tooth  gears  of  Tests  24A  and 
25A)  Ixad  a  bore  of  1  1/16  in.,  and  all  others  had  a  bore  of  1  5/16  in. 

d  '^he  material  (cast-iron)  was  tested  in  all  cases  by  means  of 
spccinc^^jns  cut  from  the  gears  themselves^  and  the  resiilts  are  given  in 
detail  in  Tables  17  and  18.  The  gears  of  each  manufacture  were 
fumiaCbed  in  two  separate  installments.  As  shown  in  Tables  17  and 
18,  th.^  material  of  the  gears  furnished  for  the  tests  on  influence  of 
arc  o£  action  (Tests  13-20  and  18A-23A  inclusive)  was  stronger  in 
^*^  ^^^ues  than  that  of  the  gears  previously  furnished  for  the  tests 
-1  i^^^^luence  of  pitch  speed  (Tests  1-12  and  1A-17A  inclusive). 
^^^^^^  the  variation  of  the  strength  of  material  was  such  as  to  call 
for  a  ^»orrection  in  order  to  get  consistent  and  comparable  results, 
this  '^^"^g  made ;  but  in  all  cases  the  actual  test  results  are  given  first. 

^^^^^:es  a  :  TESTS  to  detbemine  velocity  coefficients,  bbown 

A  SHARPE  GEABS 

^^     Table  3  of  velocity  coefficients,  v,  (Par.  21,  Paper  1382),  for 

Bro^r^  4  Sharpe  14i^-deg.,  cast-iron  gears  may  be  considered  as  qmte 

detuvx-tely  established  for  the  entire  range  of  speeds  from  zero  to  2000 

ft.  I^^i  min.    An  explanation  follows  of  the  method  by  which  these 

val^^^  were  derived,  from  which  it  would   appear  to  be  safe  to 

ci^^polate  beyond  the  speed  of  2000  ft.  per  min.,  if  desired,— safer 

than   to  make  the  tests.    In  fact,  the  authors  are  entirely  willing  to 

\cav^  the  conduct  of  all  tests  at  higher  pitch  speeds  to  those  who 

^ould  like  to  see  them  made. 

11    The  data  from  which  the  values  in  Table  3  were  derived  are 

pveu  in  Tables  1  and  2  and  in  Pig.  2.    Table  1  gives  the  results  of  the 

supplementary  tests  on  the  effect  of  speed  on  breaking  strength  of 

Brown  &  Sharpe  14i^-deg.  involute,  1    1/16-in.  face,  SOT  meshing 

'Par.  22,  paper  1382. 
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TABLE  1    EFFECT  OF  SPEED  ON  BREAKING  STRENGTH 

Bbowm  a  Shabtm  14K-DBO.  Ikvouttb,  10-pitcb,  1  VW-zm.  Facb,  30T  MasHiito  wmt  40T; 

l«r  Skbues,  1914 


pAtr  Ibon  Gkow 

8-PxTCH  B.  A  S.  Stbkl  Ghamqk  Gkajm 

.Te«t. 

speed. 
It.  per  min. 

BquTalent 

load  at 

teeth;  pounds 

.  Number  of  teeth 

Pitch 
■    q>eed 

Equivmlant 

aumber 

Driver 

Driven 

pitAhkMd 

1 
2 
3 
4 
5 

6 

-.7 

8 

9 

10 

11 
12 

601     . 
•   607 
872 
872    . 
1221 

1163 
1176 
1163 
1Y24 
1734 

['     2021 
2057 

1743 
162^ 
1441 
1692 
1289 

1380 
1259 
1360 
1078 
1047 

1199 
1017 

100 
100. 
100 
100 
70 

100 
100 
100 
100 
100 

120 
120 

70 
70 
40 
40 
20 

30 
80 
30. 
20 
20 

2d 
20 

1462 
1479 
1454 
1454 
1018 

.1454 

1470 
1454 
1437 
1444 

1684 
1714 

508 
666 

864 

065 

1647> 

1104 
1007 
1060 
1293 
1257 

1438 
1B21 

^teel  gean.abraded. 


TABLE  2 


REDUCTION  OF  BREAKING  LOAD  TO  BASIS  OF  UNIFORM  MODULUS  OF 
RUPTURE  OF  39.000  LB.  PER  SQ.  IN. 

BbOWN  a  ShABPB  GlABS 


~    • 

1   ■    « 

Actual  Modulus 
of  rupture 

1 

Conditions 

OF  Running  Txbt 

Equivalent 
breakincload 

Test 

. 

for  nuxiulua 

number 

from  table 

Teeth 

Teeth 

Actual  break- 

Velocity at 

of  rupture  of 

Appendix  2 

inC.  L 

inC.  L 

ing  loadatpitch 

pitch.line,  ft. 

30,000  lb. 

' 

t 

driver 

driven 

line  by  test 

per  min. 

.    peraq.  in. 

1. 

48,770 

30 

40 

1743 

501 

1804 

2 

42,976 

30 

40 

1622 

507 

1471 

3 

46,323 

30 

40 

1441 

872 

1213 

4 

54.632 

30 

40 

1592 

872 

1137 

5 

■  1  J  J 

43.143 

30 

40 

1289 

1221 

1165 

6 

40.040 

30 

40 

1380 

1163 

1097 

7 

39,288           1 

30 

40 

1269 

1176 

1240 

8 

42,382 

30 

40 

1360 

1163 

1343 

,    9 

43,868 

30 

40 

1078 

1724 

058 

10 

38,779 

30 

40 

1047 

1734 

1053 

u  . 

47,400 

30 

40 

1199 

2021 

.  087 

12 

41,300 

30 

40 

1017 

2057 

061 

18 

60,600 

30 

60 

2372 

601 

1320 

14 

69,460 

30 

60 

2271 

604 

1480 

15 

68.840 

30 

80 

1930 

607 

1270 

16 

59.300 

30 

80 

2044 

604 

1344 

17 

55.850 

30 

100 

1817 

510 

1209 

18 

69,840 

30 

100 

2059 

507 

1842 

19 

66,620 

30 

150 

1998 

507 

1170 

20 

61,100 

30 

160 

1917 

607 

I           1224 
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with  40T.  The  experiiBeiits  prenously  Reported* '  for  gears  of  tiiew 
eizes  and  this  i^pe  gave  reaulte  up  to  a  pitch  speed  of  416  ft.  per  min. 
These  results,  together  with  those  of  Table  1,  are  plotted  in  Pig.  2,, 
Curve  A.  ■■      .  , 

12  In  Par.  14  to  1?  of  Paper  1382,  attention  wa»  called  to  an 
apparent  rise  of  strength  at  speeds  above  300  ft.  per  min.  and  the 
tentative  suggestion  adv^ced  that  this  might  be  due  to  passing  a 
maximum  percussive  effect  The  tests  at  the  speedy  above  60d  ft.  per 
min.  -failed  to  maintain  this  view.  Moreover,  the  tests  on  the  Fellows 
gears  reported  on  in  a  later  section  of  this  paper  showed  no  such, 
phenomenon.  In  the  latter  case  ball  bearings  were  used  throughout  for 
the  series  of  testa  involving  30  tooth  and  40  tooth  gear&  The  explana' 
tion  of  the  irregularity  of  the  Brown  &  Sharpe  ourve  (including  the 


pitch  speed.  feet  ^^r  mimute 
Fig.  2    Bxlation  between  Pitch  Speed  and  Bbeakino  Stkknotb  op  Bbown 
ft  Shabpb  30-  AND  40-TooTH  14U-DBS.  Involute  Okaks 

phenomenon  of  its  rise)  lies  in  the  use  of  ordinary  journal  bearings 
in  the  first  set  of  experiments.  The  friction  of  the  brake  shaft  bearings 
was  neglected.  In  the  original  paper  it  was  assumed  that  the  only  effect 
of  this  is  to  make  the  computed  breaking  load  of  the  teeth  a  very 
little  less  than  its  real  value  in  each  case. 

13  A  study  of  journal  friction  and  variations  of  coefficients  of 
friction  with  speed,  made  by  the  senior  author  in  another  connection, 
clears  lip  this  matter.  Without  entering  into  detail,  the  coefficient  of 
friction  of  the  journals  used  in  the  earlier  apparatus  is  a  variable, 
being  greatest  at  zero  velocity  and  decreasing  to  a  minimum  at  about 
the  rotative  speed  corresponding  to  the  pitch  speed  of  415  ft.  per  min. 

'Par.  15,  paper  1382. 
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At  this  speed  the  coefficient  of  friction  (perfect  film  lubrication)  is 
not  widely  different  from  the  practically  uniform  coefficient  of  friction 
for  ball  bearings.  Had  this  variable  effect  of  friction  not  been 
neglected,  the  actual  curves  would  probably  not  have  shown  this  fall 
and  subsequent  rise. 

14  If  due  allowance  be  made  for  this  frictional  resistance  and  it 
be  properly  added  to  the  observed  breaking  load  in  each  case,  the  actual 
curve  for  the  entire  range  would  he  approximately  that  shown  by  the 
dotted  line  up  to  the  speed  of  500  ft.  per  min.,  and  the  full  line  from 
there  on  to  2000  ft.  per  min.  (Curve  A,  Fig.  2).  A  correction  was 
made  for  the  added  load  on  the  gear  due  to  journal  friction  for  the 
test  at  zero  velocity,  assuming  a  value  of  0.20  for  the  static  coefficient 
of  friction,  giving  as  a  result  an  added  load  of  176  lb.  on  the  tooth. 

TABLE  3    VELOCmr  COEFFICIENTS  (»).    BREAKING  LOAD  ON  TEETH  REDUCED 

TO  BASIS  OF  UNIFORM  MODULUS  OF  RUPTURE 

Brown  ft  Sharps  14H-DRa.  Involute  Guars 


Pitch    velocity, 

ft.  per  min. . . 

Velocity  coef.,  v. 


Pitct  velocity, 

ft.  per  min. .  . 
Velocity  coef.,  t . 


0000 
1.000 


1200 
0.456 


100 
0.796 


1300 
0.445 


200 
0.730 


1400 
0.435 


300 
0.675 


1600 
0.430 


400 
0.635 


1600 
0.420 


500 
0.505 


600 
0.565 


700 
0.540 


1700     1800 
0.415  0.410 


1900 


800 
0.620 


2000 


0  406  0.400 


900      1000 
0.600  0484 


1100 
0.470 


thus  bringing  the  average  value  up  to  2435  lb.  for  zero  velocity.  It  is 
on  the  side  of  safety  to  base  the  coeflBcient  of  velocity,  v,  on  this  value. 
15  The  stock  gears  used  in  Tests  1  to  12  showed  a  wide  variation 
in  material  as  indicated  by  flexure  tests.  (See  Tables  17  and  18.) 
Since  the  material  of  the  similar  gears  reported  upon  in  Paper  1382 
had  a  very  uniform  modulus  of  rupture  of  about  39,000  lb.  per  sq. 
in.,  it  would  seem  better  to  reduce  the  actual  results  of  the  present 
experiments  to  a  basis  of  a  uniform  modulus  of  rupture  of  39,000  if 
the  two  sets  of  observations  are  to  be  combined.  This  has  been  done 
in  the  last  column  of  Table  2.  Pig.  2,  Curve  B,  shows  the  results 
graphically.  An  explanation  of  this  variation  of  strength  probably 
lies  in  the  reduction  of  the  width  of  face  of  these  gears  after  their 
receipt  by  us.  The  removal  of  one-eighth  of  an  inch  at  one  surface 
or  the  other  would  have  a  marked  effect,  since  the  surface  material 
is  recognized  as  being  the  stronger.  If  this  material  were  removed 
on  the  side  which  originally  had  had  the  greater  depth  of  cut  taken 
from  it  in  finishing  the  gear  blank,  the  result  would  be  different 
from  that  if  the  reduction  in  width  had  been  made  on  the  other 
surface. 
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16  Objection  may  be  made  to  using  Curve  B  rather  than  Curve  A 
for  the  determination  of  the  velocity  coeflScients.  It  is  to  be  noted, 
however,  that  this  reduction,  made  for  the  purpose  of  having  the 
present  and  earlier  experiments  more  justly  comparable,  also  makes 
the  present  test  results  more  consistent  and  it  gives  velocity  coefficients 
which,  being  lower  than  those  which  would  be  derived  from  Curve  A, 
are  on  the  side  of  additional  safety. 

SERIES  b:   tests  to  determine  influence  op  arc  op  action, 

BROWN  A  SHARPE  GEARS 

17  The  experiments  under  this  head  were  originally  planned 
(when  the  gears  for  the  series  were  ordered)  to  supplement  those  on 
the  influence  of  arc  of  action,  described  in  Par.  32,  Paper  1382,  and 
shown  there  in  Fig.  9,  Curve  B;  but  subsequently  it  was  decided  to 
run  the  tests  independently  of  the  previous  ones,  at  a  pitch  speed  of 
approximately  500  ft.  per  min.,  in  order  to  make  them  comparable 
with  the  Fellows  tests,  Nos.  5A,  6A,  18A,  to  23A  inclusive.  Par.  29  to 
34  of  this  paper,  which  had  already  been  made  at  this  speed.  Table  4 
gives  the  results. 

IS  The  unusually  high  modulus  of  rupture^  shown  by  the  ma- 
terial of  most  of  the  gears  used  in  this  set  of  tests,  made  it  seem 
desirable  to  adopt  the  expedient  of  reducing  the  actual  test  results  to 
a  basis  of  an  imaginary  uniform  material  having  a  modulus  of 
rupture  of  39,000  lb.  per  sq.  in. 

19  It  is  impossible,  however,  to  get  any  satisfactory  light  out  of 
this  series  of  tests  on  the  actual  influence  of  the  arc  of  action.  While 
the  unmodified  results,  with  the  exception  of  Tests  13  and  14,  are  not 
incompatible  with  those  obtained  in  the  earlier  paper,  when  reduced 
to  a  basis  of  a  uniform  modulus  of  rupture  they  show  an  apparent 
falling  oflf  of  breaking  strength  with  increase  of  arc  of  action  for 
ratios  of  arc  of  action  to  pitch  arc  greater  than  2.  This  may  actually 
be  the  case,  but  it  is  contrary  to  the  effect  of  ratio  of  arc  of  action  to 
pitch  arc  for  values  ranging  from  1  to  2  and  does  not  seem  rational. 
It  is  also  contrary  to  the  results  given  in  Tables  10-14,  Paper  138(2. 

20  It  must  be  borne  in  mind  that  reducing  the  tests  to  a  uniform 

modulus  of  rupture  on  the  basis  of  a  test  bar  cut  from  the  gear  is 

only  a  crude  expedient  adopted  in  default  of  a  better.     Cast  iron  is 

too  variable  a  material  to  permit  certainty  that  the  strength  at  the 

tooth  which  first  yielded  was  just  that  of  the  test  bar.    In  addition, 

we  have  the  fact  that  the  teeth  do  not  fail  by  pure  flexure  and  that, 

therefore,  using  the  modulus  of  rupture  for  flexure  as  the  unifying 
iTables  17  and  18. 
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busis  is  open  to  some  question.  But  it  is  equally  evident  that  ma- 
terial which  showed  as  much  variation  as  did  this  calls  for  the  re- 
duction of  test  results  to  some  kind  of  comparable  basis. 

21  Thinking  that  the  discrepancy  of  the  results  might  be  due  to 
the  possible  failure  of  the  teeth  of  the  larger  gear  rather  than  the 
smaller,  owing  to  the  chance  of  weaker  material  in  the  larger  gears, 
test  bars  were  cut  from  the  60-tooth  and  80-tooth  gears  of  Tests  13 
and  15.  While  the  material  prove<J  to  be  a  little  weaker  than  that  of 
the  corresponding  30-tooth  pinions^  computations  showed  that  this 

TABLE  4    TESTS  ON  INFLUENCE  OF  ARC  OF  ACTION 
Bbown  a  SwAxtpk  14>^>DBO.  Ikvolittk,  10-fitch  Obabs 


Test 
num- 

1 — .  r       ■'  " — ^- 
NuMBBB  or 

TsxtB  C.  I. 

^   TmtGeab8 

Pitch 

speed, 

ft.  per  min. 

Equivalent 

breaking 

load  at 

pitch  line, 
pounds 

Arc  of 
action, 
inches^ 

Equivalent  breaking 
load.     Reduced  to 
uniform  modulus -of 

ber 

Driver 

Driven 

rupture  of  39,000 
lb.  per  sq.  in. 

1 

2f  ■■ 

'30 
30 

40' 
40 

601 
607 

1743 

1622 

Av.  1683 

0.628 
0.628 

1394 

1471 

Av.  1433 

18 

14 

,      -4 

30 
.     30 

60 
60 

601 
604 

2372    . 
2271 
Av.^^' 

0.649 
0.649 

1329    H, 
1489 
Av.  1409        ^ 

:    15 
16 

30 
30 

80 
80 

607. 
604 

1930 

2044 

Av.  1987 

0.662 
0.662 

1279 

1344        • 
f         Av.  1312 

17 

:i8 

30 
30      . 

100 

iqo 

610 
607 

1817 

2060 

Av.  1938 

0.671 
0.671 

1269 

1342 

Av.  1306 

19 
20 

3P 
30 

1C(0< 
160 

607 
507 

1998 

1917 

Av.  1958 

0.686 
0.685 

1170 

1224 

Av.  1197 

~J 


MSee  Appendix  No.  3,  Paper  1382,  for  discussion  of  determination  of  arc  of  action. 

was  more  thaxi  compensated  for  by  the  stronger  form  of  the  teeth  of 
the  larger  gears.  This  possible  explanation  of  the  discrepant  results 
also  had  to  be  abandoned. 

22  Another  explanation  of  the  reduced  results  running  in  the 
wrong  direction  may  lie  in  the  possibility  that  the  shafts  were  not 
exactly  parallel.  This  would  cause  severer  stress  conditions  the  larger 
the  radius  of  the  gear. 

.  23  Weighing  all  the  evidence,  we  consider  that  the  arc  of  action 
coeflBcients,  a,  derived  in  the  earlier  paper  from  experiments  on  more 
uniform  and  normal  material,  are  essentially  correct  and  they  are 

iTables  17  and  18. 
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repeated  here  in  Table  5,  being  extended  to  a  ratio  of 

arc  of  action  _^  «  „ 

pitch  arc 
Prom  the  way  an  additional  tooth  comes  into  action,  as  shown  by  the 
imperceptible  inci^ease  of  a  for  the  range  from  a  ratio  of  1  to  a  ratio  of 
1.4,  it  is  probable  that  the  value  of  a  remains  at  abont  1.6*frotii  a 
ratio  of  2  to  a  ratio  of  2.4.  '       , 

24    The  gears  employed  in  Tests  13  to  20  inclusive  were  made 

TABLE  5    COEFFICIENTS  BASEP  ON  ARC  OF  ACTION 
Brown  A  Shabps,  14K-i»o.'  Imyolutb  Gbabs 


Ratio: 


Arc  of  action 


Pitch  are 
Correeponding  a . . . 


TABLE  6    FELLOWS  20-DEG.  INVOLUTE  STyB-TOOTH  bE^RSi  ^Vw  PITCH.  1 A-IN. 

FACE  30-TOOTH  MESHINQ  WTTH  ^MWOOTH 


1ft  Series,  1914 


Cavt  Ibon  Gbars 

t                                                                                                                             -. 

8-PrrcH,  B.  A  8.  Stbbl  Chanob  GaABS 

Test 

Pitch 

Equivalent 

No.  of  teeth 

Pitch 

Equivalent 

number 

q;>eed. 

load  at 

q;>eed. 

maximum 

ft.  per  min. 

teeth,  lb. 

Driver 

Driven 

•  ft. ;  per  min. 

pitch  load,  lb. 

ISA 

0 

2963 

•  •  •  ■ 

1 

1      ' 

1 

•  •  •  • 

14A 

0 

3256 

•  •  •  • 

1     1 

*  *  *  * 

•  •  •  • 

lA 

72 

2576 

20 

100  ; 

301 

618 

2A 

71 

27U 

20 

100 

^ 

651 

3A 

266 

2273 

30 

-40 

1 

444 

,1364 

4A 

266 

2257 

30 

40 

444 

1354 

6A 

601 

1955 

100 

TO 

146^ 

670 

6A 

501 

1985 

100 

70 

1462 

681 

7A 

872 

1804 

100 

40 

1454 

1082 

8A  . 

872 

.1:778 

100 

40 

J»64 

1064    , 

9A 

1149 

/;    v.. 

1683 

100 

30 

1437 

1346 

lOA 

1149 

1592 

100 

30 

1437 

1274 

llA 

1664 

1577 

1<X) 

20 

1378 

18921 

12A 

1654 

1562 

lOp 

JJO 

1378 

1874 

16A 

1960 

1403 

120 

20 

1633 

1683 

17A 

1984 

1380 

120 

2Q 

1654 

IW 

iLog  of  test  says.  "The  steel  20T  showed  about  the  limit  of  its  endurance  without  abraaon." 

t  »  ■  f 

from  special  patterns  sent  to  the  mannfatlturers.  All  of  them  were 
solid  or  webbed  and  the  hubs  were  lengthened  to  permit  a  2^-in.  key 
being  used;  this  precaution  b^ing  necessary  because  of  the  longer  lever 
arm!  of  the  tooth  load.  . 

25     It  was  intended  to  carry  out  tests  on  the  static  strength  of 
the  individual  teeth  of  these  gears,  as  shown  in  position  A,  Table  8, 
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Paper  1ZB2,  but  because  of  the  exceptional  strength  of  the  material, 
which  caused  the  shaft  to  eprlDg,  it  was  not  certain  that  the  teeth 
were  being  held  in  the  proper  relation  at  the  instant  of  rupture  and 
this  purpose  was  abandoned.'  The  experimental  value  of  the  factor 
for  form  of  tooth  (Lewis's  factor  y),  as  determined  in  Far.  29  and 
Appendix  4,  Paper  1382,  is  therefore  retained,  being — for  the  Brown 
&  Sharpe  14Vi-deg.  involute  teeth — equal  to 

(0454-  if) 
where  n  is  the  number  of  teeth  in  the  gear. 


PITCH  SPttD.FtETPERMmuTE 


I    TO    DBTBBUINE    THLOCITT    GOBFPI0IBNT8, 
FELLOWS  QEABS 


26  The  teste  for  effect  of  pitch  velocity  on  the  breaking  strength 
of  Fellows  20-deg.  involute,  stub-tooth  gears,  10/18-pitch,  1 1/16-m. 
face,  30'tooth  meshing  with  40-tooth,  gave  remarkably  uniform  and 
consistent  results.  These  are  tabulated  in  Table  6  and  shown  graph- 
ically in  Fig.  3.  This  uniformity  is  in  a  large  measure  due  to  the 
uniformity  of  the  material  of  this  set  of  gears  (see  Par.  28  following) 
but  ma;  also  have  been  influenced  by  the  method  of  cutting.  We  had 
iTablM  li,  16  and  1«.    Test  No.  IC. 
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no  apparatus  to  measure  accniracy  of  tooth  spacing  and  made  no  at- 
tempt to  do  so. 

27  From  the  curve  of  Fig.  3,  Table  7  of  velocity  coefficients,  v, 
for  Fellows  20-deg.  involute  gears  has  been  computed.  It  will  be 
noted  that  these  values  of  v  correspond  quite  closely  to  those  obtained 
in  the  experiments  with  the  Brown  &  Sharpe  gears.  (Compare 
Table  3.) 

28  In  the  case  of  the  Fellows  tests  the  expedient  of  plotting  the 
*  breaking  loads  reduced  to  a  uniform  modulus  of  rupture,  and  basing 

the  velocity  coefficients  upon  this  curve,  was  not  resorted  to,  as  it  was 
in  the  case  of  the  Brown  &  Sharpe  tests.  The  material  of  the  gears 
used  in  this  set  of  tests,  lA  to  17A  inclusive,  being  from  a  single  melt, 
showed  only  moderate  variation  in  the  flexure  tests  and  had  an  average 

TABLE  7     VELOCITY  COEFFICIENTS  (»),  BASED  ON  ACTUAL  BREAKING 

LOAD  ON  TEETH 

FsLLOWB  20-DKO.  Involutk,  Stub  Tooth  Gears 


Pitch  velocity,  ft.  per 

nuD 

Velocity  coefficient,  v. 


300      400     1500     1600      700      800 
0.705  0.665  '  0.635 1  0.615  0.59510.580 


900 
0.565 


1000 
0.550 


Pitch  velocity,  ft.  per 

nun 

Velocity  coefficient,  o.  . 


1400  i 1500     1600     1700  i 1800  '  1900  j  2000 
0.505   0.495   0.485   0.475   0.470   0.400 1 0.450 


I 


modulus  of  rupture  of  39,600  lb.  per  sq.  in.  (See  Tables  17  and 
18.)  For  this  reason,  and  for  the  further  reason  that  the  velocity 
coefficients  derived  from  the  reduced  curve  would  be  slightly  higher 
than  those  derived  from  the  actual  test  results  and  therefore  tend 
away  from  safety  rather  than  toward  it,  no  curve  is  drawn  in  Fig. 
3  reducing  the  actual  test  results  to  a  uniform  basis  of  a  modulus 
of  rupture  of  39,000  lb.  per  sq.  in.  Table  8,  however,  gives  the 
results  of  reduction  computations  in  the  same  manner  as  shown  in 
Table  2  for  the  Brown  &  Sharpe  gears  and  is  included  here  to 
complete  the  record.  If  the  modified  results  bo  plotted  it  will  be 
noted  that  they  are  not  as  regular  and  consistent  as  the  actual  test 
results. 

SERIES  d:    tests  to  detekmixe  .vrc  of  .vctio.v  ooefpiciexts, 

FELLOWS   GEAItS 

29  The  shortened  addendum  used  in  the  Fellows  system  make.^ 
for  shorter  and  less  varied  arcs  of  action.  Bv  the  method  described 
fully  in  Appendix  3  of  Paper  1382,  the  values  of  the  arcs  of  action 
for  various  combinations  of  Fellows  gears  wore  eomputed.  The  results 
are  given  in  Table  9. 
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30  Tables  10  and  11  give  the  results  of  those  experiments  which 
were  made  to  determine  the  e£fect  of  arc  of  action  on  breaking  strength 
in  the  case  of  the  Fellows  gears.  From  Table  10  it  is  seen  that  in 
the  static  tests  there  is  an  increase  in  strength  in  the  ratio  of 
3106/2506  =  1.24  for  an  increase  in  arcs  of  action  in  the  ratio  of 


0.45008 
0.31416 


=  1.4327. 


31     Taking  account  of  the  single  tooth,  weakest  position,  static 
strength  of  the  30-tooth  gear  2606  lb.  as  showQ  by  the  average  of 


TABLES 


REDUCTION  OF  BREAKING  LOAD  TO  BASIS  OF  UNIFORM  MODULUS  OF 
RUPTURE  OF  39.000  LB.  PER  8Q.  IN. 

FsLLOWB  20-DBO.  Inyolutk  Gbabs 


Te«t 
number 


Actual 

modulus 

of  rupture 

from 
Table  18 


CoNDmoNB  OF  Running  Tbst 


Teeth 

in  C.  1. 

driver 

gear 


[Teeth 

in  C.  I. 

driven 

gear 


Actual 
breaking  load 

at  pitch 
line  by  test 


Velocity 

at  pitch 

line. 

ft.  per  min. 


E^quivalent 
breaking  load 
for   modulus 
of  rupture  of 

39.000  lb. 

per  aq.  in. 


lA 

40.420 

30 

40 

2A 

38.977 

30 

40 

3A 

42.415 

30 

40 

4A 

36.403 

30 

40 

6A 

36.920 

30 

1 

40 

6A 

39.250 

1 
30 

40 

7A 

39.450 

30 

40 

8A 

39.771 

30 

40 

9A 

36,890 

30 

40 

lOA 

Not  tested 

30 

40 

llA 

39.262 

30 

40 

12A 

38,240 

30 

40 

13A» 

44.480 

30 

40 

14A 

44.480 

30   ; 

40 

15A 

44.480 

30 

40 

16A 

43.897 

30 

40 

17A 

38.850 

30 

40 

ISA 

46.030 

30 

80 

19A 

46.900  . 

30 

80 

20A 

45,310 

30 

100 

21A 

46,460 

30 

100 

22A 

44,190 

30 

60 

23A 

44.860 

30 

60 

24A 

•  •  •  • 

20 

30 

25A 

•  •  •  • 

20 

30 

^Same  gears  used  in  tests  13A.  14A  and  15A. 
*Void.     Not  weakest  position. 
*Void.     See  log  of  test. 


2575 

72 

2485 

2711 

71 

2713 

2273 

266 

2089 

2257 

266 

2418 

1955 

501 

2123 

1985 

501 

1972 

1804 

872 

1783 

1773 

872 

1739 

1683 

1149 

1779 

1592 

1149 

Blow  hole 

1577 

1654 

1567 

1562 

1654 

1593 

2953 

0000 

2589 

3256 

0000 

2855 

3861* 

0000 

Void 

1403 

1960 

1247 

1380 

1984 

1386 

1643 

507 

1392» 

2029 

507 

1688 

1907 

507 

1642 

2059 

507 

1729 

1969 

507 

1738 

2070 

507 

1800 

1477 

476 

•  •  •  • 

1437 

476 

•  •  • 
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Tests  IB  and  2B,  and  multipljring  by  the  velocity  coefficient  0.635 
for  600  ft.  per  min.,  we  get  1591  lb.  as  the  breaking  strength  at  this 
speed  for  a  30-tooth  Fellows  gear  with  an  arc  of  action  of  0.31416.^ 
This  point  is  plotted  in  Fig.  4  with  the  averages  of  Table  11,  which 
therefore  shows  the  relations  between  equivalent  breaking  load  and 
arc  of  action  for  the  Fellows  gears  at  this  speed. 

3i2  An  interesting  check  is  to  compare  with  the  results  of  Table 
10,  the  increase  for  strength  at  this  speed  of  600  ft.  per  min.,  for  an 
increase  of  arc  of  action  from  0.31416  to  0.45008.  The  ratio  of  in- 
crease of  strength  is  1970/1591  =  1.24,  as  before. 

33  Objection  may  be  made  to  there  being  too  few  points  to  locate 
the  curve  of  Fig.  4  with  reasonable  accuracy.  As  seen  in  the  next 
paragraph  the  matter  is  not  vital.  The  variation  in  value  of  the  arc 
of  action  coefficient,  a,  in  all  cases  except  those  involving  very  small 
pinions,  is  so  slight  that  no  appreciable  error  is  introduced  if  it  be 
taken  as  uniformly  equal  to  1.25  in  the  case  of  the  Fellows  gears. 

34  Table  12  gives  values  for  the  arc  of  action  coefficient,'a,  as 
deduced  from  Fig.  4  for  the  gear  combinations  of  Table  9  as  covering 
the  ordinary  range.  The  values  for  others  can  be  computed  readily  or 
interpolated  with  sufficient  accuracy.  It  can  be  sefen  that  a  =  1.33  is 
about  the  maximum  value  in  any  practical  case  as  compared  with  a 
corresponding  maximum  of  about  1.60  for  the  Brown  &  Sharpe  system. 

SERIES   E :  DETERMINATION    OF   VALUE   OF   FACTOR   Y^   LEWIS    FORMULA 

35  The  next  step  in  the  investigation  of  the  Fellows  gears  was 
the  determination  of  the  expression  for  the  factor  depending  upon  the 
change  of  tooth-form  as  dictated  by  the  number  of  teeth  in  the  gear. 
This  is  Mr.  Lewis's  well-known  factor  y.  For  a  20-deg.  involute 
tooth  with  addendum  equal  to  0.8  -j-  diametral  pitch,  Mr.  Flanders' 
gives  values  from  which  we  obtain 

V-(0.17S-»„^») 

By  laying  out  the  form  of  the  12,  30,  40  and  rack  teeth  of  the  actual 
Fellows  10/12-pitch,  ten  times  full  size,  and  employing  the  method 
described  in  Appendix  2,  Paper  1382,  we  obtained 

Tar.  32,  paper  1382. 
*Par.  33,  paper  1382. 
"Trans.  Am.  Soc.  M.  E.,  vol.  30,  p.  930. 


516 


STRENGTH   OF   GEAR   TEETH 


TABLE  9     ARCS  OF  ACTION 
Combinations  or  '°/,2  Pitch  Gears  Fellows  ZO-deo.  Involute 


Gear 

Teeth 

■1 

Arc  of 

t  

1 

1 

Ratio  of 

Arc   of  action 

Driver 

I 

Driven 

1          action,  inche? 

1 

1 

pitch  arc 

Single  tooth 

Weakest 

1 

engagement 

position' 

!               0.31416 

' 

1.0000 

12 

1 

12 

0.38760 

1  2334 

20 

1 

30 

0.43109 

1 

1.3722 

30 

1 

40 

1               0.45008 

1.4327 

30 

' 

60 

0.45844 

1.4591 

30 

80 

'               0.46319 

1  4744 

30 

100 

0.46643 

1.4852 

30 

1 
1 

Rack 

0.48076 

« 

1.6271 

100 

■ 

100 

GL 48996 

1.6506 

10Q» 

Rack 

0.50427 

1.6051 

•Position  A.  Table  8.  Paper  1382. 


Test 
number 


IB 
2B 


13A 
14A 


TABLE  10     INFLUENCE  OF  ARC  OF  ACTION 
Fellows  20-deo.  Involute  Gears 
static  tests 


Conditions 
of  test 


30  T,  position  "A" 
30  T.  position  "A" 


30  T.  driving  40  T 
30  T.  driviig40  T 


Breaking 

Arc  of 

load  at  pitch 

action. 

line,  pounds 

inches 

2536 

0.31416 

2476 

0.31416 

Av.  2606 

0.31416 

2963 

0.46008 

3266 

0.46008 

Av.  3105 

0.45008 

._     .        arc  of  action 

I  Ratio  of — --T 

.    »  pitch  arc 


1.0000 
1.0000 
1.0000 

1 .4327 
1.4327 
1.4327 


TABLE  11     INFLUENCE  OF  ARC  OF  ACTION  AT  APPROXIMATELY  600  FT.  PER  MIN., 

PITCH  SPEED 

Felix)ws  20-DEO    Involute  Gears 


Gear 

Teeth 

Pit^-h 

Breaking 

Test 

1 

speed 

load  at  pitch 

number 

Driver 

Driven 

ft.  |>rr  min. 

line,  pounds 

6A 

30 

40 

601 

1956 

6A      j 

30 

.       40 

501 

I9K5 
Av.   1970 

1 
22A 

30 

60 

507 

1969 

23A 


19A 


20A 
21A 


30 


30 


30 
30 


60 


80 


100 
100 


507 


507 


607 
507 


2070 
A  v.  2020 

2029 
Av.  2029 

1907 

2059 

Av    1983 


Arc;  of 
action, 
inches 


-,  ^.      .  arc  of  action 

Ratio  of -  - 

pitch  arc 


0.46008 
0.45008 
0.46008 

0.45844 

'     0  46844 
0  45844 

'  0  46319 
0.46319 

0.46643 
0.46643 
0.46643 


1.4327 
1.4327 
1.4327 

1  4600 

1.4500 
1.4690 

1.4744 
1 .4744 

1.4862 
1.4852 
1.48S2 
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y-(o.l 


_0.972\ 


36  As  was  fotind  m  regard  to  the  similar  factor  for  the  BrowD  & 
Sharpe  system'  this  method,  based  upon  an  unmodified  fleiure  theory, 
does  not  correspond  to  actual  conditions.  The  teeth  in  every  ease 
show  much  greater  breaking  strength  than  either  of  these  values  of  y 
would  give  when  substituted  in  the  single  tooth  static  strength 
formula,  W  ^  spfy. 

37  A  series  of  tests  was  made  on  the  static  strength  of  single 


ARCOFACTIOH.mCHES 

Fio.  4     Belatioh  or  Breaking  Load  to  Abg  or  Actton  :  Fellows  20-DEa. 
Involute  at  500  Ft.  pbb  Min.  Pitch  Speed 

teeth  under  the  conditions  of  load  application  corresponding  to  en- 
gagement at  their  weakest  position.  This  is  Position  A  of  Table  8, 
Paper  1383,  and  corresponds  to  the  maximum  strength  of  such  gears 
when  the  arc  of  action  is  just  equal  to  or  is  less  tlian  the  pitch  arc 
(i.e.  circular  pitch).  In  this  case  both  velocity  coefficient  and  arc  of 
action  coefficient  become  equal  to  unity  and  the  value  of  y  can  be 
computed  directly.  The  loads  were  applied  by  means  of  a  steel 
pinion.  Par-  27,  Paper  1382.  The  results  of  those  tests  are  given 
in  Table  13.  In  computing  the  values  of  y.  s  is  taken  equal  to  the 
average  shown  by  ftll  the  Fellows  test  specimens,  K>,910  lb.,  {See 
Tables  17  and  W)  ;  p  =  0.31416  in. :  and  /  =  1.0625  in. 

38    By  the  method  of  Appendix    I.   Paper   ]:W2,   these  results 

'Par.  29,  paper  1383. 
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TABLE  12    COEFFICIENTS  («),  BASED  ON  ARC  OF  ACTION 

FXLLOWS  20-DBO.    iNTOLtTTS,   StUB   ToOTH  GkABS 


Tkbth  in  ENGAOiNa  Gears 

^    .      ,  arc  of  action 
Ratio  of       .^  , 

piteh  arc 

Correipoiiding  « 

Single  tooth  engagement 

1.0000 

1.00 

12 

12 

1.2334 

1.13 

20 

30 

1.3722 

1.20 

30 

40 

1.4327 

1.24 

30 

60 

1.4591 

1.35 

30 

80 

1.4744 

1.26 

30 

100 

1.4852 

1.27 

30 

Rack 

1.5271 

1.20 

100                                      100 

1.5696 

1.31 

100                                    Rack 

1.6051 

1.33 

TABLE  13    EQUIVALENT  STATIC  BREAKING  LOADS  (IF).  AT  PITCH  LINE 
FxLLOWB  20-Dsa.  Involute,  Stub  Tooth,  *°/i2  Pitch  Gears 


POSITION    OF   STRESSED   TOOTH 


POS/T/OA^A 


Teeth 

in 
gear 

Test 
num- 
ber 

Equivalent 

breaking  load. 

fF,  pounds 

Average 
W,  pounds 

W 
(»p/- 13.656) 

20 

3B 

1702 

1 
i 

20 

4B 

1762 

1732 

0.127 

30 

IB 

2526 

30 

2B 

2486 

2506 

0.184 

40 

6B 

3029 

3029 

0.222 

60 

7B 

3582 

60 

8B 

3481 

3532 

0.269 

80 

9B 

H443 

80 

lOB 

3858 

80 

IIB 

3631 

3643 

0.967 

100 

12B 

3803 

3803 

■ 

0.270 
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give  approximately  a  valne  of 


,-(0.3.7-»|') 


But  an  examination  of  this  equation  shows  that  it  would  lead  to  a 
xero  value  of  y,  and  hence  of  W,  for  n  =  12,  which  is  obviously  in- 
correct. It  would  also  lead  to  a  value  ot  W  =  4329  for  a  rack  tooth 
(n=  Qo  )  ;  while  the  experiments  showed  that  the  teeth  would  fail  by 
shear,  as  indicated  in  Fig.  5,  rather  than  by  flexure,  long  before  such  a 
load  could  be  reached.  A  note  made  in  the  log  at  the  time  of  these 
tests  says:  ^^It  seems  a  fair  conclusion  that  these  stub-teeth  when 
loaded  at  the  end  are  apt  to  fail  by  shear  before  reaching  a  load  that 
would  break  them  out,  in  the  case  of  60-tooth  gears  and  larger.''  Our 
judgment  based  upon  observed  experiments  was  that  this  limiting 


Fio.  5    Manner  OF  Tooth  Failure 

value  for  a  rack  tooth  end  load  would  be  3800  lb.  Upon  this  basis  and 
by  combination  with  IF  for  n  =  20,  30  and  40, 

y  =  (0.278—?:??) 

n 

was  deduced.  It  will  be  seen  in  Tables  19  and  20  that  the  results 
derived  from  its  use  check  very  closely  with  the  actual  running  test 
residts.  Where  they  depart  from  the  test  results  in  the  static  cases 
they  do  so  on  the  safe  side. 

39  It  is  to  be  borne  in  mind  that  we  questioned  the  test  results 
in  these  static  tests  above  40-tooth  gears,  as  we  noted  in  the  log  that 
because  of  the  torsional  deflection  of  the  sliafts  we  could  not  be  certain 
that  tlft  teeth  were  in  position  A  at  the  instant  of  rupture.  Any 
deflection  would  put  them  in  a  position  to  carry  a  heavier  load. 
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40  In  the  Fellows  system  of  tooth  forms  the  ratio  of  addendum 
to  pitch  ifi  not  a  constant  one  for  different  pitches,  hence  the  results 
obtained  on  10/12-pitch  gears  do  not  hold  with  exactness  for  other 
pitches.  However,  the  differences  in  tooth  proportions  are  not  snflB- 
ciently  great  to  forbid  the  use  of  these  results  with  a  reasonably  close 
degree  of  accuracy  for  other  pitches. 


OONCLUSIONS  FROM  ENTIRE  SERIES  OF  TESTS 

41     For  convenient  reference  the  conclusions  arrived  at  from  the 
entire  experimentation,  reported  upon  in  both  this  paper  and  No. 

CHECK  OF  FELLOWS  FORMULA 


Tert 

W,by 

number 

test 

lA 

2676 

2A 

2711 

3A 

2273 

4A 

2257 

6A 

1955 

OA 

1985 

7A 

1804 

8A 

1773 

9A 

1683 

lOA 

1592 

llA 

1577 

12A 

1562 

13A 

2953 

14A 

3256 

16A 

Void 

18A 

1403 

17A 

1380 

Wt  by  formula 
« -39.588 


2622 
2629 
2225 
2225 
1957 
1957 
1753 
1763 
1642 
1642 
1480 
1480 
3081 
3081 

•   •  ■   • 

1399 
1393 


1382,  are  here  summarized  on  page  520.  The  formulae  and  factors 
represent  the  best  judgment  of  the  present  writers,  based  upon 
painstaking  and  unprejudiced  study  of  the  complete  data.  To  enable 
others  to  reach  their  own  conclusions,  should  they  question  those  here 
presented,  the  logs  of  all  the  earlier  tests  will  be  found  in  Paper  1382 
and  those  of  these  tests  in  Tables  14,  15  and  16  of  this  paper.  The 
original  goal  of  the  investigation,  namely  the  definite  determination 
of  the  effect  of  pitch-speed  upon  breaking  strength,  has  been  at- 
tained, we  feel,  for  the  ordinary  working  range  of  velocities;. 

42  Too  much  stress  must  not  be  laid  upon  the  comparison,  in 
individual  cases,  of  the  formula  results  and  tlie  test  results  reduced 
to  the  modulus  of  3fi,000  lb.  per  sq.  in.  as  shown  in  Tnhlf's  10  and 
20.  In  a  non-homogeneous  material,  like  cast  iron,  the  chances  are 
altogether  against  the  strength  of  the  single  test-specimen  being 
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exactly  that  of  the  tooth  which  first  broke  in  the  gear  test.  This  is 
borne  out  by  the  fact  that  the  actual  tCvSt  value  of  W  sometimes 
comes  out  larger  in  the  case  of  duplicate  experiments  (all  condi- 
tions the  same)  for  the  gear  whose  material  subsequently  showed 
the  lower  modulus  of  rupture  in  the  flexure  tests.  (Examples: 
Tests  lA  and  2A,  3A  and  4A.)  Again,  in  many  duplicate  tests 
where  the  differences  in  breaking  strength  lay  in  the  same  direction 
as  the  differences  in  test-specimen  moduli,  the  tooth  strength  varia- 


TABLE  16 

LOGS  OF  TESTS  OF  FELLOWS  GEARS.  STATIC  LOADS.     POSITION  A 

Net 
brake 

load 
pounds 

Equivalent  load 

Teet 

C.I. 

at  pitch  line. 

num- 

Date, 

teet 

C.  I.  gears 

Aveiage 

Remarks 

ber 

1914 

gear 

1 

brake  lever 
arm— 30.26 

IB 

Dec.  21 

30 

125.26 

2626 

2B 

Dec.  21 

30 

123.25 

2486 

2606 

3B 

Dec.  21 

20 

66.25 

1702 

.... 

4B 

Dec.  21 

20 

68.25 

1762 

1732 

6B 

Dec.  21 

40 

200.26 

3029 

3029 

6B 

Dec.  21 

40 

238.26 

3604 

Void 

Load  not  at  end.  Steel  gear  gouffed 
out;  case-hardened. 

7B 

Dec.  22 

eo 

366.26 

3682 

"   •  •  ■ 

Good  break. 

SB 

Dec.  22 

eo 

346.26 

3481 

3632 

Tooth  sheared:  did  not  break  out  at 
bottom. 

9B 

Dec.  22 

80     1 

466.26 

3443 

w 

Good  break. 

lOB 

Dec.  22 

80     , 

610.26 

3868 

•    •    •    • 

Sheared  and  also  broke  at  bottom 

IIB 

Dec.  22 

80      ; 

480.26 

3631 

3643 

12B 

Dec.  22 

100     I 

630.26 

3803 

3803 

13B      Dec.  22 

100     i 

396.26 

2391             ' 

Void 

Failed  by  shear. 

NoTS  TO  Test  11.  Very  difficult  to  get  load  on  tooth  in  position  A.  Probably  it  was  applied 
near  the  pitch  line  rather  than  at  end.  j.  This  was  duetto  spring  of  shafts,  etc. 

Note  to  Test  13.  It  seems  a  fair  conclusion  t^t  theee  stub  teeth  when  loaded  at  the  end 
are  apt  to  fail  by  shear  before  reaching  a  load  that  would  break  them  out.  in  the  case  at  60T  gears 
and  larger.     No  use  to  go  on  with  Fellows,  pos.  A. 

On  Dec.  22  also  tested  (No.  1  C.)  a  60T,  Brown  &  Sharpe,  static  load,  position  A.  The  net 
brake  load  was  286.26  lb.  The  equivalent  load  at  pitch  line.  2876  lb.  Note:  On  account  of 
spring  and  play  in  apparatus  it  does  not  seem  as  if  these  results  in  static  position  A  for  gears  above 
40T  are  reliable.     We  therefore  conclude  to  stop  the  tests  at  this  point. 

tion  was  not  as  great  as  the  variation  in  modulus.     Examples: 

Tests  1  and  2;  Ratio  of  Moduli,  1.135;  Ratio  of  W,  1.075. 
Tests  4  and  3;  Ratio  of  Moduli,  1.179;  Ratio  of  W,  1.105. 
Tests  6  and  8;  Ratio  of  Moduli,  1.157;  Ratio  of  W,  1.0^2. 
Tests  9  and  10;  Ratio  of  Moduli,  1.131;  Ratio  of  W,  1.029. 

43  To  get  a  better  cheek  of  the  formula,  therefore,  we  may  select 
Tests  1A-17A,  inclusive,  of  the  Fellows  gears  which  were  made  from 
a  single  melt  whose  avera.2:e  modulus  of  rupture  was  39,588  lb. 
[Tables  17  and  18  ^  substitute  this  value  of  s  in  the  formula,  and 
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compare  with  the  actual  breaking  test  results.     This  is  done  in  the 
table  ^ven  on  page  521. 

COMMENTS   ON   TESTS 

44  The  method  of  testing  these  gears  was  employed  after  due 
consideration^  despite  the  criticisms  made  upon  it  in  the  discussion  of 
the  previous  paper.    It  has  the  great  merit  of  being  both  simple  and 

TABL£    17      LOO  OF  TESTS  OF  MATERIALS.   SPECIMENS  CUT   FROM   GEARS 

Data  and  Rbsults;  Bxown  db  Sbabpb  Gears 


Mark- 
test  number 


Date  of 
flexure  test 


aoT,   1 

30T.  2 

30T,  3 

SOT.  4 

30T.  5 

30T.  6 
30T.  7 
30T.  8 
30T.  9 
30T.  10 

30T,  11 
30T.  12 
3QT.  13 
30T.  14 
30T.  16 

30T,  16 
30T,  17 
30T,  18 
30T,  19 
aOT.  20 

60T.  13 
SOT.  15 


Aug.  28.  '14 
Sep.  16.  '14 
Sep.  16. '14 
Sep.  16, '14 
Sep.  16.  '14 

Aug.  28.  '14 
Sep.  16.  '14 
Sep.  16,  '14 
Sep.  16.  '14 
Sep.  16.  '14 

Aug.  28.  '14 
Sep.  16.  '14 
June  2.  '15 
June  2.  '15 
June    2.  '15 

June  2.  '15 

June  2,  '15 

June  2.  '15 

June  2.  '15 

June  2.  '15 

June  4,  '15 
June    4,  '15 


Thicknev 
of  test 
piece, 
inches 


0.254 
0.246 
0.242 
0.235 
0.255 

0.256 
0.233 
0.262 
0.250 
0.250 

0.260 
0.244 
0.251 
0.249 
0.250 

0.249 
0.252 
0.250 
0.249 
0.263 

0.247 
0.250 


Width  of 

Breaking 

Corresponding 

test       1 

load 

modulus  of 

piece, 

at 

rupture 

inches 

middle* 

lb.  per  sq.  in. 

1.068 

1282 

48.770 

1.065     1 

1055 

42.976 

1.062 

1098 

46.323 

1.066 

1225 

54.632 

1.064 

1137 

43.143 

1.065 

1300 

49.040 

1.062 

863 

39.288 

1.065     i 

1180 

42,382 

1.065 

1112 

43.868 

1.065 

983 

38,779 

1.065 

13U0 

47,400 

1.063 

995 

41,300 

1.058 

1767 

69.600 

1.058 

1485 

50,460 

1.057 

1475 

58.840 

1.057 

1480 

59.300 

1.058 

1430 

55.850 

1.057 

1500 

69,840 

1.058 

1665 

66,620 

1.057 

1695 

61.100 

1.065     1 

1475 

59.610 

1.003 

1400 

55.350 

■^Dtstanoe  between  supports.  1.75  inches. 


positive.  The  apparatus  is  relatively  inexpensivo  and  requires  no 
calibration.  Since  tlie  chief  criticisms  were  diroctod  against  the 
power  consumption,  meter  readings  were  kept  for  the  entire 
series  of  runs.  The  total  power  consumption  as  shown  by  tlie  re- 
cording meter  was  only  150  kw-hr.  The  power  cost  is  therefore 
inappreciable.  Were  these  experiments  on  wear  or  ciulurance,  rather 
than  breaking  strength,  the  cost  of  the  power  might  enter  iiitt)  the 
problem  as  a  determining  factor  and  indicate  the  necessity  for  some 
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such  apparatus  as  that  described  by  Wilfred  Lewis  at  the  June^  1914, 
meeting  of  the  Society.^  However,  with  rupture  tests,  judging  from 
our  experience  with  the  way  the  teeth  are  thrown  at  high  speeds,  it 
would  seem  inevitable  that  fractured  cast-iron  teeth  would  fall  between 
the  teeth  of  the  steel  gear  and  pinion  and  wreck  the  Lewis  machine.  It 
is  also  a  question  whether  the  steel  gears  (unless  made  of  special  ma- 
terial and  heat-treated),  necessarily  having  the  same  pitch  and  pitch- 

TABLE  18     LOG  OF  TESTS  OF  ICATERDLLS.  SPECIMENS  OUT  FROM  SOT  GBABS 

Data  and  Rssuiav;  Fellows  20-dbg.  Involutx  Gbabs 


Thickness 

Mark- 

Date  of 

of  test 

teet  number 

flezuxe  test 

piece, 
inches 

lA 

Auc.  28.  '14 

0.241 

2A 

Sep.  16,  *14 

0.279 

3A 

Sep.  16.  '14 

0.254 

4A 

Sep.  16.  '14 

0.271 

5A 

Sep.  16.  '14 

0.262 

■ 

6A 

Auc.  28.  '14 

0.266 

7A 

Sep.  16.  '14 

0.250 

8A 

Sep.  16.  '14 

0.267 

9A 

Sep.  16.  '14 

0.258 

lOA 

Auc.  28.  '14 

0.260 

llA 

Sep.  16.  '14 

0.262 

12A 

Aug.  28.  '14 

0.254 

13A  1 

HA 

► 

June    4,  '15 

0.248 

16AJ 

16A 

Sep.  16.  '14 

0.259 

17A 

Aug.  28.  '14 

0.241 

ISA 

June    4,  '15 

0.249 

19A 

June    4,  '15 

0.250 

20A 

June    4.  '15 

0.250 

21A 

June    4,  '15 

0.250 

22A 

June    4,  '15 

0.250 

23A 

June    4.  '15 

0.249 

Width  of 

Breaking 

Corrsspondinc 

test 

load 

modulus  off 

piece. 

at 

rupture 

inches 

middle^ 

lb.  per  sq.  in. 

1.068 

956 

40.4210 

1.067 

1233 

•     38.977 

1.067 

1112 

42,415 

1.065 

1085 

36.403 

1.065 

1000 

35,920 

1.066 

1128 

39.250 

1.065 

1000 

39,450 

1.065 

1150- 

39,771 

1.064 

995 

36390 

1.065 

Blow  hole 

Not  tested 

1.066 

1095 

39.262 

'       1.064 

1 

1000 

38,240 

1 

1       1.063 

1 

1108 

44.480* 

1       1.065 

1195 

43,897 

i       1.067 

917 

38350 

'       1.058 

1150 

46.030 

1.057 

1180 

46.900 

1       1.057 

1140 

1              45,810 

1.058 
1.058 
1.057 


^Distanoe  between  supports,  1.75  in. 

*Same  gears  used  in  tests  13A,  14 A  and  15 A. 

Average  first  lot  of  material  (tests  1A-17A,  incl.),  «-■  39,533. 

Average  second  lot  of  material  (balance  of  tests).  «-■  45,625. 

Average  of  all  material,  «~  40,909. 


1170 
1130 
1120 


46.460 
44.190 
44.860 


speeds  as  the  cast-iron  test  gear,  would  be  able  to  stand  np  without 
destructive  abrasion  under  the  load  which  would  be  required  to  break 
the  cast-iron  teeth.  Our  own  experience  (Tests  5  and  llA)  leads  us 
to  doubt  that  ordinary,  unhardened,  steel  gears  would  stand  up  under 
these  conditions.    To  carry  out  our  static  tooth  strength  tests,  where 

iTrans.  Am.  Soc.  M.  E.,  vol.  36,  p.  231. 


G.    H.    MARX  AND  L.   B.    CUTTER 


527 


the  load  was  directly  applied  by  10-pitch  steel  pinions,  we  found  it 
necessary  to  case-harden  these  steel  pinions.     (See  Table  16,  6B.) 

45  These  experiments,  incidentally,  give  data  on  the  carrying 
power  shown  by  soft  steel  gears  of  the  Idi^-deg.  involute  form,  8-pitch, 
1 1/16-in.  face,  at  pitch  speeds  ranging  up  to  1700  ft.  per  min.  (See 
Tables  1  and  6.)  Under  the  conditions  of  lubrication  here  employed 
the  limiting  load  seems,  roughly,  to  be  about  1500  lb.  per  in.  width  of 
face  for  these  gears. 

46  In  respect  to  the  ball  bearings  in  the  improved  testing  ap- 
paratus, some  light  is  thrown  indirectly  upon  the  carrying  power  of 
such  bearings  under  rather  severe  conditions ;  for  it  must  be  borne  in 

TABLE   19     COMPARISON  OF  FORMULAE  WITH  BREAKING  LOAD   ON 

GEARS  BY  TEST 
Bbown  a  Shabpe  14Vi-DK0.  ImroLUTi  Gkabb 


Tnrr 

Geabs 

Pitch 

w. 

W»  test  value 

W,  computed 

Test 

line 

1           •a 

fl 

Mm 

9 

\-                  A.               A. 

actual 

reduced  to 

by  formula. 

number 

velocity, 

V 

m 

by  test 

test 

modulus  of  rup- 

with 

Driver 

JDnven 

ft. /min. 

value 

ture  «36,000 

« -36,000 

1 

30 

40 

501 

0.595 

1.60 

48,770 

1743 

1287 

1281 

2 

30 

40 

507 

0.594 

1.60 

42,980 

1622 

1350 

1279 

3 

30 

40 

872 

0.505 

1.60 

46.320 

1441 

1120 

1087 

4 

30 

40 

872 

0.505 

1.60 

54.680 

1592 

1049 

1087 

5 

30 

40 

1221 

0.453 

1.60 

43.140 

1280 

1076 

976 

6 

30 

40 

1163 

0.461 

1.60 

49,040 

1380 

1013 

993 

7 

30 

40 

1176 

0.459 

1.60 

39.290 

1269 

1151 

988 

8 

30 

40 

1163 

0.461 

l"^ 

42.380 

1350 

1147 

993 

.     9 

30 

40 

1724 

0.414 

43,870 

1078 

885 

891 

10 

30 

40 

1734 

0.413 

1.60 

38.780 

1047 

972 

889 

11 

30 

40 

2021 

0.399 

1.60 

47.400 

1199 

911 

859 

12 

30 

40 

2057 

0.397 

1.60 

41.300 

1017 

887 

855 

13 

30 

eo 

501 

0.595 

1.60 

69,600 

2372 

1227 

1281 

14 

30 

60 

504 

0.594 

1.60 

59.460 

2271 

1375 

1279 

15 

30 

80 

507 

0.594 

1.60 

58.840 

1930 

1181 

1279 

16 

30 

80 

504 

0.594 

1.60 

59.300 

2044 

1241 

1279 

17 

30 

100 

510 

0.592 

1.60 

56.850 

1817 

1171 

1275 

IS 

30 

100 

507 

0.504 

1.60 

59.840 

2059 

1239 

1279 

19 

30 

150 

507 

0.594 

1.60 

66.620 

1998 

1080 

1279 

20 

30 

150 

507 

0.604 

1.60 

61,100 

1917 

1130 

1279 

Formula:  W  ^'-ll  (o.l5A^^^\ 


va 


8  -» 36.000  for  cast  iron,  recommended;  p 
/- 1.0626;  ib-1 


•0.31416; 


mmd  that  the  bearings  were  running,  at  the  instant  of  rupture,  in 
some  cases  at  as  high  a  rotative  speed  as  2-500  r.p.m.  and  that  the 
actual  suddenly  applied  stress  upon  them,  after  the  teeth  began  to 
break  and  wedge,  must  have  been  much  greater  even  than  the  recorded 
breaking  strength  of  the  teeth,  high  as  this  was. 
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47  The  tests  were  made  in  the  laboratories  of  the  Leland  Stanford 
Junior  University  and  the  writers  wish  to  express  their  appreciation 
of  the  cordial  cooperation  of  the  university  authorities.  Particular 
thanks  are  due  Prof.  W.  F.  Durand,  executive  head  of  the  department 
of  mechanical  engineering,  and  to  Prof.  W.  R.  Eckart,  in  charge  of 
the  experimental  engineering  laboratories.  Both  the  Brown  &  Sharpe 
Manufacturing  Company  and  the  Fellows  Gear  Shaper  Company 
generously  donated  the  gears  necessary  for  tlie  experiments. 

TABLE   20     COMPARISON   OP   FORMULAE   WITH   BREAKING   LOAD    ON   GEARS 

BY  TEST 

Fellows  20-Dia.  Involutk  Stub  Tooth  Giabs 


Pitch 

w. 

tF,  test  value 

tF,  computed 

Teat 

Ixvr  \ 

^mtJLMua  1 

line 

M 

« 

actual 

reduced  to 

by  formula. 

number 

~ 

Driven 

velocity. 

V 

a 

by  test 

test 

moduluB  of  rup- 

with 
« -36,000 

Driver 

ft./min. 

value 

ture  -36,000 

lA 

30 

40  : 

72 

0.851 

1.24 

40.420 

2576 

2293 

2384 

2A 

30 

40 

i    71 

0.853 

1.24 

38.980 

2711 

2504 

2990 

3A 

30 

40 

266 

0.722 

1.24 

42.420 

2273 

1929 

2023 

4A 

30 

40 

266 

0.722 

1.24 

36.400 

2257 

2232 

2023 

5A 

30 

40 

501 

0.635 

1.24 

35,920 

1955 

1959 

1779 

6A 

30 

40 

501 

0.635 

1.24 

39.250 

1985 

1821 

1779 

7A 

30 

40 

872 

0.569 

1.24 

39.450 

1804 

1646 

1594 

8A 

30 

40 

872 

0.569 

1.24 

39.770 

1773 

1605 

1694 

OA 

30 

40 

1149 

0.533 

1.24 

36.800 

1683 

1642 

1493 

lOA 

30 

40 

1140 

0.533 

1.24 

Blowhole 

1592 

Not  tested 

1493 

llA 

30 

40 

1654 

0.480 

1.24 

39,260 
38,240 

1577 

1446 

1345 

12A 

30 

40 

1654 

0.480 

1.24 

1562 

1470 

1345 

13A 

30 

40 

000 

1.000 

1.24 

44.480 

2953 

2390 

2801 

14A 

30 

40 

000 

1.000 

1.24 

44,480 

3256 

2636 

2801 

15A 

30 

,   *o 

000 

1.000 

1.24 

44.48(3 

Void 

•    •   ■   • 

•  •  •   • 

16A 

.30 

40 

1960 

0.454 

1.24 

43,900 

1403 

1161 

1272 

17A 

30 

40 

1984 

0.452 

1.24 

38,860 

13.S0 

1279 

1266 

ISA 

i     30 

80 

607 

0.634 

1.26 

46,030 

Void 

•    .    ■    . 

•    •   >    • 

19A 

1     30 

80 

507 

0.634 

1.20 

46,900 

2029 

1667 

1803 

20A 

30 

100 

507 

0.634 

1  1.27 

45,310 

1907 

1616 

1819 

21A 

'     30 

100 

507 

0.634 

1.27 

46.460 

2069 

1696 

1819- 

22A 

30 

60 

607 

0.634 

1 .26 

44,190 

1969 

1604 

1790 

23A 

,     30 

60 

507 

0.634 

1.25 

44.860 

2070 

1686 

1790 

24  A 

20 

30 

1       476 

0.043 

1  1.20 

No  test 

1477 

•    .    >    ■ 

1296 

25A 

20 

30 

476 

0.643 

1.20 

No  test 

1437 

.... 

1296 

IB 

30 

!       000 

1.000 

1.00 

No  test 

2626 

2259 

2B 

i     30 

000 

1.000 

1.00 

No  toet 

2486 

•    •    •    ■ 

2250 

3B 

20 

000 

1.000 

1.00 

No  test 

1702 

•    •    •    • 

1718 

4B 

20 

000 

1.000 

'   1.00 

No  test 

1762 

•    .    •    * 

1           1718 

5B 

1     40 

000 

1.000 

1.00 

No  test 

3029 

.... 

2536 

Fonnuln:  W'-*-^"^  /'().27a---!5?\  ^ 


/I -36,000  for  cast  iron,  recommended;  p  =0.31416: /-1. 0626;  *-l. 


DISCUSSION  529 

DISCUSSION 

L.  D.  BuBLiNOAME  remarked  that  this  series  of  investigations 
to  cover  one  of  the  features  which  go  to  make  up  a  successful  gear 
whets  our  appetites  for  further  investigation  to  cover  other  im- 
portant features,  such  as  the  matter  of  wear  and  of  quiet  running, 
since  we  can  only  get  at  the  most  satisfactory  or  successful  system 
of  gearing  by  taking  all  these  into  consideration.  Nevertheless,  the 
investigation  described  is  of  great  value  as  giving  data  on  which 
we  can  base  further  investigations. 

The  Committee  on  Standard  System  of  Involute  Gearing,  which 
investigated  various  systems,  found  from  their  tests  that  the  141^ 
deg.  involute  gear  gave  a  decidedly  greater  percentage  of  efficiency, 
and  a  quieter  running  gear.  It  would  be  a  very  desirable  use  of 
funds  available  for  research  work  to  carry  out  further  experiments 
along  the  lines  of  the  paper  and  thus  establish  the  basis  of  a  system 
of  gearing  for  universal  application,  taking  all  the  above  factors 
into  consideration. 

The  question  of  strength  of  gearing,  Mr.  Burlingame  stated,  is 
affected  very  possibly  by  the  consideration  that  with  the  small  pres- 
sure angle  (I414  deg.  for  the  Brown  &  Sharpe  ^stem),  the  pinion 
is  the  weaker  element  (that  is,  where  a  small  pinion  runs  into  a 
large  gear).  The  engineering  solution  is  to  make  the  pinion  of  steel, 
or  if  further  strength  is  required,  to  temper  it  and  thus  get  the 
benefit  of  strength  without  sacrificing  wear  or  quiet  running.     ' 

It  is  interesting  to  note  in  Fig.  2  that  the  curve  of  actual  break 
of  the  Brown  &  Sharpe  gear  is  materially  higher  than  the  theoretical 
curve  on  which  the  figures  are  based.  This  shows  that  the  figures 
given  by  the  authors  are  on  the  conservative  side  and  are  such  as 
can  be  used  with  safety,  that  is,  they  give  a  larger  margin  of  safety 
than  perhaps  the  actual  facts  would  warrant. 

It  is  also  interesting  to  note  the  suggestion  as  to  contact  with 
more  than  one  tooth,  with  a  question  mark  against  three  teeth  being 
in  contact  at  certain  times.  This  is  largely  a  matter  of  accuracy 
of  cutting  and  of  the  system  on  which  the  teeth  are  based.  He 
doubted  if  in  many  cases  three  teeth  are  actually  in  contact,  from 
the  fact  that  the  point  of  the  tooth  of  the  ordinary  Brown  &  Sharpe 
gear  is  eased  off  for  quiet  running,  which  would  probably  prevent 
actual  contact  except  under  extremely  heavy  pressure. 

Kate  Gleason  said  that  one  of  the  very  interesting  things  to 
her  that  Professor  Marx  had  found  in  comparing  the  Lewis  formula 
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with  his  own  work,  is  that  the  strength  did  not  fall  off  at  high 
speeds  as  rapidly  as  Mr.  Lewis  found  it  did.  The  Gleason  Works 
had  found,  just  as  Professor  Marx  did,  that  the  strength  does  not 
fall  off  at  high  speeds,  but  the  load  is  apt  to  be  so  much  harder — 
due  to  the  starting  and  stopping  at  the  high  speed—that  much 
stronger  gears  have  to  be  allowed  in  practice  than  tests  indicate. 

For  instance,  in  rolling  mill  machinery,  running  at  a  high 
speed  as  it  often  does,  if  mills  are  being  driven  by  motors,  almost 
double  the  strength  has  to  be  given  to  the  gears  than  would  in  even 
the  Lewis  formula,  whereas,  the  formula  when  applied  to  machine 
tool  gears  gives  strength  more  than  ample.  It  seemed  to  her  that 
when  the  loads  come  on  the  gears  so  quickly,  the  action  is  almost 
like  a  hammer  and  crystallizes  the  material,  and  though  the  latter 
may  be  amply  strong  for  the  first  month  or  two,  it  will  disintegrate 
if  not  provided  for,  perhaps  by  putting  in  nickel  steel,  or  something 
of  that  kind. 

Miss  Gleason  stated  that  they  found  in  the  same  way  in  testing 
worm  gears,  that  they  will  not  show  up  on  a  test  at  all  as  they  do 
in  practice.  The  Society  has  had  papers  showing  efiiciencies  up 
to  90  per  cent  on  worm  gear  drives,  but  in  practice  we  cannot  get 
20  per  cent  out  of  a  worm  gear  sometimes. 

G.  H.  Marx  replied  that  he  was  particularly  interested  in  Mi&s 
Gleason 's  discussion  of  the  paper,  because  it  was  about  twenty-five 
years  ago,  when  he  was  working  for  the  Gleason  Works  in  Rochester, 
that  his  interest  in  gearing  began. 

He  agreed  that  the  experiments  are  limited  merely  to  the  ques- 
tion of  strength,  which  is  a  very  small  part  of  the  whole  problem, 
and  they  are  limited  to  cast  iron  gears.  But  the  only  way  to  get 
an  investigation  done  is  to  take  a  small  portion  of  the  field  and 
cover  it  as  thoroughly  as  can  be,  and  then  take  the  neighboring  area 
and  perhaps  go  into  that. 

As  to  the  question  of  the  falling  oflf  of  strength  to  speed,  of 
course,  it  was  as  Miss  Gleason  said,  and  she  must  remember  that 
these  tests  were  made  under  running  conditions,  fie  said  their 
plea  is  that  where  there  is  shock,  where  there  are  reversals  of  stress, 
or  where  the  stress  is  suddenly  applied,  that  factor  should  be  taken 
care  of  by  a  proper  factor  of  safety  and  not  in  a  velocity  coe£Scient. 
So  they  have  separated  those  and  have  a  factor  of  safety  in  their 
formula,  in  which  the  question  of  the  matter  of  application  of  load, 
or  the  question  of  reversal  of  stresses  is  provided  for. 
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The  early  history  of  engineering  in  at  least  three  of  its  phases, 
—namely,  civil,  mining  and  mechanical,— has  much  of  interest  to 
the  technical  student  of  today,  and  we  of  the  twentieth  century 
would  be  false  to  our  convictions  did  we  not  give  our  mead  of  praise 
to  the  pioneers  who  have  left  in  evidence  some  of  the  monuments  of 
their  labors  which  stand  almost  unimpaired  after  the  ravages  of 
many  centuries. 

Some  of  the  members  of  our  Society  had  the  pleasure  of  visiting 
the  Panama-Pacific  International  Exposition  and  participating  in 
the  celebration  of  the  completion  of  the  Panama  Canal.  It  was  a 
great  event,  but  we  should  not  forget  that  many  centuries  ago  the 
possibility  of  building  a  canal  to  connect  the  Mediterranean  and 
the  Red  Sea  was  seriously  discussed  by  the  engineers  of  that  day. 
The  project  was  considered  impractical  because  it  was  suggested 
that  there  was  a  difference  of  level  of  over  thirty-two  feet  between 
the  two  bodies  of  water,  although  the  great  mathematician  La  Place 
insisted  that  this  could  not  be  possible,  since  by  the  law  of  gravity 
there  could  be  no  difference  in  the  mean  level  of  large  bodies  of 
water  on  the  earth. 

Greek  historians  tell  us  that  it  was  the  fear  of  flooding  Egypt 
with  the  waters  of  the  Red  Sea  which  prevented  Darius  from  under- 
taking the  canal  project,  yet  this  canal  was  successfully  constructec^ 
centuries  after  the  time  of  Darius. 

The  pyramid  builders  were  certainly  engineers  of  no  mean  type. 
The  handling  of  those  massive  stones,  many  of  them  weighing  as 
much  as  thirty  tons,  their  transportation  and  the  placing  of  them 
in  position,  were  problems  that  would  concern  the  engineers  of  today. 
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As  a  matter  of  minor  interest,  it  seems  almost  certain  that  hollow 
diamond  drills  were  used  at  this  early  period. 

I  had  the  pleasure  of  a  personal  acquaintance  with  the  astrono- 
mer Piazzi  Smyth,  who  made  a  critical  study  of  one  of  the  great 
pyramids  of  Egypt;  and  while  I  cannot  agree  with  his  dictum  that 
the  base  of  the  pyramid  is  the  divine  standard  of  measurement,  I 
could  not  help  being  deeply  impressed  with  his  views  of  the  engin- 
eering problems  that  were  mastered  in  the  erection  of  these  wonder- 
ful structures. 

I  cannot  refrain  from  mentioning  a  piece  of  engineering  work 
of  later  date,  namely  the  building  of  that  splendid  highway,  the 
Via  Appia.  While  the  time  element  in  its  construction  would  be 
inexcusable  in  modern  road  building,  and  although  it  was  probably 
never  subjected  to  a  tithe  of  the  use  and  abuse  of  modern  highways, 
the  fact  that  it  was  in  perfect  repair  nearly  six  hundred  years  after 
it  was  finished  speaks  volumes  for  the  character  of  the  engineering 
work  done  upon  it.  Three  bridges  and  a  small  portion  of  the  road- 
way still  remain  after  the  lapse  of  twenty-two  centuries. 

Roman  engineers  built  more  than  forty  thousand  miles  of  such 
roadways  through  and  out  from  the  Roman  provinces,  and  it  is 
recorded  that  the  water  supply  of  the  empire  at  the  beginning  of 
the  Christian  era  would  suffice  for  a  population  of  seven  million 
people.  The  aqueducts  of  Rome  are  considered  among  her  grandest 
engineering  works. 

It  would  be  impossible  and,  indeed,  out  of  place  to  enumerate 
the  achievements  of  the  past  in  the  many  lines  of  civil,  mining  and 
mechanical  engineering.  My  purpose  in  mentioning  some  of  the 
work  of  our  ancient  brethren  is  to  note  the  facts  that  what  they  con- 
structed was  largely  upon  an  empirical  basis ;  and  that,  nevertheless, 
their  factors  of  safety  were  amply  large.  In  many  of  the  blunders 
of  later  date  which,  for  want  of  a  better  name,  may  be  styled  scien- 
tific empiricism,  **  safety  first  *'  has  unfortunately  not  always  been 
the  slogan. 

In  an  admirable  address  given  before  the  British  Association  of 
Sciehce  some  forty  years  ago.  Sir  John  Hawkshaw  tells  us  that 
when  knowledge  in  its  higher  branches  was  confined  to  the  few, 
those  who  possessed  it  were  called  upon  to  perform  various  services 
for  the  community  to  which  they  belonged,  and  that  mathematicians, 
astronomers,  painters,  sculptors  and  priests  performed  duties  which 
now  pertain  to  the  professions  of  the  architect  and  engineer. 
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Thus  while  it  is  true  that  the  methods  which  were  followed  up 
to,  let  us  say  for  safety  three  centuries  ago,  were  largely  empirical, 
perhaps  we  can  see  in  the  work  of  the  painters  and  sculptors  the 
why  of  the  beautiful  types  of  architecture  from  which  the  architects 
of  today  are  unwilling  to  depart. 

I  dare  not  undertake  to  mention  in  extenso  the  various  steps  in 
the  evolution  of  scientific  research  and  its  correlation  with  engineer- 
ing problems.  I  bow  my  head  in  reverence  to  the  great  geometers 
and  mathematicians  of  the  past,  men  whose  names  are  household 
words  to  the  engineer  of  today,  Pythagoras,  Euclid,  Pascal,  Gregory, 
Ptolemy,  Huygens,  Descartes,  Newton,  Hamilton,  La  Place,  Napier. 
Great  have  been  their  contributions  to  human  knowledge,  giving  us 
the  key  that  has  enabled  other  master  minds  to  solve  some  of  the 
mysteries  of  God's  illimitable  universe. 

But  the  science  of  mathematics  has  many  handmaidens  for 
probing  into  the  hitherto  unsolved  problems  of  this  old  round  world. 
Astronomy,  physics,  chemistry,  and  kindred  sciences,  have  and  ever 
will  have  their  place  in  the  world 's  great  workshop,  and  ever  will 
hold  a  place  of  honor  in  the  great  field  of  engineering. 

There  is  not  a  single  problem  in  modern  engineering  that  can 
not  be  more  readily  solved  by  a  knowledge  of  facts  developed  by 
scientific  study  and  research,  and  no  man  knows  this  better  than  the 
successful  engineer  of  today. 

Dr.  Maclaurin  tells  us  a  story  of  Matthew  Arnold,  the  apostle 
of  Sweetness  and  Light,  in  which  he  is  made  to  say,  that  when  a 
candle  bums  the  oxygen  and  nitrogen  of  the  air  combine  with  the 
carbon  in  the  candle  to  form  carbonic  acid  gas,  but  who  cares  f  The 
^ry  is  told  because  it  suggests  an  attitude  to  science  that  is  far 
from  rare,  even  amongst  people  of  intelligence  today.  He  recalls 
^c  poetic  query  of  Keats  when  he  writes  of  the  rainbow :  ' '  Do  not 
all  charms  fly  at  the  mere  touch  of  philosophy  ?  There  was  an  awful 
rambow  once  in  heaven,  we  know  her  woof  and  texture.  She  is 
?^ven  in  the  dull  catalogue  of  common  thin^.'' 

*The  complaint  seems  to  be  that  science  with  its  analysis  robs 
^  of  the  pleasing  sense  of  awe  and  mystery,  but  if  you  dig  deep, 
y^^  will  find  enough  mystery  left  to  satisfy  the  keenest  yearner 
after  half  lights  and  the  obscure.  At  best,  science  replaces  one 
^lystery  only  by  another  of  grander  order. ' ' 

Now,  leaning  for  a  moment  from  the*  purely  utilitarian  side  of 
^^^nce,  to  the  esthetic,  there  coiues  a  joy  to  the  lover  oi'  tln^  beaut i- 
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f ul  that  cannot  be  expressed  in  words,  for  he  sees  in  the  color  of  an 
American  Beauty  rose  the  same  light  waves  that  tint  yonder  red 
star,  whose  light  waves,  coming  to  him  at  the  rate  of  180,000  miles 
per  second,  left  it  a  thousand  years  ago;  he  listens  to  the  varying 
bell  tone  of  the  swiftly  moving  locomotive  and  translates  it  into  the 
motion  of  stellar  worlds,  whose  distances  have  never  before  been 
measured  by  the  most  refined  modern  instruments. 

Does  the  photographic  picture  of  your  favorite  landscape  lose 
any  of  its  beauty  when  you  are  told  that  during  an  exposure  in  your 
camera  of  only  one-tenth  of  a  second,  from  forty  to  eighty  millions 
of  millions  of  light  waves  have  hammered  upon  your  negatives 
tending  to  shatter  them  to  pieces  or  change  their  molecular  arrange- 
ment ? 

Maclaurin  gives  a  charming  illustration  to  help  us  better  under- 
stand what  it  means  when  a  ray  of  violet  light  impinges  on  our 
photographic  plate  for. one-tenth  of  a  second.  ** Imagine  you  are 
watching  a  log  floating  near  the  seashore,  and  that  it  strikes  against 
a  pier  as  it  rises  and  falls  with  the  waves,  say,  once  in  six  seconds. 
In  order  to  correspond  to  the  number  of  light  waves  in  one-tenth  of 
a  second,  the  log  would  have  to  beat  against  the  pier  for  more  than 
two  million  years.'' 

But  enough  for  the  present  of  the  esthetic  side  of  science,  though 
it  has  beauties  in  its  every  phase,  whether  it  be  in  the  flower  or  in 
the  rainbow— whether  it  be  in  the  structure  of  glass  from  which  the 
prism  is  made,  or  the  story  it  tells  of  yonder  far-off  stellar  universe. 
But  can  we  connect  this  science  beautiful  with  our  engineering 
problems?     Why  not? 

It  is  a  long  way  from  the  sun  dial  of  Ahaz  to  the  Riefler  clock ; 
a  long  way  from  the  Pyramid  of  Cheops  to  the  stately  steel  structure 
of  our  great  cities;  a  long  way  from  the  cubit  span  and  hand- 
breadth  to  the  standard  metre  whose  value  is  determined  in  light 
waves;  a  long  way  from  the  ox-cart  with  its  wheels  cut  from  the 
end  of  a  log  to  the  steam  and  electric  locomotive ;  a  long  way  from 
the  log  bridge  across  the  narrow  streams  to  the  magnificent  steel 
and  concrete  spans  that  now  cross  our  widest  rivers;  a  long  wajt 
from  the  tiny  Egyptian  cedar  boat,  built  without  iron,  steel  or  cop- 
per, to  the  majestic  steel  steamships  that  daily  cross  the  ocean;  a 
long  way  from  the  smoke  balloon  of  Montgolfiec  to  the  dirigible,  or 
the  biplane  that  soars  like  a  bird  through  our  skies;  yes,  and  all 
along  the  pathway  of  the  evolution  of  these  and  other  inventions 
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of  man  are  unwritten  histories  which,  if  told,  would  be  filled  with 
romance  and  ofttimes  with  tragedies,— aye,  with  the  sacrifice  of  the 
lives  of  many  of  the  world's  noblest  pioneers  who  have  contributed 
to  the  treasures  of  our  vast  storehouse  of  knowledge. 

We  can  look  over  time's  vistas  and  learn  that  to  Aristotle  we 
owe  the  beginning  of  exact  science  and  research,  fostered  by  his  love 
of  experimentation.    Indeed,  Hale  records  that,  although  his  theory 
of  the  iSxity  of  the  earth  was  based  upon  false  premises,  he  left  his 
Mnpress  so  deeply  upon  the  islands  and  borderlands  of  the  Mediter- 
^^ean  that,  after  he  had  passed  from  his  labors,  there  was  a  gradual 
reparation  of  the  investigations  in  natural  science  from  the  specula- 
tions of  the  philosophers,  and  that  true  scientific  research,  in  the 
Diodem  sense,  developed  with  remarkable  rapidity. 

I  have  always  had  the  conviction  that  we  give  too  little  thought 
to  the  pioneers  in  any  line  of  research,  and  I  have  often  bowed  my 
head  in  reverence  to  those  who,  with  the  most  limited  means  and 
equipment,  by  patient,  persistent  plodding,  wrested  the  secrets  of 
nature  from  their  entanglement. 

There  has  often  arisen  in  my  own  mind,  and  no  doubt  in  yours, 
the  question:  Where  shall  we  draw  the  line  between  pure  and  ap- 
plied science?  For  myself,  I  have  been  unable  to  find  aught  but  a 
hazy  line  of  demarkation,  and  in  my  long  life  I  have  known  but 
few  men  who,  in  their  mathematical  researches  and  calculations, 
could  see  nothing  in  the  way  of  an  entity  before  them ;  indeed,  but 
one  great  mathematician  has  told  me  it  was  his  regret  that  he  could 
see  no  picture  of  a  beautiful  comet  while  he  was  calculating  its  orbit, 
nor  could  he  form  a  visual  image  of  the  planetary  world  whose 
perturbations  he  was  computing  by  his  wonderful  mathematical 
formulae. 

Nor  can  I  see  how  pure  science  and  its  allies  can  be  relegated  to 

opposite  poles.    For  a  time  apparently  they  may  point  in  opposite 

^^^^tions,  but  at  each  end  there  lies  some  great  truth.     One  may 

^^  ^  hitherto  undiscovered  law  of  nature  and  the  other,  let  us  say, 

^^^ething  of  an  utilitarian  character,  that,  material  as  we  may 

^^1  it,  will  cause  these  opposite  poles  to  curve  toward  each  other 

.  ^^  add  to  the  sum  of  human  knowledge,  human  bettennent  and 

^Ppiness. 

Let  me  illustrate.     When  the  velocity  of  the  propagation  of  light 

'^s  was  determined  by  scientific  reasoning  and  experimentation 

the  most  refined  nature,  and  successively  by  Roemer,  Bradley, 
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Fizeaii,  Poueault,  and  our  own  Newcomb  and  Michebon,  the  process 
of  solving  the  problem  remained  for  a  long  time  in  the  domain  of 
the  exact  sciences  as  a  ma3terpiece  of  the  human  mind. 

But  who  of  us  dreamed  to  what  an  utilitarian  purpose  these 
li^t  waves  would  be  made  subservient?  The  genius  of  a  Michelson 
carried  them  into  the  workshop,  thence  to  the  International  Bureau 
of  Weights  and  Measures  at  Sevres,  and  gave  us  a  value  for  the 
International  metre  in  terms  of  light  waves  that  will  remain  abso- 
lutely unalterable  as  long  as  this  old  world  moves  in  the  lumenifer- 
ous  ether  of  the  universe.  And  so  we  now  know  that  our  standard 
metre,  measured  in  terms  of  the  red  radiations  or  wave  length  of 
cadmium,  equals  1,558,163.5;  for  the  green  radiation,  equals  1,966,- 
249.7;  and  for  the  blue  radiation,  2,083,372.1,  in  air  at  15  deg.  cent, 
and  normal  atmospheric  pressure. 

Michelson  tells  us  that  the  absolute  accuracy  of  these  measures 
is  one  part  in  two  millions,  the  relative  accuracy,  one  part  in  twenty 
millions. 

Getting  nearer  the  utilitarian  service  of  the  scientific  study  of 
light  waves,  let  me  say  that  Dr.  Anderson  of  the  Johns  Hopkins 
University  has  utilized  them  in  making  screws  of  hitherto  unheard- 
of  accuracy.  Let  me  quote  from  a  letter  received  from  Dr.  Ander- 
son before  writing  this  address : 

In  reply  to  yours  of  the  4th,  T  will  say  that  from  measurements  made  by 
using  a  Fabry  and  Perot  Interferometer,  the  screws  we  have  made  for  ruling 
purposes  have  the  following  accuracy: 

1.  The  maximum  variation  in  pitch  along  the  screw  did  not  exceed  one-ten 
inillionth  of  an  inch.  (By  pitch,  I  mean  the  average  value  of  the  pitch  as 
given  by  a  well-fitting  nut  three  or  four  inches  long.) 

2.  The  axis  of  the  screw  had  a  radius  of  curvature  longer  than  i*50  miles, 

3.  The  axis  of  each  pivot  or  bearing  coincided  with  the  axis  of  the  screw 
to  within  one  two-hundred  thousandth  of  an  inch. 

.These  are  three  important  quantities  as  far  as  the  screw  itself  is  concerned. 

\Vlhen  the  screw  is  mounted  ready  for  use,  it  is  also  important  that  it  be 
prevented  from  moving  endwise  or  longitudinally  when  it  is  rotated.  Our 
mounting,  using  the  flat  ruby  against  a  spherical  steel  surface,  makes  it  pos- 
sible to  reduce  this  motion  to  something  less  than  one  millionth  of  an  inch. 
Errors  of  the  magnitude  given  above  can  be  easily  detected  with  the  inter- 
ferometer. 

Our  follow  riK^inber,  (Jeorge  M.  Bond,  has  given  us  a  most  valu- 
able compendium  of  the  development  of  measures  of  precision  in 
his  work  on  ''Standards  of  Length,'*  from  which  I  quote  as  moat 
interesting,  and  bearing  forcibly  upon  this  part  of  our  topic : 
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It  is  worthy  of  note  that  a  remedy  for  the  evil  complained  of  by  master 
car  builders,  that  nuts  made  by  some  firms  or  at  some  shops  would  not  screw 
on  bolts  made  by  others,  at  first  bafi^d  the  ability  of  the  most  prominent 
manufacturers  of  tools'  of  precision  in  the  country,  and  that  to  provide  an  ade.- 
quate  remedy  it  was  necessary  to  secure  the  assistance  of  the  highest  scientific 
ability  in  the  country,  which  was  supplied  through  the  cooperation  of  the 
Professor  of  Astronomy  of  the  oldest  and  most  noted  institution  of  learning 
in  the  land.  The  man  of  science  turned  his  attention  from  the  planets  and 
the  measurement  of  distances  counted  by  millions  of  miles,  to  listen  to  the 
imprecation,  perhaps,  of  the  humble  car-repairer  lying  on  his  back  and  swear- 
ing becauJM  a  %  nut — "a  leetle  small" — will  not  screw  on  a  bolt — "a  trifle 
large."  It  is  a  striking  example  of  the  assistance  which  science  can  give  in 
conducting  the  '^ practical"  affairs  of  life. 

Here  I  wish  to  pay  a  tribute  to  our  American  engineers  who 
have  developed  instruments  for  mechanical  measurements  to  such 
a  high  state  of  precision,  which  in  their  turn  have  been  such  valuable 
factors  in  the  development  of  interchangeable  machinery.  I  need 
not  dilate  upon  these  interesting  topics,  but  I  cannot  refrain  from 
offering  a  word  of  praise  to  those  earnest  men  whose  ideals  have  been 
of  the  highest— by  their  work  we  know  them. 

I  am  sure  all  will  be  interested  in'  what  may  be  called  a  para- 
doxical statement— but  is  not— namely,  that  through  the  marvelous 
precision  attained  by  Rowland,  and  later  by  Anderson,  in  the  con- 
struction of  accurate  screws,  we  have  made  what  must  be  considered 
an  utilitarian  use  of  pure  scientific  research.  This  utilitarian  use 
of  science  has  reacted,  as  it  were,  and  enabled  the  scientific  mechani- 
cian to  produce  an  optical  device  that  rivals,  if  it  does  not  surpass, 
the  telescope  in  unraveling  some  of  the  most  profound  secrets  of 
the  universe. 

I  hold  in  my  hand  (shows  a  diffraction  grating)  a  little  instru- 
ment called  a  diffraction  grating.  On  the  plane  surface  of  this 
polished  plate,  made  accurate  to  one-tenth  of  a  light  wave,  or  within 
one-tenth  of  one  forty-five  thousandths  of  an  inch,  are  ruled  more 
than  45,000  lines  between  which  there  is  no  greater  error  than  one 
two-million ths  of  an  inch.  With  this  delicate  piece  of  apparatus, 
made  possible  first  by  rigorous  scientific  research,  second  by  the  skill 
of  the  artisan,  third  by  a  knowledge  of  and  vigorous  care  to  avoid 
temperature  changes  and  fourth  by  the  accuracy  of  the  mechanism 
which  includes  the  accurate  screw  mentioned  above,  the  astro- 
physicist has  been  able  to  tell  us  the  composition,  temperature  and 
distance  of  the  stars.  It  is  also  possible  for  the  physicist,  the 
chemist,  to  tell  us  the  purity  of  the  material  be  is  called  to  investi- 
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gate ;  indeed,  it  makes  itself  subservient  to  many  phases  of  engineer- 
ing in  the  domain  of  metallurgy.  And  the  end  is  not  yet.  Where 
can  we  then  draw  a  sharp  line  of  demarkation  between  pure  science, 
and  its  relation  to  any  and  every  form  of  engineering  t 

Twenty-seven  years  ago  I  was  the  guest  of  my  friend  Sir  James 
Dewar,  the  worthy  successor  of  Tyndall  in  the  Royal  Institution  of 
Great  Britain.  Taking  a  tiny  piece  of  apparatus  out  of  the  **holy 
of  holies/'  and  placing  it  in  my  hands,  he  told  me  it  was  the  father 
and  mother  of  all  the  dynamos  and  electric  lighting  systems  of  that 
day.  It  was  the  first  little  dynamo  made  by  Michael  Faraday. 
What  has  come  to  us  since  that  visit,  in  the  domain  of  the  electric 
development  through  scientific  investigation  and  mechanical  de- 
vices ! 

Thirty-seven  years  ago  I  listened  to  the  first  faint  telephone 
message  over  a  few  miles  of  wire.  On  the  24th  of  January  last, 
through  the  courtesy  of  our  friend  Mr.  Carty,  chief  engineer  of  the 
American  Bell  Telephone  Company,  and  Dr.  Bell,  I  listened  to  the 
voices  of  Watson  and  Moore  across  the  continent.  When  this 
Society  was  the  guest  of  the  officials  of  the  Panama-Pacific  Exposi- 
tion, I  was  taken  to  the  private  office  of  the  telephone  company  in 
the  Exposition  building,  where,  through  the  courtesy  of  our  friend 
Engineer  Carty,  I  not  only  listened  to  cheerful  words  spoken  in  this 
city,  but  heard  the  sound  of  breakers  as  they  dashed  upon  the  shore 
of  the  Atlantic. 

When  we  made  the  first  little  spectroscope  to  determine  the 
moment  when  the  last  ounce  of  carbon  had  disappeared  from  the 
Bessemer  converter,  little  did  I  dream  that  through  science,  aided 
by  a  delicately  accurate  instrument,  devised  by  my  good  friend,  Dr. 
George  Ellery  Hale,  and  made  at  **the  little  workshop  on  the  hill," 
we  would  be  able  to  plunge  it,  as  it  were,  into  a  storm  on  the  sun 
and  photograph  the  burning  hydrogen  or  any  other  element  in  that 
maelstrom  of  fire,  the  temperature  of  which  this  earth  knows  no 
correlative. 

Here  let  me  add  some  altruistic  words  of  our  good  friend  Dr. 
Pritchett : 

The  last  fifty  years  have  seen  a  greater  betterment  of  the  theoretical  basis 
of  physical  science  than  ever  before  in  the  history  of  the  world.  This  develop- 
ment has  been  marked  by  a  notable  stimulation  of  scientific  research,  a  dif- 
ferentiation of  scientific  effort,  and  the  creation  thereby  of  a  g^eat  nimiber 
of  special  sciences  or  departments  of  science.     The  possession  of  a  seeured 
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tlMoretieal  bans  and  the  intellectual  quickening  which  has  followed  it  have 
resolted  in  the  application  of  science  to  the  arts  and  to  the  industries  in  such 
nuamre  as  the  world  has  never  before  known.  These  applications  have  to  do 
with  the  comfort,  health,  pleasure  and  happiness  of  the  human  race,  and 
^eet  vitally  aU  the  conditions  of  modem  life. 

As  members  of  this  association  we  may  well  be  proud  of  our 

fiareau  of  Standards,  organized  and  brought  to  its  present  high 

state  of  efficiency  by  our  fellow  member,  Dr.  Stratton,  and  his 

splendid  corps  of  associates.    This  scientific  department  of  our 

Government,  concerning  as  it  does  almost  every  phase  of  scientific 

''eaearch,  valuable  to  the  engineer  of  every  calling,  has  made  a 

record  even  greater  than  the  Institute  at  Charlottenberg  and  the 

famous  Bureau  International  des  Poids  et  Mesures  at  Sftvres,  though 

they  have  done  splendid  work  for  a  half  century  or  more.     I  am 

certain  that  every  member  of  this  association  would  place  a  very 

high  value  upon  the  scientific  studies  of  our  Bureau  of  Standards 

did  they  know  how  closely  they  are  related  to  their  profession. 

Other  scientific  departments  of  the  Government,  such  as  the 
United  States  Coast  and  Geodetic  Survey  and  the  Smithsonian  Insti- 
tution, have  in  the  past  and  are  continually  contributing  to  the 
sum  of  knowledge  that  is  of  value  to  the  engineering  profession  in 
some  of  its  many  phases.  Nor  can  we  pass  over  the  splendid  re- 
search work  of  the  Carnegie  Institution  at  Washington  without  a 
tribute  of  praise  for  its  great  accomplishments  in  the  past  and  its 
present  activities  in  the  domain  of  scientific  investigation  of  the 
highest  value  to  engineering  and  its  correlated  interests. 

It  would  be  a  serious  oversight  in  this  paper  did  I  not  call  atten- 
tion to  what  I  may  name  humanitarian  engineering  investigation, 
based  upon  a  phase  of  scientific  research  we  would  probably  consider 
far  removed  from  engineering  problems  per  se,  I  refer  to  the 
^^guificent,  and  now  classic  applied  scientific  medical  research  of 
^y  dear  departed  friend,  General  Sternberg,  and  General  Gorgas, 
^'^ho  made  possible  the  carrying  out  of  one  of  the  greatest  engineer- 
"^S  projects  the  world  has  ever  known.  All  honor  to  these  good 
men ! 

But  I  must  stop.     The  great,  the  illimitable  field  of  truth  opens 
^P  before  us;  aye,  I  love  to  liken  it  to  the  ''Widow's  Cruse;*'  take 
troin  it  as  you  will,  it  will  never  be  emptied  of  its  priceless  treasures. 
And  is  there  not  a  splendid  field  opened  up  to  us  in  the  endow- 
ment of  engineering  research,  now  made  possible  by  the  gift  of  one 
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of  our  honored  presidents?  I  have  said  little  of  specific  lines  of 
investigation  in  relation  to  engineering,  having  given  only  a  few 
instances  to  show  their  close  and  intimate  relationship,  and  it  needs 
no  further  words  of  mine  to  verify  the  aphorism  that  **the  field  is 
ripe  for  the  harvest." 

In  closing  may  I  quote  from  the  recent  publication  by  Dr.  Hale, 
entitled :  * '  National  Academies  and  the  Progress  of  Research : ' ' 

But  the  average  man  of  business  is  much  better  able  to  appreciate  the 
value  of  research  directly  applied  to  the  improvement  of  manufacturers  than 
to  comprehend  the  more  fundamental  importance  of  pure  science.  We  must 
show  how  the  investigations  of  Faraday,  pursued  for  the  pure  love  of  truth 
and  apparently  of  no  commercial  value,  nevertheless,  laid  the  foundations  of 
electrical  engineering.  If  we  can  disseminate  such  knowledge,  which  is 
capable  of  the  easiest  demonstration  and  the  most  striking  illustration,  we 
can  multiply  the  friends  of  pure  science  and  secure  new  and  larger  endow- 
ments for  physics,  chemistry  and  other  fundamental  subjects. 

Dr.  Hale's  valuable  brochure  can  be  found  in  our  library  and 
is  worthy  of  our  careful  study.  Here  we  have  a  striking  note  of 
the  value  of  scientific  research,  and  a  touch  of  its  utilitarian  value, 
but  after  all  is  said,  a  knowledge  of  the  true  and  beautiful,  whatever 
its  bearing  may  be,  stands  for  human  progress,  human  betterment 
and  human  happiness. 

May  I  also  quote  from  a  letter  received  from  the  same  gentleman 
by  the  donor  of  our  research  fund : 

I  am  delighted  that  you,  with  a  thorough  knowledge  of  the  situation,  agree 
with  me  in  thinking  that  the  time  has  come  for  much  closer  cooperation  be- 
tween engineers  and  men  of  science.  Previously  I  have  not  been  able  to  judge 
tlfe  matter  from  the  standpoint  of  the  engineer,  but  it  was  plain  to  me  that 
the  separation  between  pure  and  applied  science,  which  seems  to  have  been 
increasing,  must  be  harmful  to  both.  The  man  of  science  is  liable  to  under- 
estimate the  importance  of  practical  applications  of  his  subject,  while  the 
engineer  is  in  danger  of  forgetting  that  if  research  were  conducted  only  in 
the  hope  of  securing  profitable  ends,  most,  if  not  all,  of  the  great  discoveries 
which  lie  at  the  very  foundation  of  both  pure  and  applied  science,  would  never 
be  made. 

Thus  every  effort  should  be  made  to  encourage  and  develop  research  in 
both  pure  and  apj)lied  srioncc,  for  neither  can  be  neglected  without  loss  to 
the  other.  The  dual  nature  of  this  problem  is  thus  perfectly  evident.  Sound 
strategy  requires  that  the  attack  be  made  simultaneously  from  both  sides, 
since  in  this  way  all  difficulties  can  be  over(?ome  far  more  quickly  than  by  two 
successive  attempts. 

These  difficulties  are  likely  to  be  due  mainly  to  the  conservative  tendenoies 
of  both   enj^ineers   and   men  of  science.     By   establishing  your   research   fund 
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you   have  provided  means   to   obviate   the  chief  practical   hindrances   on   the 

engineering  side,  where  the  way  has  always  been  paved  by  the  successful 

Teseareh  of  the  General  Electric  Company  and  various  other  large  corporations. 

It  now  remains  to  accomj)lish  an  equally  important  advance  on  the  side  of 

pnre  science. 

Dr.  Hale  is  very  anxious  that  there  shall  be  a  closer  relationship 
^'ith  the  National  Academy  of  Sciences,  and  I  think  I  can  say  with- 
<^ut  hesitation  that  it  will  be  a  wise  move  upon  the  part  of  all  engi- 
neering societies  to  appoint  a  special  committee  to  act  in  conjunction 
^'ith  the  Academy  toward  this  most  desirable  affiliation. 

In  my  desire  to  be  brief,  I  have  refrained  from  going  into  the 

niany,  very  many  fields  where  pure  science  may  take  the  hand  of 

fellowship  of  the  engineer,  and  now  that  there  has  come  to  us  a 

STand  opportunity,  fostered  by  the  splendid  research  fund  placed 

in  our  keeping,  may  we  look  forward  with  hope  to  the  day  when 

science  and  engineering  will  join  hands  for  the  betterment  of  our 

loved  profession. 

**  Today  we  are  learning  but  single  notes,  tomorrow  we  will^lend 
them  into  chords,  the  hour  will  chime  when  all  humanity  shall  know 
th^  law  of  harmony— when  every  note  in  every  chord  shall  find  its 
PaiM;  in  the  sublime  oratorio  of  the  UniArersal  life." 
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HEATING  BY  FORCED  CIRCULATION  OF 
HOT  WATER  IN  TEXTILE  MILLS 

By  Albert  Grbknk  Duncan,  Boston,  Mass. 
Member  of  the  Society 

Since  the  days  of  the  old  coal  stove,  three  methods  of  heating 
textile  mills  have  been  in  use :  First,  direct  circulation  of  live  or  ex- 
haust steam  at  low  pressure;  second,  fan  or  indirect  hot  air  system, 
using  either  live  or  exhaust  steam  in  heating  coils  arranged  in  a 
central  battery  to  heat  the  air;  and  third,  use  of  hot  water  through 
direct  heating  surface  in  the  various  rooms,  heating  the  water  with 
either  live  or  exhaust  steam  in  closed  heaters.  It  is  of  the  last  method 
that  this  paper  treats.  With  the  widely  distributed  areas  which  are 
encountered  in  large  textile  mills,  the  gravity  system  of  hot  water 
circulation,  or  it  might  be  called  the  house  heating  system,  is  usually 
impracticable,  so  that  the  third  method  here  treated  involves  forced 
circulation  of  the  hot  water. 

2  The  paper  describes  the  method  of  handling  the  problem  of 
properly  heating  the  widely  separated  imits  of  the  textile  mills^  shown 
on  the  outline  sketch  (Fig.  1).  The  problem  was  given  careful  study, 
and  the  relative  advantages  and  disadvantages  of  all  tde  three  methodb 
of  mill  heating  enumerated  above  were  considered. 

3  A  system  of  forced  circulation  of  hot  water  was  decided  upon 
for  the  following  main  reasons:  a  The  mills  are  primarily  driven 
by  water  power,  and  the  auxiliary  steam  plant  which,  by  the  way,  is 
in  daily  operation  to  carry  about  20  per  cent  of  the  mill  load,  reaching 
a  maximum  of  50  per  cent  in  times  of  low  water,  is  located  at  a  central 
point,  the  distribution  of  power  being  by  electricity.  6  The  central 
plant  arrangement  necessitated  the  carrying  of  heat  over  long  dis- 
tances.   Fig.  1  sliows  that  heat  must  be  carried  from  the  power  plant, 

'Harmony  Mills,  Cohoes,  N.  Y. 
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a  distance  of  1650  and  1370  ft.,  in  opposite  directions,  respectively. 
These  distances  are  not  measured  in  an  air  line,  but  owing  to  the 
location  ot  buildings,  the  crossing  of  streets,  and  other  peculiarities 
such  as  power  cniials,  the  mains  were  forced  to  pursue  a  ^loniGwhat 
more  rouiidal>out  course  than  if  the  buildings  had  been  built  to  fit  a 
proposed  heating  system,    c  As  certain  of  tlie  mills  were  located  below 
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the  level  of  the  power  plant  a  gravity  system  of  return,  cither  of  hot 
water  or  steam,  was  impracticable. 

4  The  niiil.s  consist  of  seven  buildings,  varying  in  size  from  40 
by  100  to  1073  by  7(J  ft.,  and  an  ofTicc  building;  they  contain  825,434 
sq.  ft.  of  floor  purfnco  and  have  a  ciibic  content  of  10,351,000  cu,  ft. 
The  buildings  present  a  somewhat  typical  condition  in  cotton  mills, 
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where  buildings  have  been  built  of  various  types  over  a  period  of 
many  years.  The  mills  under  consideration  still  use  a  building  of 
three  stories  put  up  in  1837,  and  they  occupy  subsequent  buildings, 
including  their  largest  mill  consisting  of  five  stories  with  basement, 
built  in  1876.  Figs.  2  and  3  are  general  views  of  the  mill  buildings. 
In  both  figures  the  location  of  the  central  power  plant  is  clearly  shown 
by  the  modem  concrete  stack  in  the  center.  The  other  stacks  are  those 
of  abandoned  boiler  plants  used  under  an  old  form  of  direct  heating 
by  live  steam. 

5  The  heating  system  was  divided  into  two  sections  for  con- 
venience of  regulation.  The  general  direction  of  the  mills  was  north 
and  south,  and  the  east  side  of  the  longer  mill  was  on  the  top  of  a 
bluff  80  ft.  above  the  river  and  exposed  to  extremely  high  winds.  (See 
Fig.  3.)  The  mills  being  located  in  a  northern  latitude,  where  at- 
mospheric temperatures  of  20  deg.  fahr.  below  zero  are  not  uncommon, 
the  question  of  different  exposures  of  various  portions  of  ihe  plant 
was  a  special  problem,  the  method  of  solution  of  which  will  be  taken 
up  in  due  course.  Further  than  this,  the  plant,  though  comprising 
many  buildings,  naturally  divided  itself  by  its  configuration  into  two 
manufacturing  groups  approximately  equal  in  area ;  and  consideration 
was  given  to  the  possibility,  in  times  of  curtailment,  of  shutting  down 
either  of  tliese  groups  and  running  the  other  at  full  capacity.  In  the 
pumping  plant  one  spare  unit  was  provided  to  act  as  a  reserve  or 
relay  for  either  of  the  two  systems  which,  by  manufacturing  or  weather 
conditions,  need  temporarily  to  be  reinforced. 

6  Given  a  power  station  in  a  central  location  and  for  distributing 
electric  power  where  needed  to  supply  the  deficiencies  of  water  power, 
the  possibilities  of  centralized  regulation  of  heat  were  naturally  very 
apparent.  From  experience  gained  from  this  installation,  the  author 
has  no  hesitancy  in  stating  that  excessive  use  of  coal  in  any  mill  heat- 
ing problem  is  largely  a  direct  consequence  of  the  overheating  of  mills. 
With  a  distributing  steam  coil  always  at  a  high  temperature,  the  local 
regulation  of  heat  is  generally  left  to  the  individual  overseer,  whose 
method  of  lowering  the  temperature  is  usually  that  of  opening 
windows  rather  than  closing  valves.  It  was  early  determined  in  the 
present  installation  that  the  regulation  of  the  heat  in  the  various  de- 
partments of  the  mills  should  not  he  left  to  the  individual  overseers, 
but  should  be  placed  under  the  charge  of  the  engineer  in  the  power 
house,  long  distance  reading  thermometers  being  there  installed  so 
that  the  temperature  in  difTerent  portions  of  the  plant  could-  be  read 


ALBERT   GREENE  DUNCAN  547 

at  the  power  house.  By  this  method,  the  two  primary  factors  of  heat 
control,  namely,  the  temperature  of  the  water  and  the  speed  of  its 
circulation,  could  be  accurately  regulated  in  accordance  with  outside 
temperature. 

7  While  there  was  no  engineering  objection  to  solving  the  above 
problem  by  any  one  of  the  modern  systems  of  direct  steam  heating,  it 
wag  felt  that  the  ability  to  control  the  temperature  of  water  from  a 
range  of  100  to  240  deg.  fahr.  gave  a  flexibility  to  the  system  im- 
possible of  attainment  in  any  other  way.  Practically  stated,  a  steam 
system  will  operate  economically  only  at  full  load,  while  a  forced  cir- 
culation of  hot  water  can  be  readily  regulated  to  meet  all  manufactur- 
ing and  weather  conditions  and  will  maintain  its  eflBciency  at  any 
degree  of  temperature. 

8  Hitherto,  only  the  conditions  of  operation  have  been  con- 
sidered, and  it  may  now  be  desirable  to  discuss  the  questions  of  relative 
cost  of  installation,  as  well  as  cost  of  operation,  of  the  system  under 
consideration  and  a  modern  system  using  direct  steam  radiation. 

9  A  comparison  of  the  amount  of  radiating  surface  required  for 

a  forced  circulation  hot  water  system  with  direct  steam  systems  shows 

this  interesting  condition :   If  exhaust  steam  at  2  or  3  lb.  per  sq.  in. 

pressure  were  used  in  a  steam  system  as  a  heating  medium,  the 

amount  of  radiation  required  would  be  practically  the  same  as  with  a 

'orced  circulation  liot  water  system,  since  the  temperature  of  the- 

"eating  surface  would  be  practically  the  same.     In  extremely  cold 

leather,  with  hot  water  the  temperature  of  the  surface  could,  how- 

®^cr,  be  raised  to  as  high  as  240  deg.,  which  would  correspond  to  the 

^eniperature  obtained  at  10  lb.  steam  pressure.     This  temperature 

^^Id  only  be  obtained  in  the  steam  system  by  raising  the  back  pres- 

^^re  or  injecting  live  steam.     The  amount  of  radiation  required  for 

**ve  steam  heat  diminishes  as  the  steam  pressure  used  rises.    However, 

^  point  in  favor  of  a  decreased  amount  of  actual  radiating  coils  in  a 

"^t  water  system  is  that  the  mains  can  he  figured  as  part  of  the 

Plating  surface,  the  circulation  being  so  rapid  that  the  temperature 

^8  adequately  maintained  to  the  end  of  the  run  with  none  of  the  chok- 

^^S  and  heat  losses  due  to  condensation  wore  steam  mains  are  used  in 

^*^e  same  manner. 

10  The  method  of  determining  the  amount  of  radiating  surface 
^quired  in  various  departments  for  a  forced  circulation  system  of 

^^  Water  does  not  differ  materially  from  the  well-known  methods 
^ployed  in  determining  the  heating  surface  of  the  number  ot  \\<i^\ 
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units  required  for  any  other  method  of  heating.  Well-known  factors 
were  used  in  the  installation  described,  and  those  in  Table  1  are  sub- 
mitted as  a  basis  for  future  determinations,  bearing  in  mind  that 
many  modifying  conditions  apply  which  must  be  decided  by  the  judg- 
ment of  the  engineer  in  each  individual  case. 

11  The  difiFerence  in  temperature  figured  iu  the  case  under  con- 
sideration was  70  deg.  and  the  heat  as  that  required  to  heat  the  mills 
to  70  deg.  in  zero  weather  with  temperature  of  water  212  deg.  For 
temperatures  below  zero,  it  was  considered  that  the  ability  to  heat 
water  to  240  deg.  and  the  heat  given  off  by  mill  machinery  in  operation 
were  ample  margins  of  safety. 

12  The  engineer  will  find  plenty  of  opportunity  for  the  exercise 

TABLE  1     HEAT  LOSS  IN  B.T.U.  PER  HR.  PER  SQ.  FT.  OF  EXPOSED  OUTSIDE  SUR- 
FACE  OF   BUILDING   FOR   1    DEG.   FAHR.   DIFFERENCE   IN   TEMPERATURE 

BETWEEN  INSIDE  AND  OUTSIDE  AIR 


Medium 


Heat  loM. 
B.t.u. 


S  io.  solid  brick  wall 

12  in.  solid  brick  wall 

16  in.  solid  brick  wall , 

20  in.  solid  brick  wall 

24  in.  solid  brick  wall 

28  in.  solid  brick  wall 

Single  window 

Double  window , 

Slate  on  tight  wood  roof 

Standard  mill  roof  2)^  in.  plank  T.  and  G 


0.40 
0.31 
0.28 
0.23 
0.21 
0.19 
1.00 
0.50 
0.30 
0.18 


of  his  judgment  in  determining  the  percentage  loss  of  heat  to  all 
for  leakage,  window  exposure,  roof  exposure,  and  other  factors 
pending  in  each  case  upon  the  location  of  the  individual  building. 

13  Many  other  problems  arise  from  the  character  of  cotton 
operation,  and  as  a  test  of  the  judgment  of  the  engineer  may 
mentioned  the  loss  of  heat  from  warm  buildings  by  the  opening 
doors  into  cooler  hallways  and  elevator  shafts  to  allow  of  transpor 
tion  of  stock  in  process,  loss  by  the  removal  of  warm  air  from  pic 
rooms  by  the  picker  fans  and  loss  by  circulation  of  air  from  the  pic 
rooms  to  communicating  rooms. 

14  In  cpmparing  the  cost  of  a  forced  circulation  hot  water  sysfc 
with  that  of  a  good  exhaust  steam  system,  it  may  be  said  that  w 
the  exception  of  the  additional  cost  of  the  pumping  plant  required 
the  former,  the  cost  of  installation  of  cither  is  about  the  same. 
cost  ot  maintenance  of  the  hot  water  system  is  believed  to  be  m 


ALBERT  GREENE  DUNCAN  549 

the  lower  by  virtue  of  gradual  rather  than  sudden  changes  of  tem- 
perature of  radiating  surface  and  absence  of  water  hammer. 

15  The  amount  of  radiation  in  the  case  at  point  was  also  calcu- 
lated on  the  basis  that  the  system  would  be  adequate  to  heat  up  the 
mill  following  a  shutdown  of  several  days  at  zero  temperature.  On 
this  account,  no  allowance  was  made  for  the  well  known  fact  that 
cotton  machinery  gives  off  a  great  deal  of  heat  during  operation. 
Consequently,  the  theoretical  water  temperature  necessary  to  heat  the 
mills  was  found  to  be  many  degrees  too  high  during  ordinary  running 
conditions. 

16  Fig.  4,  which  refers  to  one  of  the  largest  of  the  mill  units, 
will  make  clear  the  proportioning  of  heating  coils.  The  departments 
in  this  five  story  mill  are  shown  in  transverse  section,  together  with 
the  location  of  the  heating  coils  on  the  side  walls  or  ceilings.  In  this 
building  there  are  about  1500  belt  openings  between  the  first  and 
second  floors.  The  table  referring  to  each  floor  shows  in  the  first 
column  the  heat  required  without  taking  into  consideration  leakage 
and  wind  exposure,  in  the  second  column  the  heat  required  with  these 
factors  allowed  for,  in  the  third  the  heat  actually  provided  for  in 
proportioning  the  heating  surface  and  in  the  last  column  the  per- 
centage each  floor  contained  of  the  total  amount  of  heating  surface 
in  the  building.  It  will  be  seen  that  the  figures  in  the  third  column 
are  not  in  the  same  ratio  as  those  in  the  second  column,  although  the 
totals  as  the  same.  The  character  of  manufacturing  operation  in  each 
department  was  a  determining  factor,  and  experience  with  the  system 
later  showed  that  more  coils  were  placed  upon  the  top  floor  and  fewer 
upon  the  lower  floor  than  were  actually  needed,  this  being  due  to 
belt  openings  mentioned  above  and  to  the  natural  effect  of  heat  leaking 
up  through  elevator  shafts  and  other  passages  to  the  top  floor  of 
the  mill,  which  also  contained  the  spinning  machinery,  the  kind  of 
cotton  machinery  producing  the  most  heat. 

17  As  may  be  inferred,  the  heart  of  a  forced  circulation  hot 
water  system  is  the  pumping  plant.  A  drawing  of  the  pumping  lay- 
out in  these  mills  is  reproduced  in  Fig.  5.  The  essentials  of  each  unit 
of  the  plant  are  a  closed  heater  of  the  ordinary  feedwater  type,  to- 
gether with  a  pump.  Two  pumps  are  normally  used,  one  for  each 
section  of  the  mills.  Each  is  connected  to  its  own  heater  and  is  so 
arranged  that  in  case  of  breakdown  the  third  pump  or  heater  shown 
can  be  used  interchangeably  with  either  of  the  two  sections  of  the 
system.    As  to  the  type  of  heater  for  these  installations,  one  with  a 
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short  coil  is  preferable,  to  be  run  with  the  steam  inside  the  coils  sur- 
rounded by  tile  water  in  the  shell ;  this  is  an  essential  feature  of  the 
system,  as  the  heater  coil  must  be  so  proportioned  as  to  clear  itself 
readily  of  the  water  of  condensation,  which,  at  times  of  starting-up 
especially,  is  large  in  volume. 

18  The  heaters  for  this  installation  were  of  extra  large  capacity 
and  adapted  to  use  exhaust  steam  to  heat  the  circulating  water  in  any 
but  the  most  extreme  weather,  when  live  steam  is  used.  Their 
strength,  however,  was  proportioned  to  receiving  steam  at  full  boiler 
pressure  of  180  lb.,  so  that  in  case  of  an  accident  to  a  valve  when 
using  live  steam  no  danger  could  arise  from  explosion. 

19  The  three  heaters  were  installed  in  connection  with  a  boiler 
feedwater  heater  of  the  same  size;  and  by  a  proper  arrangement  of 
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Fig.  4    Section  of  Mill  Unit,  and  Proportionino  op  Heating  Coils 

valves,  a  greater  or  less  amount  of  the  exhaust  steam  furnished  by 
the  pumping  plant  and  auxiliaries  of  the  station  could  be  used  in  th^ 
circulating  water  heaters  or  the  feedwater  heater  as  was  required- 
The  temperature  of  the  circulating  water  could  thus  be  maintained  ai^ 
any  desired  value. 

20  Whetlier  the  heaters  were  using  live  or  exhaust  steam,  tli^ 
drips  were  collected  in  an  open  heater  to  which  the  make-up  water* 
of  the  boiler  plant  was  added  and  thus  were  pumped  back  through  th^ 
closed  feedwater  heater  to  the  boilers. 

21  In  the  case  under  consideration,  steam  turbine  driven  centrif— 
ugal  pumps  were  used.  No  rule  can  be  laid  down  as  to  the  proper" 
form  of  pump  required,  but  each  case  must  be  decided  by  the  character' 
and  service  of  the  power  station  of  which  the  system  is  a  part.  Ii» 
the  present  instance,  the  heating  plant  was  installed  in  a  station 
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only  as  an  auxiliary  unit,  and  a  large  amount  of  exhaust  steam  from 
auxiliaries  was  not  available  at  all  times,  the  main  steam  turbine 
being  run  condensing  under  high  vacuum.  For  this  reason  steam 
driven  pumps  were  installed,  and  it  was  found  in  practice  that,  except 
in  extreme  weather,  they  furnished  sufficient  steam  to  heat  properly 
the  circulating  water.  As  the  returns  from  the  heaters  were  im- 
mediately delivered  to  the  boilers,  very  little  loss  occurred  in  the 
transference  of  heat  to  the  circulating  water. 

22  It  can  be  readily  seen  that,  in  cases  where  a  power  station 
is  used  as  a  primary  source  of  power,  where  large  amounts  of  steam 
are  used  for  service  pumps  or  other  purposes,  an  electrically  driven 
or  other  form  of  power  driven  pump  might  prove  most  desirable.  But 
it  is  the  author's  opinion  that,  unless  the  power  plant  in  question 
operates  on  a  twenty-four  hour  basis,  a  method  of  pumping  by  steam 
for  a  portion  of  each  day  should  be  installed,  as  it  is  the  universal 
experience  of  textile  mills  that  the  larger  proportion  of  the  heat  re- 
quired during  the  twenty-four  hour  day  must  be  supplied  when  the 
mill  is  not  running.  With  the  exception  of  a  few  departments,  such 
as  weaving,  in  any  but  the  most  extreme  weather  the  heat  engendered 
by  the  machinery  is  sufficient  to  keep  the  rooms  at  working  tempera- 
ture after  8  or  9  a.  m.  Details  of  this  gain  in  heat  from  the  ma- 
chinery will  be  considered  in  due  course. 

23  As  the  system  centers  round  the  pumping  plant,  this  was 
necessarily  installed  at  an  additional  cost  over  what  would  be  required 
for  a  system  of  direct  steam  heating,  but  the  advantages  of  centralized 
control  and  steady  and  uniform  temperatures  more  than  offset  the 
additional  cost  entailed.  Although  the  amount  of  this  additional  cost 
would  vary  in  different  plants,  it  may  be  stated  that  in  the  example 
under  consideration  the  pumping  plant  cost  29  per  cent  of  that  of 
the  total  system. 

24  After  three  years  of  operation,  careful  records  can  be  given 
sliowing  the  result  of  the  system  in  actual  service.  The  steam  pipe 
supplying  the  turbine  pumps,  from  which  also  the  live  steam  was 
taken  for  the  heaters  in  case  of  need,  was  furnished  with  a  steam  meter 
and,  as  a  check,  all  other  lines  in  the  power  plant  leading  to  the  main 
turbine,  for  mill  uses  and  other  purposes,  were  also  metered.  The 
total  result  was  checked  by  a  vcnturi  meter  on  the  feedwater  side, 
and  over  a  period  of  years  the  sum  of  these  metered  results  checked 
within  approximately  5  per  cent,  an  amount  which  could  be  easily 
accounted  for  by  boiler  blow-offs,  leakage,  emptying  of  boilers,  and 
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other  minor  losses.     Another  meter  was  placed  in  the  branch  line 
feeding  the  circulating  pumps  alone,  so  that  by  subtracting  the 
UQoimt  of  steam  required  to  drive  the  pumps,  the  steam  going  direct 
to  the  heaters  could  be  accurately  determined.    A  third  meter  in  con- 
nection with  the  heating  system  was  installed  in  the  exhaust  pipe  as  a 
check  upon  both  the  amount  and  the  direction  of  flow  of  steam,  as 
to  whether  or  not  the  heaters  were  receiving  exhaust  steam  from 
power  plant  auxiliaries,  or  whether  exhaust  from  the  circulating 
pomps  was  being  put  into  the  feedwater  heater  supplying  the  boilers. 
Fopthermore,  two  other  flow  meters  measured  all  the  water  circulating 
i^ugh  each  of  the  two  parts  of  the  system,  and  these  two  main  pipe 
lilies  were  equipped  with  recording  thermometers,  giving  the  tempera- 
ture of  flow  and  return  in  each. 

85  During  the  first  year,  1912-13,  considerable  attention  was 
P^en  to  the  compilation  of  data  for  the  purpose  of  making  a  thorough 
rtudj  of  the  conditions,  with  a  view  to  obtaining  the  best  possible 
Ydsulti.  During  a  part  of  that  year  very  extensive  readings  were 
taken  throughout  the  mills  of  temperature,  humidity,  amount  of 
radiation  in  service,  number  of  windows  open,  if  any,  etc.  At  the 
same  time  recording  thermometers  giving  the  temperature  of  flow 
and  returns  in  the  power  plant  were  checked  up  frequently.  A  sum- 
mary of  the  records  follows  for  the  three  heating  seasons  1912-13, 
1913-14,  1914-16,  respectively,  is  given  in  Tables  2,  3  and  4. 

26    During  the  first  half  of  the  1912-13  heating  season,  neither 
t>.e  mill  conditions  nor  the  method  of  operating  the  heating  system 
were  on  a  regular  working  basis.     Subsequent  to  Feb.  1,  1913,  no 
changes  of  material  consequence  that  would  affect  the  heating  require- 
ments or  the  method  of  operating  the  system  have  been  made  in  the 
mil].    It  will  be  noted  from  Table  2,  covering  the  year  1912-13,  that 
^ere  is  a  reasonably  close  agreement  between  the  total  heat  supplied 
^  the  heating  system  as  shown  by  the  steam  passing  through  the 
Meters  and  that  calculated  from  the  pumpage  and  temperature  drop 
"^^een  flow  and  return.     In  arriving  at  the  total  heat  units  in  the 
'^ater^  it  is  of  course  necessary  to  multiply  the  pumpage  by  the  tem- 
perature drop  on  each  individual  day,  for  in  compiling  the  average 
^perature  drop  for  a  week,  each  day  has  been  given  equal  weight, 
though  all  days  may  not  have  represented  equal  quantities  of  water. 

2 7  During  the  past  two  years  considerable  trouble  has  been  ex- 
*^^eiiced  in  maintaining  accuracy  of  the  recording  thermometers, 
^^  the  temperature  drop  is  not  dependable  for  calculating  the  lolaiV 
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B.t.iL  It  will  be  noted  that  the  temperatore  drop  seldom  ezceedB 
10  deg.,  60  that  even  1  deg.  error  in  these  tiiermometers  would  amount 
to  10  per  cent  of  the  heat  so  calculated. 

28  The  figures  giving  the  average  boiler  horsepower  for  twenty- 
four  hours  are  significant,  and  the  author  believes  that  no  such  result 
has  ever  before  been  accomplished  in  a  textile  mill  of  this  size. 
Previous  experience  in  other  mills  of  about  half  the  size  of  the  one 
under  consideration,  heated  by  a  combination  system  of  direct  steam 
and  indirect  hot  air,  gave  results  expressed  in  boiler  horsepower  of 


Fio.  6    Tehpbeuture  or  Watkb  for  Various  Outside  TiMPEKATuaxa 

approximately  twice  the  horsepower  required  in  proportion  to  the 
size  of  the  respective  mills. 

29  Figs.  6,  7  and  8  indicate  the  relations  between  outside  tem- 
perature, temperature  of  circulating  water  and  total  steam  used. 
Pig.  6  shows  the  temperature  of  water  required  for  different  outside 
temperatures.  The  upper  line  represents  the  original  instructions  by 
the  engineer  of  the  system  and  the  lower  line  represents  the  modified 
instructions  followed  by  the  power  plant  engineer  since  Feb.  1,  1913. 
The  dotted  line  shows  the  average  temperature  of  water  that  has  been 
maintained  during  the  past  two  and  a  half  years.  It  will  be  noted 
that  after  the  operation  of  the  system  had  become  thoroughly  stand- 
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ardized,  a  marked  saving  Id  temperature  of  water  and  consequentl; 
in  coal  was  effected.  This  result  was  accomplished  after  careful  attid; 
of  the  amount  of  heat  given  off  by  manufacturing  and  machinery, 
attention  to  double  windows  over  80  per  cent  of  the  mill,  elimination 


Fio.  7    Total  Steam  Consumption  per  Dat 


Heat  Supplied  Sundays  a 


of  draughts  through  stairways  and  elevator  eliafts,  and  any  other  con- 
ditions which  prevented  the  system  working  at  its  best  efficiency. 
This  proves  more  than  any  other  figures  can  the  chief  claim  made  at 
the  beginning  of  tliis  paper  that  centralized  control  of  heating  in 
textile  mille  is  the  method  for  the  most  efficient  results. 
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30  Fig.  7  shows  a  plot  of  the  total  steam  consumption  per  day 
with  different  outside  temperatures  during  all  full  working  days  when 
the  system  was  in  operation  during  the  past  two  and  a  half  years. 
Mondays  and  the  days  following  holidays  are  excluded^  as  some  extra 
heat  is  required  to  bring  the  mill  temperature  back  to  normal  on 
those  days.  It  is  noted  from  the  average  curve  drawn  through  these 
points,  that  500  boiler  h.p.  is  required  to  heat  the  mills  in  zero 
weather.  No  heat  whatever  is  required  when  the  outside  temperature 
is  above  50  to  55  deg.,  yet  a  temperature  of  75  deg.  is  maintained 
throughout  the  mills.  It  must  be  remembered  that  about  7000  h.p. 
is  used  to  drive  the  machinery;  all  this  power  is  dissipated  in  heat 
from  the  spinning  frames  and  other  machinery,  and  its  total  heat 
equivalent  is  about  180,000,000  B.t.u.  per  10-hr.  day,  or  substantially 
180,000  lb.  of  steam.  Therefore,  if  this  heat  equivalent  is  added  to 
that  supplied  to  the  heating  system,  we  find  the  upper  dotted  line 
extended  to  the  base  line  would  indicate  no  heat  required  with  an 
outside  temperature  of  74  deg  f  ahr.,  which  is  substantially  the  average 
mill  temperature  maintained.  This,  therefore,  seems  to  check  rea- 
sonably well  with  the  results  as  given. 

31  Fig.  8  gives  a  plot  of  heat  supplied  to  the  mills  during  Sun- 
days and  holidays  during  the  past  two  and  a  half  years  when  the 
svstem  was  in  service.  It  was  not  the  intention  to  maintain  full 
working  temperature  of  the  mills  when  they  were  not  running  and  a 
room  temperature  drop  of  5  to  10  deg.  usually  took  place,  which  was 
made  up  on  the  day  following ;  therefore,  the  amount  of  heat  on  these 
days  was  less  than  that  required  to  maintain  a  uniform  temperature 
and  that  supplied  on  Mondays  and  the  days  following  holidays  was 
greater.  An  average  line  through  the  plotted  points  intersects  the 
base  line  at  an  outside  temperature  of  about  70  deg.  and  shows  con- 
clusively that  more  heat  was  supplied  to  the  mills  on  Sundays  and 
holidays  than  on  full  working  days,  even  though  the  same  temperature 
was  not  maintained. 

32  Two  other  points  are  brought  out  by  these  diagrams,  namely, 
the  amount  of  heat  required  at  zero  weather  is  evidently  the  same  on 
Sundays  as  it  is  on  working  days,  and  also  there  is  a  much  closer 
agreement  between  the  temperature  of  circulating  water  as  actually 
carried  and  that  contemplated  by  the  contractor  at  zero  weather  than 
at  higher  temperatures.  These  facts  point  toward  the  conclusion  that 
substantially  the  same  licat  is  required  when  the  outside  temperature 
is  zero  or  below,  whether  the  mill  is  running  or  not.    The  reason  for 
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this  is  that  when  the  mill  is  running,  an  extra  circulation  of  air 
through  the  buildings  takes  place  due  to  the  frequent  opening  of 
doors,  the  operation  of  elevators,  etc.,  thereby  causing  a  much  greater 
leakage  or  circulation  through  the  mill  than  takes  place  on  Sundays 
and  holidays  when  the  mill  is  not  in  operation.  There  is  a  decided 
chimney  action  in  heated  buildings  60  to  75  ft.  in  height,  sucking 
cold  air  into  the  lower  floors  and  discharging  it  from  the  upper  ones, 
and  this  increases  very  noticeably  as  the  outside  temperature  ap- 
proaches zero. 

33  During  the  first  year,  the  question  of  wind  velocities  was 
looked  into,  but  there  was  no  indication  that  it  was  a  factor  of  suffi- 
cient importance  to  warrant  including  it  in  addition  to  the  outside 
temperature  in  the  instructions  to  the  engineer. 

34  The  results  from  the  operation  of  this  system  have  demon* 
strated  two  facts :  that  the  proper  heating  of  textile  mills  is  based  on 
the  one  hand  on  a  thorough  understanding  of  the  engineering  prob- 
lems involved,  and  on  the  other  hand  on  a  careful  watching  of  losses 
of  heat,  which  can  be  most  readily  accomplished  by  having  the  plant 
under  centralized  control. 

35  Losses  in  heat  arise  from  many  causes.  Our  experience  shows 
that  the  benefit  of  double  windows  offsets  their  cost  many  times,  not 
only  on  the  side  of  the  mill  exposed  to  prevailing  winds  but  on  aU 
sides;  in  the  case  in  question  80  per  cent  of  the  mill  windows  are 
double  windows.  Openings  from  the  heated  rooms  to  entry  ways  and 
elevator  shafts  are  a  constant  cause  of  loss,  especially  at  night,  and 
during  the  first  years  of  this  system  constant  vigilance  was  necessary 
to  impress  upon  night  watchmen  the  importance  of  keeping  all  such 
openings  closed.  Non-enforcement  of  this  regulation  means  that  all 
the  heat  of  the  mill  becomes  centered  in  the  upper  story,  where  it  is 
lost  by  the  opening  of  windows,  made  necessary  to  keep  the  room  at  a 
working  temperature.  If  study  and  proper  regulation  is  maie  along 
the  above  indicated  lines,  except  in  extreme  weather  heating  can  be 
confined  in  the  daytime  to  the  lower  floors  of  the  mill,  to  the  weaving 
and  carding  departments,  and  to  portions  of  the  mill  where  very  little 
machinery  is  in  operation. 

36  Certain  other  general  subjects  naturally  fall  within  the  limits 
of  the  above  discussion.     The  relative  merits  of  heating  circulatin 
water  by  live  steam  and  exhaust  is  a  matter  to  be  decided  entirely  b; 
the  individual  plant,  as  already  indicated,  and  is  based  upon  the  eon^ 
ditions  of  the  power  plant  operation  and  the  available  supply 
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exittost  steam.    Where  the  amount  of  steam  required  for  heating  or 
other  purposes  is  a  small  percentage  of  the  amount  required  for 
power,  it  is  not  good  judgment,  in  the  author^s  opinion,  t6  interfere 
^th  the  highest  possible  eflBcieney  of  power  production  by  the  use  of 
8  aznall  portion  of  the  exhaust  steam  from  the  main  power  unit  for 
heating  purposes,  and  the  question  involved  in  that  can  usually  sim- 
mer down  to  a  matter  of  figures. 

37  Offices  or  other  rooms  which  require  more  heat  or  heat  at 
different  times  of  the  day  than  is  required  in  the  mills  and  which  do 
not  share  in  receiving  heat  from  manufacturing  and  machinery,  must 
i>6  separately  provided  for.  These,  however,  represent  usually  but  a 
iDiall  percentage  of  the  total  heat  required  that  the  general  problem 
of  xxiill  heating  is  not  affected  by  them. 

38  In  the  mill  in  question,  the  office  building  is  a  detached 

■tructure,  and  during  the  first  year  of  operation  it  is  safe  to  say  a 

Ittge  amount  of  heat  was  wasted  by  having  this  connected  to  the 

iQftiii  mill  system,  as  heat  was  required  in  offices  on  mild  days  when 

none  should  have  been  used  in  the  mills.   This  difficulty  was  overcome 

^T  installing  a  siphon  system  of  heating  and  circulating  the  water 

^  this  building  by  a  special  form  of  ejector  or  steam  siphon  which 

cotild  be  operated  or  closed  off  entirely  independent  of  the  mill 

system.    The  steam  so  added  is  condensed  and  added  to  the  water  of 

^e  systenL    This  together  with  the  air  is  taken  care  of  through  an 

^^pansion  tank  and  relief  valve,  from  which  it  is  returned  to  the 

^«a.tcrs  in  the  power  plant.    The  disagreeable  noise  encountered  by 

^'^^is  method  was  overcome  by  the  simple  expedient  of  two  lengths  of 

^■^ilroad  rubber  steam  hose. 

39    Experience  is  a  valuable  teacher,  and  in  the  installation  de- 

^oribed  another  method  of  running  circulation  coils  would  have  been 

F^x-^ferable  to  the  one  used.    The  method  used  was  the  standard  one, 

'"^^i^iining  the  supply  mains  to  the  top  floor  of  the  respective  mills  and 

1,  after  distribution  through  the  coils  on  this  floor,  returning  the 

through  return  drops  to  the  return  mains  placed  in  the  bottom 

^^;  in  other  words,  the  distribution  Avas  in  a  vertical  direction. 

"^^* "though  not  affecting  the  efficiency  of  the  licating  system,  a  method 

>  ^circulating  the  water  through  each  floor  or  department  by  itself, 

■ing  out  of  and  returning  to  vertical  risers  and  return  mains  is 

.   ^^^orred  in  a  cotton  mill  using  different  processes  on  each  floor,  as 

^^ables  the  heat  to  be  put  on  and  taken  off  of  each  department  by 

^    operation  of  the  fewest  possible  valves.     This  can  be  so  sy^- 
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tematized  by  a  study  of  records  that,  except  in  sudden  changes  of 
temperature,  the  heating  can  be  done  on  a  regular  schedule  inde- 
pendent of  the  control  of  the  working  force  in  any  department.  This 
may  seem  to  modify  the  point  Arst  made  as  to  centralizing  control  and 
applies  more  in  textile  plants  than  in  any  other  mills,  because  of  the 
varying  degree  of  import  of  heat  due  to  manufacturing  processes  on 
the  various  floors,  and  especially  the  upper  floors  where  it  is  the 
general  practice  to  install  spinning  machinery. 
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DISCUSSION 

Charles  H.  Bigelow  said  he  noted  that  live  steam  was  used  for 
heating  the  hot  water  part  of  the  time,  and  the  location  of  the  heater 
required  that  all  the  condensation  should  be  returned  to  the  boilers 
through  the  feed  pumps,  causing  an  extra  expense,  which  could  have 
been  avoided  if  a  closed  heate'r  was  located  in  the  upper  part  of 
the  boiler  house  sufficiently  above  the  water  line  of  the  boilers,  so 
that  the  condensed  steam  could  return  into  the  boiler  by  gravity, 
thus  eliminating  the  expense  of  handling  that  steam,  and  making 
a  further  saving  in  the  operation.  Although  the  upper  floors  of 
the  mill  would  be  above  this  heater,  yet  the  pumps  for  handling  the 
hot  water  could  be  located  on  the  boiler  room  floor  and  would  not 
have  any  extra  work  to  do  in  handling  the  circulating  hot  water 
on  account  of  the  heater  being  elevated.  This  should  be  the  most 
economical  method  of  heating  the  hot  water  as  the  steam  would 
give  up  its  latent  heat  of  vaporization  and  return  to  the  boiler 
without  any  work  being  done  on  it.  In  fact  it  would  probably  be 
more  economical  than  trying  to  use  exhaust  steam  part  of  the  time, 
for  as  Mr.  Duncan  states,  and  as  the  speaker  himself  has  noted 
considerable  of  the  heating  is  required  when  no  exhaust  steam  is 
available. 

In  a  case  of  one  large  mill  a  hot  water  system  was  installed  with 
the  intention  of  heating  the  water  by  means  of  steam  bled  from  a 
turbine.  A  reducing  valve  was  also  provided  for  use  when  the 
turbine  was  shut  down.  The  condensation  had  to  be  returned  to  the 
boilers  through  pumps,  which  was  a  constant  expense,  and  it  worked 
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out  in  practice  that  live  steam  was  used  a  great  deal  more  than  the 
bled  steam  from  the  turbine,  and  that  portion  of  the  installation 
was  not  as  economical  as  had  been  exi>ected. . 

F.  W.  Parks  said  that  a  point  the  paper  did  not  bring  out  was 
the  comparison  of  coal  cost. 

There  are  very  few  industries  that  permit  of  a  unit  of  heating 
cost  comparison  as  well  as  does  the  textile  industry.  Mills  running 
on  the  same  grade  of  goods,  and  located  in  about  the  same  climate, 
can  be  roughly  compared  in  their  heating  costs  on  the  basis  of 
spindles,  or  looms,  or  production.  In  few  other  industries  can  such 
a  comparison  be  made. 

The  cost  of  heating  the  mill  which  the  paper  refers  to  is  just 
about  half  that  of  any  other  mill  that  he  knew  of,  on  anywhere  near 
the  same  grade  of  goods,  with  the  same  necessary  processes  of  manu- 
facture. He  said  this  statement  was  particularly  true  of  coal  costs 
which  he  had  of  mills  in  New  England  that  are  doing  their  heating 
hy  exhaust  steam  or  live  steam,  and  that  he  based  it  on  figures  he 
had  for  Mr.  Duncan 's  mills  of  the  cost  per  spindle,  the  cost  per 
square  foot,  the  cost  per  cubic  foot,  and  the  cost  per  loom. 

A.  P.  Ernst  asked  whether  the  heating  and  control  of  the 
atmosphere  in  the  mill  is  automatic,  or  whether  it  is  left  to  the 
operating  engineer.  He  asked  also  whether  there  is  any  attempt 
"J^e  to  control  the  humidity  of  the  mill,  and  if  so,  what  is  the  means 
of  humidifying. 

The  Author.  In  answer  to  the  question  whether  the  heaters 
could  not  be  placed  on  top  of  the  boilers,  fed  with  live  steam  and 
the  drips  returned  to  the  boilers  by  gravity,  I  would  say  that  this 
plan  was  considered  and  in  fact  has  been  adopted  by  the  author  in 
*  previous  installation  in  a  smaller  plant.  In  the  present  case, 
however,  it  was  desired  to  arrange  the  heaters  so  that  they  could  be 
'^adily  operated  either  by  live  or  exhaust  steam  without  the  use 
of  traps  or  other  complicated  devices. 

The  power  plant  in  this  mill  is  a  steam  turbine  and  it  was  con- 

siaered  at  the  outset  whether  exhaust  steam  should  not  be  bled  from 

^  ^ain  turbine  exhaust  for  heating.     The  knowledge,  however, 

.  *t  tnost  of  the  heating  would  be  done  when  the  turbine  was  not 

operation,  decided  against  this  plan. 

^iie  power  plant  has  steam  driven  auxiliaries  and  in  addition 
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to  the  usual  boiler  feed  pumps  and  the  circulating  pumps  for  the 
heating  system,  a  combination  motor  and  steam  driven  unit,  con- 
sisting of  centrifugal  injection  and  air  pumps  for  the  main  turbine 
condenser.  We  had  consequently  a  large  and  varied  amount  of 
exhaust  steam  from  auxiliaries  and  never  attempted  to  use  steam 
from  the  main  unit.  By  dividing  the  load  of  about  150  horsepower 
between  the  motor  and  steam  turbine  driving  the  condenser  pumps, 
the  amount  of  exhaust  steam  can  be  accurately  limited  to  the  amount 
that  the  feed  water  heaters  and  the  heaters  of  the  heating  system 
can  condense  without  excessive  back  pressure.  We  can  also  easily 
adjust  the  amount  of  steam  going  to  the  feedwater  heater  or  the 
heaters  of  the  heating  system.  These  heaters  were  also  placed  high 
up  in  the  plant  and  drained  by  gravity  to  an  open  heater  to  which 
make-up  water  was  added  and  the  feed  pumps  located  lower  than 
this  open  heater,  took  their  suction  from  it  under  a  head.  Another 
reason  we  did  not  put  the  heater  on  top  of  the  boilers  and  limit  their 
use  to  live  steam,  was  because  we  found  during  zero  weather  our 
water  power  was  so  irregular  that  calls  on  the  steam  plant  were 
made  to  its  full  capacity ;  consequently,  at  such  a  time  our  auxiliar- 
ies are  running  full  blast  and  have  plenty  of  exhaust  steam  which 
can  be  utilized  in  the  heating  system  and  the  water  condensation 
easily  pumped  back  to  the  boilers  through  the  arrangement  of  an 
open  heater  as  mentioned  before. 

In  regard  to  the  question  by  Mr.  Ernst,  the  control  of  the  heat- 
ing in  this  mill  is  not  automatic,  but  is  done  by  the  engineer  in  the 
power  plant  using  a  chart  showing  the  temperature  of  water  to  be 
carried  in  relation  to  outside  temperature.  In  times  of  very  mild 
weather,  additional  regulation  can  be  secured  by  running  the  circu- 
lating pumps  at  reduced  speed.  We  have  found  this  method  amply 
able  to  take  care  of  the  varying  requirements  for  heat  at  different 
times  during  the  day  in  the  different  rooms  of  a  textile  mill  without 
the  expense  and  complication  involved  in  automatic  control  of 
either  water  temperature  or  flow.  The  humidity  control  is  left  in 
the  hands  of  the  foreman  of  the  different  departments  and  is  non- 
automatic. 
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• 
The  rivalry  between  the  isolated  plant  and  the  central  station  has 

called  forth  many  valuable  and  interesting  papers,  usually  prepared 
by  those  most  vitally  interested  either  in  the  isolated  plant  or  the 
central  station.  The  not  infrequent  result  is  that  the  two  debaters 
approach  the  same  facts  from  opposite  points  of  view  and  draw  op- 
posite conclusions  from  them. 

2  The  central  station  advocate  demonstrates  that  one  kilowatt 
L)  the  central  station  will  do  the  work  of  several  kilowatts  in  scattered 
small  plants  on  account  of  the  diversity  in  load;  that  the  central 
station,  besides  requiring  much  less  capacity,  is  also  much  cheaper 
per  kilowatt  than  a  number  of  small  stations;  and  that  its  operating 
eflBciency  is  higher,  all  of  which  is  intended  to  prove  that  the  small 
plant  cannot  compete  with  the  central  station  in  cost  of  power. 

3  On  the  other  hand,  some  mill  engineers,  manufacturers  and 
other  defenders  of  isolated  plants  show  that  the  economic  advantage 
of  concentrating  power  in  a  large  station  is  largely  offset  by  the  cost 
of  distribution  and  high  overhead  expenses.  Also,  every  mill  must 
have  a  steam  plant  for  heating  and  to  supply  steam  for  manufacturing 
needs.  Many  specific  cases  and  figures  are  cited  to  prove  that  when 
these  factors  are  properly  considered,  manufactured  power  is  cheaper 
than  purchased  power. 

4  Both  sides  are  presented  with  equal  sincerity  and  plausibility, 
and  the  inquiring  mill  manager  is  left  without  solid  foundation  of 
fact  upon  which  to  base  a  decision.    It  is  perhaps  safe  to  state  that 
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it  is  difficult  to  prove  the  general  proposition  entirely  in  favor  of  one 
side  or  the  other.  Each  case  is  a  problem  to  be  decided  on  its  own 
merits,  and  the  correct  solution  can  be  assured  only  by  a  correct 
evaluation  of  all  the  various  technical  and  financial  factors  involved. 
This  paper  purports  to  give  an  imbiased  statement  of  the  factors  which 
affect  the  relative  merits  of  private  and  purchased  power  for  the 
textile  industry. 

RELATIVE  COST  OF  PRIVATE  AND  PURCHASED  POWER 

5  Bather  than  enter  upon  a  theoretical  discussion  to  determine 
what  purchased  power  ought  to  cost,  it  will  give  a  truer  understanding 
of  the  matter  to  consider  only  what  it  actually  does  cost.  Figs.  1  and 
2  give  the  cost  of  purchased  power  for  ordinary  textile  mill  conditions 
for  any  load  up  to  2000  kw.  These  curves  are  plotted  from  the  pub- 
lished schedules  of  public  service  corporations,  one  in  New  England 
and  one  in  the  Middle  West.  While  rates  as  good  as  these  cannot  be 
obtained  in  all  localities,  still  these  are  actual  and  representative 
rates.  For  comparison,  the  cost  of  private  power  has  been  plotted, 
using  in  each  case  the  price  of  coal  obtainable  in  the  district  served. 
The  cost  is  for  power  delivered  at  the  point  of  distribution  at  550 
volts  in  all  cases.  Ko  provision  is  made  for  use  of  steam  other  than 
for  power,  and  where  such  use  is  considerable,  the  relative  cost  of 
private  power  may  be  much  lower  than  given.  This  factor  is  im- 
portant and  will  be  treated  separately.  While  the  cost  of  purchased 
power  given  is  actual,  the  cost  of  private  power  is  theoretical,  and  is 
not  intended  to  give  more  than  an  approximate  and  general  com- 
parison, but  is  based  on  known  actual  conditions. 

6  In  an  actual  private  plant  the  power  cost  very  often  exceeds  that 
given.  The  investment  as  stated  is  too  low  to  cover  any  reserve  or 
relay  capacity,  and  therefore  the  reliability  must  be  considered  some- 
what inferior  to  that  of  those  central  stations  which  were  used  for 
this  comparison.  Also,  the  investment  will  not  take  care  of  any  dis- 
advantageous conditions,  such  as  expensive  foundations  or  difficulty 
in  obtaining  condensing  water;  and  no  cost  items  are  included  for 
land  or  for  coal  in  storage.  All  of  these  items  are  too  indefinite  to  be 
included  in  a  general  cost  estimate,  but  are  always  encoimtered  to 
some  extent.  The  operating  costs  assumed,  while  no  better  than 
should  be  obtained,  are  really  somewhat  lower  than  the  average. 
Nothing  has  been  included  for  supervision  other  than  the  actual  power 
plant  labor,  but  this  supervision  is  usually  a  legitimate  item  of  ex* 

JMDSe. 
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7  To  show  tbe  effect  of  some  of  these  items  on-the  cost  of  pover, 
u  actaal  case  will  be  cited.  An  industrial  plant  (not  a  textile  mill) 
in  Canada  had  purchased  power  for  four  ;ears,  and  before  the  termi- 
natioo  of  the  contract  considered  carefully  the  feasibility  of  generating 
iti  own  power.  The  maximum  demand  was  1500  kw.  The  proposed 
plant  was  to  contain  two  lOOO-kw.  turbines.  Reliability  was  of  great 
importance,  and  the  concentration  of  all  generating  capaci^  in  one 


'Qs.  1  AKD  2    Belatttx  Cost  or  Powxr  tob  Loads  dp  to  2000  ew. 

..**   Vaa  not  considered  satisfactory.     Purchased  power,  being  sup- 

^^   underground  by  duplicate  feeders  from  a  substation  fed  by 

_^*'al  steam  and  hydroelectric  stations,  had  proven  very  reliable- 

,    ^*"e  were  few  interruptions  in  four  years'  use,  the  longest  being  of 

^  hours'  duration.    A  large  amount  of  high  pressure  steam  was 

^^ed  in  manufacture  and  there  was  enough  capacity  in  the  fairly 

,**  boiler  house  so  that  only  one  additional  350-h.p.  boiler  would 

^'*  been  required  for  power  generation.    On  the  other  hand,  fonnda- 

^•^^  were  rather  expensive,  and  the  condenser  supply  would  have  coat 
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about  $12,000,  or  $8  per  kw.  Most  of  the  equipment  would  be  subject 
to  import  duty  and  war  tax  of  35  per  cent  total.  It  was  found  that 
the  plant  would  cost  $80  per  kw.  of  installed  capacity,  or  about  $107 
per  kw.  of  demand,  and  power  cost  would  be  $0.0123  per  kw-hr.  with 
coal  at  $3.50.  As  power  was  being  purchased  for  $0.0104  per  kw-hr., 
it  was  decided  not  to  generate. 

8  If  we  eliminate  duty  and  tax  from  this,  plant  cost  would  be 
$93  per  kw.  of  demand,  as  against  $70  assumed  in  our  curves,  and 
power  with  coal  at  $4.00  would  cost  $0.0119.  This  has  to  be  com- 
pared with  purchased  power  at  $0.0130  per  kw-hr.  The  saving  of 
private  over  purchased  power  would  then  amount  to  $4000  per  year 
or  about  3  per  cent  of  the  cost  of  the  plant. 

9  The  average  yearly  saving  of  the  private  plant,  600  kw.  in 
size  and  over,  from  the  above  curves,  is  about  9  per  cent  of  the  cost 
of  the  plant.  The  highest  value  is  12  per  cent  for  the  8000-kw. 
demand.  Therefore,  the  private  plant  under  ideal  conditions  can 
compete  favorably  with  the  power  rates  given,  but  the  margin  is  not 
large  and  must  cover  several  indeterminate  cost  items  not  included. 

10  The  central  station  rates  quoted  apply  to  any  industrial  plant 
A  textile  mill  load  is  properly  considered  somewhat  more  favorable 
than  the  average  industrial  load  on  account  of  its  very  steady  demand 
for  power,  not  only  throughout  the  working  period  of  each  day,  but 
also  throughout  the  year  and  over  a  period  of  years.  For  this  reason, 
special  power  rates  can  be  obtained  by  textile  mills  in  some  localities, 
notably  in  the  South,  and  to  some  extent  in  New  England.  Under 
these  special  rates,  power  usually  costs  about  1%  cents  per  kw-hr. 
for  demands  from  1000  to  2000  kw.  and  about  1  cent  above 
2000  kw.  Such  rates  leave  little  financial  inducement  for  the  mil\^ 
to  build  its  own  power  plant. 

EFFECT  OF  SIZE  OF  PLANT  ON  RELATIVE  COST 

11  It  will  be  seen  that  the  curves  for  purchased  and  priva 
power.  Figs.  1  and  2,  are  very  nearly  parallel.  This  means  that  t 
size  of  the  demand  has  little  effect  on  the  relative  cost.  The  lar 
plants  show  a  slightly  larger  proportional  saving  than  the  small 
ones,  and  the  very  small  plants — under  200  kw. — cannot  compete  wi' 
the  purchased  power  rates  given. 

EFFECT  OF  LOAD  FACTOR  ON  RELATIVE  COST 

12  Figs.  3  and  4  have  been  prepared  from  the  same  data  as 
1  and  2,  to  show  the  eflfect  of  load  factor  on  the  cost  of  power  in 
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case  of  8  lOOO-kw.  demand.  It  will  be  seen  that  the  cutvcb  for 
private  and  purchased  power  costs  follow  the  same  general  direction. 
It  appears,  then,  that  load  factor  also  has  little  effect  on  the  relative 
cost  of  power. 

13  There  is  a  striking  similarity  between  the  curves  shown  for 
private  and  purchased  power,  both  when  the  variable  is  the  size  of 
the  demand  and  when  it  is  the  load  factor.     The  inference  is  that 


LOAD  FACTOR  in  PER  CE 


Relativk  Cost  of  Power  fob  Load  Pactohs  10  to 


these  power  rates  were  devised  to  compete  with  isolated  plants  rather 
than  from  actual  costs,  or  desired  rates,  of  the  central  station  power. 
This  is  entirely  logical,  being  simply  an  application  of  the  Jaw  of 
supply  and  demand.  If  it  be  true  that  the  cost  of  central  station 
power  is  determined  by  the  cost  of  generating  in  isolated  plants,  then 
it  will  be  unnecessary  to  discuss  further  the  relative  cost.  It  is  im- 
probable that  the  central  station  will  sell  cheaper  than  the  average 
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isolated  plant  cost,  and  if  its  rates  are  very  much  higheiv  it  cannot 
sell  much  power. 

14  The  above,  of  course,  applies  only  in  the  case  of  new  plants, 
where  power  can  be  purchased  without  any  sacrifice  of  existing  in- 
vestment, and  where  steam  is  needed  only  for  power.  Also,  it  must  be 
remembered  that  the  individual  plant  may  depart  widely  from  the 
average. 

EFFECT  OF   FIXED  CHARGES  ON  RELATIVE  COST 

15  All  that  has  preceded  is  a  comparison  of  purchased  and 
private  power  where  the  private  plant  is  not  yet  built.  But,  in  the 
case  of  a  going  plant,  the  purchase  of  power  would  save  operating 
expense  only,  and  would  not  wipe  out  fixed  charges  on  investment 
already  made.  Fig.  5  shows  the  cost  of  private  and  purchased  power, 
as  in  Fig.  1,  but  without  including  fixed  charges.  This,  then,  is  a 
comparison  between  purchased  power  and  a  going  plant  under  good 
working  conditions.  The  diflEerence  in  cost  is  so  great  that  it  appears 
improbable  that  central  stations  can  cause  existing  plants  to  shut 
down  unless  in  the  case  of  important  changes  or  additions,  or  the 
necessary  renewal  of  considerable  apparatus,  or  because  of  extremely 
poor  operating  economy. 

EFFECT  OF  USE  OF  STEAM  ON  COST  OF  POWER 

16  Every  textile  mill  uses  some  steam  for  heating  and  manu- 
facturing. This  factor  is  of  great  importance,  and  should  always  be 
weighed  accurately  in  considering  purchased  power. 

17  In  general,  textile  mills  may  be  divided  into  two  classes  in 
this  respect.  The  first  contains  those  mills  using  only  a  relatively 
small  amount  of  steam  in  manufacturing,  and  includes  most  silk  and 
knitting  mills  and  cotton  and  woolen  mills  not  engaged  in  scouring, 
bleaching  or  finishing.  Dye  houses,  finishing  mills,  print  works,  and 
textile  mills  which  finish  their  product  are  included  in  the  second 
class,  and  have  a  large  but  variable  demand  for  steam  in  the  process. 

18  Slashing  may  be  taken  as  typical  of  a  small  demand  for  manu- 
facturing steam.  Very  often  exhaust  steam  is  used  in  this  process. 
The  pressure  desired  varies  from  5  to  12  lb.,  which  is  a  suitable  pres- 
sure to  bleed  from  an  engine  receiver  or  bleeder  turbine.  Only  in 
rare  cases  would  it  be  economical  to  run  non-condensing  apparatus 
to  supply  slashers  on  account  of  the  high  back  pressure  required  and 
the  relatively  small  demand.  In  the  case  of  a  bleeder  turbine,  the 
saving  in  live  steam  amounts  to  about  30  to  40  per  cent  of  the  steam 


PBANK  W.   BETN0LD6  AND  DAN   ADAHS  571 

oled    This  saving  ia  reduced  bj  additional  fixed  charges  on  extra 

'"Mt  of  turbine  and  exhaust  piping,  for  a  relatively  small  service,  and, 

'"  «  large  plant  with  a  long  run  of  pipe,  may  be  negative.    For  a 

ni2gb  figure,  applicable  to  average  conditions,  the  gross  saving  viU 

be  aiont  $200  per  year  for  each  1000  lb.  per  hour  Ijled,  with  coal  at 

UM  per  ton.    This  figured  out  about  $0.0001  per  kw-hr.  in  the  case 

°*  '  l*rge  cotton  mill,  or  about  1/50  of  1  per  cent  of  the  cost  of 

production.    While  there  is  no  doubt  that  exhaust  steam  can  be  and 

IS  successfully  used  in  slashers  and  similar  machines,  still  live  steam 

at  reduced  pressure  has  a  tendency  to  reduce  operating  difBculties  and 

increaae  production.    When  exhaiist  is  used,  there  are  apt  to  be  oc- 

caoonal  periods  when  results  are  not  satisfactory,  due  to  a  temporary 

drop  ixi   pressure  or  excessive  condensation  or  to  adverse  atmospheric 
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^*'   6    HiL*TiVB  Cost  op  Powek,  without  Includikq  Fixed  CaAsata 

wiitionB.  If  live  steam  is  used,  it  is  fed  to  t!ie  slasher  in  a  dry  or 
"*D  Superheated  condition  and  this,  togetlier  with  the  perfect  flexi- 
bility in  control  of  pressure,  obviates  most  of  these  difficulties.  Where 
a  BgviQg  jg  relatively  so  minute,  the  wisdom  of  obtaining  it  at  the  cost 
"Wen  a  small  operating  handicap  is  fairly  questionable. 

■  19  As  regards  steam  for  licating,  there  arc  two  factars,  often 
"PKired,  which  militate  against  the  use  of  exhaust  in  textile  mills, 
"P^cially  in  cotton  and  woolen  mills.  One  of  these  factors  is  the 
'*'ge  amount  of  heat  liberated  from  the  machinery  during  working 
lioursaDd  the  second  is  the  diversity  in  time  between  the  use  of  power 
^i  the  use  of  steam  for  heating. 

20  Table  1  shows  the  amount  of  heat  required  to  warm  each 
™otn  in  a  large  cotton  mill  in  iicro  weather  and  also  in  35-deg.  weather, 
thidi  may  be  taken  as  an  average  during  the  heating  season,  aud  &teQ 
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the  heat  liberated  from  machinery  in  each  room.    It  ia  assumed  that 
all  the  power  used  in  cotton  machinery  is  dissipated  as  heat. 

21  The  mill  chosen  for  this  example  is  in  northern  Massachusetts 
and  has  a  very  large  window  area  and  a  saw-tooth  weave  shed.  The 
heating  requirements  are  certainly  much  more  severe  than  the  average. 
Yet,  even  in  this  case,  the  machinery  provides  more  than  half  of  all 
the  heat  required  in  zero  weather,  and  for  much  of  the  heating  season 
no  extra  heat  whatever  is  needed  during  working  hours,  except  in  the 
storehouse  and  basements.  In  a  mill  of  this  kind,  the  heat  is  usually 
turned  on  at  4  or  5  a.  m.  to  get  the  mill  warmed  up  before  starting 

TABLE  1  COTTON  MILL  HEATING 


1 

Building 

Contents 

H.P. 

Heat  Radiated  from 

Building. 

(Calculated) 

B.t.u.  per  Hour 

Heat  Supplied 

by  Power, 

B.t.u.  per 

Hour* 

Heat  to  be 

Supplied  by 

Steam  in  MiU 

Hours. 

ODeg. 

35  Deg. 

Zero  Weather 

Weave  shed 

Weave  shed  base- 
ment  

Looms 

Storage 
Storage 
Picking 
Carding 
Roving 
Picking 
Carding 
Roving 

FiUing 
Spinning 

Warp 

Spinning 

Spooling 

Warping 

Storage 

1628 

•  •  •   • 

•  •  •   • 

660 

647 

691 

1378 

•  •  •   • 

8.550.000 

980.000 
1.550.000 

1.900.000 

1.900.000 

1,900.000 

2.900.000 
1.800.000 

4.275,000 

490,000 
775,000 

950,000 

950,000 

950.000 

1,450,000 
900,000 

4.140.000 

•  •  •  • 

•  •  •  • 

1.680.000 
1.650.000 
1.760,000 
3.500.000 

•  •  •   • 

4.410.000 
980,000 

Mill,  basement. . . 
Mill,  let  floor 

Mill  2nd  floor 

1 
Mill  3rd  floor 

MiU  4th  floor 

Storehoxue 

1.550.000 
220,000 

250.000 

140.000 

• 
•  •  •  • 

1.800.000 

Total ' 

21,480.000 

10,740.000 

12,730.000* 

9.350.000 

*  Assuming  all  power  transformed  to  heat. 


time,  and  is  turned  ofT  sometimes  as  early  as  9  a.  m.,  and  sometimes 
not  at  all,  depending  on  the  weather.  In  a  weaving  mill  in  northern 
Massachusetts,  where  the  power  used  per  cubic  foot  of  space  is  much 
less  than  in  a  balanced  mill,  the  heating  system  was  actually  in 
operation  only  25  hours  per  week  average  during  working  hours  during 
the  heating  season,  or  about  y^  of  the  entire  yearly  operating  time  of 
the  mill.  Of  course,  all  heat  used  outside  of  working  hours — nights 
and  week  ends — ^must  be  live  steam.  If  exhaust  is  to  be  used  the 
rest  of  the  time,  as  a  general  rule,  it  is  proper  to  count  on  a  demand 
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onlj  about  one-half  of  the  maximum^  since  the  machinery  provides 
the  remainder,  and  this  quantity  probably  will  not  be  used  more 
than  700  hours  per  year.  The  only  way  to  meet  a  demand  for  exhaust 
of  this  character  with  'economy  is  by  bleeding  from  an  engine  or 
turbine.  In  a  cotton  mill  cited  above,  bleeding  steam  for  heating 
would  effect  a  saving  amounting  to  $0.00005  per  kw-hr.,  a  little 
less  than  in  the  case  of  slashers.  In  knitting  and  silk  mills,  the  saving 
will  be  relatively  greater  but  in  warmer  climates  much  less. 

22  It  appears,  then,  that  the  coal  saving  effected  by  using  ex- 
haust steam  for  heating  and  slashing  is  very  small — smaller,  in  fact, 
than  the  unavoidable  errors  in  estimating  the  total  cost  of  power. 
There  is,  however,  some  further  saving  due  to  economy  in  investment. 
It  is  apparent  from  the  foregoing  that  if  steam  for  these  demands  is 
bled,  the  extra  boiler  capacity  necessary  to  meet  them  is  reduced  ap- 
proximately one-half.  Also,  it  is  cheaper  to  get  this  extra  boiler 
capacity  as  part  of  a  larger  plant  built  for  power  generation  than  to 
provide  it  in  a  separate  plant  by  itself  as  would  be  necessary  if  power 
were  purchased.  This  matter  was  investigated  in  the  case  of  a  fairly 
Iwge  cotton  mill.  It  was  foimd  that  the  complete  power  plant  would 
cost  $65.00  per  kw.,  but  if  the  cost  of  an  independent  steam  plant 
for  heating  and  slashing  were  deducted,  the  cost  would  have  come  out 
about  $58  per  kw.,  this  latter  being  the  figure  used  in  comparison 
with  purchased  power. 

23  While  it  is  entirely  unsafe  to  apply  average  figures  to  indi- 
^<Jual  cases,  it  is  desirable  to  form  a  clear  conception  of  the  relative 
importance  of  the  various  factors,  and  we  may  say  that,  in  general, 
the  entire  fuel  and  investment  saving  due  to  the  bleeding  of  r^team  for 

Ming  and  slashing  will  range  from  $0.0005  to  $0.0010  per  kw-hr. 

^  saving  of  this  size  cannot  have  a  very  important  influence  on  a 

decision  for  or  against  purchased  power.     Nevertheless,  the  matter 

should  always  be  considered. 

24  A  very  different  result  is  obtained  in  those  mills  having  a 
^^ge  demand  for  steam  for  boiling  water  and  drying  cloth.  In  such 
^^8,  a  large  proportion  of  the  prime  mover  exhaust  may  be  utilized. 
^^  some  cases,  all  power  is  produced  in  non-condensing  apparatus, 
^d  all  exhaust  utilized,  and  manufactured  power  becomes  then  so 
^heap  that  no  central  station  can  compete.  It  is  seldom,  however, 
^^t  a  textile  plant  can  utilize  all  of  its  exhaust  all  the  time.  This  is 
"^use  of  diversity  in  time  and  amount  between  the  use  of  steam  and 
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nae  of  power.    The  importance  of  this  can  best  be  shown  bj  citing  an 
actaal  case. 

25  Figs.  6  to  11  give  curves  showing  the  demand  for  steam  id  a 
worsted  mill  dye  house  for  one  week's  operations.  These  curves  are 
plotted  from  actual  Sow  meter  readings  in  exhaust  main,  which  were 
taken  every  fifteen  minutes.  In  this  case  the  exhaust  was  provided 
by  a  non-condensing  turbine.  For  comparison,  the  stoam  fed  to  the 
turbine  was  measured  on  one  day  and  plotted.    For  the  other  days. 


Fios.  6  TO  11    One  Week's  Steam  Deuand  in  Wosbtsd  Mill  Dtx  Hodbx 

the  steam  to  turbine  was  averaged  from  Hie  kilowatt-hour  readings. 
Tlie  curves  show  how  the  demand  for  sfcaiu  varies  from  hour  to  hour 
and  day  to  day,  and  also,  lags  boliind  the  jiower  load.  The  demand 
for  steam  in  a  dye  house  is  light  early  in  the  forenoon,  but  persists  for 
two  hours  or  more  aflcr  the  mill  is  sluit  down.  The  dye  house  does 
not  run  at  all  on  Saturday  morniiipw,  wjiieh  is  a  custom  not  uncom- 
mon. The  result  is  a  very  large  snrphii:  of  e.\hniist  which  must  be 
wasted,  and  in  spite  of  this,  considerable  live  steam  make-up  is  re- 
quired, as  shown  by  the  curves.    It  is  obvious  that  such  eonditioni 
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result  in  great  inefficiency.  Actually  less  coal  would  have  been  burned 
if  a  standard  condensing  turbine  had  been  installed  and  live  steam 
exclusively  used  in  the  dye  house.  The  expected  result  of  this  instal- 
lation was  that  power  would  be  furnished  as  a  by-product  at  a  purely 
nominal  cost.  The  actual  result  was  that  the  power  cost  was  con- 
siderably higher  than  in  a  plant  having  no  use  for  steam  in  the 
process.  This  case  is  especially  worthy  of  study  because  it  is  a  typical 
balanced  worsted  mill  of  fairly  large  size  doing  its  own  dyeing;  there 
were  no  special  or  unusual  features  involved;  the  installation  was 
actually  made^  and  the  results  as  given  were  determined  by  careful 
tests. 

26  The  reasons  and  calculations  leading  to  the  installation  of 
this  non-condensing  turbine  are  not  known  to  the  authors^  but  there 
is  no  reason  to  doubt  that  the  installation  promised  to  be  very 
profitable.  The  total  steam  used  in  the  dye  house  was  considerably 
in  excess  of  that  to  be  supplied  by  the  turbine,  and  it  was  apparently 
safe  to  assume  that  all  exhaust  would  be  utilized.  With  the  turbine, 
there  would  be  no  trouble  from  oil,  and  the  exhaust  pressure  was 
taken  at  10  lb.  to  give  good  service. 

27  The  factors  which  made  this  attempt  a  failure  were 

1  The  diversity  in  time  and  variable  demand  for  steam 

2  The  deterioration  of  turbine  which  gradually  increased  its 

steam  consumption 

3  It  was  found  by  experience  that  a  few  of  the  processes  in 

which  the  use  of  exhaust  steam  was  tried  suffered  either 
in  quality  or  speed  of  production.  For  this  reason  the 
actual  demand  for  exhaust  probably  was  not  as  great  as 
that  estimated,  although  this  difference  was  not  very  large. 

It  is  evident  that  all  of  these  factors  may  be  encountered  in  any  similar 
installation  and  must  be  allowed  for  in  the  estimates. 

28  It  is  interesting  to  inquire  if  it  would  •have  been  possible  to 
make  this  installation  efficient  and  still  use  exhaust  steam.  The 
demand  is  so  variable  that  it  is  hardly  probable  that  a  non-condensing 
turbine  could  be  satisfactory.  It  would  be  impossible  to  avoid  surplus 
exhaust  at  times  and  live  steam  make  up  at  others.  A  bleeder  turbine 
appears  to  meet  tlie  situation  better,  but  is  not  without  its  difficulties. 
The  required  output  of  tiie  turbine  is  about  1200  kw.  The  maximum 
amount  that  can  be  bled  at  that  load  from  a  1200-kw.  machine  is 
about  12,000  lb.  per  hr.,  but  the  greatest  demand  for  exhaust  steam 
in  the  dye  house  is  50,000  lb.  per  hr.     If  the  turbine  has  different 
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characteristics,  involving  practically  a  2400-kw.  steam  end,  all  the 
exhaust  needed  could  be  bled,  but  the  turbine  would  run  at  half  load 
economy.  It  would  be  better  to  use  an  intermediate  size  and  bleed 
what  steam  is  possible,  supplying  the  dye  house  peaks  with  live  steam 
make-up. 

29  Table  2  gives  the  total  steam  used  per  week  during  the 
operating  time  of  the  mill  for  turbine  and  dye  house  for  the  operation 
as  actually  observed;  as  it  would  have  been  if  guaranteed  steam  rate 
of  turbine  had  been  maintained ;  if  a  condensing  turbine  had  been 
installed;  and  with  a  1600-kw.  bleeder  turbine. 

TABLE  2     STEAM  USED  FOR  POWER  AND  MANUFACTURING 


1 


High  Preasure  ;    IIi«h  Prcwure    |  Total 

Steam  to  '■  Steam  Make-up  High  Ptmbuto 

Turbine  I       in  Dye  Ho.  Steam  Lb. 

Lb.  per  Wk.*  ,      Lb.  per  Wk.  per  Wk. 


Present   operation,    1200   kw.    non-cund.|  I 

turbine 3,110,000  ....  '        3.110.000 

Same  with  guaranteed  steam  rate  of  tur-i,  | 

bine  maintained 2.466.000  47.000  2.613.000 

With  120d  kw.  cond.  turbine ■  1.120.000  |         1,580.000  2.700.000 

With  1600  kw.  bleeder  turbine i  2,294.000  I           273.000  2.567.000 


^Includes  turbine  auxiliaries.     Condenser  driven  by  motor. 

30  These  figures  show  that  the  condensing  turbine  is  cheaper  to 
operate  than  the  scheme  installed,  and  is  not  much  more  expensive 
tlian  any  of  the  schemes.  It  is  safe  to  state  that  the  condensing 
turbine  would  have  been  the  lowest  of  all  in  first  cost  and  the  most 
satisfactory  from  the  standpoint  of  dye  liouse  operation. 

31  In  this  particular  case,  then,  a  large  demand  for  steam  in  the 
process  has  little  infiuence  on  the  relative  cost  of  private  and  pur- 
chased power.  If  power  generation  in  a  condensing  turbine  with  live 
steam  used  in  the  process  is  as  economical  as  the  use  of  exhaust  steam, 
the  comparison  previously  made  between  purchased  and  private  power 
where  there  is  no  demand  for  steam  is  approximately  true  in  this 
case.  There  would  be  some  investment  saving  in  providing  steam  ca- 
pacity for  manufacturing  as  a  part  of  a  larger  plant. 

32  A  careful  study  of  this  case  is  recommended  to  anyone  de- 
siring to  supply  a  large  and  variable  demand  for  exhaust  from  a  prime 
mover  having  a  constant  power  output. 

33  Another  interesting  case  is  that  of  a  large  print  works  where 
the  demand  for  hot  water  and  steam  was  very  large  in  proportion  to 
the  power.    In  this  case,  condensing  turbines  were  installed  and  for 
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.  the  greater  part  of  the  time  .all  the  condensing  water  is  utilized  in  the 
process.  This  is  a  closed  h^at  cycle  and  therefore  as  economical  as  to 
use  exhaust,  but  has  the  aiclvantage  of  economical  turbine  operation 
irrespective  of  the  demand  for  waste  heat.  This  example  has  little 
practical  value  in  a  general  discussion  because  it  is  so  seldom  that  the 
demand  for  hot  water  is  sufficient  to  absorb  all  the  condenser  dis- 
charge. 

34  It  is  hardly  possible  to. give  general  figures  of  any  value  to 
show  the  effect  of  these  large  steam  demands  on  the  cost  of  power. 
In  many  cases,  the  factor  is  of  less  importance  than  has  commonly 
been  supposed.  Nevertheless,  it  seems  entirely  improbable  that  pur- 
chased power  can  compete  successfully  in  very  many  cases  of  this 
kind.  The  success  of  the  private  installation,  however,  depends  very 
largely  on  the  skill  and  thoroughness  of  the  preliminary  study  of 
conditions,  with  special  attention  paid  to  the  diversity  factor  and 
variations  in  demand. 

WATER   POWER 

35  The  proportion  of  textile  mill  power  supplied  by  water  is 
constantly  becoming  smaller.  This  does  not  necessarily  mean  that 
existing  water  powers  are  being  abandoned,  but  very  few  new  mills 
are  now  built  at  water  power  sites.  Where  a  mill  has  water  privileges 
of  any  considerable  value,  purchased  power  can  hardly  displace  water 
power.  Even  in  such  plants,  however,  power  is  sometimes  purchased 
^  relay  the  water  wheeels,  or  for  demands  in  excess  of  the  water 
P<wer  capacity. 

KELATIVE  RELIABILITY  OF  PIUVATE  AND  PURCHASED  POWER 

36  In  textile  work,  the  reliability  of  power  is  usually  of  greater 
^^portance  than  its  cost.  This  is  because  the  cost  of  power  is  a  very 
^^1  item  in  the  cost  of  manufacturing,  whereas  reliability  affects 
^he  taming  power  of  the  whole  mill  at  its  foundation.  It  is  rather 
^fficult  to  collect  satisfying  statistics  on  power  reliability  by  each 
Method  of  supply.  One  cotton  mill  buying  power  reports  interrup- 
tions totaling  45  min.  in  five  years.  In  this  case  the  transmission 
'iQe..was  less  than  half  a  mile  long.  Reports  from  several  central 
s^^tions  give  total  interruptions  on  the  individual  lines  ranging  from 
^^  min.  to  4  hr.  per  year. 

,37  A  hydroelectric  company  in  the  South,  which  sells  to  many 
^^8,  reports  that  interruptions  of  service  to  textile  mills  from 
*11  causes  have  averaged  less  than  2/5  of  1  per  cent  for  the  last  nine 
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years.  Such  records  are  doubtless  better  than  the  average.  A  large 
number  of  managers  of  representative  mills  in  the  South  purchasing 
hydroelectric  power  state  that  they  consider  this  more  reliable  than 
private  steam  power. 

38  In  most  cases,  purchased  power  is  transmitted  electrically  by 
pole  lines.  Where  these  lines  are  short,  well  constructed  and  in 
duplicate,  the  reliability  is  very  good.  On  the  other  hand,  a  single 
line  many  miles  in  length  and  fed  at  a  long  distance  from  the  con- 
sumer is  subject  to  interruptions  and  regulation  troubles.  This  has 
"bben  repeatedly  proved.  It  is  fair  to  state,  however,  that  great  im- 
provements have  been  made  in  the  reliability  of  transmission. 

39  The  reliability  of  generation  is  usually  better  in  a  large 
central  station  than  in  an  isolated  plant,  and  this  is  especially  true 
when  a  number  of  stations  are  tied  to  the  same  system. 

40  An  interruption  of  purchased  power  is  more  annoying  than 
a  shut  down  in  a  private  plant,  because  the  management  does  not 
immediately  know  the  cause  or  how  long  the  power  will  be  oflf.  For 
this  reason,  purchased  power  is  sometimes  condenmed  as  unreliable 
when  the  total  interrupted  time  per  year  is  small.  An  isolated  plant 
with  considerable  relay  capacity  must,  as  a  rule,  be  considered  more 
reliable  than  purchased  power.  If  the  plant  is  small,  however,  the 
investment  charges  on  this  relay  capacity  add  materially  to  the  power 
cost,  and  few  isolated  plants  carry  spare  apparatus. 

41  In  considering  the  purchase  of  power,  reliability  should  be 
treated  as  a  very  important  factor,  and  carefully  investigated.  If 
there  is  any  serious  question  on  this  point,  the  private  plant  would 
be  the  wise  decision  in  most  cases. 

QENEKAL   DESIRABILITY   OF  PURCHASED  POWER 

•  42  Assuming  that  reliable  power  can  be  purchased  at  a  cost  ap- 
proximating that  of  private  power,  it  is  not  apparent  that  there  arc 
any  attending  disadvantages.  There  are,  rather,  many  points  in  its 
favor. 

43  The  saving  of  investment  for  a  power  plant  often  is  con- 
sidered important,  especially  when  that  money  can  be  invested  to 
better  advantage  in  the  manufacturing  plant.  An  example  will  make 
this  point  clear. 

44  A  cotton  mill  of  100,000  spindles  represents  an  investment 
of  about  $2,000,000,  and  will  earn  from  $2.00  to  $4.00  per  spindlb 
per  year.    If  it  earns  $3.00  per  spindle,  or  $300,000  per  year,  this  is 
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15  per  cent  on  the  inyestment.  Power  needed  would  be  about  4000 
kw.  The  power  plant  might  cost  about  $300,000,  and  power  $0.0.085 
per  kw-hr.  Purchased  power  would  ordinarily  cost  about  $0.01  per 
hr-hr.  Under  these  conditions,  private  power  would  save  in  money 
$14,400  per  year.  Total  earnings  are  then  $314,400  on  an  invest- 
ment of  $2,300,000,  or  13.7  per  cent.  This  is  a  poorer  showing  than 
with  purchased  power,  in  spite  of  considerable  saving  iix  power  cost. 

46  Specialization  in  manufacture  of  product  only  is  worth  some- 
thing. A  considerable  part  of  the  effort  of  the  engineering  depart- 
ment of  a  mill  is  devoted  to  keeping  the  power  plant  running 
efficiently.  Where  cost  of  power  is  only  2  or  3  per  cent  of  the  cost  of 
manufacturing,  the  services  of  the  engineering  department  would 
probably  be  of  greater  value  to  the  mill  if  devoted  solely  to  keeping 
the  producing  machines  running  efficiently. 

46  In  the  case  of  a  new  development  subject  to  future  growth, 
the  central  station  offers  a  perfectly  flexible  source  of  power. 

47  When  a  radical  change  in  existing  conditions  is  introduced 
it  18  inevitable  that  there  will  be  some  wrong  applications.  Whenever 
the  purchase  of  power  proves  undesirable,  or  too  expensive,  it  is  easy 
to  give  it  up.  The  fact  that  so  very  few  plants  have  gone  back  to 
private  power  after  once  purchasing  is  pretty  good  evidetice  that  pur- 
chaaed  power  really  is  desirable. 

POWER   CONTRACTS 

48  Where  schedules  for  purchased  power  are  published  and  in- 
tended to  cover  all  conditions  of  use  in  industrial  plants,  they  are 
necessarily  complicated,  and  some  are  unnecessarily  complicated. 
^Hses  have  been  known  where  a  manager  has  refused  to  buy  po\^er 
'or  the  sole  reason  that  to  do  so  required  him  to  sign  a  contract  he 
^ould  not  understand.  Conditions  governing  the  use  of  power  in 
^tile  mills  are  such  that  power  companies  often  offer  them  special 
^ftteg  at  a  flat  price  per  horsepower-year  or  per  kilowatt-hour,  with  a 
S^^ranteed  minimum.  Such  a  contract  would  be  received  more 
'avorably  by  the  average  mill  man  than  one  based  on  demand  and 
^nthly  use  of  demand  with  various  discounts,  even  though  the  final 
^^ts  were  identical. 

49  Contracts  for  purchased  power  should  be  carefully  studied  in 
^  details  before  signing,  as  there  are  many  technical  features  which 
*re  sometimes  made  to  react  to  the  disadvantage  of  the  consumer.  In 
?^eral,  power  companies  show  a  tendency  to.  get  the  consum^Tf*^ 
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point  of  view  and  to  make  their  contrads  more  simple  and  more 
liberal. 

AMOUNT  OF  POWEjR   PURCHASED  IN   THE  TEXTILE   INDUSTRY 

50  The  figures  in  Table  3  from  the  1910  United  States  Census 
show  the  total  and  relative  amounts  of  poVer  purchased  in  the  various 
textile  industries,  and  also  the  total  figures  for  all  industries,  for  the' 
year  1909. 

TABLE  3    POWER  PURCHASED  FOR  TEXTILE  MILLS ' 
From  U.  S.  Census  Report  for  1910 


Industry 


Total  h.p. 
Used 


Total  h.p. 
Purchased 


PerCrat 
Purchased 


Cotton    goods,    including    small    cotton 


Hosiery  and  knit  goods 

Silk  and  silk  goods  including  throwsters. . 

Woolen,  worsted  and  felt  goods  and  wool 

haU 


1,296,517 

103.709 

97,947 

362.209 


108.612 
13,286 
10,354 

13.783 


8.4 
12.8 
10.6 

3.8 


Total , 

All  industries. 


1360.382 
18.676.376 


146.936 
1.749,031 


7.8  Ax'enwe 
9.4 


51  It  will  be  seen, that  the  hosiery  and  silk  industries  purchase 
relatively  more  power  than  the  average  textile  mill,  and  this  might 
be  attributed  to  the  comparatively  small  demand  for  power  in  these 
mills.  The  small  use  in  woolen  mills  is  probably  due  to  the  generally 
large  use  of  steam  in  this  industry.  Since  these  figures  were  compiled, 
the  capacity  of  central  stations  has  more  than  doubled.  It  will  be 
interesting  to  observe  from  later  census  reports  if  the  use  of  purchased 
power  in  the  textile  industry  has  increased  proportionately. 
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Fred  N.  Bushnell  (written).  One  notable  feature  of  the  paper 
stands  out  prominently,  and  that  is  the  absence  of  any  attempt  to 
show  the  relative  value  between  mechanical  and  electrical  drives, 
which  indicates  that  material  progress  has  been  made  in  the  trend 
of  thought  and  state  of  mind  with  which  engineers,  closely  in  touch 
with  textile  problems,  now  view  the  application  of  the  electric  motor 
to  this  class  of  work. 

One  of  the  greatest  difficulties  encountered  in  any  iattempt  to 
show  comparative  costs,  and  one  that  nearly  always  places  purchased 
power  at  a  disadvantage,  is  the  incomplete  knowledge  of  all  the  facta 
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entering  into  the  cost  of  private  plant  manufacture,  and  the  neces- 

« 

sitj  of  assuming  economies  which  may  or  may  not  be  realized  in 
practice. 

The  authors  frankly  point  out  that  in  an  actual  private  plant 
the  power  cost  very  often  exceeds  that  ^iven  ;  that  the  investment  as 
stated  is  too  low  to  cover  any  reserve  or  relay  capacity ;  that  the 
in?estment  will  not  take  care  of  any  disadvantageous  conditions, 
such  as  expensive  foundations  or  difficulty  in  obtaining  condensing 
water,  also  that  no  cost  items  are  included  for  land  or  for  coal  in 
storage,  all  of  which  must  be  taken  into  consideration  in  studying 
the  curves. 

On  the  other  hand  a  price  named  for  purchased  power  is  a 
definite,  unequivocal  and  positively  known  quantity  about  which 
there  is  and  can  be  no  question,  and  this  fact  should  also  be  borne 
in  mind  in  any  attempt  at  comparison. 

We  have  now  reached  a  period  of  highly  developed  specialized 
knowledge  in  matters  immediately  affecting  our  principal  activities, 
and  a  tendency  has  very  naturally  developed  to  eliminate  all  prob- 
lems of  minor  importance,  not  directly  connected  with  our  principal 
article  of  manufacture. 

The  shoe  manufacturer  is  seldom  a  tanner  of  the  leather  or  a 
weaver  of  the  cloth  he  uses,  the  toolmakor  does  not  mine  or  produce 
the  steel  he  needs,  nor  the  miller  the  wheat  he  grinds,  and  the  day 
is  approaching  when  the  textile  mill  will  find  no  more  reason  for 
manufacturing  its  own  power  than  it  will  for  the  study  of  the 
intricacies  and  uncertainties  of  agriculture  in  order  to  supply  its 
I'aw  cotton. 

The  authors  are  to  be  congratulated  upon  the  evident  fairness 
^ith  which  they  discuss  the  subject. 

« 

John  A.  Stevens  (written).  Although  this  paper  purports  to 
■^  an  unbiased  comparison  of  isolated  and  central  station  electric 
P^^er,  it  conveys  the  impression  that  the  latter  is  preferable. 

As  the  authors  state,  each  case  is  a  problem  to  be  decided  on  its 
0^  merits,  and  the  correct  solution  can  be  assured  only  by  a  cor- 
I'^t  evaluation  of  all  the  various  technical  and  financial  factors 
involved.  Each  is,  in  other  words,  strictly  a  technical  and  financial 
problem  which  requires  careful  study  indicating  economies  brought 
about  by  a  certain  investment,  of  which  the  savings  affected  by  the 
^^Qreased  economies  represent  a  certain  earning.     Sometimes  the 
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balance  is  in  favor  of  isolated  power  and  sometimes  of  central  sta- 
tion power. 

A  proper  comparison  of  the  two  systems  of  power  must  include 
the  following  items,  which  are  very  often  slighted,  misrepresented 
or  omitted:  To  the  price  of  purchased  power  must  be  added  the 
fixed  costs  of  all  transforming  equipment,  including  housing,  trans- 
formation losses  and  cost  of  attendance;  and  if  an  existing  plant 
is  superseded,  its  fixed  charges  must  also  be  included  at  full  value. 

The  cost  of  isolated  power  should  include  every  item  associated 
with  the  power  plant,  that  is  light,  heat  and  power  and  all  thereto 
connected,  due  reduction  being  made  for  use  of  steam  for  heating 
and  manufacturing  purposes.  The  fixed  charges  on  the  investment, 
12  per  cent  of  its  initial  value  being  sufficient,  should  include 
heavy  foundation  waterways  and  coal  handling  apparatus  along 
with  the  other  plant  equipment. 

It  should  be  brought  out  here  that  careful  design  of  the  private 
industrial  plant  is  of  prime  importance  if  central  station  power  is 
to  be  competed  with.  In  numerous  cases  of  industrial  plants  hav- 
ing been  pronounced  failures,  more  attention  was  paid  toward  mak- 
ing the  plant  attractive  than  economical. 

The  question  of  reliability  has  often  been  brought  up.  A  prime 
mover  is  as  reliable  in  an  isolated  plant  as  it  is  in  a  central  station, 
and  if  the  isolated  plant  possesses  more  than  one  unit,  reliability 
is  not  a  factor.  The  prime  movers  in  a  well  run  plant  are  the  most 
reliable  parts  of  the  plant.  The  weakest  part  of  a  central  station 
system  is  its  distribution,  and  from  this  source  the  prospective 
purchaser  of  power  will  experience  the  most  inconvenience. 

The  authors'  examples  of  power  costs  clearly  represent  special 
cases  in  which,  with  study  from  different  aspects,  the  favor  might 
be  swimg  back  to  isolated  service.  In  the  case  of  the  dye  house,  for 
example,  numerous  factors  are  not  considered.  Low  pressure  steam 
requires  piping  much  larger  than  does  high  pressure.  A  combina- 
tion of  a  condensing  and  exhaust  steam  turbine  will  greatly  help 
out  the  diversity  of  steam  and  power  demand,  and  at  the  same  time 
eliminate  some  of  the  losses  in  bleeder  turbines. 

One  of  the  most  important  features  not  mentioned  is  an  abso- 
lutely controllable  supply  of  low  pressure  or  stage  exhaust  steam 
at  some  predetermined  pressure.  That  is  to  say,  whether  or  not  a 
low  pressure  system  can  be  installed  in  a  plant  depends  on  the 
amount  of  low  pressure  steam  to  be  used,  the  amount  of  power  to 
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be  used  and  the  cost  of  installation  of  the  low  pressure  system^  in- 
eiading  the  additional  rates  imposed  on  the  steam  plant  by  the  low 
pressure  c^rstem.  A  suggested  method  of  approach  is  a  complete 
anal^ygis  of  light,  heat  and  power  in  its  every  minute  detail,  includ- 
ing the  land  occupied  by  the  equipment  as  against  the  purchased 
power,  where  practically  no  space  would  be  absorbed  by  an  isolated 
plant  Further,  it  is  to  be  specifically  recommended  that  in  every 
case  power  be  purchased  in  the  form  of  energy,  that  is,  on  the  basis 
of  kilowatt-hours  used. 

B.  J.  S.  PiQOTT.  The  authors  conclude  that  for  small  power 
plants  there  is  very  little  chance  for  the  isolated  plant  to  make  good. 
In  the  small  plant,  the  duties  for  the  men  operating  it  are  small  and 
cannot  occupy  their  whole  time.  A  low  grade  man  is  very  fre- 
quently employed,  and  only  works  part  of  his  time  in  the  power 
plant,  causing  the  reliability  to  sufiier. 

For  a  fair  comparison  between  the  isolated  plant  and  the  central 
station  another  point  which  must  be  known  is  whether  or  not  proper 
reserve  is  carried  in  the  former.  The  authors  state  that  in  few  in- 
dustrial plants  is  a  proper  reserve  carried,  and  this  has  been  my 
own  experience.  Enough  engine  or  turbine  power  is  put  in  to  run 
the  plant  when  all  the  machines  are  operating,  but  no  spare  units 
are  carried.  Such  a  plant  is  not  in  a  position  to  be  compared  fairly 
with  purchased  power,  because  it  is  not  as  reliable  as  a  central 
power  station.  If  the  central  station  carries  a  20  or  25  per  cent 
reserve,  the  isolated  plant  ought  to  carry  that  much,  if  the  relia- 
bility is  to  be  the  same. 

In  the  cotton  industry  there  is  stated  to  be  very  little  chance  for 
the  use  of  exhaust  steam,  which  seems  extraordinary.  It  is  possible 
that  the  temperature  demand  is  such  that  live  steam  direct  to  the 
machines  must  be  used,  but  it  would  appear  well  for  mill  owners 
to  remodel  their  processes  so  as  to  use  low  pressure  steam  wherever 
possible  in  place  of  high  pressure  steam. 

In  the  works  where  I  am  now  engaged,  nearly  half  the  steam 
put  through  the  turbines  is  employed  either  in  the  processes  or  for 
heating.  The  power  plant  has  a  capacity  of  13,000  kw.  In  this 
particular  plant,  low  pressure  steam,  15  lb.  gage,  drawn  from 
hleeder  turbines,  is  supplied.  Whatever  steam  is  not  required  for 
processes  or  heating  in  the  main  plant  is  passed  on  to  the  condensers, 
^ith  the  consequent  benefit  of  comparatively  high  economy.     Tii^ 
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steam  consumption  would  be  very  nearly  doubled  if  we  were  to  use 
high  pressure  steam  drawn  from  the  boilers,  and  condense  all  the 
steam  sent  through  the  turbines. 

We  have  remodelled  a  number  of  our  processes  in  order  to  make 
use  of  low  pressure  steam ;  the  effect  upon  kw-hr.  cost  is  very  pro- 
nounced, as  the  power  from  bleeder  turbines  is  produced  at  75  to 
90  per  cent  thermal  efficiency.  The  case  is  analogous  to  that  of 
steam  auxiliaries  exhausting  into  a  feed  water  heater. 

Prom  an  inspection  of  most  of  the  industrial  plants  which  make 
use  of  steam  in  processes,  it  would  appear  that  not  sufficient  atten- 
tion is  given  to  the  ability  of  the  bleeder  turbine  to  furnish  steam 
at  a  very  low  cost ;  and  for  those  who  are  interested  in  the  question 
of  private  or  purchased  power  for  industrial  works,  it  would  be  very 
advisable  to  give  serious  consideration  to  the  remodelling  of  their 
processes  and  heating  conditions,  to  make  as  much  use  as  possible 
of  bleeder  turbines.  The  growth  of  sales  of  the  bleeder  type  of 
turbine  in  the  last  two  or  three  years  indicates  that  the  advantages 
of  low  pressure  steam  for  industrial  purposes  are  now  beginning 
to  be  realized. 

P.  J.  Bryant.  This  problem  of  exhaust  steam  came  up  when 
we  enlarged  the  power  plant  of  our  cotton  finishing  works,  where 
a  large  portion  of  the  steam  generated  is  used  for  drying.  We 
considered  the  bleeder  turbine  very  carefully  and  decided  that  it 
did  not  meet  our  needs. 

We  have  at  present  a  number  of  5  to  10  h.  p.  "Twin-angle  steam 
engines,*'  which  drive  drying  machines  and  serve  a  double  purpose 
of  speed  regulator  and  reducing  valve.  The  part  of  the  machine 
which  these  engines  control  consists  of  a  set  of  drying  cylindei*s 
over  which  the  cloth  passes  after  it  has  been  partly  dried  over  steam 
coils.  The  steam  in  these  cylinders,  and  the  amount  of  steam  in 
them,  depends  upon  the  weight  of  the  goods  which  they  are  drying 
and  the  amount  of  moisture  in  them.  As  the  engines  discharge 
their  exhaust  into  a  header  which  supplias  the  cylinders  of  several 
machines,  very  good  economy  is  secured.  If  the  pressure  falls  too 
low  more  is  admitted  by  a  reducing  valve,  and  if  it  gets  too  high  a 
safety  valve  lets  it  off.  A  turn  of  the  throttle  valve  speeds  up  the 
work  and  lets  more  steam  into  the  system.  All  drips  and  conden- 
sations are  trapped  to  a  hot  well  and  then  returned  back  to  the 
boiler. 
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we  now  have  a  surplus  of  low  pressure  steam,  we  are  con- 
sidering the  substitution  of  an  alternate  current  motor  and  variable 
speed  transmission  for  one  of  the  engines,  and  thus  cut  down  the 
exhaust. 

Abthub  L.  Wnj^iSTON.  In  this  paper  the  author  has  assumed 
that  there  are  three  objections  to  the  isolated  plant :  first,  the  lack 
of  opportunity  to  use  the  exhaust  steam ;  second,  lack  of  margin  in 
the  plant ;  and  third,  lack  of  reliability.  These  are  serious  short- 
oomings  for  any  plant  to  have,  but  I  think  it  is  important  that  we 
should  not  associate  them  with  any  particular  type  of  plant.  I.  am 
sure  that  we  all  kpow  central  stations  that  have  at  least  one  of  these 
defects;  and  in  some  instances  all  three  may  be  present.  It  is  also 
true  that  isolated  plants  may  be  so  designed  and  operated  as  to 
have  none  of  them.  The  point  that  seems  to  me  to  need  special 
eiQphasig  is  the  fact  that  the  same  high  quality  of  skill  and  judg^ 
ment  that  is  usually  bestowed  upon  the  design  of  the  central  station 
is,  as  a  rule,  equally  important  for  the  isolated  plant. 

For  example,  there  is  not  the  slightest  reason  why  the  isolated 
plant  should  not  have  as  large  a  margin  as  is  needed.  It  surely 
is  not  necessary  to  go  to  a  central  station  in  order  to  get  a  wide 
margin.    It  may  be  obtained  in  any  plant. 

Likewise,  it  is  not  necessary  to  go  to  the  central  station  to  get 
reliability.  In  the  isolated  plants  with  which  I  have  had  experience 
for  the  past  twenty-three  years  (which  happen  to  have  been  plants 
in  educational  institutions)  we  have  had  as  great  a  degree  of  re- 
liability as  we  could  reasonably  expect  to  have  from  central  stations. 
In  the  last  plant,  since  it  was  started  five  years  ago,  we  have  had 
practically  perfect  reliability.  A  central  station  does  not  always 
give  an  absolute  100  per  cent  of  reliability. 

During  the  previous  discussion  it  has  been  pointed  out  that  in' 
an  isolated  plant  processes  may  often  be  remodeled  so  as  to  use 
exhaust  steam  in  place  of  high  pressure  steam,  and  that  when  this 
18  done  there  is  distinct  economy  in  favor  of  the  isolated  plant  as 
compared  with  the  price  of  power  furnished  from  a  central  station. 
In  educational  plants  there  is  little  opportunity  to  use  steam  for 
special  processes,  but  they  do  use  large  quantities  of  exhaust  steam 
^or  heating. 

Our  shop  and  laboratory  buildings  at  Wentworth  Institute  con- 
tain equipment  not  very  different  from  that  found  in  a  great  many 
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manufacturing  plants,  and  are,  for  illustration,  in  almost  every  way 
quite  typical  of  the  small  plants  in  a  great  many  iqdustries.  It  is 
our  experience  that  the  exhaust  steam  used  for  heating  alone  con- 
sumes all,  or  very  nearly  all,  the  exhaust  of  our  power  plant,  for 
six  months  in  the  year.  There  is  during  the  other  six  months  a 
certain  amount  of  waste,  but  for  one-half  of  the  year  the  only  cost 
of  light  and  power  is  a  small  depreciation  charge  for  the  engine 
dynamo  and  the  renewal  of  the  lamps.  A  very  distinct  economy 
will  usually  be  found  in  favor  of  the  isolated  plant  wherever  con- 
ditions approaching  these  can  be  found. 

In  a  great  many  instances  wrong  conclusions  have,  I  think,  been 
drawn  when  making  comparisons  between  isolated  plants  and  cen- 
tral  stations  because  persons  have  relied  on  data  drawn  from  im- 
properly designed  isolated  plants  rather  than  from  the  results  that 
would  be  obtained  from  well-designed  isolated  plants  with  thor- 
oughly up-to-date  equipment  and  with  all  opportunities  for  economy 
taken  advantage  of. 

Charles  H.  Bigelow  said  that  in  connection  with  the  problem 
of  isolated  plants,  he  had  had  some  experience  in  using  exhaust  steam 
at  a  textile  plant  where  there  was  a  large  demand  for  low  pressure 
steam.  A  500-kw.  non-condensing  turbine  was  first  installed,  and 
the  exhaust  steam  used  from  that  at  about  8  lb.  pressure.  The  de- 
mands for  the  exhaust  steam  were  very  variable,  as  well  as  the  loads 
on  the  turbine ;  part  of  the  time  steam  would  be  escaping  through 
the  exhaust  pipe  into  the  atmosphere,  and  at  others  the  required 
amount  would  have  to  be  made  up  through  a  reducing  valve  from 
the  high  pressure  line. 

They  have  since  put  in  a  1000-kw.  bleeding  turbine,  the  load 
having  increased,  and  installed  a  recording  steam  flow  meter  on  the 
supply  pipe  to  the  factory.  The  load  on  the  turbine  was  the 
factory  load  with  a  four  or  five-car  traction  load  superimposed,  the 
latter  varying  from  nothing  to  300  kw.  almost  instantaneously. 

It  was  found  from  the  charts  that  the  demands  for  power  as  well 
as  low  pressure  steam  were  very  variable,  but  the  bleeding  turbine 
holds  the  pressure  steady,  at  10  lb.,  varying  one  pound  each  side  of 
it  as  shown  on  the  recording  chart.  The  broad  line  is  as  straight  as 
it  can  be  drawn,  showing  that  the  regulating  mechanism  for  hold- 
ing the  pressure  steady  in  the  first  stage  of  the  turbine  is  doing  its 
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part  of  the  work,  although  it  takes  about  two  pounds  variation  in 
presBore  to  make  it  work. 

Incidentally  there  is  an  indicating  steam  flow  meter  on  the  sup- 
ply pipe  to  the  turbine,  and  this  swings  from  perhaps  15,000  to 
30,000  lb.  per  hour,  back  and  forth,  depending  on  the  load  and  the 
demands  for  steam.  The  bleeding  turbine  seems  in  this  case  to  be 
adving  the  problem  of  supplying  a  variable  amount  of  low  pressure 
steam,  without  loss  to  the  atmosphere  as  was  formerly  the  case.  The 
balance  of  the  steam  passes  to  the  surface  condenser  through  which 
the  circulating  water  flows  by  gravity  from  a  pond  owned  by  the 
company  and  under  winter  conditions  operates  at  over  29  in. 
vacuum.  The  condensate  flows  over  a  V-notch  which  incidentally 
gives  a  check  on  the  two  other  measurements  of  input  and  the 
balance  of  output. 

In  regard  to  processes  for  using  low  pressure  steam,  there  is  a 
good  deal  of  tradition  in  the  pressure  required  for  manufacturing 
processes.  What  is  generally  really  required  is  temperature,  and 
he  wondered  whether  anything  has  ever  been  done  to  superheat  low 
pressure  steam  when  used  in  manufacturing  processes. 

Walteb  N.  Polakov.  In  this  very  interesting  paper,  the  figures 
and  curves  are  based  on  averages  of  actual  performance,  but  the 
question  is  whether  what  has  been  done  in  the  past  is  of  any  value 
to  judge  as  to  what  should  have  been  done. 

It  has  been  pointed  out  in  the  discussion  that  in  mill  plants  the 
power  plant  employes  are  usually  of  not  very  high  grade.  The 
owners  try  to  hire  the  cheapest  kind  of  help  they  can  get,  and  in 
my  experience  I  have  found  that  on  an  average  between  30  and  40 
per  cent  of  the  cost  of  power  generation  can  usually  be  saved  merely 
by  a  proper  method  of  operation,  as  it  is  not  very  uncommon  to  see 
firemen  in  a  mill  wasting  tons  of  coal  each  day. 

Comparing  cost  curves  of  private  and  purchased  power,  and 
8«uniing  that  large  public  utility  power  plants  are  also  not  as 
efficient  as  they  might  be,  the  rate  for  purchased  power  will  prob- 
ably be  reduced  in  the  future  by  20  per  cent  on  the  average ;  where- 
^  private  power  cost  will  also  probably  go  down  some  50  per  cent. 
Ill  other  words,  the  difference  between  the  cost  of  private  and 
purchased  power,  as  shown  in  Figs.  1  and  2,  will  be  even  more 
pronounced  in  the  future  than  the  authors  pointed  out  from  actual 
experience  of  the  past. 
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Dan  Adams.  This  paper  was  intended  to  be  a  discussion  of  the 
relative  value  of  private  and  purchased  power,  as  applied  to  the 
textile  industry  only,  and  the  conclusions  are  not  applicable  to  any 
other  industry,  such  as  machine  shops.  Mr.  Pigott  has  shown  the 
great  savings  which  can  be  made  from  bleeder  turbines  in  this  latter 
industry,  which  is  very  different  from  the  textile  industry. 

The  chief  difference  in  regard  to  the  heating  has  been  brought 
out  very  clearly  in  Mr.  Duncan's  paper.  Simply  there  is  no  de- 
mand, or  I  will  say  only  a  small  demand,  for  heating,  coincident 
with  the  demand  for  power;  and  that  is  due  to  the  large  amount 
of  heat  liberated  from  textile  mill  machinery,  which  I  think  is 
peculiar  to  that  industry. 

Prof.  WiUiston  mentioned  the  saving  by  heating  from  exhaust 
in  an  institution,  but  the  same  thing  holds  true  there.  Of  course 
there  is  a  very  large  saving  from  the  use  of  exhaust  steam  for  heat- 
ing in  any  plant  where  the  demands  for  power  or  light  and  heating 
coincide,  such  as  office  buildings  or  educational  institutions. 

It  was  pointed  out  by  Mr.  Bryant  and  Mr.  Bigelow  that  there 
are  diflBculties  in  controlling  the  use  of  exhaust  steam  in  a  textile 
plant,  in  order  to  obtain  economical  results.  Usually  these  prob- 
lems can  be  solved,  and  it  is  a  fact  that  most  textile  mills  of  this 
character  use  exhaust  steam  very  generally.  It  was  not  intended 
in  this  paper  to  discount  the  savings  which  can  be  made  from  using 
exhaust  steam  when  conditions  are  suitable,  but  it  was  intended  to 
point  out  some  of  the  difficulties ;  and  we  feel  that  some  expensive 
mistakes  have  been  made  when  it  has  been  attempted  to  apply  ex- 
haust steam  to  these  processas,  without  an  absolutely  clear  and  de- 
tailed analysis  of  all  the  conditions. 

Mr.  Bigelow  also  cites  the  case  of  the  bleeder  turbine,  which 
is  running  very  successfully,  and  there  are  many  such  cases.  The 
bleeding  of  steam  through  a  turbine  is  undoubtedly  very  economical 
when  conditions  are  suitable. 

In  the  case  cited  in  the  paper  we  could  not  seem  to  produce  very 
economical  results  by  using  a  bleeder  turbine,  and  this  was  owing 
to  the  relation  between  the  demand  for  exhaust  steam  and  the  de- 
mand for  power.  It  was  found  that  at  times  the  demand  for  ex- 
haust steam  was  more  than  could  be  bled  from  a  standard  bleeder 
turbine  of  the  right  capacity.  For  instance,  the  power  output  was 
1200  kw.  and  the  total  demand  for  steam  at  times  reached  50/)00 
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lb.  per  hour.    All  that  can  be  bled  from  a  1200-kw.  turbine  is  about 
12,000  lb.  per  hour,  which  was  inadequate. 

Now,  if  you  use  a  large  bleeder  turbine  for  the  sake  of  being 
able  to  supply  exhaust  steam,  you  will  necessarily  reduce  the  econ- 
omy of  the  turbine,  when  it  is  not  bleeding,  because  you  are  then 
running  it  at  part  load  economy. 

In  this  particular  case,  there  was  no  use  for  exhaust  steam  what- 
ever for  something  over  10  per  cent  of  the  time.  The  dye  house 
was  shut  down  on  Saturday  morning,  which  is  quite  common  in 
worsted  mill  dye  houses.  The  combination  of  all  these  factors  re- 
sulted in  a  very  small  saving  in  this  case,  but  it  does  not  necessarily 
follow  that  it  would  be  so  in  all  cases. 

Mr.  Williston  mentioned  the  fact  that  isolated  plants  can  pro- 
duce power  as  reliably  as  central  stations,  and  this  point  was  also 
brought  out  in  the  paper,  that  isolated  power  is  absolutely  reliable 
if  the  isolated  plant  has  sufficient  relay  capacity.  It  should  be  re- 
membered, however,  that  if  small  plants  are  provided  with  relay 
capacity,  the  investment  charges  run  up  very  fast  and  the  cost  of 
power  then  approximates  or  exceeds  the  cost  of  purchased  power. 

Mr.  Polakov  brings  out  the  point  that  the  private  power  cost 
&iven  in  the  paper  is  subject  to  material  reductions.  While  it  is 
true,  as  he  states,  that  industrial  power  plants  can  on  the  average 
be  improved  very  materially,  this  is  less  true  of  the  textile  industry 
than  of  most  industries.  In  other  words,  I  believe  that  the  textile 
Drills  have  devoted  more  attention  to  the  economical  generation  of 
power,  and  this  is  perhaps  due  to  the  fact  that  they  are  very  large 
consumers  of  power. 
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THE  ENGINEER  AND  THE  BUSINESS  OF 

FIRE  INSURANCE 

Bt  Joseph  P.  Obat,*  Bostok/Hasi. 
Kon-Member 

The  large  Factory  Mutual  Companies  are  today,  almost  without 
exception,  managed  by  en^eers  who  were  educated  and  trained  in 
their  professions.  In  years  past,  the  province  of  an  engineer  was 
simply  to  give  advice  and  lay  out  work,  but  not  to  execute  it.  Some 
of  the  older,  technically  educated  members  of  this  Society  \vill  recall 
how  difficult  it  was  in  their  early  days  to  get  any  sort  of  a  standing 
in  the  business  world.  This  was  due  to  the  fact  that  the  so-called 
practical  business  man  of  that  day  looked  upon  the  technically 
trained  man  as  being  wholly  "theoretical."  He  failed  to  understand 
that  the  technically  trained  young  man  who  went  out  into  the  wofld  ' 
soon  acquired  practical  experience,  which,  in  connection  with  his 
technical  training,  peculiarly  fitted  hiin  for  executive  positions.      ' ' 

2  The  engineer's  connection  with  the  fire  insurance  business 
was  first  brought  about  by  changing  conditions  in  the  manufacturing 
field,  which  demonstrated  the  need  of  more  scientific  methods  for  the 
prevention  of  loss  by  fire.  Previous  to  1880  or  1885,  the  fire  insur- 
ance business  had  been  carried  on  wholly,  even  by  the  management  ' 
of  the  Factory  Mutual  Companies,  in  an  empirical  manner.  The 
management  of  the  Stock  Insurance  Companies,  previous  to  that 
time,  devoted  little  or  no  attention  to  questions  relating  to  construc- 
tion and  protection  of  property.  '  Their  efforts  were  devoted  en- 
tirely to  trying  to  estimate  or  guess  what  was  the  hazard  connected 
with  a  particular  piece  of  property  and  to  obtain  from  the  owners  a 
sufficient  amount  of  piemium  to  cover  not  only  the  hazard  con- 
nected with  that  particular  piece  of  property,  hut  also  to  protect 
the  company  against  losses  incurred  on  other  property  where  their 

'Pres.  Boston  Manufacturers  Mutual  Fire  Insurance  Co. 
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guess  had  not  been  correct.  The  management  of  the  Factory  Mutual 
Companies  was  of  a  somewhat  broader  character.  Their  efiforts 
had  been  devoted  largely  to  advising  their  members  how  to  care 
for  their  property  and  to  giving  them  what  advice  they  could  on 
how  to  protect  themselves  against  the  fire  hazard.  At  that  time, 
the  fire  hazard  connected  with  manufacturing  was  much  less  than  at 
present,  due  to  slower  running  machinery,  less  haste  for  product, 
and  lack  of  volatile  oils.  The  fire  protection  at  the  mills  was  of  a 
rather  primitive  character,  consisting  of  a  few  standpipes,  to  which 
hose  was  attached,  and  to  which  were  connected  force  pumps  of 
limited  capacity,  usually  located  inside  the  mill.  In  some  cases 
perforated  pipe  spiinklers  had  been  provided  over  the  more  hazardous 
portions  of  the  property. 

3  I  must  make  one  exception  to  my  statement  that,  previous 
to  1880,  the  fire  insurance  business  had  been  carried  on  wholly  in  au 
empirical  manner.  That  exception  was  in  Lowell,  and  an  engineer, 
James  B.  Francis,  the  father  of  hydraulic  engineering  in  this  country, . 
was  responsible  for  the  exception.  In  1850,  the  ten  corporationa ' 
located  in  that  city  formed  a  mutual  agreement  for  the  payment  of 
all  losses  incurred  by  fire.  This  mutual  agreement,  which  was 
really  an  insurance  company  in  itself,  was  in  effect  fox  thirty-seven 
years.  Mr.  Francis,  who  at  that  time  was  engineer  and  agent  of  the 
power  company  in  Lowell,  which  in  torn  was  owned  by  the  ten 
corporations  in  question,  was  given  full  power  to  lay  out  what 
protection,  in  his  opinion,  the  mills  needed,  and  to  adjust  all  losses 
which  occurred.  He  made  a  scientific  study,  the  first  of  its  kind, 
of  the  question  of  fire  prevention  in  mills.  Under  his  direction,  a 
large  reservoir  was  constnicted  on  Belvidere  Heights  and  was  con- 
nected by  12-in.  pipes  with  the  hydrant  and  standpipe  systems  in 
all  the  mill  yards.  He  also  had  a  series  of  tests  made  of  the  flow 
of  water  in  small  pipes  and  through  small  orifices.  These  tests  were 
made  by  Joseph  P.  Frisell,  who,  I  believe,  was  a  former  member  of 
this  Society.  From  the  results  obtained  from  these  tests,  a  scientific 
system  of  perforated  pipe  sprinklers  was  devised,  and  the  mills  were 
equipped  with  it.  Mr.  Francis'  scientific  efforts  were  to  such  good 
effect  that  the  average  yearly  fire  loss  during  the  period  of  thirty- 
seven  years  that  the  mutual  agreement  was  in  effect  was  only  five  cents 
on  each  one  hundred  dollars  of  capital  stock  of  the  corporations 
covered  by  the  agreement.  As  the  property  value  was  largely  in 
excess  of  the  .capital  stock,  the  actual  loss  per  hundred  dollars  of 
value  was  even  less  than  five  cents.    I  think  it  can  be  truly  stated 
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that  Mr.  Francis,  in  addition  to  being  the  father  of  hydraulic  engi- 
neering in  this  country,  was  also  the  father  of  fire  prevention. 

4  In  1878,  Ekiward  Atkinson  assumed  the  presidency  of  the 
Boston  Manufacturers  Mutual  Fire  Insurance  Co.,  the  largest  and 
leading  company  in  the  Associated  Factory  Mutual  Companies,  and 
one  of  the  largest  mutual  fire  insurance  companies  in  the  world. 
Mr.  Atkinson,  while  not  an  engineer,  was  of  a  scientific  and  pro- 
gressive tarn  of  mind.  He  very  soon  realized  that  the  changing 
conditions  in  manufacturing  required  a  more  scientific  study  of  the 
fire  hazards  connected  with  it  than  had  been  given  in  the  past.  He 
also  realized  that  better  means  must  be  provided  for  the  extinguish- 
"ieat  of  fires,  which,  due  to  manufacturing  operations,  were  con- 
^tftntly  occurring  in  our  manufacturing  plants. 

5  Fires  had  been  very  disastrous  in  woolen  and  paper  mill  plants, 
resulting  frequently  in  the  complete  destruction  of  the  plants, 
^lany  insurance  companies  were  reluctant,  and  some  refused  to 
K^ant  any  insurance  on  these  two  classes  of  property.    The  in- 
vestigations which  Mr.  Atkinson  instituted  resulted  in  determining 
^t  the  cause  of  the  trouble  in  woolen  mills  was  largely,  if  not 
wholly,  due  to  the  character  of  the  oil  used  in  oiling  the  stock,  and 
^  the  paper  mills  was  due  largely  to  fires  which  originated  from  hot 
l^^ftrings  located  in  dark  and  badly  constructed  basements.    He 
^en  employed  Professor  Ordway,  of  the  Massachusetts  Institute  of 
Technology,  and  one  of  the  leading  chemical  engineers  of  the  country, 
^  make  a  thorough  investigation  of  wool  and  lubricating  oils, 
^fessor  Ordway's  investigation  was  a  most  complete  one  and 
Suited  in  new  types  and  mixtures  of  oils  for  use  in  oiling  wool  stock. 
^^fer  types  of  lubricating  oils,  also  better  methods  of  using  them, 
^^i*e  devised  by  Professor  Ordway.     His  report  was  submitted  to  the 
^^liufacturers  of  oils,  with  the  request  that  they  carry  out  the  sug- 
^C3t.ions  contained  therein.    Further,  it  was  printed  and  distributed  to 
^"^    members  of  the  Mutual  Companies  with  the  request  that  they 
"^>^  only  such  oils  as  it  advocated,  and  that  they  send  samples  of 
s^oli  oils  to  the  insurance  company  for  test.     The  final  result  of 
f^ofessor  Ordway 's  work  anri  the  putting  of  his  recommendations 
^"^o  effect  by  Mr.  Atkinson  was  the  bringing  of  the  \voolen  mill  into 
*"^  class  of  preferred  risks  ami  largely  reducing  the  hazard  of  fire 
^^^  to  friction  of  machinery  in  paper  mills,  metal  works,  and  other 
P^^ces  where  heavy  losses  had  occurred  from  hot  bearings. 

6  At  about  the  time  that  Mr.  Atkinson  assumed  the  executive 
^^^nagemeht  of  the  Factory  Mutual  Companies,  electric  lighting 
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was  invented  and  arc  lights  had  been  installed  in  some  of  the  mills, 
the  current  being  conveyed  to  the  lights  over  bare  copper  wires. 
Realizing  the  hazard  connected  with  this  method  of  lighting,  Mr. 
Atkinson  employed  the  best  electrical  talent  available  to  make  a 
study  of  the  problem.  The  result  was  the  first  set  of  rules  for  electric 
wiring  ever  devised.  These  rules,  while  crude  in  character,  are  the 
foundation  of  the  electrical  installation  rules  of  today. 
.  7  The  automatic  sprinkler  had  been  invented  just  previous 
to  Mr.  Atkinson's  entering  the  field  of  fire  insurance.  Investigations 
instituted  by  Mr.  Atkinson  clearly  demonstrated  the  value  of  that 
piece  of  apparatus  for  extinguishing  fires.  At  the  time  there  was 
only  one  sprinkler  construction  company  in  the  field,  and  the  pipe 
sizes  adopted  by  that  company  were  much  too  small  and  wholly 
inadequate.  Many  of  the  mills  were  equipped  with  a  type  of  fire 
pump  which  was  constantly  failing.  Fire  hose  was  also  proving 
defective. 

8  The  Inspection  Department  connected  with  the  Factory 
Mutual  Companies  at  this  time  was  made  up  of  men  who,  while 
they  had  an  excellent  knowledge  of  manufacturing  operations,  had 
but  little  or  no  experience  along  engineering  or  scientific  lines.  The 
need  of  engineers  to  make  a  study  of  the  many  questions  involved 
was  evident.  It  was  also  evident  to  Mr.  Atkinson's  mind  that  the 
department  should  be  reorganized  along  engineering  lines.  One  of 
the  first  men  brought  in  by  Mr.  Atkinson,  and  one  to  whom  the 
success  of  the  department's  reorganization  was  largely  due,  was 
John  R.  Freeman,  Past  Pres.  Am.Soc.  M.E.  Other  engineers  were 
brought  into  the  department.  Scientific  investigations  were  made 
of  all  kinds  of  apparatus.  Specifications  for  the  Underwriter  fire 
pump  were  devised  and  put  into  effect  to  such  an  extent  that  today 
that  pump  is  the  standard  fire  pump  the  world  over.  Rules  and 
requirements  for  installation  of  automatic  sprinkler  apparatus  were 
also  laid  down.  A  laboratory  was  organized  for  the  testing  of  all 
kinds  of  apparatus,  this  laborator>^  being  the  first  of  its  kind  in  the 
world.  Mr.  Atkinson  lived  long  enough  to  see  this  inspection  de- 
partment become  the  largest  and  most  successful  one  in  the  world, 
and  he  is  largely,  if  not  wholly,  responsible  for  bringing  the  engineer 
into  the  insurance  field. 

9  The  great  success  attending  the  work^of  the  engineers  in  the 
Inspection  Department  resulted,  as  changes  were  made  in  the 
management  of  the  companies  themselves,  in  the  transfer  of  a 
number  of  these  engineers  to  executive  positions,  until  today  the 
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executhre  management  of  nearly  all  of  these  companies  is  in  the 
hands  of  engineers.    Their  influence  on  the  business  of  fire  insurance 
bas  been  most  beneficial,  not  only  to  the  business  of  the  Factory 
Mutual  Companies,  but  also  to  the  stock  insurance  business.    As 
previously  stated,  the  stock  insurance  business  of  the  country  had 
been  conducted  largely  for  the  purpose  of  getting  premiums,  little 
attention  having  been  paid  to  prevention  of  loss  by  fire.    Many 
conflagrations  had  occurred  which  resulted  in  the  failure  of  many 
of  the  insurance  companies,  and  threatened  the  failure  of  many 
others.    Water  supplies  in  many  cities  and  towns  were  proving 
deficient.    Construction  methods  were  poor.    These  methods  pre- 
vailed until  the  experience  of  the  Factory  Mutual   Companies 
demonstrated  to  the  management  of  the  large  stock  insurance  com- 
paxiies  that  they  must,  if  they  were  to  continue  a  successful  business, 
reorganize  their  work  along  more  scientific  lines.    The  National 
Board  of  Fire  Underwriters,  made  up  of  men  connected  with  the 
leading  stock  insurance  companies,  then  organized  a  corps  of  engi- 
neers for  the  purpose  of  investigating  the  conditions  relating  to  water 
supply,  construction,  etc.,  in  all  the  cities  throughout  the  country. 
These  investigations  resulted  in  many   improvements  being  in- 
augurated, with  the  result  that  the  fire  insurance  business  of  the 
country  is  today  in  a  much  safer  condition  than  it  ever  had  been  in 
the  past    It  will,  I  think,  be  acknowledged  that  this  condition  has 
been  brought  about  by  the  work  of  the  engineer,  and  his  influence 
upon  the  insurance  business  of  the  country  is  greater  today  than 
ever. 
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HIGHER  STEAM  PRESSURES 

By  Bobert  Cramer,  Chicago,  III. 
Member  of  the  Society 

The  history  of  the  development  of  the  steam  engine  presents  a 
gradual  but  continuous  and  persistent  rise  of  steam  pressures,  so 
that  it  seems  natural  that  engineers  should  ask  the  question:  "How 
far  can  steam  pressures  be  practically  and  profitably  increased?" 
Pleas  for  higher  steam  pressures  have  several  times  resulted  from 
investigations  of  this  subject;  one  of  the  most  remarkable  of  these 
was  Prof.  R.  H.  Thurston's  paper  on  the  "Promise  and  Potency'' 
of  High-Pressure  Steam,  read  before  the  Society  in  December,  1896. 

2  Professor  Thurston  naturally  had  a  very  clear  idea  of  the 
thermodynamic  principles  which  make  possible  better  economy  by 
the  employment  of  higher  steam  pressures,  but  for  several  reasons 
he  could  not  go  as  far  as  we  are  able  to  today  in  presenting  the 
practical  aspect  of  the  problem.  Our  progress  in  this  respect  can 
briefly  be  summarized  by  referring  to  the  conditions  which  existed 
in  Professor  Thurston's  time: 

a  Superheated  steam  had  hardly  been  used,  and  the  real 
advantage  of  using  superheated  steam  was,  of  course, 
not  understood. 

b  The  real  cause  of  such  cylinder  condensation  as  is  not  a 
natural  accompaniment  of  adiabatic  expansion  was  not 
clearly  understood,  and  it  was  believed  that  in  order  to 
attain  a  high  ratio  of  expansion  in  a  piston  engine  it  was 
necessary  to  use  multiple  expansion  cylinders. 

c  The  advantages  of  the  unaflow  cycle  had  not  been  proven. 

d  Steam  turbines  of  considerable  size  were  in  the  experimental 

stage. 

*         

e  The  very  best  shop  methods   known  did  not  permit  the 

construction    of   high    pressure    steam    boilers   without 

involving  prohibitive  expense. 

Presented  at  the  Annual  Meeting,  December  1915,  of  The  American  8o- 
AHETT  OF  Mechanical  Engineers. 
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3  The  following  is  an  effort  to  present  the  matter  of  high  steam 
pressures  simply,  but  clearlyi  in  the  light  of  such  knowledge  as  we 
possess  today. 

4  Since  the  science  of  thermodynamics  has  been  recognised 
by  engineers  as  a  sure  guide  to  improvement  of  heat  engine  economy, 
there  has  existed  a  tendency  to  increase  the  temperature  range  of  the 
working  fluid,  that  is,  to  increase  the  temperature  at  which  the 
working  medium  absorbs  heat  and  to  lower  the  temperatiu^  at  which 
it  rejects  heat.  In  steam  engine  practice  this  has  led  to  the  recogni- 
tion of  well  defined  limits:  a  maximum  steam  temperatiure  of  about 
600  deg.  fahr.,  above  which  lubrication  of  piston  engines  and  main- 
tenance of  valve  parts  and  packings  is  difficult,  and  a  minimum 
condenser  temperature  of  about  80  deg.  fahr.,  corresponding  to 
29  in.  of  vacuum  or  }^  lb.  per  sq.  in.  back  pressure.  This  tern-* 
perature  is  so  near  the  usual  cooling  water  temperatiure  that  a  higher 
vacuum  would  require  disproportionately  large  quantities  of  circu- 
lating water.  The  necessary  size  of  the  circulating  pump  and  also 
the  necessary  increase  in  the  size  of  the  air  pump  render  higher  d^prees 
of  vacuum  unprofitable. 

5  If,  taking  these  limits,  all  heat  were  transferred  to  the  steam 
at  600  deg.  fahr.,  or  600+460=1060  deg.  fahr.  abs.,  and  all  heat 
were  rejected  at  80  deg.  fahr.,  or  80+460=540  deg.  fahr.  abs.,  the 
Camot  cycle  would  be  realized,  and  the  efficiency  of  the  engine 
would  be  (1060— 640)/ 1060 =0.491.  Thus,  nearly  one  half  of  the 
heat  transferred  to  the  steam  would  be  transformed  into  mechanical 
energy. 

6  While  the  condition  of  the  rejection  of  all  heat  at  the  lower 
temperature  can  be  closely  approximated,  it  is  clearly  impossible 
to  cause  the  steam  to  absorb  all  heat  at  the  higher  temperature.  In 
the  boiler,  the  water  must  be  evaporated  at  rising  temperature, 
and  if  the  steam  is  superheated  the  process  of  superheating  must 
also  take  place  at  rising  temperature.  Only  that  heat  which  con- 
verts water  at  a  certain  pressure  and  temperature  into  steam  of  the 
same  pressure  and  temperature  is  absorbed  at  constant  tempera- 
tiure.  This  heat  is  the  larger  part  of  the  total  heat  transferred  from 
the  furnace  to  theVater. 

7  It  is  apparent  from  the  foregoing  that  the  temperature  limits 
do  not  alone  determine  the  efficiency  of  the  process,  but  that  the 
degree  of  approximation  to  the  ideal  Camot  cycle  is  of  great  im- 
portance. In  the  best  present  day  practice,  except  for  slightly 
Yn^er  pressures  in  some  few  isolated  cases,  the  maximum  steam 
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pressure  is  260  lb.  per  sq.  in.  abs.,  and  the  superheat  is  200  deg.  fahr. 
The  corresponding  temperature  of  evaporation  is  382  deg.  fahr.  and 
the  bulk  of  the  heat  is  absorbed  at  a  temperature  200  deg.  fahr.  below 
the  m^LTiTmiTn.    It  seems  reasonable  to  expect  that|*  the  approxima- 
tion to  the  ideal  Camot  cycle,  and  simultaneously  the  economy, 
would  be  improved  by  using  higher  pressure  and  less  superheat,  that 
is,  by  increasmg  the  temperature  at  which  the  bulk  of  the  heat  is 
absorbed,  without  increasing  the  maximum  temperature. 

8  Even  a  casual  reference  to  steam  tables  and  diagrams  con- 
finxm  this  expectation  and  reveals  the  r^narkable  fact  that  the 
higher  the  steam  pressure,  the  less  the  total  heat  in  the  steam  if  the 
final  temperature  be  kept  constant  and  correspondingly,  the  super- 
beat  is  reduced  with  advancing  pressing.  These  differences,  while 
^ot  great,  are  decidedly  noticeable,  as  Table  1  will  show.  (The 
^^ues  throughout  this  discussion  are  taken  from  Marks  and  Davis 
Steam  Tables.) 

TABLE  1    TOTAL  HEAT  OF  STEAM  AT  VARIOUS  PRESSURES 
Tempamtare  of  Steam,  600  Deg.  Fahr. 


^^■m  iiieiiif.1,  lb.  per  aq.  in. . 
^*>i4wiBtim    of    ersporatioiv. 

<l«C.fahr 

®»«P«lieat.  dies,  fahr 

Z!2!^lieat.  B.t.u.  per  lb 


100 

^200 

800 

400 

600 

600 

328 

382 

417 

446 

467 

487 

272 

218 

183 

155 

133 

113 

1323.3 

1317.6 

1310.7 

1305.6 

1301.8 

1298.8  , 

1574 

600 
0 


9  An  examination  of  the  Mollier  total  heat-entropy  diagram 

®^ows  that  the  amount  of  heat  convertible  into  mechanical  energy  in 

*diabatic  expansion  to  any  given  back  pressure  is  considerably 

^^igher  for  high  pressure  and  little  superheat  than  for  lower  pressure 

*^d  more  superheat,  if  the  maximum  temperature  of  the  steam  is 

^^^  same  in  both  cases.    We  have  thus  two  causes  making  for  better 

*hermal   eflSciency   with   increasing   steam   pressures   at   constant 

'^^^^Ximum  temperature:   the  decreasing  total  heat  of  the  steam  and 

^he  increasing  amount  of  that  part  of  the  heat  which  is  convertible 

'^"^o  mechanical  energy  in  adiabatic  expansion. 

10  In  order  to  show  clearly  what  gains  can  be  expected  from  the 
^^ci-ease  of  steam  pressures,  the  following  tables  have  been  compiled 
^■^d  the  values  contained  in  them  plotted  in  the  accompanying  dia- 
^^^Tns.  The  tables  show  the  total  heat  above  the  feed  water  tem- 
*^^^ature,  which  latter  is  assumed  to  be  equal  to  the  temperature  in 

^^  condenser,  and  the  amount  of  heat  convertible  into  mechanical 
gy.    They  also  show  the  efficiency  which  would  be  realized  if 


tu 


^  ideal  Rankine  cycle  were  carried  out,  that  is,  if  the  expansion  of 
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the  steam  were  strictly  adiab&tic  without  any  losses  due  to  either 


6t»am  Pr»»nrr«,Lb. perSfl.In.Ah,  Wmtti  FrsiHrejlbiperSiiiiiJa, 

Fio.  1  Fia.  2 

Fto.  1    iDixL  EmciuioT.    Max.  Teuf.  or  Stsak  600  Dm.  Fahk, 

Vacduu  29  In, 

Fio.  e    Ideal  EmonNCT,    Bupibhkat  100  Deo.  Fahr.    Vacodh  29  Im. 


&team.Pr«i*i.re,tb.  parSqln.  Aba,  Mtom  Pr«»urt,Lb,  par  Sq  In.Ato. 

Fici.  3  Fia.  4 

Fio.  3    Ideal  EFnctENCV.    Max.  Temp,  op  Steam  600  Deo.  Fahr. 

Atuosfueric  Exhaust 

Fio.  4    Ideal  ErnciENCT.    Si'perdeat  ]00  Deo.  Fasr.    Athosfuerjc 

Exhaust 

heat  transfer  or  friction  and  if  the  expansion  were  continued  to  the 
condenser  pressure.    The  tables  include  in  addition  the  perceAta^ 
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of  moisture  in  the  st«ani  at  the  end  of  the  expauBion,  which  will  be 

discussed  later. 

1 1    Table  2  and  corresponding  Fig.  1  are  based  on  the  assumption 

tfiat  the  temperature  of  the  steam  is  600  deg.  fahr.  in  all  cases, 
and  that  the  back  pressure  in  all  cases  is  ^  lb.  per  sq.  in.,  cor- 
responding to  29  in.  of  vacuum.  The  steam  pressure  and  the 
amount  of  superheat  are  variable  quantities. 
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12  Table  3  and  Fig.  2  an;  based  on  a  constant  condenser  prcs- 
^**i"e  correspondinE  to  29  in.  of  vacuum,  and  on  a  constant  super- 
I'^at  of  100  deg.  fahr.,  so  that  both  steam  pressure  and  temperature 
<*'    the  steam  are  variables. 

13  Table  4  and  Fig.  3  arc  based  on  the  same  conditions  as  in 
^  able  2  and  Fig.  1,  except  that  the  back  pres.surc  is  14.7  lb.  per  sq.  in., 
<^rresponding  to  atmospheric  exhaust. 

U  Table  5  and  Fig.  4  are  based  on  the  same  conditions  as  in 
Table  3  and  Fig.  2,  but  on  atmospheric  exhaust. 
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TABLE  2    EFFICIENCY  AT  VARIOUS  STEAM  PRESSURES 
Temperature  of  Steapi,  600  Dec.  Fabr. 
Back  Preesure  H  Lb.  per  Sq.  In.  (29  In.  Vacuum) 


Preasuxe  in 

Superheat 
in  Deg.  Fabr. 

HsAT  Units  in 

1  Lb.  op  Steam 

Ideal 
EflBciency 

Per  Cent  of 

Lb.  per 

Sq.  In. 

Abe. 

Total 

above 

80  Deg.  Fabr 

Converted 

in  Adiabatio 

Expansion 

Moisture 

in 
Ezhauit 

100 

272.2 

1276.4 

380 

0.298 

14.4 

aoo 

218.1 

1268.6 

417 

0.329 

18.6 

300 

182.6 

1262.5 

436 

0.346 

21.1 

400 

165.2 

1267.9 

464 

0.361 

28.2 

600 

132.7 

1263.6 

469 

0.367 

24.1 

000 

113.4 

1261.0 

467 

0.373 

26.1 

1574 

0 

1128.0 

464 

0.403 

86.7 

TABLE  3    EFFICIENCY  AT  VARIOUS  STEAM  PRESSURES 

Superbeat.  100  Deg.  Fabr. 
Back  Prefleure  ^i  Lb.  per  Sq.  In.  (29  In.  Vacuum) 


Preeaure  in 

Temperature  of 

Steam 

in  Deg.  Fabr. 

HcAT  Uncts  in 

1  Lb.  of  Steam 

Ideal 
Efficiency 

Per  Cent  d 

Lb.  per 

Sq.  In. 

Abe. 

Total 

above 

80  Deg.  Fabr. 

Converted 

in  Adiabatio 

Expansion 

Moisture 

in 
Exhaust 

100 

427.8 

1191.7 

330.7 

0.286 

0.187 

200 

481.9 

1209.1 

387.1 

0.320 

0.215 

300 

617.5 

1220.2 

414.2 

0.340 

0.230 

400 

644.8 

1228.9 

432.9 

0.353 

0.240 

500 

667.3 

1237.0 

450.0 

0.364 

0.248 

600 

6S6.6 

1244.0 

461.0 

0.370 

'           0.263 

684 

600.0 

1260.0 

473.0 

0.379 

1           0.26S 

TABLE  4    EFFICIENCry  AT  VARIOUS  STEAM  PRESSURES 
Temperature  of  Steam,  600  Deg.  Fabr. 
Atmospheric  Back  Pressure  (14.7  Lb.  per  Sq.  In.  Abs.) 


Pressure  in 

Superheat 
in  Deg.  Fabr. 

Heat  Units  in 

1  Lb.  or  Steam 

Ideal 
Efficiency 

Per  Cent  of 

Lb.  per 

Sq.  In. 

Abe. 

Total 

above 

212  Deg.  Fahr. 

Converted 

in  Adiabatio 

Expansion 

Moisture 

in 
Exhaust 

100 

272.2 

1144 

196 

0.171 

2.3 

200 

218.1 

1137 

224 

0.197 

6.0 

300 

182.5 

1130 

255 

0.226 

0.8 

400 

165.2 

1126 

273 

0  243 

12.0 

500 

132.7 

1122 

282 

0.251 

13.4 

600 

113.4 

1119 

291 

0.260 

14.7 

1574 

0 

996 

306 

0.306 

28.8 
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TABLE  5    EFFICIENCY  AT  VARIOUS  STEAM  PRESSURES 

Superfasftt,  100  Dtg,  Fahr. 
Atmospherio  Back  Prenure  (14.7  Lb.  per  8q.  Id.  Abe.) 


PreMimin 

Temperature  of 

Steam 
in  De^.  Fahr. 

Hbat  Units  in  1  Lb.  of  Stkam 

Ideal 
EflBciency 

Per  Cent  of 

Lb.  POT 

Sq.  In. 

Ab«. 

Total 

above 

212  Deg.  Fahr. 

Converted 

in  Adiabatio 

Ezxwnsion 

Mgiature 

in 
Exhaust 

100 
200 
300 
400 
500 
600 
684 

427.8 
481.9 
517.5 
544.8 
567.3 
586.6 
600.0 

1069.7 
1077.1 
1088.2 
1096.9 
1106.0 
1112.0 
1123.0 

148.7 
203.6 
235.2 
256.9 
275.0 
280.0 
306.0 

0.1406 

0.189 

0.216 

0.234 

0.249 

0.260 

0.272 

0.062 
0.100 
0.12L 
0.134 
0.144 
0.152 
0.158 

TABLE  6    COMPARISON  OF  EFFICIENCY  WITH  DIFFERENT  PRESSURES 

Exhaust  29  In.  Vacuum 


opStbam 

HbatUnitb 
In  1  Lb. 

Ideal 
Efficiency 

Ratio 

Compared 

with  1st 

Line 

Cycle  in 

Temp>entropy 

Diagram 

Fig.  5 

Pressure 

Lb.  per 

Sq.  in.Abs. 

Superheat 
Deg. 
Fahr. 

Tempera- 

of  Steam. 

Deg.  Fahr. 

Total  above 
Exhaust 
Tempera- 
ture 

Converti- 
ble in 
Adiabatio 
Expansion 

200 

600 

1574 

218 

113 

0 

600 
600 
600 

1267 
1251 
1128 

417 
467 
454 

0.3285 
0.3730 
0.4025 

1.000 
1.135 
1.226 

abed  0a 
afgkiai 
a  klma 

Atmospheric  Exhaust 


125 

0 

344 

1010 

157 

0.1552 

1.000 

Oinopoi 

600 

113 

600 

1119 

291 

0.2600 

1.675 

ayfghgax 

1574 

0 

600 

996 

305 

0.3062 

1.972 

ayklra^ 

TABLE   7     RELATIVE   GAIN   IN   THERMAL   EFFICIENCY    DUE    TO   INCREASING 

STEAM  PRESSURE  TO  600  LB.  PER  SQ.  IN.  ABS. 


Final  CoNnmoN  of  Steam 


29  In.  Vacuum 


Initial 

Condition  of 

Steam 


Constant 

Temperature 

600  Deg.  Fahr. 


As  against  100  lb.  initial  pres- 
sure  

As  against  200  lb.  initial  pres-' 

sure 13  per  cent 


25  per  cent 


Constant 

Superheat 

100  deg. 


30  per  cent 
15>4  per  cent 


Atmospheric  Exhaust 


Constant 

Temperature 

GOO  Deg.  Fahr. 

52  per  cent 
32  per  cent 


Constant 

Superheat 

100  deg. 

85  per  cent 
37H  P«r  cent 
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15  In  all  the  comparisons  based  on  constant  final  tempera- 
ture the  steam  pressures  are  carried  up  to  1574  lb.  per  sq.  in.,  which 
is  the  pressure  at  which  satiurated  steam  has  a  temperature  of 
600  deg.  fahr.  At  the  present  time  such  high  pressures  should 
hardly  be  advocated,  but  the  figures  clearly  indicate  the  gain  which 
might  be  realized  could  designs  of  engines  and  turbines  which  are 
suitable  for  such  steam  pressures  be  successfully  worked  out. 

16  Fig.  5  illustrates  these  theoretical  gains  due  to  high  steam 
pressures  by  means  of  the  temperature-entropy  diagram.  This 
shows  clearly  how  the  relative  amount  of  convertible  heat  increases 
with  higher  pressures,  and  the  tabulations  in  Table  6  give  exact 
numerical  values. 


TABLE   8     RELATIVE   GAIN    IN   THERMAL   EFFICIENCY    DUE   TO   INCREASING 

STEAM  PRESSURE  TO  1674  LB.  PER  SQ    IN.   ABS. 


Final  CoDdition  of  Steam 


Afl  against  100  lb.  initial  pressure,  100  deg.  fahr.  superheat. . 
As  against  200  lb.  initial  pressure,  218  deg.  fahr.  superheat.  . 


29-in.  Vacuum 


I   Atinoq;>heric 

I      Exhaust 


41>^  per  cent    187  per  cent 
22  >^  per  cen^    i  105  per  cent 


17  Tables  7  and  8  give  the  theoretical  percentage  of  gain  for 
certain  comparisons,  selected  on  account  of  their  relation  to  condi- 
tions prevailing  in  present  day  practice. 

18  These  tables  show  that,  even  in  case  of  high  vacuum  in  the 
condenser,  the  gains,  while  not  overwhelmingly  large,  deserve  careful 
consideration,  and  that  in  case  of  atmospheric  exhaust,  these  gains 
are  so  large  as  to  fully  justify  an  endeavor  to  realize  high  steam 
pressures  in  practice.  Referring  back  to  Tables  2  and  4,  we  find  that, 
theoretically,  the  eflSciency  of  high  pressure  noncondensing  engines 
should  be  as  high  as  that  of  many  condensing  engines  under  present 
day  conditions. 

19  The  following  considerations  will  show  how  far  the  benefits 
of  high  steam  pressures  may  be  realized  under  practical  conditions, 
as  tar  as  our  present  knowledge  and  experience  enable  us  to  realize 
them. 

20  The  ideal  Rankine  cycle  cannot  l)c  realized  in  practice.  In 
steam  turbines  the  expansion  of  the  steam  cannot  be  effected  without 
friction  losses  which  are  converted  into  heat  and  to  that  extent  make 
the  expansion  deviate  from  the  adiabatic.  It  is  also  impossible  to 
fully  extract  the  mechanical  energy  which  manifests  itself  in  the 
velocity  ol  the  steam,  the  residual  velocity  representing  a  lo^. 
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21  In  piston  engines  of  the  double-flow  type  there  are  large 
loeses  due  to  initial  condensation  at  the  time  of  steam  admission 
and  to  heat  transfer  between  the  steam  and  the  cylinder  walls.  In 
the  unaflow  type  of  piston  engine,  properly  designed,  these  losses 
can  be  almost  entirely  avoided.  In  this  latter  type  of  engine  it  is, 
however,  impossible  to  carry  the  expansion  down  to  the  condenser 
pressure,  because  if  such  were  done  the  compression,  which  com- 
mences at  the  same  point  of  the  stroke  where  the  expansion  ends, 
would  simply  be  an  exact  reversal  of  the  expansion.  Thus,  the 
compression  curve  would  retrace  the  expansion  curve  and  no  work 
would  be  done  in  the  cylinder.  In  fact  in  this  case  no  steam  could 
enter  the  cylinder,  because  the  clearance  would  contain  as  much 
steam  of  the  same  pressure  and  volume  as  that  admitted  for  ex- 
pansion. 

22  These  soiurces  of  loss,  friction  in  the  turbine,  condensation 
m  the  double-flow  piston  engine  and  incomplete  expansion  in  the 
"maflow  engine,  determine  the  practical  limits  of  the  possibility  of 
realizing  the  Rankine  cycle.  In  large  steam  turbines  this  approxima- 
tion, or  the  Bankine  cycle  efficiency,  has  been  carried  to  about  76  per 
^^t,  and  it  is  a  remarkable  fact  that  an  eflBciency  closely  approxi- 
mating this  has  been  realized  in  unaflow  engines,  even  in  small  sizes. 

23  There  is  no  reason  why  the  same  relative  efficiency  should 
not  be  realized  with  higher  steam  pressures.  Such  losses  as  are 
simply  due  to  temperature  differences  must  be  the  same  if  the 
Initial  and  final  temperatures  of  the  steam  remain  the  same,  because 
^"^  temperature  changes  through  which  the  steam  passes  in  per- 
foruxing  the  cycle  are  of  the  same  magnitude  in  both  cases. 

24  In  a  steam  turbine  higher  steam  pressures  will  mean  either 
^^^er  velocities  or  more  stages,  both  introducing  higher  friction 
'^^sses.  It  is,  however,  to  be  expected  that  by  careful  design  the 
^^centage  of  these  friction  losses  as  compared  with  the  total  amount 
^*  energy  available  in  adiabatic  expansion  can  be  kept  the  same  as  in 
^^^sent  day  practice.  In  unaflow  engines  it  is  quite  possible  to 
^^p  the  percentage  of  loss  due  to  incomplete  expansion  as  low  as 
^he  corresponding  percentage  in  present-day  practice. 

25  The  foregoing  seems  to  justify  the  employment  of  higher 

^^^am  pressures.     Standard  boiler  designs,  however,  do  not  permit 

^he  production  of  steam  of  a  pressure  higher  than  about  200  lb. 

P^i*  sq.  in.  without  sacrificing  safety  and  without  calling  for  an  in- 

^^stment   in  the  boiler  plant    high  enough    to  offset  the  gain  in 

economy  caused  by  higher  steam  pressures. 
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26  The  solution  of  the  problem  of  boiler  safety  under  high  steam 
pressures  demands  two  fundamental  changes  in  boiler  design: 

.  a  The  boiler  must  be  constructed  entirely  of  tubes  of  rela- 
tively small  diameter.  All  drums  and  vessels  of  large 
diameter,  as  well  as  all  flat  surfaces  (even  if  stayed) 
must  be  abandoned. 
6  Expanded,  beaded  or  riveted  joints  exposed  to  the  action 
of  the  fire  must  be  avoided.  That  part  of  the  boiler 
which  receives  the  heat  of  the  furnace  must  be  practic- 
ally a  one-piece  structure. 

27  It  is  important  that  in  meeting  these  requirements  the 
essential  characteristic  of  water  circulation  in  the  boiler  be  retained 
in  order  to  make  possible  a  control  of  the  steam  pressure  and  of  the 
water  content  of  the  boiler  by  simple  means.  Flash  boilers,  while 
permitting  high  steam  pressures,  are  not  desirable  because  they 
require  complicated  automatic  regulating  devices  necessary  on 
account  of  the  interdependence  of  feed  and  fire  control. 

28  In  considering  boilers  for  high  steam  pressures,  it  must  not 
be  overlooked  that  the  mass  of  water  in  the  boiler  is  at  a  higher 
temperature  than  that  in  a  low-pressure  boiler.  This  difference 
amoimts  to  approximately  100  deg.  for  600  lb.  pressure  as  compared 
with  200  lb.  Even  if  the  heating  surface  is  made  very  large,  or,  in 
other  words,  the  evaporation  per  square  foot  is  kept  very  low,  the 
stack  gases  will  leave  the  high-pressure  boiler  at  a  temperature 
100  deg.  higher  than  the  corresponding  gases  of  the  low-pressxu'c 
boiler.  The  boiler  efficiency,  other  things  being  equal,  is  cor- 
respondingly reduced. 

29  It  is,  of  course,  possible  to  meet  this  difficulty  by  making  the 
heating  surface  of  high-pressure  boilers  larger  m  proportion  to  what 
is  current  practice  m  boilers  working  under  pressures  used  today. 
It  is  also  possible  to  increase  the  effectiveness  of  the  heating  surface 
by  proper  design.  Boiler  designers  are  realizing  the  possibilities 
in  this  direction,  even  with  steam  pressures  not  higher  than  200  lb. 
This  is  demonstrated  by  the  fact  that  modem  boilers  show  an 
evaporation  per  square  foot  of  heating  surface  twice  as  high  as  was 
customary  only  a  few  years  ago,  at  the  same  time  realizing  a  better 
efficiency  than  formerly. 

30  It  therefore  seems  reasonable  that  highly  efficient  high- 
.pressure  steam  boilers  can  be  made,  even  without  resorting  to  special 
.heat  saving  apparatus  to  offset  the  effect  of  the  higher  temperature 
of  the  water  in  the  boiler.    The  possibilities  of  these  extraneous  heat 


saying  devices  should,  however,  not  be  overlooked.  Even  though 
the  waste  gases  leaving  the  boiler  have  a  temperature  of  700  deg. 
fahr.  or  more,  a  properly  installed  economizer  will  reduce  this  tem- 
perature to  any  desired  degree  within  the  limits  given  by  the  teni- 
perature  of  the  feed  water.    Even  a  very  small  economizer  will 

• 

save  enough  heat  to  offset  the  loss  due  to  the  higher  temperature 
corresponding  to  higher  pressure.  In  some  instances,  the  waste 
gases  might  profitably  be  used  to  heat  the  air  which  supports  com- 
bustion in  the  furnace.  ' 

31  These  remarks  are  merely  rough  indications  of  the  possi- 
bilities, but  they  point  out  the  fact  that  the  higher  temperaturiEf  of 
the  water  in  the  boiler  should  not  render  it  impossible  to  obtain  the 
very  best  overall  boiler  eflSciency,  even  with  very  high  steam  pressures. 

32  The  question  of  strength  of  constructional  parts  outside  of 
the  boiler  to  withstand  high  steam  pressures  is  of  great  importance; 
In  reciprocating  engines  this  question  can  be  answered  from  prac- 
tice, because  pressures  far  exceeding  600  lb.  per  sq.  in.  are  used 
^ccessfully  in  gas  engines  and  Diesel  engines,  and  therefore  the 
design  of  cylinders  for  high  steam  pressures  should  not  present  any 
difficulties  which  have  not  already  been  overcome  m  other  types  of 
^^hines. 

33  In  steam  turbines,  especially  in  those  of  larger  size,  the 

^ngs  of  large  diameter  would  need  to  have  disproportionately 

keavy  walls  were  they  required  to  withstand  pressures  much  higher 

^Wi  those  employed  today.    The  solution  of  the  problem  of  adapt- 

"ig  turbines  to  high  pressures  is  found  in  the  principle  underlying 

^ost  present  designs  of  large  steam  turbine  units.    According  to 

^  principle,  the  pressure  of  the  steam  is  greatly  reduced  in  the 

first  nozzle  and  the  resulting  high  velocity  is  utilized  in  several  rows 

^f  blades  of  the  velocity  stage  type.    Thus,  it  is  possible  to  confine 

high  pressures  to  the  steam  piping  and  to  the  "steam  belt"  canying 

the  steam  to  the  first  nozzles,  but  to  have  comparatively  low  pressure 

even  in  the  first  part  of  the  casing.    The  lesser  efficiency  of  the 

velocity  staging  is  not  so  serious  at  the  high-pressure  end  as  it  would 

be  at  the  low-pressure  end,  because  the  loss  manifests  itself  in  a 

somewhat  higher  superheat  of  the  steam  entering  the  succeeding 

stages  and  is  therefore  partly  recovered. 

34  With  high  pressures,  the  difficulties  with  piping  and  fittings 
^  greatly  reduced  on  account  of  the  reduced  specific  volume  of  the 
steam.  Even  if  lower  rates  of  flow  than  those  customary  in  present 
practice  are  permitted  in  high-pressure  steam  lines  (on  account  oi  \Xife 
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greater  density  of  the  steam),  the  fact  that  one  pound  of  steam 
at  600  lb.  pressure  occupies  approximately  one-third  of  the  space 
required  by  one  pound  at  200  lb.  pressure  reduces  the  required  size 
of  the  piping  and  fittings  to  such  an  extent  that  both  difficulties  in 
design  and  cost  for  a  given  capacity  are,  if  anything,  less  than  for 
lower  pressures. 

35  In  piston  engines  the  question  of  cylinder  lubrication  is 
important.  It  is  apparent  that  high  steam  pressures  will  permit 
neither  slide  nor  Corliss  valves.  The  advent  of  higher  pressure 
will  cause  the  poppet  valve  to  come  into  its  own  in  America,  where  it 
is  now  seldom  used,  in  spite  of  the  great  success  it  has  had  in  Europe 
for  many  years,  lately  the  flexible  seat  type  especially. 

36  The  largest  part  of  the  lubricating  oil  now  used  in  piston 
engines  is  required  for  the  steam  distributing  valves.  That  part 
required  by  the  piston  and  piston  rings  is  very  small  and  the  possi- 
bility of  sufficient  piston  lubrication  is  not  affected  by  higher  initial 
steam  pressures,  because  even  in  case  of  very  high  mean  effective 
pressures  in  single-acting  engines,  where  the  piston  serves  as  cross- 
head  and  therefore  requires  constant  lubrication,  the  piston  can  be 
made  long  enough  to  keep  the  pressure  per  square  inch  within  proper 
limits. 

37  For  a  given  output  the  cost  of  a  unaflow  engine  suitable  for 
high  steam  pressures  should  be  less  than  that  of  double-flow  engines, 
as  soon  as  it  can  be  manufactured  under  economical  conditions  of 
manufacture.  Such  an  engine,  if  single-acting,  has  but  one  very 
simple  organ  of  steam  distribution  and  on  account  of  its  high  mean 
effective  pressure  its  weight  per  horsepower  is  low.  Even  in  a  single- 
acting  engine  of  this  type  the  mechanism  is  utilized  twice  as  efficiently 
as  in  a  four-stroke  cycle  Diesel  engine. 

38  Steam  turbines  for  high  steam  pressures  would  probably 
cost  a  little  more  than  those  using  lower  pressures  and  giving  the 
same  power,  on  account  of  the  extra  stages  required.  This  extra 
cost  would  be  offset  by  a  considerable  saving  in  the  required  con- 
denser cooling  surface  on  account  of  the  larger  percentage  of  moisture 
in  the  steam  entering  the  condenser  and  the  reduced  steam  con- 
sumption due  to  better  thermal  efficiency.  Table  9,  based  on  the 
values  of  Table  2,  will  make  this  clear. 

39  The  question  of  stuffing  boxes  can  be  entirely  eliminated  in 
both  turbines  and  piston  engines — in  turbines  because  high  steam 
pressures  need  not  be  carried  beyond  the  first  nozzle,  and  in  piston 
engines  because  the  single-acting  type  of  engine  is  from  many  points 
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of  view  the  logical  design  for  high  pressures.  In  such  a  piston  engine 
the  stem  of  the  one  valve  can  be  provided  with  a  "labyrinth"  pack- 
ing, as  has  been  successfully  done  in  practice. 

40  In  the  design  of  power  houses  the  question  of  the  proper 
arrangement  of  the  auxiliary  apparatus,  such  as  feed  pumps,  air 
and  circulating  pumps,  fans  and  stokers,  would  have  to  be  consid- 
ered from  the  point  of  view  of  high  steam  pressures.  In  very  large 
plants  all  auxiliaries  are  often  driven  by  electric  power,  and  the 
current  for  them  is  furnished  by  a  separate  power  unit.  Inasmuch 
as  these  "house  service  units"  in  modem  power  plants  have  capa- 
cities of  2000  kw.  and  over,  it  is  a  simple  matter  to  operate  them 
directly  with  high-pressure  dteam. 

TABLE  9      REDUCED  STEAM  CONSUMPTIONJdUEjTOJbETTER  THERMAL 

EFFICIENCY 


Initial  Condition  of  Steam 

2001b. 
600  Deg.  Fahr. 

6001b. 
600  Deg.  Fahr. 

Ideal  efficiency  with  29  in.  vacuum 

0.329 
0.814 

0.373 

Percentage  of  steam  in  exhaust 

0.749 

Ratio  of  condenser  cooling  surface  «0.329X0.749/0.373X0.814 -0.812.  Thus, 
a  saving  of  about  19  per  cent  of  the  condenser  cooling  surface  might  be 
expected. 

41  Where  it  is  desired  that  the  auxiliaries  be  driven  entirely 
independent,  it  should  be  possible  to  drive  them  witb  high-pressure 
steam  turbines  if  the  size  of  the  auxiliary  unit  warrants  this,  or  by 
high-pressure  unaflow  engines  for  the  smaller  sizes.  In  this  latter 
case,  the  objection  might  be  raised  that  the  exhaust  of  the  unaflow 
engine  would  introduce  a  certain  amount  of  lubricating  oil  into  the 
condenser.  This  question  can  be  met  in  different  ways.  If  the 
unaflow  engine  is  of  the  vertical  single-acting  type,  the  lubrication 
can  be  reduced  to  a  very  small  amount,  and  could  possibly  be  ac- 
complished with  graphite  only,  so  that  the  amount  of  lubricant 
introduced  into  the  condenser  would  be  insignificant  and  harmless. 

42  Another  way  of  meeting  this  question  would  jpe  the  non- 
condensing  operation  of  the  unaflow  engines,  using  the  heat  of  their 
exhaust  in  a  feed  water  heater.  This  manner  of  operation  appears 
to  be  very  attractive,  because  the  economy  of  noncondensing  una- 
flow engines,  as  compared  with  noncondensing  engines  of  other 
types,  is  extremely  high.  Where  clean  feed  water  is  readily  avail- 
able, the  method  would  be  readily  applicable,  or  the  unaflow 
auxiliary  units  may  be  connected  to  an  independent  small  Jet  con- 
denser. 
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43  There  are  other  possibilities,  and  it  seems  clear  that  the 
question  of  the  auxiliary  drives  can  easily  be  solved  satisfactorily. 

44  In  the  foregoing  only  some  of  the  important  points  in  the 
design  of  prime  movers  utilizing  high  steam  pressures  have  been 
touched  upon,  and  these  only  in  the  most  general  way.  It  seems 
clear,  however,  that  if  steam  pressures  are  increased  to,  say,  600  lb. 
per  sq.  in.  without  using  temperatures  higher  than  those  employed 
in  modern  practice,  the  difficulties  encountered  by  the  designer  are 
not  formidable  and  are  more  easily  met  than  in  the  case  of  some 
types  of  explosion  engines  which  have  been  successfully  designed. 
The  result  to  be  attained  by  adopting  such  high  steam  pressures 
appears  to  be  fully  worth  the  eflFort,  because  thermal  efficiencies 
closely  approaching  those  of  explosion  engines  can  be  realized  with 
simpler  and  less  expensive  apparatus  and  consequently  better  overall 
economy,  at  the  same  time  retaining  all  the  great  practical  ad- 
vantages which  steam  utilization  has  over  any  other  method  of 
producing  power. 

DISCUSSION 

WUiLiAM  Kent  (written).  This  paper  contains  some  interest- 
ing figures  of  the  gain  in  steam  engine  efficiency  that  may  be  ob- 
tained by  increasing  the  steam  pressure  up  to  600  lb.  per  sq.  in. 
absolute.  They  supplement  very  conveniently  some  figures  for  the 
efficiency  of  the  Rankine  cycle  which  I  calculated  recently  for  pres- 
sures up  to  250  lb.  per  sq.  in.  and  superheat  up  to  300  deg.,  and 
which  will  be  found  on  page  1091  of  the  9th  edition  of  my  Mechani- 
cal Engineers'  Pocket  Book.  Taking  the  figures  corresponding  to 
29  in.  vacuum: 
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Taking  225  lb.  per  sq.  in.  and  200  deg.  superheat,  corresponding 
to  a  temperature  of  591  deg.  and  a  Rankine  cycle  efficiency  of  33.6 
per  cent,  as  about  the  standard  of  the  most  recent  practice,  the 
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improvement  that  may  be  made  by  using  a  pressure  of  600  lb.  and  a 
temperature  of  600  deg.  is  (37.3  —  33.6)  or  3.7,  or  11  per  cent  of  33.6 
per  cent.  In  order  to  obtain  this  gain  it  will  be  necessary  to  build 
stronger  boilers  than  we  now  have,  to  use  economizers  to  reduce  the 
flue  gas  temperature,  and  to  take  extra  precautions  against  steam 
leakage.  These  improvements  are  quite  within  the  range  of  prac- 
ticability, and  it  may  be  worth  while  to  make  them  to  gain  11  per 
cent  in  efficiency,  especially  in  locations  where  fuel  is  expensive 
and  in  plants  having  a  high  load  factor. 

Mr.  Cramer  says  that  it  is  possible 'to  increase  the  effectiveness 
of  the  heating  surface  by  proper  design,  and  that  modern  boilers 
show  an  evaporation  per  square  foot  of  heating  surface  twice  as 
high  as  was  customary  only  a  few  years  ago,  at  the  same  time  realiz- 
iDg  a  better  efficiency  than  formerly.  It  does  not  appear  that  the 
iTnprovements  in  rate  of  driving  and  in  efficiency  at  high  rates  of 
driving  have  been  due  to  any  changes  in  the  design  of  proportions 
^f  the  heating  surface;  they  have  been  due  to  greatly  enlarged 
combustion  chambers,  mechanical  stokers,  and  control  of  the  air 
supply  according  to  the  indications  of  gas  analyses.  The  highest 
efficiencies  have  been  obtained  with  many  different  forms  and 
P^'oportions  of  boiler,  and  no  evidence  has  yet  been  obtained  that 
^^y  new  form  of  boiler  will  give  greater  effectiveness  per  square 
^oot  of  heating  surface  than  the  forms  of  boilers  that  were  built 
forty  years  .ago. 

R.  J.  S.  PiGOTT.  This  interesting  paper  has  presented  the 
thf^oretical  side  of  the  question  rather  more  strongly  than  the  prac- 
^^cal  side.  The  .sources  of  loss,  especially  in  the  turbine,  have  been 
P^J^sed  over  perhaps  a  little  too  lightly. 

Those  of  us  who  have  been  interested  in  turbine  designing  for 

^he  last  few  years  have  noticed  the  very  marked  difference  in  the 

efficiency  ratio  of  the  various  stages,  between  high  and  low  pressure 

^^d  of  the  machine.     We  know  that  the  high  pressure  stages  are 

^^^y  much  less  efficient.     For  instance?,  in  a  turbine  working  at  200 

"•*  with  100  deg.  of  superheat,  the  efficiency  of  the  first  stage  is 

P^^ssibly  55  per  cent  or  a  little  higher,  depending  upon  the  condi- 

*'^ons,  and  that  figure  increases  as  w(j  reach  the  lower  stages,  finally 

teaching  85  per  cent,  or  even  mon\  in  th(»  low  proi?sure  end. 

The  average  efficiency  ratio  is  ordinarily  70  to  75   per  cent, 
^^cluding  generator  losses.     The  figure  quoted  by  Mr.  Cramer,  oi 
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77  per  cent,  must  be  quoted  for  overall  efficiency,  including  gen- 
erator loss.  The  actual  efficiency  of  the  Interborough  Rapid  Tran- 
sit Company's  turbines  is  over  80  per  cent,  if  the  losses  to  the  gen- 
erator are  not  considered,  representing  a  high  pressure  efficiency  of 
70  per  cent,  and  in  the  final  stages  somewhat  over  90  per  cent. 

It  is  a  fact  that  the  efficiency  of  the  stages  of  a  turbine  depends 
chiefly  upon  the  density  and  quality  of  the  steam,  other  condi- 
tions being  equal.  The  reason  for  such  low  efficiencies  in  the  high 
pressure  stages  is  the  high  friction  loss  due  to  the  high  density  of 
the  steam,  and  in  the  case  of  turbines  running  on  saturated  steam, 
the  additional  friction  due  to  the  moisture.  It  is  certain  that  if 
pressures  are  increased,  the  high  pressure  stages  are  going  to  become 
less  efficient,— more  especially  as  in  substituting  pressure  for  super- 
heat, we  are  increasing  the  amount  of  moisture  developed  in  the 
turbine  and  advancing  the  dew  point  to  higher  stages.  In  other 
words,  the  efficiency  of  each  stage  will  be  somewhat  decreased,  due 
to  the  presence  of  a  greater  quantity  of  moisture. 

The  author 's  expectations  of  the  efficiency  closely  approximating 
present  efficiency  would  not  be  reached  with  actual  turbines.  It  is 
quite  evident  from  our  experience  with  up-to-date  turbines  that  we 
cannot  get  very  high  efficiencies  with  the  very  dense  steam  to  be 
expected. 

Another  point  from  the  practical  side  is  that  of  s^eam  piping 
and  pipe  joints.  It  is  generally  felt  that  the  best  joint  is  one  in 
which  there  is  no  gasket.  Very  good  success  has  been  made  with 
ground  joints,  but  the  character  of  workmanship  and  pipe  construc- 
tion required  for  the  ground  joint  is  almost  too  high  for  ordinary 
construction  and  cannot  be  obtained  in  the  average  plant.  There- 
fore the  forms  which  require  metallic,  or  asbestos,  or  other  soft 
gaskets,  must  be  used  for  these  temperatures  and  pressures,  and 
there  is  trouble  enough  already  with  200  lb.  pressure. 

In  the  plants  of  one  large  western  company,  the  joints  are  made 
by  fusing  the  edges  of  the  lap  flanges  with  the  acetylene  torch,  so* 
as  to  avoid  gaskets.  This,  it  seems,  is  the  first  step  in  the  changes 
that  would  be  required  for  higher  pressures.  The  next  step  woul(f 
be  to  abandon  flanges  almost  entirely,  and  weld  the  pipes  in  places 
without  joints.  We  are  now  using  large  quantities  of  welded  m^ 
terial  under  very  severe  conditions.  With  the  degree  of  skill  no^ 
developed,  satisfactory  welding  could  be  readily  accomplished 
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the  field.     It  would  mean  the  substitution  of  a  welding  gang  for 
steamfitters,  on  the  larger  work. 

G.  I.  RocKWOOD.  In  regard  to  the  facility  of  making  pipe  joints, 
I  have  been  rather  surprised,  in  working  out  the  problem  of  making 
pipe  union  joints  out  of  ground  bronze  seats,  to  find  what  a  poor  job 
of  grinding  is  usually  done.  If  the  grinding  is  done  properly,  as 
I  find  it  can  be  done  with  a  properly  developed  machine,  the  joint 
will  stand  all  pressures  up  to  10,000  lb.  per  sq.  in.,  and  the  union 
will  burst  before  it  will  leak. 

Pipe  unions  will  probably  replace  flanges  in  the  larger  sizes, 
find  if  higher  steam  pressures  are  to  become  at  all  general,  the  prac- 
tical requirements  of  pipes,  built  in  sections  rather  than  welded 
together,  will  call  for  pipe  unions  properly  made. 

Richard  H.  Rice.  The  subject  of  utilization  of  higher  steam 
pressures  in  motive  power  apparatus  has  been  before  the  designers 
^^  such  apparatus  for  some  time.  The  first  active  proposal  in  that 
direction  was  made,  I  think,  by  Mr.  Perranti  of  England,  some  two 
^^  three  years  ago,  and  a  great  deal  of  investigation  on  this  subject 
^^s  been  stimulated. 

The  author  has  very  clearly  set  forth  the  theoretical  possibilities 
^^volved  in  the  u.se  of  higher  pressures.  The  practical  consideration 
*^  that  of  temperatures.  Several  years  ago  the  writer  constructed 
^'xJ  operated  an  engine  utilizing  a  maximum  temperature  of  800 
^^g-  Although  this  engine  operated  successfully,  we  find,  in  investi- 
gating the  materials  to  be  used  for  these  pressures  and  temperatures, 
f-^  600  deg.  practically  all  the  materials  we  would  ordinarily  use 
^^  the  construction  of  such  apparatus  begin  to  lose  strength.  There- 
^^re,  we  are  limited  to  that  critical  temperature,  or  else  have  to 
^hoose  special  materials,  or,  as  a  third  possibility,  must  greatly 
^  ^crease  the  proportions  of  parts  in  order  to  keep  down  the  stresses. 

Expansion  of  pipes  would  also  be  troublesome  at  high  pressures 
^^  account  of  the  rather  extreme  thickness  of  the  pipes  and  their 
^^nsequent  stiffness. 

The  effect  on  turbine  design  has  been  clearly  brought  out  by 
^^^.  Pigott.  In  addition  to  the  diffieulti(»s  in  realizing  the  highest 
^Sieicncy  which  he  has  pointed  out  there  is  the  very  important  one 
^^  leakage.  If  we  attempt  to  use  very  high  pressures  on  the  upper 
ges  of  turbines,  we  will  certainly  have  to  develop  inij)rov('d  forms 
packing. 
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All  these  considerations  do  not  by  any  means  indicate  difficulties 
whicji  cannot  be  surmounted ;  on  the  other  hand  we  are  fitted  at  the 
present  time  to  undertake  the  development  of  apparatus  to  meet 
these  conditions.  A  considerable  amount  of  development  work  will 
be  necessary,  however,  and  the  new  conditions  will  give  rise  to  radi- 
cal changes  in  the  design  of  power  stations.  For  instance,  it  is 
obvious  that  if  these  expansion  stresses  in  pipes  are  to  be  difficult, 
we  should  limit  the  length  of  the  pipe  as  much  as  possible,  which 
means  putting  the  boiler  and  turbine  close  together. 

The  question  of  higher  pressures  is  entirely  a  commercial  one. 
Assuming  that  the  gains  indicated  in  the  paper,  or  even  half  of 
them,  can  be  realized,  can  apparatus  be  constructed  of  such  cost 
and  placed  in  our  power  stations  under  operating  conditions,  which 
will  involve  operating  expenses  in  such  amounts  that  the  total  oper- 
ating gain,  counting  interest  on  the  investment,  operating  cost,  and 
general  reliability,  will  make  the  proposition  a  profitable  one  for  our 
power  stations  ¥ 

Walter  N.  Polakov.  The  question  of  advantages  of  higher 
steam  pressures  may  be  regarded  from  two  angles  of  view.  One  is 
purely  a  theoretical  consideration,  setting  aside  the  commercial 
advantages,  and  the  other,  the  commercial  advantages  under  the 
present  state  of  the  art. 

If  the  steam  is  used  at  high  pressure,  and  saturated,  the  conden- 
sation may  have  very  quick  deteriorating  effects  on  the  blading  of 
the  turbine.  This  is  one  of  the  financial  questions  which  ought  to 
be  primarily  considered  before  it  is  decided  whether  at  the  present 
state  of  the  art  the  high  pressure  without  superheat  is  advantageous. 

Another  consideration  is  whether  the  added  cost  of  construction 
of  the  steam  vessel  for  the  higher  pressures  will  be  warranted. 
Incidentally,  in  European  practice,  temperature  of  superheated 
steam  is  not  limited  to  600  deg.  fahr.,  but  goes  up  to  800,  and  in 
some  cases  to  1000. 

Carl  C.  Thomas.  In  regard  to  turbine  design  for  higher  pres- 
sures, the  high  pressure  stage  would  necessarily  be  of  the  impulse 
type,  because  of  the  otherwise  extensive  leakage  past  the  ends  of 
the  blades  with  steam  of  such  high  density  as  that  at  600  lb.  The 
turbine  would  therefore  seem  to  require  one  or  more  impulse  high 
pressure  stages,  velocity  compounded,  probably  followed  by  Parson's 
stages. 
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'  Professor  Carpenter's  tests  on  the  White  steam  ear  showed  that 
at  high  pressures  very  good  economy  could  be  attained,  even  with 
small  reciprocating  engines.  An  engine  of  the  general  type  of  the 
Westinghouse  single-acting  vertical  engine,  with  the  lower  end  of 
the  cylinders  closed  so  that  a  vacuum  could  be  maintained,  but 
fitted  with  an  exhaust  port  like  that  of  the  Stumpf  engine,  might 
be  very  efScient  for  use  with  these  high  pressures. 

The  questions  of  boiler  material  and  design,  however,  for  large 
units  and  very  high  working  pressures  present  difficulties  which 
may  well  cause  the  boiler  builder  to  hesitate  before  making  guar- 
antees of  endurance.  There  is  a  very  considerable  difference  be- 
tween the  relative  degrees  of  danger  in  handling  large  quantities 
of  steam  and  water  under  225  lb.  pressure  and  150  deg.  superheat 
as  compared  with  dry  or  slightly  superheated  steam  at  600  lb.  pres- 
sure. If  the  higher  pressures  are  to  be  used,  we  must  expect  to  wait 
some  time  before  entirely  satisfactory  boilers  of  large  capacity  can 
be  developed  to  suit  the  new  conditions. 

D.  S.  Jacobus.  The  statement  is  made  in  the  paper  that  stand- 
ard boiler  designs  do  not  permit  a  construction  for  higher  pressures 
than  200  lb.  per  sq.  in.  This  is  below  the  pressure  often  carried  in 
present  practice.  There  are  standard  designs  operating  successfully 
at  high  capacities  at  over  300  lb.  per  sq.  in.,  and  for  special  condi- 
tions as  high  as  500  lb.  The  figure  of  200  lb.  is  therefore  too  low 
to  set  as  the  limiting  pressure  for  standard  designs. 

The  Author.  Professor  Kent  has  pointed  out  that  the  im- 
proved boiler  efficiency  in  recent  designs  is  not  due  to  any  change 
in  the  boiler  itself,  but  rather  to  the  furnace.  If  the  point  is  con- 
ceded that  high  efficiencies  can  be  obtained  with  high  pressure  boiler 
designs,  then  whether  the  necessary  changes  are  made  in  the  boiler 
or  in  the  furnace  is  immaterial.  I  concede  that  most  of  the  recent 
improvements  in  boilers  have  been  made  in  the  furnace,  and  not  in 
the  boiler  proper,  and  the  most  efficient  boiler  designs  used  today 
are  practically  the  same  as  those  of  twenty  years  ago.  The  question 
brought  up  in  the  paper  is,  however,  entirely  different.  If  steam 
pressures  as  high  as  600  lb.  are  used,  it  will  be  necessary  simply 
from  that  point  of  view  to  change  the  boiler  design,  and  as  pointed 
out  in  the  paper,  to  do  away  with  large  drums  and  a  small  factor 
of  safety. 

Mr.  Pigott  raises  the  question  of  efficiency  of  the  high  pressure 
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stage  in  the  turbine.  In  the  first  place,  it  will  almost  be  impossible 
in  large  turbines  to  utilize  some  of  the  principles  employed  today. 
It  will  not  be  possible  to  carry  the  high  steam  pressures  right  into 
the  turbine.  As  a  matter  of  fact,  in  most  of  the  present  large 
turbine  designs,  with  the  exception  of  the  straight  Parsons  type, 
there  is  a  large  drop  in  pressure  before  the  steam  enters  the  turbine 
proper;  in  other  words,  in  the  very  first  drop  of  pressure,  a  good 
part  of  the  energy  of  the  steam  is  converted  into  velocity.  The 
steam  after  it  leaves  the  fiirst  nozzle,  has  now  to  be  utilized  in  a 
scheme  of  velocity  staging,  and  in  that  respect  the  turbines  for  high 
pressure  will  be  practically  identical  with  the  present  types  of 
turbines,  but  the  velocity  stage  at  the  beginning  will  be  carried  out 
to  a  greater  extent. 

It  is  quite  true  that  with  high  pressures,  losses  in  the  high  pres- 
sure stage  of  the  turbine  will  be  greater,  but  it  must  be  remembered 
that  all  the  losses  occurring  in  the  individual  stages  reappear  in  the 
steam  in  the  shape  of  added  heat,  because  there  is  no  other  way  of 
disposing  them.  While  this  loss  of  heat  decreases  the  eflBciency  of 
the  high  pressure  stage,  it  is  partly  utilized  in  the  lower  stages.  Of 
course  the  losses  that  occur  at  the  high  pressure  end,  say  between 
600  lb.  and  200  lb.,  will  not  be  fully  recovered  in  the  low  pressure 
end  of  the  turbine,  but  by  proper  design  they  can  be  recovered  to 
a  very  great  extent. 

Regarding  piping,  in  the  western  plants  which  Mr.  Pigott  men- 
tions, they  have  a  welded  seam  between  the  flanges.  The  strength 
of  the  joints  is  given  by  the  flange  bolts,  and  the  welding  is  used 
merely  as  a  seal,  and  that  works  out  in  practice  very  well.  Of 
course  it  is  necessary  in  case  of  repairs  to  cut  the  seal,  but  on  the 
other  hand  most  of  the  repairs  in  these  cases  are  caused  by  failure 
of  the  gasket,  and  that  is  the  very  thing  the  welding  avoids. 

I  do  not  mean  to  point  out  that  it  is  not  possible  to  depend  on 
the  strength  of  the  weld.  In  \u^h  pressure  design  with  which  I 
have  experimented  and  carriiid  out  a  great  deal  of  practical  work 
(luring  the  last  few  years  eveiy  joint  is  welded.  I  have  tested 
welded  joints  with  pressures  between  !),()00  and  10,000  lb.  per  sq. 
in.  and  have  burst  the  tube,  being  unable  to  injure  the  weld.  It  is 
therefore  possible  to  depend  on  the  strength  of  the  weld  if  it  is 
properly  made. 

At  higher  pressures,  it  is  p()ssii)le  with  a  pipe  line  leas  than 
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12  in.  in  diameter  to  supply  all  the  steam  necessary  to  operate  a 
20,000  kw.  turbine,  and  from  that  point  of  view  the  question  of 
strength  of  joints  is  disposed  of,  because  it  is  certainly  easier  to 
make  12-in.  joints  and  welds  for  600  lb.  than  to  make  18  and  20-in. 
joints  for  200  lb. 

Mr.  Rice  has  pointed  out  that  loss  of  stren^h  of  the  materials 
occurs  in  temperatures  higher  than  600  deg.  The  paper  does  not 
advocate  raising  temperatures  while  increasing  pressures.  For  that 
reason  the  question  of  the  lass  of  the  strength  in  the  material  at  high 
temperatures  is  eliminated. 

In  reply  to  Professor  Thomas,  the  unaflow  design  of  recipro- 
cating engine  is  specially  fitted  for  the  adaptation  to  high  pressures. 
It  i»  a  remarkable  fact  that  such  knowledge  as  we  possess  today 
points  to  the  possibility  of  realizing  fully  in  a  unaflow  engine 
efficiencies  given  by  theoretical  considerations.  Such  engines,  too, 
^re  much  simpler,  and  are  also  less  bulky  than  other  engines  used 
on  lower  pressures  to  obtain  the  same  results. 

In  the  light  of  Doctor  Jacobus'  criticism,  I  must  modify  the 
statement  that  the  present  day  boiler  designs  are  not  suitable  for 
higher  pressures  than,  say,  200  lb.  At  higher  pressures,  however, 
s^y  250  lb.  and  over,  standard  boiler  designs  become  expensive 
enough  to  offset  all  the  gain  which  would  otherwise  result  from  the 
eniployment  of  these  high  pressures. 

Boiler  designs  are  possible  which  will  utilize  high  steam  pres- 
^res  without  necessarily  increasing  the  cost  of  the  boiler  to  such 
*^  extent  that  the  theoretical  gains  are  almost  wholly  wiped  out. 
^e  question  is  not  merely  a  theoretical  one;  although  the  paper 
attempts  to  present  only  the  theoretical  aspect,  it  is  primarily  an 
Economic  one.  Most  of  the  discussors  concede  the  possible  theoretical 
^^ins,  so  the  question  remains:  Can  high  pressures  be  realized  in 
p^^ctice,  without  involving  such  high  charges,  due  to  initial  cost  of 
installation,  interest  on  the  investment,  repairs,  and  up-keep,  that 
^*^«  theoretical  gains  are  offset?  It  has  been  my  contention  that 
^nese  extra  expenses  necessitated  for  high  steam  pressures  are  not 
^^^h  enough  to  offset  the  theoretical  gain,  even  to  a  small  extent. 
*^s  the  problems  of  design  are  more  clearly  understood,  and  are 
^^operly  met,  we  will  within  a  very  short  time  see  the  general 
^^option  of  higher  steam  pressures,  especially  in  lar^re  power  plant 
Work. 
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DESIGN  OF  FIRE  TUBE  BOILERS  AND 

STEAM  DRUMS 

By  p.  W.  Dean,  Boston,  Mass. 
Member  of  the  Society 

The  appointment  of  a  committee  by  this  Society  to  devise  rules 
for  the  construction  and  care  of  steam  boilers,  which  are  to  serve  as  a 
standard  which  may  be  adopted  by  any  state  or  municipality,  shows 
the  importance  now  attached  to  the  use  of  such  materials  and  designs 
as  will  promote  safety. 

2  The  rules*  now  drawn  up  seek  to  unify  boiler  practice  in  this 
country  and  Canada ;  they  ejnbrace  specifications  for  materials  of  the 
various  kinds  used  in  boiler  construction,  stresses  to  which  the  most 
important  parts  should  be  subjected  and  features  of  design.  One  of 
their  objects  is  to  compel  boiler  makers  in  small  and  obscure  places 
to  adopt  proper  methods  of  construction,  so  that  the  feeling  that 
proximity  to  some  boilers  is  dangerous  may  be  eliminated. 

3  While  the  rules  formulated  are  excellent,  it  is  not  possible  for 
any  set  of  rules  to  cause  good  designing  in  all  respects;  and  I  have 
thought  it  best,  in  order  to  extend  this  work,  to  consider  what  makes 
steam  boilers  dangerous,  and  how  certain  parts  should  be  designed  in 
order  to  make  them  safe.  I  mention  design  rather  than  material,  be- 
cause I  do  not  think  there  have  been  many  boiler  explosions  caused  by 
inferior  materials. 

CAUSES  OF  BOITJBR  EXPIX)SIONS 

4  It  is  easy  to  recall  the  time  when  the  causes  of  boiler  explosions 
were  mysteries  and  various  theories  were  advanced  to  account  for  them. 
One  commonly  assumed  cause  was  the  introduction  of  water  on  hot 
plates.  It  is  now  known  that  hot  plates  cannot  vaporize  sufficient 
water  to  create  the  necessary  amount  of  steam  to  produce  pressure,  and 
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that  the  contact  of  hot  iron  or  steel  with  cold  water  has  no  appreciable 
physical  effect  upon  the  metal. 

5  In  a  general  way  it  can  be  said  that  boilers  explode  because  they 
are  not  strong  enough  to  stand  the  pressure  to  which  they  are  sub- 
jected, but  such  a  statement  as  this  needs  explanation.  When  boilers 
are  new  they  are  usually  strong  enough  to  stand  the  pressure  for  which 
they  are  built,  but  in  service  something  weakens  them.  Corrosion 
sometimes  does  this,  but  not  often  sufficiently  to  cause  an  explosion. 

6  The  great  and  usual  cause  of  weakness  is  such  a  form  of  some 
part  that,  with  the  application  and  removal  of  pressure  or  with  varia- 
tions in  pressure,  this  part  bends  first  one  way  and  then  the  other, 
and  this  causes  cracks.  It  is  in  general  the  shells  at  the  longitudinal 
joints  which  act  in  this  way,  and  it  is  safe  to  say  that  nearly  all 
explosions  of  fire  tube  boilers  are  caused  by  the  bending  and  resultant 
cracking  of  this  part  of  the  shell.  Occasionally  a  boiler  corrodes  suflB- 
ciently  to  weaken  it  to  the  breaking  point,  but  this  is  very  uncommon. 

7  As  is  now  generally  understood,  the  most  prolific  cause  of  ex- 
plosions of  fire  tube  boilers  has  been  lap  longitudinal  joints,  and  the 
use  of  butt  joints  with  inside  and  outside' covering  plates  has,  so  far, 
done  away  with  such  explosions.  The  lap  joint  makes  the  boiler  non- 
circular  at  and  in  the  vicinity  of  the  joint;  and  when  pressure  is 
applied  the  plate,  in  its  effort  to  become  circular,  bends  somewhat, 
and  on  the  reduction  or  removal  of  pressure,  it  tends  to  return  to  its 
original  form.  The  frequent  repetition  of  these  actions  causes  the 
plate  to  crack  and  finally  to  become  too  weak  to  stand  the  stress  caused 
by  the  working  pressure.  Boiler  plates  with  lap  joints  have  often 
cracked  entirely  through  for  a  greater  or  less  distance,  and  the  escape 
of  steam  has  given  warning  in  time  to  prevent  an  explosion. 

■  # 

8  While  I  have  said  that  butt  joints  have  prevented  explosions, 
I  should  not  fail  to  mention  that  there  have  been  crack-s  in  the  butt 
joints  of  four  horizontal  return  tubular  boilers,  and  that  their  leakage 
gave  warning  so  that  the  boilers  were  taken  out  of  service  before  they 
exploded.  These  occurrences  arc  causes  for  anxiety,  and  the  future 
may  bring  occasional  explosions  of  butt  joint  boilers  as  thus  far  built 
in  this  country  for  we  cannot  expect  warnings  in  all  cases. 

THE  DESIGN  OF  BUTT  JOINTS 

9  It  is  of  the  utmost  importance  to  design  butt  joints  that  will 
not  bend  in  service,  and  it  is  of  no  less  importance  that  the  defects  of 
the  butt  joint  generally  used  in  land  boilers  in  the  United  States  and 
Canada  should  be  most  impressively  pointed  out.    I  refer  to  the  joint 
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vbich  has  a  narrow  butt  strap  on  one  side  of  the  shell  and  a  wide 
one  on  the  other.  This  joint  is  one-aided,  and  its  center  of  resistance 
does  not  coincide  with  the  center  of  pull  of  the  shell  plate.  That  part 
of  the  Tide  strap  which  extends  beyond  the  narrow  one  is  riveted  to  the 
sbell,  and  this  outer  part  of  the  joint  is  a  lap  joint  with  its  peculiar 
defects.    The  rivets  in  this  part  of  the  joint  are  overhung  and  in 


Fio.  ]     Bkkdino  or  Butt  Joint  Tested  to  Dbstbuctioh 


Pit:.  2    Butt  Joint  used  in  Marine  Practice.    Eiticiencv  .' 

85  Per  Cent 


Pio.  3    Butt  Joint  with  Eppicibncy  of  92  to  94  Per  Cent 

serrice  tend  to  tip  over  and  bend  the  joint.  This  is  only  another  way 
of  elating  that  the  joint  is  a  non-central  resisting  device,  iind  must 
Miise  the  plate  in  and  near  the  joint  to  bend  when  the  boiler  is  sub- 
jected to  pressure.  Fig.  1  shows  how  this  bending  occurs  when  such  a 
joint  is  tested  to  destruction,  this  being  the  result  of  several  actual 
tests. 


622  FIRE   TUBE  BOILER  DESIGN 

10  In  order  to  prevent  a  joint  from  bending,  a  butt  joint  with 
straps  of  the  same  width  and  with  all  rivets  in  double  shear  should 
be  used,  as  is  always  done  in  Europe.  The  center  of  resistance  of 
such  a  joint  coincides  with  the  center  of  pull  in  the  shell.  The  joint 
when  tested  to  destruction  remains  straight,  without  bending;  and 
by  its  use  the  only  probable  cause  of  boiler  explosions  as  far  as  the 
design  of  the  joint  is  concerned  is  eliminated.  There  are  various 
designs  of  such  joints  ranging  from  the  simplest  joint  with  double 
covering  plates  of  equal  widths,  to  the  joints  shown  in  Figs.  2  and  3. 

11  Fig.  2  illustrates  a  design  which  is  used  largely  in  marine 
practice  in  this  coimtry  and  abroad  and  which  has  a  theoretical  effi- 
ciency of  about  86  per  cent.  Fig.  3  shows  a  more  efficient  joint,  having 
a  theoretical  efficiency  of  from  92  to  04  per  cent.  In  the  joint  in 
Fig.  3  the  outer  strap  is  cut  away  between  the  rivets  in  order  that  it 
may  stand  caulking;  the  high  efficiency  is  secured  by  the  wide  pitch 
of  the  outer  rows  of  rivets. 

BENDING   PLATES 

12  There  is  still  another  detail  of  boiler  making  that  needs  more 
careful  attention  than  it  has  usually  received.  On  account  of  the 
difficulty  of  bending  plates  to  an  exact  circular  form  out  to  the  edges, 
it  has  been  customary  to  hammer  the  edges  to  this  form.  The  result 
is  that  the  plate  is  injured  and  the  shape  is  only  approximately  exact, 
and  this  occurs  at  a  part  of  the  boiler  that  is  in  every  respect  the 
weakest  and  most  troublesome.  In  some  shops  methods  are  taken  to 
minimize  this  defect,  and  the  rules  of  this  Society  require  that  the 
ends  of  the  plates  shall  be  pressed  into  shape,  and  hammering  is  pro- 
hibited. In  England  presses  are  made  to  do  this  work  properly  and 
press  the  whole  plate,  instead  of  rolling  it.  One  of  these  presses, 
as  made  by  fielding  and  Piatt  of  Gloucester,  is  illustrated  in  Fig.  4. 

BRACES 

13  Boiler  head  braces  of  the  crow  foot  or  similar  types  are  usually 
designed  so  thin  that  they  bend  in  service  where  the  foot  joins  the 
rod,  and  are  likely  to  break  finally  at  this  point.  This  detail  should 
be  made  stiffer  than  is  commonly  done. 

14  Through  rods  above  the  tubes  of  horizontal  return  tubular 
boilers  should  be  supported  so  that  they  cannot  vibrate,  and  the  sup- 
ports should  be  stiff  enough  to  prevent  movement  in  any  direction, 
instead  of  merely  supporting  the  weight.  If  any  braces  are  used  below 
the  tubes,  through  or  head-to-head  braces,  rather  than  braces  riveted 
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to  the  shell  should  be  employed.  Such  bracea  should  not,  however, 
JMss  through  the  back  head  on  account  of  the  nuts  being  in  contact 
with  the  fire.  The  rods  should  be  secured  to  angles  riveted  to  the 
tuck  head  but  separated  from  it  3  to  4  in.  bj  ferrules  around  the 
rivets,  in  order  to  permit  the  removal  of  dirt  between  the  angles  and 
the  head. 

15  Although  not  related  to  safety,  it  is  best  not  to  have  the  rods 
aboFe  the  tubes  pass  through  the  back  head,  because  the  nuts  interfere 
with  an  efficient  method  of  covering  the  back  connection  with  fire 
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biick.  There  are  various  ways  in  which  nuts  can  be  avoided,  and  Fig. 
5  shows  methods  of  staying  both  above  and  below  tiie  tubes.  In  the 
former  case  diagonal  braces  are  used  for  staying  the  upper  parts  of 
the  tube  plates  in  order  to  give  more  room  for  inspection,  and  the 
heads  are  stiffened  by  riveting  on  thick  plates.  In  England  plate 
fusset  stays  are  preferred  to  throiifili  rods  or  dingojial  stays,  but  in 
this  country  they  are  seldom  uced.  There  is,  however,  no  reason  to 
^fiibt  their  efficiency,  although  any  head  stay  attached  to  the  shell 
tends  to  bend  the  latter  and  throw  it  out  of  equilibrium.  Nevertheless 
I  have  never  heard  of  a  rupture  coming  from  this  cause, 
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RIVET  HOLES  AND  RIVETING 

16  Riveting  is  now  generally  done  by  hydraulic  machines,  which 
have  shown  themselves  superior  to  any  other  kind.  In  consequence 
of  the  slow  movement  of  a  hydraulic  plunger  the  rivets  have  time  to 
enlarge  and  fill  the  holes;  and  from  the  solidity  of  action  and  steady 
holding  power  of  the  machine  the  plates  are  firmly  pressed  together, 
with  the  result  that  joints  riveted  by  this  type  of  machine  are  tighter 
than  those  made  by  any  other. 

17  It  is  the  common  practice  in  this  country  to  punch  the  holes 
of  boilers  %  in.  or  l^  in.  small  and  then  to  drill  them  to  size  with 
all  plates  and  covering  plates  in  place.  This  is  a  great  advance  in 
practice  over  punching  to  size,  but  it  is  not  satisfying  to  the  imagina- 
tion and.it  may  be  one  reason  why  plates  exposed  to  the  hottest  gases 
crack  between  the  rivets  and  their  edges.  Another  reason  for  such 
cracking  may  be  bulging  caused  by  too  much  pressure  by  the  riveting 
machine  on  the  rivet.  Sometimes  such  bulging  is  very  apparent.  A 
still  further  advance  in  practice  is  to  punch  one  butt  strap  for  each 
joint  with  small  holes  and  use  it  as  a  template  for  drilling  not  only 
itself  but  the  main  plate  and  the  other  butt  strap.  Similarly,  the  holes 
in  one  plate  of  a  circular  seam  may  be  punched  small  and  used  for  a 
template  for  drilling  the  other  holes.  The  best  way,  however,  and  the 
one  which  I  hope  to  see  adopted  everywhere,  is  to  drill  all  holes  from 
the  solid.  I  think  it  will  be  found  that  with  proper  tools  this  is  the 
cheapest  method. 

18  The  conical  rivet  head  is  being  displaced  by  one  of  more  or 
less  spherical  form  which  has  the  advantage  over  the  former  in  having 
a  thicker  edge  and  increased  holding  power. 

REINFORCING  PLATES  FOR  THE  OUTSIDE  FIREBOXES  OF  VERTICAL  BOILERS 

19  Above  the  staybolt  level  of  vertical  boilers  the  outside  fireboxes 
are  subjected  to  the  full  stress  that  comes  from  the  steam  pressure, 
imreduced  by  any  connection  to  the  inside  firebox  by  the  staybolts. 
In  some  designs  the  whole  outside  firebox  is  made  of  the  thickness 
required  to  stand  the  pressure  as  if  unstayed ;  in  other  designs  there 
is  a  short  course  of  increased  thickness  just  above  the  staybolts,  and 
in  still  another  design  the  outside  firebox  plate  is  thin  for  its  whole 
height  and  is  reinforced  above  the  staybolts  by  riveting  a  band  of  steel 
around  the  inside  of  the  plate. 

20  I  disapprove  of  the  last  of  these  methods  and  mention  the 
fact  here  because  the  object  of  this  paper  is  to  point  out  the  causes  of 
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boiler  explosions  and  to  advocate  methods  of  construction  that  will 
reduce,  if  not  do  away  with  them.  I  have  already  stated  that  shell 
explosions  are  nearly  always  caused  by  the  bending  of  the  plates,  and 
the  inside  reinforcing  plates  of  vertical  boilers,  just  described,  can  do 
no  good  without  bending.  They  cannot  then  prevent  the  main  plates 
from  being  overstrained,  and  they  are  therefore  possible  causes  of 
explosions. 

REVKHSKD  FLANGES  IN  VERTICAL  BOILERS 

Si     Still  further  in  accordance  with  the  object  of  this  paper,  I 
shall    describe  the  action  of  that  type  of  vertical  boiler  which  is 


1*10.  5    Diagonal  and  Longitudinal  Stays  without  Outside  Nuts 

^^Tiged  in  diameter  above  the  firebox  by  means  of  a  reversed  flange, 

^^-  6.    On  account  of  the  ease  with  which  this  flange  bends,  this  type 

^^  boiler  elongates  when  subjected  to  pressure,  and,  under  test  pres- 

svire,  to  a  considerable  extent.    Even  the  pulsations  in  pressure  coming 

^^oni  the  opening  and  closing  of  the  inlet  valves  of  steam  engines 

^Use  the  boiler  to  change  its  length  each  time,  and  this  action  and 

others  have  caused  many  of  the  reversed  flanges  to  crack.    The  effect 

has  been  reduced  by  making  this  flange  of  a  less  flexible  form  and 


626  PIRB   TUBE   BOILER  DESIGN 

increasiDg  its  thicknesB.  It  is  not  a  good  plan,  however,  to  have 
flexible  means  of  connecting  the  ends  of  boilers,  and  when  the  flange 
is  made  so  thick  that  it  is  not  flexible  its  object  is  no  longer  acoom- 
plished. 

ZSi  Another  harmful  effect  of  the  elongation  of  boilers  of  this 
^e  is  the  bending  of  the  lower  tube  plate  upward  and  the  upper  one 
downward.  This  tends  to  pull  the  outer  tubes  from  the  tube  plates 
and  may  cause  explosions. 

83     In  order  to  obviate  the  two  defects  described,  the  reduction  in 


diameter  should  be  made,  as  it  has  been  many  times,  by  a  conical 
course,  Fig.  7,  instead  of  by  a  reversed  flange.  An  incidental  ad- 
vantage of  this  is  that  the  circulation  of  the  water  is  a  little  freer. 
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24     Several  explosions  have  been  caused  by  dished  heads  cracking 
ftround  the  edges  where  they  join  the  spherical  portiooB.    Apparently 
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it  has  been  thought  by  designers  in  general  that  if  a  head  is  pressed 
into  spherical  form  and  flanged,  the  radius  being  made  equal  to  the 
diameter  of  the  drum  and  the  thickness  equal  to  that  of  the  drum^ 
nothing  more  is  necessary.     There  is  no  doubt,  however,  that  such 
heads  breathe  and  that  the  cracking  is  due  to  this.     It  is  the  same 
phenomenon  that  causes  the  rupture  of  lap  joints  and  breaks  stay- 
bolts.    I  believe  that  such  heads  should  be  made  of  thinner  plates  than 
usual  and  braced  like  flat  heads.    The  braces  should  be  strong  enough 
to  carry  the  total  pressure  on  the  heads,  and  thin  plates  would  stand 
the  flanging  process  better  than  thick  ones  and  with  less  liability  of 
being  injured  at  the  comers. 

^5  In  regard  to  the  method  of  bracing  such  heads  I  am  inclined 
to  think  that  radial  plate  gussets  would  be  best,  and,  if  placed  at  equal 
dist^Lnces  completely  around  the  drum,  the  latter  would  not  be  dis- 
torted by  supporting  the  head.  I  think  that  anybody  who  has  a  boiler 
with  unbraced  drum  heads  should  view  them  with  anxiety. 

PLUSH  HEAD  HORIZONTAL  BETURN  TUBULAR  B0ILEB8 

^6    In  New  England,  horizontal  return  tubular  boilers  are  always 

Duilt  with  the  front  tube  plate  flanged  forward,  biit  in  other  parts  of 

^"^    country  it  is  frequently  if  not  usually  flanged  backward.     The 

latter  is  known  as  the  fliLsh  head  or  New  York  boiler.    I  consider  the 

^^^  England  method  the  better  because  all  the  riveting  can  be  done 

"J  ^^Oachine.    With  the  other  construction,  one  circular  joint  must  be 

^^^eted  by  hand  or  pneumatically.     Another  advantage  of  the  New 

^^gland  method  is  that  it  makes  a  tight  smokebox,  while  the  other, 

^specially  if  the  boiler  has  a  brick  smokebox,  which  is  usually  the  case, 

^  likely  to  leak  air.    A  leaky  smokebox  diminishes  draft  and  cools  the 

S^^^8,  and  thus  diminishes  the  effect  of  an  economizer  if  one  is  used. 

^7    The  object  of  the  flush  head  boiler  is  to  have  the  joint  between 

y^^  front  head  and  the  shell  plate  always  in  contact  with  water  so  that 

^*  it  is  not  protected  by  brickwork  it  will  not  be  injured  by  heat.    In 

the  New  England  design,  there  is,  however,  no  difficulty  in  keeping 

^^®  joint  protected,  and  there  probably  has  never  been  a  case  of  burn- 

^^8  the  joint. 

FACTORS  OF  SAFETY 

%    At  present  it  is  customary  in  this  country  to  use  a  factor  of 

^'ety  of  five  in  the  construction  of  stationary  boilers ;  in  locomotives 

^ne  factor  is  four.    I  hope  that  by  careful  designing  four  will  some- 

*^^e  be  used  in  stationary  boilers,  for  no  boiler  ever  explodes  because 
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it  was  originally  too  weak,  but  because,  as  already  explained,  it  was 
designed  or  built  so  as  to  bend  with  subjection  to,  or  changes  in,  pres- 
sure, except  in  the  case  of  boilers  having-  crown  or  stayed  sheets.  The 
explosions  of  locomotive  boilers  are  almost  exclusively  confined  to  the 
blowing  down  of  overheated  crown  slieets  due  to  low  water.  In  stayed 
water  legs,  it  is  extremely  uncommon  for  enough  staybolts  to  break  to 
allow  the  sheets  to  bulge  and  rupture. 

BRICKWORK 

29  A  desirable  feature  of  brickwork  enclosing  boilers  is  the  ab- 
sence of  cracks.  This  not  only  improves  the  appearance  but,  by  pre- 
venting leakage  eliminates  the  harmful  effect  on  draft  and  economy 
and  reduced  efficiency  of  economizers  when  used.  Generally  speaking, 
brickwork  will  stand  without  cracks  in  boiler  settings  unless  it  is 
pushed  by  the  boiler ;  and  it  is  only  necessary  to  so  place  it,  and  have 
such  details  about  the  boiler,  that  it  will  not  receive  any  serious  push- 
ing. The  brickwork  should  not  touch  the  boiler  anywhere,  and  the 
space  between  it  and  the  boiler  should  be  stuffed  with  asbestos  fibre. 
Although  this  filling  may  tend  to  leak  air,  the  covering  over  the  top 
of  the  boiler,  which  rests  on  the  brickwork,  prevents  this.  The  front 
end  of  the  boiler  should  be  fixed,  and  the  other  end  should  have  at- 
tached to  it  some  back  connection  covering  device  which  will  slide  and 
not  tend  to  push  the  back  wall  over.  Such  a  device  has  been  made  by 
Orosco  C.  Woolson,  Mem.Am.iSoc.M.E.,  and  is  reproduced  in  Fig.  8. 

30  The  vertical  thickness  of  the  brickwork  on  the  sides  of  the 
boiler,  and  almost. in  contact  therewith,  should  not,  I  think,  be  more 
than  12  in.  It  has  been  made  24  in.,  and  in  such  cases  I  have  seen 
the  part  raised  bodily,  apparently  by  the  expansion  of  the  boiler.  This 
part  of  the  brickwork  is  usually  above  the  center  of  the  boiler,  but  it 
should  be  equally  above  and  below  the  center  as  thereby  there  is  less 
chance  of  any  of  its  weight  being  supported  at  all  by  the  boiler.  If  the 
boiler  supports  it  there  is  a  chance  that  its  weight  will  bend  the 
plates,  and  the  arguments  against  this  have  already  been  given. 

31  It  is  common  to  use  buckstays  on  the  sides  of  boiler  settings, 
but  I  also  use  them  on  front  and  back  in  order  to  prevent  cracks. 
Buckstays  should  be  usually  of  8-in.  I-beams  of  the  lightest  section, 
instead  of  cast  iron  which  is  unreliable. 

USE  OF  AIR  SPACES  IN  BOILER   BRICKWORK 

32  It  has  always  been  customary  in  this  country  to  build  the  side 
and  back  walls  of  boiler  settings  with  air  spaces  in  order  to  diminish 
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loss  of  beat  bj  radiation.  It  ie  probable  that  these  spaces  cause  loss 
of  beat  by  convection  and  leakage,  and  it  has  been  proved  by  experi- 
ments carried  out  by  the  United  States  Bureau  of  Mines  (Bulletin  8) 
that  this  is  true.  If  it  is  advisable  to  uEe  spaces  in  the  walls  Jn  order 
to  prevent  cracking  of  the  brickwork,  it  is  best  to  fill  them  with  some 
material,  such  as  ashes,  crushed  brick,  sand  or  other  loose  material, 
which  will  entrap  air  but  diminish  its  movement.  Solid  brick  walls 
fonn  a  better  non-conductor  than  walls  with  air  spaces. 


Fio.  9    Woolson's  Gas  Tight  Back  Arch  Uonnbctiok 

UETHOD  OF  SL-PPORTINQ    HORIZONTAL   ItKTUItS   TUBULAH    BOILERS 

33  The  method  of  supporting  horizontal  return  tubular  boilers 
is  of  more  importance  thau  is  usually  realized.  Such  boilers,  no  mat- 
ter what  their  length  or  size,  should  be  supported  at  no  more  than  four 
points.  If  boilers  are  long  it  is  common  to  support  them  at  six  points. 
In  order  to  prevent  the  end  supports  from  leaving  their  bearings, 
springs  are  often  placed  under  the  middle  brackets,  but  this  does  not 
render  the  pressures  ou  the  supports  equal  and  is  only  a  makeshift. 

34  It  is  a  principle  in  mechanics  that  if  a  body  rests  on  three 
points  the  pressures  on  these  points  can  be  determined  and  will  not 
i^hange  even  if  the  points  change  their  positions  or  levels.  A  3-legged 
otool  always  rests  properly  on  its  legs  and  with  unchanging  pressure 
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on  each,  even  when  it  rests  on  an  irregular  floor,  but  a  stool  with 
than  three  legs  never  presses  equally  on  each,  and  if  its  feet  were 
fully  fitted  to  bear  on  the  floor,  a  change  in  position  would  destro 
fitting. 

35     This  shows  that  in  supporting  a  horizontal  boiler  the  1 
point  principle  should  be  applied.    To  obtain  this  effect  and  yet 
the  boiler  held  up  at  four  points,  two  points  at  one  end  are  supp 
in  the  usual  maimer  and  the  other  two  are  connected  by  links 
equalizing  lever  working  on  a  pin  passing  through  overhead  suppo 
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Fig.  9    Boiler  Support,  showing  Good  Design  op  Lug 


beams.  This  was  first  done  by  Mr.  Woolson,  as  described  in  a  ] 
by  him  before  the  Society^  in  1898.  When  a  boiler  is  supported  ii 
way  the  stress  in  the  plates  due  to  the  weight  can  be  made  prope: 
will  never  change  no  matter  how  much  the  brickwork  may  settle,  1 
this  system  is  not  used  the  stress  at  one  point  may  be  suflBciently 
to  be  a  serious  matter. 

^Hanging  and   Setting  of  Horizontal   Fire-Tube   Boilers,   O.   C.   Wc 
Trans.  Am.  Soc.  M.  E.,  Vol.  19,  p.  781. 
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36  Brackets  or  lugs  used  on  boilers  for  suspension  from  above 
should  have  the  point  of  support  close  to  the  boiler  and  the  direction 
of  the  link  nearly  or  quite  tangential  to  the  shell,  as  shown  in  Fig.  9. 
With  such  a  bracket  and  a  tangential  link,  it  is  not  important  to  rivet 
a  plate  inside  the  shell  to  distribute  the  supporting  strains. 

DISCUSSION 

W.  F.  KiESEL,  Jr.  (written).  The  ills  of  boilers  and  some 
remedies,  as  described  by  the  author,  are  worthy  of  considerable 
thought.  The  remedies  proposed  seem  to  indicate  a  general  rule, 
that  is,  to  distribute  unavoidable  distortions  or  deflections  over  as 
much  space  as  possible,  thereby  avoiding  concentration  of  strains 
in  isolated  locations,  at  which  points,  due  to  stresses  approaching  or 
exceeding  the  elastic  limit,  detailed  fractures  will  occur. 

The  author  has  pointed  out  possibilities  of  change  in  design 
which  tend  to  distribute  the  distortions.  Distortions  due  to  varying 
pressures  can  generally  be  eliminated  in  this  manner.  Changes  in 
shape  due  to  temperature  must  receive  careful  consideration  by  the 
designer,  who  usually  estimates  the  possible  extent  of  the  distortion 
and  utilizes  the  best  available  means  to  counteract  the  resultant 
strains  within  sufficient  limits  of  stress  per  square  inch.  He  also 
makes  it  a  point  to  leave  as  much  freedom  as  possible  for  the  parts 
to  expand  and  contract,  realizing  that  such  obstruction  to  expansion 
and  contraction  creates  undesirable  strains  in  the  plates. 

It  is  undesirable  to  introduce  holes  or  stays  unnecessarily  for 
which  reason  the  writer  cannot  agree  with  Mr.  Dean  in  his  recom- 
mendation to  eliminate  dished  heads.  It  is  true  that  some  such 
heads  have  failed,  but  in  connection  with  these  failures  there  is 
chance  for  grave  suspicion  that  either  the  metal  in  the  head  has 
been  damaged,  or  that  the  design  of  the  head  was  faulty.  A  well- 
made  and  properly-designed  dished  head  will  give  no  trouble,  and 
thousands  of  them  are  in  use.  A  dished  head  should  have  suflBcient 
metal  in  the  cylindrical  flange  to  resist  the  pull  of  the  spherical  dish. 
Another  important  feature  is  the  transition  radius  at  the  circum- 
ference of  the  flange. 

The  calculations  as  given  by  Rankine  and  others  are  not  easy 
to  handle  by  ordinary  inspectors  and  laymen,  but  the  engineer  has 
no  difficulty  in  properly  designing  a  dished  head.  The  formulation 
of  rules  for  the  use  of  inspectors  must,  necessarily,  be  simple.    Such 
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rules  are,  therefore,  inclined  to  err  on  the  safe  side,  and  result  in 
dished  heads  which  are  stronger  than  necessary. 

For  reasons  given,  we  believe  that,  within  prescribed  limits, 
dished  heads  should  have  preference  for  small  drums  and  boilers. 
This  permits  eliminating  unnecessary  stays  and  rivet  holes,  which 
stays  at  the  same  time  oppose  natural  expansion  and  contraction 
due  to  heat  and  thereby  create  unknown  internal  stresses  in  the 
material. 

Thomas  E.  Durban.  There  is  one  point  in  the  paper  I  would 
like  to  bring  out,  and  that  is  in  reference  to  the  recommendation 
that  all  holes  be  drilled  through  the  solid.  Our  experience  is  that 
in  drilling  a  number  of  plates,  such  as  a  horizontal  boiler,  with 
butt  straps,  it  is  impossible  to  drill  them  through  the  solid  clear 
through  and  make  as  good  a  job  as  you  can  make  if  a  pilot  hole  is 
punched,  and  the  drill  run  through  the  pilot  hole.  As  a  matter  of 
fact,  in  the  case  of  a  multitude  of  plates  drilled  together,  it  is  im- 
possible to  run  the  drills  through  with  the  rapidity  necessary  in 
order  to  do  the  job  quickly  and  not  have  the  drill  run. 

The  Author.  Concerning  Mr.  Kiesel's  view  of  the  safety  of 
dished  heads,  it  is  of  course  to  be  expected  that  mine  would  not  be 
acceptable  to  everybody.  I  was  not  aware  that  the  proper  method 
of  designing  safe  dished  heads  had  been  determined  and  hardly 
thought  it  likely  to  be.  My  view  was  therefore  that  it  is  best  to 
have  heads  that  are  unquestionably  safe. 

In  regard  to  Mr.  Durban's  view,  I  feel  that  his  opinion  would 
not  be  shared  by  all  boiler  makers,  for  there  are  some  who  make  a 
practice  of  drilling  rivet  holes,  and  w^ho,  in  fact,  have  no  punches 
capable  of  punching  holes  through  anything  but  plate  about  thick 
enough  for  boiler  uptakes.  I  have  always  felt  that  the  machines 
used  for  drilling  holes  in  boiler  plates  are  flimsy  and  unstable,  and 
I  think  that  in  order  to  drill  plates  properly  it  is  merely  necessary 
to  have  machines  that  are  of  good  stiff  design.  When  such  are 
used  I  feel  certain  that  the  difficulties  mentioned  by  Mr.  Durban 
will  not  exist. 
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Member  of  the  Society 

The  problem  considered  in  this  paper  is  the  expression  of  an 
endeavor  to  determine  the  methods  by  which  the  service  of  a  con- 
*nlting  engineer  may  be  made  of  greatest  value  to  the  executive  of  a 
corporation,  or  to  a  board  of  directors  or  trustees,  during  an  inter- 
'^i^num  in  the  executive  office.     In  taking  a  more  or  less  com- 
prehensive view  of  problems  which  have  confronted  certain  execu- 
tives, and  mapping  out  plans  cooperatively  with  them  which  they 
^^ulcj  present  to  their  directors,  to  their  subordinates,  and  to  their 
constituents,  I  have  been  forced  to  a  regular  method  of  procedure 
''^^cle  practicable  through   cooperation  of  the  executive   and   the 
^oxis^lting  engineer.     This  method,  which,  after  an  experience  of 
^^'^eral  years,  has  proven  its  value  in  money  and  in  service,  is  briefly 
^^  follows: 

a  The  defining,  on  the  basis  of  facts  shown  by  engineering 
study,  of  the  policies  of  a  business. 

6  The  expression  in  simple  usable  form  of   the   definitions 
obtained. 

c  Construction  on  the  basis  ot  the  studies  made. 

THE   NEED    FOR    DEFINITION 

2    The  need  for  an  executive  to  have  definitions  before  he  can 
ce  decisions  is  often  forgotten.     No  executive  is  doing  the  most 
can  do  for  his  business  until  he  has  ()l)tained  his  definitions,  by 
*^^ving  his  business  fully  surveyed  and  his  fields  of  action  selectively 
^^*^^pped,  until  he  has  located  to  the  host  of  the  present  state  of 
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engineering  and  of  industry   the  places  where  waste  exists  and 
where  the  greatest  possibility  for  profitable  development  lies. 

3  Such  broad  study,  to  be  fully  effective,  must  come  from  the 
cooperative  use  of  the  best  methods  known  to  engineering  and  to 
industry,  through  such  cooperation  between  the  industrial  executive 
and  the  consulting  engineer  as  shall  combine  the  best  of  the  inside 
industrial  view  of  the  business  in  question  and  the  best  of  the  out- 
side view  of  applied  science.  Such  a  study  must  include  or  be  fol- 
lowed by  the  vital  but  often  neglected  comparative  and  selective 
studies,  which  show  what  pays  and  what  does  not.  To  define  what 
is  to  be  kept  and  what  dropped  is  essential  to  a  successful  business. 
Too  often  the  rule  is  to  keep  everything;  such  a  policy  may  have 
been  possible  in  the  old  days  of  big  profits,  but  it  is  no  longer  possible 
today. 

THE  NEED  FOR  EXPRESSION 

4  To  express  a  definition  is  almost,  or  quite,  as  necessary  as  to 
define,  for  an  executive  has  especial  reason  to  make  his  meaning 
clear.  First  and  foremost,  his  policies  must  be  so  clear  in  his  own 
mind  that  he  can  properly  place  them  before  the  board  of  directors 
or  trustees,  if  these  bodies  are  to  legislate  wisely  and  well  upon  the 
policies  placed  before  them.  Again  and  again  problems  involving 
very  considerable  sums  of  money  come  before  boards  of  trustees 
and  directors,  where  the  time  of  discussion  of  the  question  is  limited 
to  from  one  to  three  hours.  The  executive  is  the  person  to  bring 
these  problems  before  the  board;  and  in  order  to  choose  wisely 
between  different  policies,  in  order  to  enable  the  directors  to  see  what 
should  be  done,  and  to  lay  down  a  policy  for  the  institution,  the 
facts  used  must  be  so  well  chosen  and  selected  that  there  can  be  no 
question  of  their  value,  and  so  clearly  and  so  completely  presented 
that  their  meaning  can  be  given  to  a  board  in  the  shortest  possible 
space  of  time. 

5  Expression  to  the  board  of  directors  is  but  one  of  the  prob- 
lems. An  executive  has  another  duty  which  is  often  forgotten, — 
whether  he  will  or  no,  his  immediate  task  must  be  largely  that  of 
training  his  subordinates,  of  educating  the  men  who  are  to  work  with 
him  in  the  different  policies  of  the  business  so  that  the  whole  staff 
shall  work  in  harmony  and  each  one  understand  what  is  behind  the 
different  policies  which  affect  the  sales,  operating,  and  accoimting 
departments.  If  the  executive  has  not  defined  and  expressed  his 
policies  in  bo  simple  a  fashion  that  all  his  force  is  working  in  harmony, 
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the  lost  motion  ensuing  means  a  loss  in  money  which  is  amazing 
to  contemplate.  In  many  corporations,  the  executive  has  another 
duty,  because  in  this  day  of  the  interest  of  the  public  and  of  the 
Government  in  corporation  affairs,  it  is  again  and  again  essential  not 
only  that  proper  facts  should  be  chosen,  but  also  that  those  proper 
facts,  once  chosen,  should  be  properly  translated  and  expressed  in  a 
form  which  will  reach  a  given  audience,  especially  the  broad  audience 
of  the  public.  Too  often  today  such  selection  and  expression  of 
facts  are  wanting,  and  instead  a  theory  or  a  case  is  presented,  which 
may  be  met  and  conquered  by  another  theory  or  another  case. 

COOPERATIVE  CONSTRUCTION 

6    Money  saving  and  money  making — time  saving  and  im- 
provement  of  service — all   these   are   intimately   concerned   with 
proper  definition  and  expression  of  the  facts  about  a  business. 
When  such  definition  and  expression  have  been  made,  strong  con- 
*^ctive  work  can  be  done  and  all  three  factors,  definition,  ex- 
pr^easion,  construction,  can  best  be  upbuilt  through  the  application 
^  industrial  needs  of  the  best  that  modem  science  and  scientific 
'^^^thods  has  produced. 

7  It  cannot  be  too  strongly  emphasized  that  such  applications 
^^  science  to  industry  as  are  here  outlined  can  best  be  accomplished 
*^Iirough  the  cooperative  efforts  of  engineers  trained  for  years  in 
Science,  in  various  types  of  industry  and  in  the  application  of  science 
^  industry  and  of  corporations  willing  to  devote  to  such  cooperative 
^^deavor  the  cordial  assistance  of  employes  trained  for  years  in  the 
^^tails  of  their  own  business.  Neither  from  without  nor  within  can 
^^e  best  results  be  secured.  Advances  can  best  be  made  through  the 
^'^Iding  together  of  the  two  types  of  knowledge  possessed  by  two 
^'^Ups  of  men,  one  possessing  general  knowledge  of  science  and  in- 
^^istry  and  one  possessing  specific  knowledge  of  a  given  business. 

METHODS   OF   PROCEDURE 

8  There  are  six  divisions,  as  I  have  seen  them  develop,  which 
'^ery  much  concern  a  consulting  engineer  who  is  serving  any  corpora- 
^^xx  along  these  lines.     The  final  thing  is,  of  course,  the  decision, 

it  is  the  executive  or  the  board  who  knows  five  or  ten  per  cent 
►x^  than  the  other  man  who  decides  promptly,  and  in  most  cases 
^^oides  rightly.     It  is,  then,  a  function  of  the  consulting  eng^nefet  Vi 
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present  such  facts  to  the  executive  that  the  basis  of  the  decision  made 
may  be  as  sound  as  possible;  he  should  place  before  the  executive: 

a  A  general  preliminary  cooperative  study  of  the  field  to 
determine  what  lines  are  most  worthy  of  study. 

b  A  cooperative  determination  of  what  tacts  should  be 
known  about  the  lines  selected  and  a  definition  of  the 
periods  most  worthy  of  study  on  the  basis  of  the  pre- 
liminary study. 

c  A  careful  collection  and  intensive  study  of  the  facts  exist- 
ing in  the  lines  chosen  for  the  periods  determined. 

d  The  translation  of  the  facts  collected  and  studied  in  the 
light  of  their  relation  to  the  other  departments  of  the 
business. 

e  The  expression  of  the  facts  studied  and  the  results  obtained, 
in  the  briefest  and  clearest  way. 

/  A  method  for  the  constructive  use  of  the  facts  obtained 
and  where  necessary,  an  expression  of  the  facts  in  a  form 
intelligible  to  the  special  audience  which  needs  most  to 
know  them. 

THE  TASKS  OF  EXECUTIVE  AND  ENGINEER 

9  Turning  to  the  first  heading,  the  need  for  a  broad,  compre- 
hensive view  of  the  whole  problem,  it  seems  to  me  that  every  execu- 
tive must  realize  the  fact  that  it  is  his  task  to  determine  the  internal 
policy  and  the  external  policy  of  his  company,  and  that  those  policies, 
which  make  up  the  policy  of  the  business,  must  rest  primarily  upon 
the  history  of  that  business  and  upon  the  facts  of  the  business  and 
its  relation  to  its  world.  He  should  also  realize  that  he  can  best 
obtain  the  necessary  data  as  to  both  history  and  facts  through  the 
cooperative  assistance  of  the  engineer.  No  consulting  engineer  can 
possibly  know  as  much  of  a  given  business  as  can  men  who  have 
been  trained  for  years  in  that  business;  but  it  is  equally  true,  though 
sometimes  forgotten,  that  no  business  executive  can  know  as  much 
of  scientific  methods  as  applied  to  industry  as  the  engineer — each 
has  his  own  knowledge,  his  own  training,  his  own  experience.  One 
has  the  inside  viewpoint;  the  other,  the  outside  viewpoint.  Neither 
can  do  a  complete  job  alone.  The  peculiar  value  to  industry  of  the 
engineer  who  possesses  training  and  experience  comes  largely  from 
the  fact  that  such  an  engineer  can  choose  the  most  vital  physical 
facts  and  bring  them  into  such  relation  that  they  may  be  clearly 
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and  briefly  expressed,  and  because  the  engineer's  knowledge  makes 
possible  the  discarding  of  useless  statistics.  The  need  for  training 
and  experience  in  the  determining  of  what  facts  to  collect  and  what 
lines  to  study  can  hardly  be  made  too  emphatic. 

10  The  problem,  then,  for  the  engineer  is  to  use  his  viewpoint, 

to  use  the  scientific  method  undimmed  by  too  much  technique  of 

the  business,  cooperatively  with  the  executive  in  the  collection  and 

translation  of  the  tacts,  to  bring  the  essential  factors  from  the  cloud 

of  non-essentials,  and  to  define  and  express  the  clear-cut,  sharp, 

^^mprehensive  policies  which  should  be  pursued. 

1 1  The  problem  for  the  executive  is  to  aid  the  engineer  by  giving 

^uxx  the  facts  about  the  business,  and  by  assisting  him  in  determining 

^i^^  practicability  of  his  suggestions.     It  must  be  remembered  also 

^liat  both  executive  and  engineer  must  be  open  minded,  if  coopera- 

"^ion  is  to  succeed.     It  is  comparatively  seldom  that  an  engineer  is 

to  lay  out  a  wholly  new  plant.     He  is  generally  doing  the  best 
can  with  an  old  one. 

12  One  may  often  see  in  the  records  of  many  corporations  the 
of  age  showing  as  many  periods  of  growth  as  the  rings  around 

giant  sequoia.  To  determine  the  meaning  and  value  of  these 
'erent  rings,  to  understand  their  translation,  to  find  out  what  is 
'^^^derly  growth  and  what  is  disease  excrescence,  to  determine  what 
should  be  fostered,  to  devise  means  of  loosening  cramping  bands 
^^kich  have  grown  up  around  the  business, — that  task  should  be 
^one  best  by  the  methods  outlined  here. 

13  There  is  another  reason  why  the  obtaining  of  a  broad  com- 
t^^^hensive  view  is  essentially  a  function  of  the  outside  engineer, 
^ven  where  the  executive  is  himself  an  engineer.     I  personally  be- 
lieve that  no  man  can  get  along  without  an  outside  view  upon  his 
Pit>blems,  and  that  the  executive  is  always  dimmed  by  his  nearness 
^  the  problem.     I  question  whether  any  sincere  man  will  deny  that 
"C  has  certain  preferences  for  the  work  he  is  doing  himself,  or  ques- 
tion that  no  matter  how  completely  he  endeavors  to  gain  an  unpreju- 
diced view  of  his  daily  routine  he  is  som(»what  affected  by  a  glamor 
of  personality. 

14  As  I  indicated  before,  the  internal  view  is  but  one  of  the 
factors  in  the  situation.  No  business  lives  alone.  Not  onlv  within 
the  business,  but  outside  the  business,  any  individual  institution  or 
corporation  whose  aims  are  clearly  defined  and  righth'  dc^f ended  and 

ft 

expressed  can  remove  to  a  large  degree  any  unpleasant  relations  with 
other  corporations,    with    legislatures,    with    public   service    eoitv- 
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missions,  and  with  the  public  generally.  Such  questions  as  the 
following  are  constantly  arising:  What  is  the  competitor's  policy 
as  compared  with  ours?  What  is  being  done  in  his  field,  and  how 
does  his  field  relate  to  ours?  What  will  a  legislature  or  a  public 
service  commission  do  that  affects  our  future?  What  will  the  public 
reaction  be  upon  a  given  policy?  All  uncertainty  as  regards  the 
answers  to  these  questions  is  largely  cleared  away  when  any  branch 
of  industry  has  a  clearly  set  forth  and  definite  policy,  clearly  ex- 
pressed, and  based  upon  proper  study  of  the  facts  not  only  of  its 
interior  but  of  its  exterior  relations. 

A   BROAD   COMPREHENSIVE   STUDY 

15  An  illustration  of  a  rather  broad  and  comprehensive  study 
made  for  an  executive  and  a  board,  the  results  of  a  year's  study  of  a 
problem,  which  included  a  survey  of  the  whole  field  and  a  selection 
of  those  lines  which  seemed  most  profitable  for  investigation,  is 
stated  as  follows: 

16  Given  a  city  with  one  hundred  miles  of  streets  and  public  places 
to  be  lighted  and  with  a  maximum  population  of  a  quarter  of  a  million, 
provide  the  best  light  at  the  lowest  cost. 

17  In  this  investigation  we  first  made  a  preliminary  study,  and 
laid  out  a  work  chart,  Fig.  1,  showing  certain  statistical  and  experi- 
mental studies  that  we  desired  to  follow  out.  Under  space  we  studied 
the  geographical  areas,  and  made  a  classification  of  the  streets, — 
widths,  pavements,  nature  of  travel,  and  character  of  abutting 
buildings,  taken  from  the  highway  plans  of  various  streets,  and 
arranged  in  groups.  We  then  classified  the  street  intersections  and 
public  places,  found  the  areas,  angles  ot  intersecting  streets,  char- 
acter of  abutting  buildings,  particularly  with  regard  to  automobile 
travel  and  possibilities  of  bad  lighting  at  the  intersections.  We 
determined  the  present  condition  in  the  case  of  the  streets  and  inter- 
sections and  public  places. 

18  We  then  studied  the  densities  ot  population,  and  also  studied 
with  relation  to  these  densities  of  population,  the  movement  o 
building  in  the  last  five  years  and  how  the  building  had  progressei 
in  different  periods  and  under  different  conditions  in  the  city.     A^ 
a  matter  of  fact,  the  popular  estimates  of  what  building  had  occurred- 
were  laigely  incorrect  until  we  made  this  study,  and  the  people 
the  city  thought  the  facts  about  the  city  were  quite  different  fro 
what  tbey  actually  were.     We  found  that  while  the  movement 
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building  was  supposed  to  be  greatest  in  one  direction,  it  was  actually 
greater  in  another  direction. 

19  We  then  went  on  with  the  question  of  money,  and  studied 
the  unit  cost  per  street  mile  foi  the  different  classes  of  lighting  for  the 
different  streets. 

20  In  regard  to  miscellaneous  facts,  we  studied  the  location  of 
existing  lamps,  from  personal  inspection,  from  official  records,  and 
from  the  contractors'  records  and  comparing  the  city  records  with 
the  contractors'  records.  The  lighting  had  gone  on  as  most  lighting 
goes,  in  a  varying  manner;  one  year  the  appropriation  had  been 
large  and  there  had  been  a  lot  of  lamps  put  in  as  a  result  of  new 
developments  started.  The  next  year  the  development  died  out, 
for  sDme  reason,  and  a  lot  of  lamps  had  not  been  placed,  and  some 
of  those  which  had  been  put  in  place  were  not  effectively  used. 
The  result  was  that  there  was  no  regular  distribution  of  lighting. 

21  The  heading  ^^experimental  studies"  represents  definite 
experimental  work.  We  put  up  adjustable  standards  similar  to 
those  used  by  the  Edison  Company,  the  Electrical  Testing  Labora- 
tories, and  by  Mr.  Lacombe  in  the  New  York  City  tests,  and  also 
similar  to  various  other  experimental  plants  elsewhere.  Under 
"areas,*'  we  studied  the  illumination  per  unit  area  for  different  classes 
of  streets  and  of  street  intersections.  We  studied  the  p)opulation 
and  traffic  census,  especially  with  reference  to  foot  traffic  and  auto- 
mobiles, and  incidentally  let  me  say  that  in  a  similar  study  to  this 
we  found  one  interesting  thing  where  we  made  a  very  considerable 
mistake,  one  which  would  have  made  much  trouble  if  we  had  not 
been  working  cooperatively  with  the  officers  of  the  city,  and  had 
not  invited  them  to  criticize  freely  our  studies.  We  took  the  traffic 
census  on  a  given  road  and  found  there  were  only  eighteen  vehicles 
going  up  that  road.  We  checked  it  up,  and  one  of  the  persons 
familiar  with  the  situation  said,  "There  is  a  big  mistake  there,  be- 
cause that  is  where  the  early  morning  trucking  goes."  We  went 
back  and  made  the  study  between  two  and  Six  o'clock  in  the  morning 
and  found  over  a  hundred  trucks  coming  in  over  that  road,  which 
went  out  late  in  the  afternoon.  In  the  late  morning,  when  the 
study  was  taken,  there  was  almost  no  traffic  on  that  street.  There 
is  an  illustration  of  the  necessity  of  cooperating  with  the  people  in 
the  place,  to  find  out  what  the  facts  are  about  the  actual  conditions. 
If  we  had  not  checked  that  study  street  by  street  with  the  people 
who  knew  the  conditions,  we  should  have  based  our  lighting  for 
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that  road  on  the  morning  study,  and  found  no  traffic  worthy  of 
mention. 

22  Under  "intensity  of  light  and  light  sources,"  we  determined 
the  unit  intensity  per  unit  population  per  unit  area,  and  in  getting 
that  together  there  is  only  one  conception,  practically,  that  one 
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should  give  the  executive  to  use,  and  that  is  the  conception  of  the 
unit,  the  concept  of  the  candle,  because  after  all  our  light  unit  comes 
back  (with  full  recognition  of  the  carefully  drawn  and  admirable 
work  of  the  Bureau  of  Standards),  to  a  concept  of  a  candle,  just  as 
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density  of  population  or  unit  population  goes  back  to  the  concep- 
tion of  one  man  in  one  house,  and  that  unit  concept  can  always  be 
given  simply  and  directly.  Almost  the  only  thing  used  in  the  pre- 
liminary work,  which  needed  any  translation,  was  the  word  "unit," 
(and  we  only  used  that  because  we  had  to  use  the  unit  concept)  and 
we  found  that  was  easily  translated,  even  with  the  men  on  the 
street. 

23  We  then  took  up  the  question  of  design  and  construction  of 
trial  installations  for  both  gas  and  electric  lamps,  Fig.  2.  In  the 
case  of  reflectors,  we  studied  the  clear,  semi-opaque,  and  translucent. 
We  also  studied  the  matter  of  pole  heights,  limits  for  arcs,  and  limits 
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Fig.  3    Chart  Indicating  Answer  to  the  Problem  of  City  Lightinq 


for  low  units.  We  made  studies  of  results  obtained  from  trial 
installations,  and  made  tests  to  discover  the  candlepower  of  light 
sources  and  their  efficiency  at  e;iven  points. 

24  In  considering  the  cost  of  this  installation,  we  then  pro- 
ceeded to  a  study  of  the  relative  maintenance  Mid  costs  of  various 
types. 

25  The  answer  to  the  problem  was  the  final  drawing  up  of 
specifications.  Fig.  3,  making  the  gas  and  electric  units  interchange- 
able where  possible,  and  making  specifications  consistent  with  the 
Jocal  conditions  which  did  not  require  tests  of  an  expensive  nature 
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to  be  carried  on,  and  which  would  be  comprehensive.  It  is  im- 
possible in  any  chart  to  show  all  of  the  different  factors  which  con- 
cern specifications  in  general.  Perhaps  there  is  no  more  dangerous 
fallacy  than  the  concept  that  a  specification  which  can  be  used  with 
great  satisfaction  in  one  plan  can  be  used  with  equal  satisfaction  in 
another.  The  main  thing  which  we  desired  to  obtain  was  a  final 
contract  which  should  be  fair  and  equitable  to  both  the  city  and  the 
contractor. 

26  Such  a  study  as  T  have  shown  here  is  a  brief  representation 
of  my  first  concept  which  concerned  the  possibilities  of  engineering 
work  done  cooperatively  with  an  executive  in  obtaining  broad, 
comprehensive  views  for  the  education  of  associates,  for  the  public, 
and  for  the  authorities. 

A   SELECrrVE   STUDY 

27  The  second  division  of  my  subject  concerns  the  application 
of  the  theory  of  selection  to  the  different  parts  of  a  problem  in  such 
a  way  as  to  enable  any  executive  to  understand  those  factors  in  a 
business  which  are  more  valuable  and  those  which  are  less  valuable. 
Certainly  if  there  is  a  branch  of  engineering  which,  from  the  stand- 
point of  money  returns,  needs  most  to  be  applied  to  industry,  it  is 
such  studies  as  shall  give  readily  to  the  executive  and  to  legislative 
bodies  aiid  corporations  that  concept  of  the  selective  values  of 
their  business.  There  is  no  way  I  know  by  which  this  can  be  ob- 
tained save  through  engineering  studies  of  the  type  illustrated 
here, — for  there  are  very  few  businesses  which  are  so  simplified  that 
one  can  tell  offhand  at  a  glance  what  line  will  pay  and  what  line 
will  not.  Such  studies  as  those  concerned  with  the  possibilities  of 
obtaining  raw  material,  of  development  of  transportation,  of  the 
labor  market,  and  of  selling  fields, — all  come  into  this  group  and 
concern  such  comparative  information  as  shall  make  selection  be- 
tween different  problems  possible.  Such  comparative  information 
as  will  enable  the  executive  to  know  which  part  of  the  business  will 
be  mainly  effective,  provides  the  means  by  which  the  executive  may 
select  what  shall  be  pushed  and  what  shall  be  held,  what  shall  be 
dropped,  and  what  shall  be  left  for  a  future  time  or  for  future  stimula- 
tion. It  is  upon  such  selective  decisions  that  again  and  again  large 
decisions  may  hinge. 

28  I  had  made  a  number  of  studies  of  this  nature  when  I  went 
to  the  Drexel  Institute,  Philadelphia,  as  president,  and  found  there 
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what  is  right  to  keep  and  what  is  right  to  eliminate.    The  educationaH 
example  used  here  is  chosen  as  an  illustration. 

33  I  have  already  sp)oken  of  the  question  of  the  time-savinfc 
factor  in  the  preparation  of  reports.  The  average  director  or  trustee 
is  a  busy  man.  The  meetings  of  the  boards  of  directors  or  trustees 
which  I  have  attended  in  different  parts  of  the  country  have  almost 
always  been  brief,  a  condition  which  calls  for  such  rapidity  and  such 
pointedness  of  statement,  as  shall  bring  conviction  to  the  eye  as  well 
as  to  the  ear,  and  will  make  possible  wise  legislative  action  upon  the 
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part  of  the  board.     If  the  proper  ends  are  to  be  obtained,  clarity  as 
well  as  brevity  is  essential. 

34  Since  1906,  I  have  been  largely  interested  in  the  study  of 
engineering  reports  from  the  standpoint  of  clearness.  The  in- 
adequacy, diflFuseness,  and  obscurity  of  many  of  these  reports  is 
remarkable.  Reports  to  be  read  by  la>Tnen  are  either  couched  in 
technical  language  difficult  of  comprehension,  or  so  much  material  is 
laid  before  the  public  that  they  are  commonly  unable  to  come  to 
the  final,  sharp,  clear  understanding  of  what  is  meant,  and  such 
lack  oi  expression  is  a  great  handicap  to  our  profession. 
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A   STUDY   IN   CLARITY 

35  Fig.  8  shows  the  summing  up  of  the  results  accomplished 
through  a  study  of  the  type  outlined  above  and  through  construc- 
tion on  the  basis  of  the  study,  and  illustrates  the  principle  of  clarity 
which  it  is  desired  to  show. 

36  The  results  concern  the  regular  delivery  of  thousands  of 
papers  called  for  daily  on  the  requisitions  of  clerks.  No  mention 
IS  made  of  the  emergency  system  of  delivery  which  was  constructed 

THE  RESULT  IN  SERVICE 
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F>o.  8  One  of  a  Group  of  Charts  Expressing  Results  from  a  Study  of  a 

Large  File  Room  Chart 

in  order  to  care  for  all  such  requisitions.  The  problem  here  so  far 
as  the  regular  delivery  from  the  file  room  is  concerned  resolved  itself 
into  four  phases: 

a  Diminishing  of  the  time  required  to  fill  requisitions.     The 
work  done  reduced  the  time  in  question  from  five  to 
•    three  hours  according  to  the  records  made. 
b  Regularity  of  delivery.     The  installation  of  a  controlled 
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system  of  transportation  replaced  irregularity  of  de- 
livery with  controlled  and  inspected  regularity. 

c  Reduction  of  irregular  messenger  service  carried  on  by 
department  clerks.  This  irregular  service  was  abolished 
and  the  whole  messenger  service  carried  on  by  the  two 
boys  who  had  previously  done  but  a  part. 

d  Completeness  of  delivery.  This  was  provided  and  assured 
by  a  complete  system  of  inspection.  The  entire  differ- 
ences in  service  noted  here  were  accomplished  without 
increase  of  working  force  but  actually  with  a  deciease. 

A   STUDY   IN   BREVITY 

37  Brevity  is  also  essential  in  an  engineering  report.  It  is 
necessary  to  attack  the  problem  in  such  a  way  as  to  give  definite 
and  complete  information  to  a  limited,  definite  and  complete  group. 
The  engineering  report  is  a  translation  of  physical  facts  to  be  used 
in  many  cases  for  the  information  of  groups.  The  group  of  people 
for  whom  that  report  is  written  should  be  considered  quite  as  much 
in  an  engineering  rep6rt  as  in  any  other  translation  of  physical  facts 
on  paper. 

38  To  come  to  a  specific  case  in  Fig.  9,  I  have  constantly  foimd 
that  the  question  of  prices  was  one  of  the  most  difficult  things  to 
go  into  in  a  short  space.  I  have  spent  a  considerable  amount  of 
time  in  endeavoring  to  get  all  price  facts  about  several  businesses  on 
a  single  sheet  of  paper.  The  facts  were  on  34  pages  of  catalogue 
when  I  went  to  the  Drexel  Institute,  and  one  would  have  to  read  over 
34  pages  of  this  catalogue  to  get  all  the  facts  about  the  different  fees 
and  different  items  of  cost  information  one  would  naturally  desire. 
To  solve  this  problem  we  standardized  on  fees,  and  put  them  all 
into  a  single  place,  and  for  the  sake  of  clarity  stated  in  all  cases  three 
things:  the  amount,  what  the  student  obtained  for  the  amount,  and 
when  it  was  payable.  These  are  the  three  questions  that  are  always 
asked  by  prospective  students  and  their  parents. 

REQUIREMENTS   OF   AN   ENGINEER   WORKING    IN   THIS   FIELD 

39  There  is  no  question  that  there  is  some  opposition  to  any 
question  of  engineering  study,  or  especially  of  any  engineering  in- 
vestigation. Most  of  the  present  justified  feeling  against  the  very 
word  investigation  has  come  because  of  the  defects  of  the  investigator. 
Much  of  that  opposition  has  come  because  it  was  assumed  that  the 
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A   STUDY   IN   CLARITY 

35  Fig.  8  shows  the  summing  up  of  the  results  accomplished 
through  a  study  of  the  type  outlined  above  and  through  construc- 
tion on  the  basis  of  the  study,  and  illustrates  the  principle  of  clarity 
which  it  is  desired  to  show. 

36  The  results  concern  the  regular  delivery  of  thousands  of 
papers  called  for  daily  on  the  requisitions  of  clerks.  No  mention 
is  made  of  the  emergency  system  of  delivery  which  was  constructed 

THE  RESULT  IN  SERVICE 
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in  order  to  care  for  all  such  requisitions.  The  problem  here  so  far 
as  the  regular  delivery  from  the  file  room  is  concerned  resolved  itself 
into  four  phases: 

a  Diminishing  of  the  time  required  to  fill  requisitions.     The 
work  done  reduced  the  time  in  question  from  five  to 
•    three  hours  according  to  the  records  made. 
b  Regularity  of  delivery.     The  installation  of  a  controlled 


650  APPLICATION   OP  ENQINEERING   METHODS 

for  policies  is  of  value  only  as  it  is  vitally  concerned 
with  the  future. 
b  To  omit  many  engineering  refinements  that  cost  much 
money  and  lead  to  a  "false  and  delusive  accuracy/'  as 
one  of  my  old  instructors  used  to  put  it;  to  avoid,  so  far 
as  possible,  in  all  cases  doing  work  that  ''costs  more 
than  it  is  worth." 

c  To  check  his  work  with  the  practical  needs  and  limitations 
of  the  business,  keeping  an  open  and  perceptive  mind. 

d  To  change  his  methods  for  the  better  with  the  advance  of 
the  engineering  and  industrial  art — ^in  short  to  keep 
abreast  of  the  "best  of  the  art." 

e  To  have  a  wide  acquaintance  with  those  men  of  his  profes- 
sion and  ot  other  professions  and  callings,  who  know  most 
of  special  lines  of  which  he  may  need  to  know. 

/  To  bring  the  best  that  science  and  industry  has  yet  pro- 
duced to  bear  upon  the  problem  before  him. 

40  Those  are  serious  requirements  to  lay  down.  Yet  there  is 
no  small  number  of  engineers  who  I  know  could  meet  them  all. 
They  can  hardly  be  made  materially  less,  for  in  work  like  this  the 
danger  of  construction  turning  to  destruction  in  untrained  hands, 
presenting  ill  digested,  wrongly  collected,  wrongly  translated,  and 
wrongly  expressed  facts,  is  too  great  to  be  readily  assumed. 

FACTS  VERSUS  THEORY 

41  There  is  another  matter  which  affects  very  considerably,  as 
I  said  at  first,  any  problem  in  engiileering  investigation,  and  any 
problem  of  expression  of  engineering  facts,  and  that  is  the  fact  that 
people  today  are  looking,  it  seems  to  me,  for  facts  properly  ex- 
pressed rather  than  for  legal  cases.  Again  and  again  in  this  coimtry 
we  have  suffered  from  one  case  placed  against  another,  one  theory 
placed  against  another  theory;  and  I  believe  that  the  period  is  com- 
ing more  and  more  when  the  facts  are  going  to  settle  problems;  but 
facts  alone  are  not  enough.  It  is  only  when  facts  are  expressed 
such  a  fashion  as  to  reach  the  definite  audience  which  it  is  to  reac 
that  facts  really  gain  the  day. 

42  On  this  whole  question,  it  would  seem  to  me  that  it  is  of  vi 
importance  to  the  profession  to  show  the  industries  and  institutio 
of  this  country  the  value  of  such  engineering  service  as  I  have  o 


lined  here,  and  perhaps  also  the  need  to  have  engineers  with  traim 
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engineer  was  working  to  investigate  or  find  fault  with  somebody, 
instead  of  working  cooperatively  with  the  men  in  the  business  to  do 
the  most  that  could  be  done  for  the  business.  Moreover,  to  make 
savings  of  money,  service,  and  time,  the  cooperative  engineering 
adviser  to  an  executive  must  be  abh 


FEES  AND  STODENT  EXPENSES  OF  THE  DREXEL  INSTITUTE 


TUITION 


Received    m 

$100.    Instruction 

During  Year 


Paid  to  Registrar  of  the  Institute 
$50.     Paid  on  1st  registration  day.  I.'K).     Pnid  on  2nd  registration  day. 


INSTITUTE  FEES 

P»id  to  Rogifltrar 

Supplies    and    Laboratory    Equip- 
ment. 

t20.  Returned  in  experience  with 
viflible  matenals  used  in  class  dur- 
ing  year. 

Paid  to  Registrar  first  registra- 
tion day. 

Student  Activities. 

$10  Returned  in  better  health  and 
social  experience  during  year. 

Paid  to  Registrar  first  registra- 
tion day. 


Deposit 
$5. 


Returned    in    cnsh   if   nothing   is 
broken  or  lost. 

Paid  to  Registrar  first  registra- 
-tion  day  and  covers  keys  and 
breakage. 


STUDENT  EXPENSES 
Paid  alwwbera  than  to  the  Inatituto 

Books  and  Suppueb. 

$25.    Reoeived  in  visible  property 
largely  left  at  end  of  year. 

Expenditure  made  by  stu- 
dent at  various  times  during 
year. 

Material  for  Apparel 

Amount  largely  dependent 
on  stddent. 

Received  in  visible  prop- 
erty. 

Expenditure  made  by  stu- 
dent at  \arious  times  during 
the  year. 

iNCIDENTAf.  ExPENSEP, 

Lunches,  Car  Fare,  Etc. 

Amount  largely  dependent 
on  student. 

Expenditure  made  b>  stu- 
dent. 


Fir,.  9    Chart  Indicating  Method  of  Brief  and  Compreuensive  Grolpino 

OK  Cost  Data 

a  To  distinguish  clearly  between  records  which  are  vital  to 
the  future  policies  of  n  business  and  those  which  are 
merely  historical,    Tbe  past  in  industry  as  a  determinant 
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OPERATION  OF  PARALLEL  AND  RADIAL 
AXLES  OF  A  LOCOMOTIVE  BY  A  SINGLE 

SET  OF  CYLINDERS 

Bt  Anatols  Mallit,  Paris,  Franci 
Honorary  Member  of  the  Societj 

In  locomotive  construction,  it  is  often  necessary  to  introduce,  at 
one  or  both  ends,  carrying  axles  with  radial  play,  in  order  to  facilitate 
the  handling  of  curves.  Such  construction  reduces,  however,  the 
amount  of  adhesive  weight,  which  is  a  serious  inconvenience  if  con- 
siderable play  is  required.  Hence,  for  a  long  time,  arrangements 
have  been  sought  which  would  make  it  possible  to  transmit  power  to 
convergent  axles  without,  however,  increasing  the  number  of  steam 
cylinders.  An  examination  of  the  principal  arrangements  proposed 
for  this  purpose  forms  the  subject  of  the  present  paper.  These  various 
systems  of  transmission  may  be  divided  into  two  classes :  First,  those 
which  involve  elements  having  rotary  motion;  second,  those  which  in- 
volve elements  having  reciprocating  motion. 

TRANSMISSION    BY   ROTARY   MOTION 

2  This  class  includes  gear  transmission,  transmission  by  endless 
chain  and  transmission  by  universal  joints. 

3  Oear  Transmissions,  Although  the  first  use  of  gear  transmis- 
sions dates  back  to  the  very  origin  of  locomotives/  they  appear  to  have 
been  first  utilized  for  operating  locomotive  axles  having  freedom  of 
radial  movement  in  1838,  in  a  locomotive  built  at  Heath  Abbey  for 
the  Rhymney  foundry  in  Wales.  This  locomotive  was  carried  on  two 
trucks  with  two  axles  each,  as  shown  in  Fig.  1,  which  is  reproduced 
from  The  Engineer,  November  15,  18(57.   The  two  trucks  could  turn 

^Trevethick,  1803. 


Presented   at   the   Annual   Meeting,   December  1915,   of   The    American 

SociETT  OF  Mechanical  Engineers.    Contributed  by  the  Sub- Committee  on 
Bailroads. 
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Fio.  1    QuK  TKAHsioaaiDN  LocoMorm 


Fia.  2    PuM  OP  Gears  of  Locomotitb  in  Iha.  1 


Fia.  3    Six-AzLE  Geak  Transmissiom  Locomotivk  uv  ToinuaaB 
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SO  that  they  were  at  an  angle  with  each  other  without  throwing  the 
driving  gears  out  of  mesh,  as  illustrated  in  Fig.  8. 

4  In  184],  the  Baldwin  Locomotive  Works*  built  a  locomotive 
in  which  the  rear  axles  were  driven  b;  means  of  a  coontershaft  and 
connecting  rods,  and  the  axles  of  the  front  truck  were  operated  bj  a 
gear  transmiaeiofi  located  on  the  longitudinal  axis  of  the  machine. 
ThJB  locomotive  weighed  13%  tons  and  was  designed  for  use  on  a 
quarry  raiJroad.  The  results,  I  am  told,  were  satisfactory,  but  the  type 
was  afterwards  abandoned. 

5  The  French  engineer,  Tourasse,  presented  at  the  Competition 


Fro.  4    OuaiNAL  Bs-OBBTH  Locomotivx 

of  Semmering  in  1851  a  design  of  locomotive  with  sis  axles  (Fig.  3) 
and  similar  to  the  Rhymney  locomotive.  It  may  be  seen  that  from 
the  cylinders  is  operated  a  countershaft  carrying  a  toothed  gear  whicli 
engages  with  toothed  wheels  carried  on  the  nearest  axle  of  each  track, 
these  axles  in  turn  being  coupled  to  the  other  axles  by  outside  con- 
necting rods.  This  locomotive  was  to  weigh  GO  tons  with  the  water 
carried  in  a  saddle  tank  on  the  boiier.  The  (cylinders  were  0.50  m. 
(1.64  ft.)  in  diameter  with  a  0.60  ni.  (1.97  ft.)  stroke;  the  wheels 
were  1.20  m.  (3.93  ft.)  in  diameter  and  thi'  heating  surface,  250 
■Notice  Bor  1m  locomotives  dee  ^tablissemeDta  BalUwiD,  p.  19,  Edition,  de 
1881. 
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sq.  m.  (^90  sq.  ft.).  The  power  developed  would  have  been  extra- 
ordinarily large  for  that  time,  since,  according  to  the  author  of  the 
design,  the  locomotive  wag  to  be  able  to  start  with  a  load  of  2S0  tons 
over  a  grade  of  2^  per  cent,  although  a  capacity  of  only  140  tons 
was  required.  Fig.  3  is  reproduced  from  the  Atlas  zu  die  Lokomotive 
des  Stasts  Eisenbalm  iiber  den  Semmering;  pi.  XX^^I. 

6     The  Locomotive  Works  of  Wintertlmr,  Switzerland,  built  in 
1883,  for  an  industrial  railroad  in  the  south  of  France,  a  locomotive 


Fia.  5    Geak  Arra 


LocouoTivi  IN  J!*ia.  4 


similar  to  the  one  just  described.    It  was  supported  on  two  trucks  o1^ 
two  axles  each,  and  weighed  23  tons.     It  is  described  in  the  Oi^nv 
fiir  die  Fortschritte  des  Eisenbahnwesenp,  1 883,  p.  4,  pi.  I.    It  appears 
that  this  type  was  unsuccessful. 

7  The  famous  Engerth  locomotive  (Fig.  4),  built  after  the 
Semmering  Competition  from  which  no  practical  results  were  ob- 
tained, was  at  first  characterized  by  the  use  of  gear  transmission  for 
connecting  the  last  axle  of  the  locomotive  to  the  forward  axle  of  the 
tender.    The  arrangement  of  these  gears  is  shown  in  Fig.  5,    It  maj 
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80  that  they  were  at  an  angle  with  each  other  without  throwing  the 
driving  gears  out  of  mesh,  as  illustrated  in  Fig.  8. 

4  In  1841,  the  Baldwin  Locomotive  Works'  built  a  locomotive 
in  which  the  rear  axles  were  driven  by  means  of  a  countershaft  and 
connecting  roda,  and  the  axles  of  the  front  tniek  were  operated  by  a 
gear  transmissioii  located  on  the  longitudinal  axis  of  the  machine. 
This  locomotive  weighed  13^  tons  and  was  designed  for  use  on  a 
quarry  railroad.  The  results,  I  am  told,  were  satisfactory,  but  the  ^tw 
was  afterwards  abandoned. 

5  The  French  engineer,  Tourasse,  presented  at  the  Competition 


Fio.  4    Original  Bnobbth  Locouotivk 

of  Senamering  in  1851  a  design  of  locomotive  with  six  axles  (Fig.  3) 
and  similar  to  the  Rhymney  locomotive.  It  may  be  seen  that  from 
the  cylinders  is  operated  a  countershaft  carrying  a  toothed  gear  which 
engages  with  toothed  wheels  carried  on  the  nearest  axle  of  each  track, 
these  axles  in  turn  being  coupled  to  the  other  aslea  by  outside  con- 
necting rods.  This  locomotive  was  to  weigh  60  tons  with  the  water 
carried  in  a  saddle  tank  on  the  boiler.  The  cylinders  were  0.50  m. 
(1.64  ft.)  in  diameter  with  a  O.GO  m.  (1.97  ft.)  stroke;  the  wheels 
were  1.80  m.  (3.93  ft.)  in  diameter  and  the  heating  surface,  250 
'Notice  sar  lea  locomotives  iIm  ^tabliasemeiita  Baldwin,  p.  IB,  iditlon,  de 
1881. 
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the  Climax  and  Heisler  locomotives  have  actually  been  built  in  sizes 
of  75  to  80  tons  and  the  Shay  locomotives,  up  to  135  tons. 

1<2  Transmission  by  Endless  Chain,  The  use  of  endless  chain 
for  coupling  axles  which  may  be  thrown  out  of  parallelism  appears  to 
have  been  adopted  for  the  first  time  in  1851^  by  S.  A.  Maffei,  of 
Munich^  in  the  construction  of  the  locomotive  Bavaria,  presented  by 
him  at  the  Semmering  Competition.  This  machine  (Fig.  6)  had 
seven  axles,  driven  by  two  cylinders.  The  axles  were  divided  into 
tliree  groups  and  the  wheels  of  each  group  were  coupled  by  external 
connecting  rods,  while  the  groups  were  connected  by  endless  chains 
made  of  links  and  studs.  The  engine  weighed  68,000  kg.  (74.8  tons) 
with  its  equipment  and  it  was  given  the  first  prize  at  the  Competition 
after  having  satisfactorily  passed  all  the  tests,  having  shown  a  very 
remarkable  regularity  with  respect  to  speed,  pressure  and  combustion 
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Fig.  6    Locomotive  ''Bavakia'*  by  Maffei 
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of  fuel,  as  well  as  exhibited  a  constant  superiority  in  regard  to  fuel 
economy.  It  was  said  that  the  victory  was  due  only  to  the  very  brief 
duration  of  the  tests,  and  that  this  locomotive  could  be  maintained  in 
good  operating  condition  only  by  constant  repairs  to  the  chain  trans- 
missions. As  a  matter  of  fact,  the  Bavaria  has  never  been  reproduced 
in  full  or  in  part. 

13  The  designer  of  this  machine,  MaflPei,  presented  to  the  same 
rompetition  several  designs  based  on  the  use  of  chains,  and  other 
engineers  have  considered  this  method.  Lievesey,  for  instance,  in 
1860,  devised  an  arrangement  of  chains  and  sprockets,  not  mounted 
directly  on  the  axles  as  in  the  machine  of  S.  Maffei,  but  carried  on  a 
spherical  ball  joint  in  such  a  manner  that  the  toothed  wheels  and 
chains  remain  always  in  the  same  plane,  even  when  the  axles  vary  in 
position  with  respect  to  each  other.  Thouvenot  proposed  to  connect 
the  various  axles  of  a  train  by  means  of  elements  of  this  kind,  but 
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be  noticed  that  the  intermediate  shaft,  carrying  the  middle  toothed 
gear,  is  arranged  to  slide  longitudinally  in  its  bearings  if  necessary, 
to  cut  out  the  connection  with  the  wheels  of  the  tender. 

8  Quite  a  large  number  of  Engerth  locomotives  were  built.  As 
a  rule,  they  had  six  driving  wheels  under  the  locomotive  proper  and 
four  under  the  tender,  or  a  total  of  ten  in  all.  As  the  gears  did  not 
give  satisfactory  results  in  actual  practice,  however,  they  were  elimi- 
nated and  the  machine  reduced  to  the  type  of  locomotive  and  tender 
with  six  coupled  wheels.  The  complicated  gear  transmission  type 
has  long  since  entirely  disappeared  from  practice. 

9  Within  recent  years,  a  locomotive  builder  in  Lyons  has  built 
some  small  narrow  gage  locomotives  which  are  supported  on  four 
axles — all  driving.  The  three  rear  axles  are  coupled  by  external  con^ 
necting  rods,  while  the  front  axle,  which  has  radial  freedom  of  motion, 
is  connected  with  the  axle  next  to  it  by  a  train  of  gear  wheels  located 
in  the  longitudinal  axis  of  the  machine,  just  as  in  the  Engerth  type. 
It  does  not  appear,  however,  that  this  system  has  found  an  extensive 
application. 

10  Before  1830,  W.  N.  James,  of  Birmingham,  proposed  to  con- 
nect not  only  the  axles  of  the  locomotive  and  tender  but  also  those 
of  the  cars  by  means  of  gear  wheels  operated  by  a  longitudinal  shaft 
running  the  length  of  the  train  and  provided  with  ball  and  socket 
joints  to  give  them  the  flexibility  necessary  for  making  the  curves. 
By  this  arrangement  the  inventor  proposed  to  obtain  sufficient  ad- 
hesion to  handle  the  train  on  grades  without  recourse  to  the 
Blenkinsop  rack,  and  he  stated  that  experiments  made  on  a  small 
scale  showed  that  he  could  make  grades  of  three  inches  in  a  yard,  or 
1  in  12.  In  the  History  and  Progress  of  the  Steam  Locomotive,  by 
Elijah  Galloway,  London,  1831,  pp.  587  and  following,  is  found  a 
description  of  the  arrangement  proposed  by  James;  this  has  further- 
more been  proposed  several  times  later,  for  instance,  by  Cernurchi  in 
1857,  for  mountain  railroads. 

11  There  are,  in  actual  use  in  the  United  States,  locomotives  in 
which  the  axles,  of  the  engine  and  of  the  tender  are  coupled  together 
by  gears  and  a  longitudinal  shaft  fitted  with  ball  sockets.  These 
locomotives  are  of  the  Climax,  Shay  and  Heisler  systems,  which  differ 
from  one  another  in  the  arrangement  of  the  details  of  transmission 
and  the  location  of  the  steam  cylinders.  These  systems  are  too  well 
known  to  necessitate  their  description  here,  but  it  may  be  of  interest 
to  state  that  they  have  been  used  even  for  very  large  units.     Thus, 
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the  Climax  and  Heisler  locomotiyes  have  actually  been  bnilt  in  sizes 
of  75  to  80  tons  and  the  Shay  locomotives,  up  to  135  tons. 

1.2  Transmission  by  Endless  Chain.  The  use  of  endless  chain 
for  coupling  axles  which  may  be  thrown  out  of  parallelism  appears  to 
have  been  adopted  for  the  first  time  in  1851,  by  S.  A.  Maflfei,  of 
Munich,  in  the  construction  of  the  locomotive  Bavaria,  presented  by 
him  at  the  Semmering  Competition.  This  machine  (Pig.  6)  had 
seven  axles,  driven  by  two  cylinders.  The  axles  were  divided  into 
three  groups  and  the  wheels  of  each  group  were  coupled  by  external 
connecting  rods,  while  the  groups  were  connected  by  endless  chains 
made  of  links  and  studs.  The  engine  weighed  68,000  kg.  (74.8  tons) 
with  its  equipment  and  it  was  given  the  first  prize  at  the  Competition 
after  having  satisfactorily  passed  all  the  tests,  having  shown  a  very 
remarkable  regularity  with  respect  to  speed,  pressure  and  combustion 
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of  fuel,  as  well  as  exhibited  a  constant  superiority  in  regard  to  fuel 
economy.  It  was  said  that  the  victory  was  due  only  to  the  very  brief 
duration  of  the  tests,  and  that  this  locomotive  could  be  maintained  in 
good  operating  condition  only  by  constant  repairs  to  the  chain  trans- 
missions. As  a  matter  of  fact,  the  Bavaria  has  never  been  reproduced 
in  full  or  in  part. 

13  The  designer  of  this  machine,  Maffei,  presented  to  the  same 
Competition  several  designs  based  on  the  use  of  chains,  and  other 
engineers  have  considered  this  method.  Lievesey,  for  instance,  in 
1860,  devised  an  arrangement  of  chains  and  sprockets,  not  mounted 
directly  on  the  axles  as  in  the  machine  of  S.  Maffei,  but  carried  on  a 
spherical  ball  joint  in  such  a  manner  that  the  tootlied  wheels  and 
chains  remain  always  in  the  same  plane,  even  when  the  axles  vary  in 
position  with  respect  to  each  other.  Thouvenot  proposed  to  connect 
the  various  axles  of  a  train  by  means  of  elements  of  this  kind,  but 
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shown  in  Fig.  8  (only  one-half  of  the  machine  is  shown,  the  other 

half  being  exactly  similar).    From  the  figure  it  may  be  seen  that  only 

^e  central  carrying  axle  of  each  truck  is  hollow,  containing  a  rigid 

^ft  a  acted  upon  by  the  steam  cylinders.     The  other  axles  are 

coupled  by  external  connecting  rods,  in  the  middle  of  each  of  which  is 

provided  a  slot  in  which  glides  the  crank  pin  of  the  shaft  a.    The  shaft 

«    is  carried  on  external  supports  and  is  connected  with  the  hollow 

a-xle  by  a  central  universal  joint. 

IS     The  inventor  utilized  the  peculiar  idea  of  operating  both 

^^**^xck8  from  the  same  cylinders  in  order  to  simplify  the  general  con- 

^^^^■^•^ction  of  the  machine.    To  accomplish  this,  each  piston  rod  was 

'tanged  to  pass  through  both  covers  of  its  cylinder  and  to  engage  at 

<^ix  end  with  a  connecting  rod.    Due  to  the  obliquity  of  these  con- 

'Cting  rods,  however,  their  midpoints  of  stroke  did  not  correspond 

^ach  other,  and  a  sliding  of  the  wheels  on  the  rails  twice  in  each 

'^^^volution  resulted.    This  diflBculty  could  have  been  avoided  by  the 

of  two  pistons  in  each  cylinder,  one  for  the  forward  truck  and  the 

for  the  rear  truck,  but  that  would  have  complicated  the  machine. 

19     In  1892,  Messrs.  Elein  and  Lindner,  Saxonian  engineers,  in- 

^^'^t^ed  an  arrangement  of  an  axle  with  ball  joint  which  they  used  on  a 

in  number  of  locomotives,  either  on  the  front  axle  or  on  the  rear 

This  arrangement  is  shown  in  Fig.  9.     It  does  not  appear  to 

author  that  this  system  has  been  used  on  any  but  locomotives  of 

^"te  moderate  weight. 

TKAXSMISSION   BY  RECIPROCATING    MOTION 

So     This  class  includes  such  systems  as  make  use  of  connecting 

^,    equalizers,  etc.,  for  connection  of  the  convergent  axles.     The 

^  ^"^hor  considers  it  advisable  to  call  attention  in  a  general  manner, 

^'^ever,  to  the  fact  that  this  classification  cannot  be  very  rigorous 

^^a.vise  certain  arrangements  might  belong  to  two  classes  at  the  same 

^■^^e,   owing  to  the  multiplicity  of  parts  entering  into  their  con- 

^^^Uction. 

^1      The  mechanisms  of  this  class  may  be  divided  in  the  following 

^^riTier:   Coupling  of  convergent  axles  by  connecting  rods  located  in 

^^^  longitudinal  axis  of  the  engine,  these  connecting  rods  being  either 

^^^ple  or  double,  rectilinear  or  triangular;  coupling  by  oscillating 

^^'^^fi  or  equalizers;  use  of  a  free  axle  coupled  by  connecting  rods  to 

^^  converging  axles,  and  coupling  of  axles  by  means  of  external  con- 

^^ting  rods  of  which  the  length  varies  with  the  radial  displacement 

^  'the  axles. 
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shown  in  Fig.  8  (only  one-half  of  the  machine  is  shown,  the  other 
half  being  exactly  similar).  From  the  figure  it  may  be  seen  that  only 
the  central  carrying  axle  of  each  truck  is  hollow,  containing  a  rigid 
shaft  a  acted  upon  by  the  steam  cylinders.  The  other  axles  are 
coupled  by  external  connecting  rods,  in  the  middle  of  each  of  which  is 
provided  a  slot  in  whicli  glides  the  crank  pin  of  the  shaft  a.  The  shaft 
a  is  carried  on  external  supports  and  is  connected  with  the  hollow 
axle  by  a  central  universal  joint. 

18  The  inventor  utilized  the  peculiar  idea  of  operating  both 
trucks  from  the  same  cylinders  in  order  to  simplify  the  general  con- 
struction of  the  machine.  To  accomplish  this,  each  piston  rod  was 
arranged  to  pass  through  both  covers  of  its  cylinder  and  to  engage  at 
each  end  with  a  connecting  rod.  Due  to  the  obliquity  of  these  con- 
necting rods,  however,  their  midpoints  of  stroke  did  not  correspond 
to  each  other,  and  a  sliding  of  the  wheels  on  the  rails  twice  in  each 
revolution  resulted.  This  diflBculty  could  have  been  avoided  by  the 
use  of  two  pistons  in  each  cylinder,  one  for  the  forward  truck  and  the 
other  for  the  rear  truck,  but  that  would  have  complicated  the  machine. 

19  In  1892,  Messrs.  Elein  and  Lindner,  Saxonian  engineers,  in- 
vented an  arrangement  of  an  axle  with  ball  joint  which  they  used  on  a 
certain  number  of  locomotives,  either  on  the  front  axle  or  on  the  rear 
axle.  This  arrangement  is  shown  in  Fig.  9.  It  does  not  appear  to 
the  author  that  this  system  has  been  used  on  any  but  locomotives  of 
quite  moderate  weight. 

TRANSMISSION   BY  RECIPROCATING   MOTION 

20  This  class  includes  such  systems  as  make  use  of  connecting 
rods,  equalizers,  etc.,  for  connection  of  the  convergent  axles.  The 
author  considers  it  advisable  to  call  attention  in  a  general  manner, 
however,  to  the  fact  that  this  classification  cannot  be  very  rigorous 
because  certain  arrangements  might  belong  to  two  classes  at  the  same 
time,  owing  to  the  multiplicity  of  parts  entering  into  their  con- 
struction. 

21  The  mechanisms  of  this  class  may  be  divided  in  the  following 
manner:  Coupling  of  convergent  axles  by  connecting  rods  located  in 
the  longitudinal  axis  of  the  engine,  these  connecting  rods  being  either 
simple  or  double,  rectilinear  or  triangular;  coupling  by  oscillating 
levers  or  equalizers ;  use  of  a  free  axle  coupled  by  connecting  rods  to 
the  converging  axles,  and  coupling  of  axles  by  means  of  external  con- 
necting rods  of  which  the  length  varies  with  the  radial  displacement 
of  the  axles. 
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Fig.  11    Longitudinal  Section  op  Pig.  10 
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STstexns  located  very  close  to  the  longitudinal  axis,  with  cranks  at 
ri^ht  angles  to  the  axles. 

28  Coupling  by  Oscillating  Levers  or  Equalizers.  The  idea  of 
using  oscillating  levers  for  coupling  convergent  axles  was  first  dis- 
closed about  1855  in  an  invention  by  Lucicn  Rarchaert,  who  tried  very 
persistently  to  realize  it.  Fig.  15  shows  the  arrangement  proposed 
by  this  inventor  for  coupling  three  axles.  This  system  has  been  very 
favorably  reported  on.*  There  is  a  model  of  it  in  the  gallery  of  the 
Conservatoire  des  Arts  et  Metiers  in  Paris,  but  the  system  itself  has 
never  been  actually  used.  Larpent,  engineer  of  the  Western  Railroad, 
of  I^aris,  offered  a  design  very  much  like  the  preceding  one  but  had 
nc>   more  success.* 

29  A  German  engineer.  Christian  Hagans,  of  Erfurt,  invented  an 

arrangement  which  he  applied  at  first  to  small  locomotives  and  after, 

'^'tli    some  modifications,  to  large  five-axle  locomotives  with  three 

™ed  axles  and  two  axles  forming  a  truck,  as  shown  in  Fig.  16.    The 

**les  of  the  truck  were  acted  upon  by  a  vertical  lever,  a,  oscillated 

"i^ough  the  intermediary  of  a  longitudinal  rod  by  lever  a',  oscillated 

^y    tine  piston  rod.    The  upper  end  of  the  lever  a  is  connected  to  the 

^T^    of  an  equalizer,  b,  articulated  in  the  middle  and  having  its  lower 

^•^^I'emity  attached  by  a  distance  rod  to  the  rear  axle,  c,  of  the  truck. 

"^    result  of  this  arrangement  is  that  if,  on  curves,  the  axles  of  the 
.'"^^ok  are  displaced,  the  lower  part  of  the  lever  a  has  a  displacement 
*^     tJne  same  direction  and  to  the  same  amount,  so  taking  care  of  the 
^^^^'v-ergence  of  the  axles. 

30  The  Hagans  system  was  at  first  considered  quite  a  success 
^  the  Prussian  State  Railroads  on  five-axle  coupled  locomotives 
^^^Shing  72  tons  in  service,  but  it  has  since  been  entirely  abandoned. 
^    ^  reason  for  this  was  given  the  fact  that  the  introduction  of  loco- 

,     ^^"tives  with  five  axles,  parallel  and  coupled  by  ordinary  side  rods, 

^-^    made  the  complication  and  expensive  maintenance  of  the  Hagans 

^■^^liine  unnecessar}'.     However  this  may  be,  we  may  say  that  this 

^^tem  has  probably  been  supplanted  by  the  Engerth  system,  no  doubt 

'^    of  the  most  widely  applied  arrangements  for  operating  converging 


^^fi.    A  macliiiie  of  this  type  was  shown  at  the  World's  Exposition 
^^      X'aris  in  1900. 

I  51     The  Johnstone  system,  which  has  been   applied   on  several 

^S'e  duplex  locomotives  built  in  the  United  States  for  the  Central 

^Annales  des  Mines,  1863. 

*Bul.  French  Society  of  Civil  Engineers,  1860. 
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Mexican  Bailroads^  has  also  some  resemblance  to  the  preceding  type 
Pig.  17  shows  one-half  of  this  locomotive,  and  the  other  half  is  en- 
tirely similar.  The  piston  rod  (or  rather  rods  since  there  are  three  of 
them,  there  being  two  cylinders  placed  side  by  side)  acts  on  the  middle 
of  a  lever  a,  which  is  vertical  when  in  its  normal  position.  The  main 
connecting  rod  is  attached  to  the  lower  extremity  of  this  lever  while 
from  the  upper  extremity  a  short  coupling  rod  connects  to  the  top 
of  equalizer  ft.  This  equalizer  oscillates  about  its  middle  and  operates 
from  its  lower  end  a  connecting  rod  to  a  crank  pin  set  at  180  deg. 
from  the  working  pin  of  the  counter-crank.  From  the  figure  it  is 
seen  that  the  lever  a,  to  which  the  piston  rods  are  attached,  moves 


Fig.  15    Barchaxrt's  TmiKE-AxLE  Couplino  Arranoemsnt 


Fig.  16    Hagan's  Five- Axle  Locomotive 


always  parallel  to  itself,  vertically  on  straight  track  and  at  a  slight 
incline  on  curves. 

32  In  the  same  category  may  be  placed  also  the  arrangement 
proposed  in  1860  by  Behne,  of  Hamburg,  of  a  locomotive  set  on  two 
trucks  of  four  axles  each  and  having  two  steam  cylinders,  one  at  each 
side,  operating  through  equalizers  as  shown  in  Fig.  18.  These 
equalizers  act  tlirough  connecting  rods  to  the  cranks  of  couiitershaft< 
which  are  coupled  with  cranks  on  the  axles  of  the  wheels.  This  loco- 
motive was  described  in  French  Patent  No.  26977  of  November  8, 
18()0,  and  could  have  been  used  up  to  a  weight  of  100  tons  with  a  load 
per  axle  of  about  12  tons,  as  was  usual  in  those  days. 

33  Use  of  Free  Axles,  The  use  of  a  free  axle  coupled  by  con- 
necting rods  with  radial  axles  appears  to  date  back  to  the  Semmering 
Competition.     Maffei  there  presented  several  designs  in  which  the 


ANATOLE   MALLET  665 

systems  located  very  close  to  the  longitudinal  axis,  with  cranks  at 
right  angles  to  the  axles. 

28  Coupling  by  Oscillating  Levers  or  Equalizers.  The  idea  of 
using  oscillating  levers  for  coupling  convergent  axles  was  first  dis- 
closed about  1855  in  an  invention  by  Lucien  Rarchaert,  who  tried  very 
persistently  to  realize  it.  Fig.  15  shows  the  arrangement  proposed 
by  this  inventor  for  coupling  three  axles.  This  system  has  been  very 
favorably  reported  on.'  There  is  a  model  of  it  in  the  gallery  of  the 
Conservatoire  des  Arts  et  Metiers  in  Paris,  but  the  system  itself  has 
never  been  actually  used.  Larpent,  engineer  of  the  Western  Bailroad, 
of  Paris,  offered  a  design  very  much  like  the  preceding  one  but  had 
no  more  success.- 

29  A  German  engineer,  Christian  Hagans,  of  Erfurt,  invented  an 
arrangement  which  he  applied  at  first  to  small  locomotives  and  after, 
with  some  modifications,  to  large  five-axle  locomotives  with  three 
fixed  axles  and  two  axles  forming  a  truck,  as  shown  in  Fig.  16.  The 
axles  of  the  truck  were  acted  upon  by  a  vertical  lever,  a,  oscillated 
through  the  intermediary  of  a  longitudinal  rod  by  lever  a',  oscillated 
by  the  piston  rod.  The  upper  end  of  the  lever  a  is  connected  to  the 
top  of  an  equalizer,  b,  articulated  in  the  middle  and  having  its  lower 
extremity  attached  by  a  distance  rod  to  the  rear  axle,  c,  of  the  truck. 
The  result  of  this  arrangement  is  that  if,  on  curves,  the  axles  of  the 
truck  are  displaced,  the  lower  part  of  the  lever  a  has  a  displacement 
in  the  same  direction  and  to  the  same  amount,  so  taking  care  of  the 
convergence  of  the  axles. 

30  The  Hagans  system  was  at  first  considered  quite  a  success 
on  the  Prussian  State  Railroads  on  five-axle  coupled  locomotives 
weighing  72  tons  in  service,  but  it  has  since  been  entirely  abandoned. 
As  a  reason  for  this  was  given  the  fact  that  the  introduction  of  loco- 
motives with  five  axles,  parallel  and  coupled  by  ordinary  side  rods, 
has  made  the  complication  and  expensive  maintenance  of  the  Hagans 
machine  unnecessary.  However  this  may  be,  we  may  say  that  this 
system  has  probably  been  supplanted  by  the  Engerth  system,  no  doubt 
one  of  the  most  widely  applied  arrangements  for  operating  converging 
axles.  A  marhine  of  this  type  was  shown  at  the  World's  Exposition 
in  Paris  in  1900. 

31  The  Johnstone  system,  which  has  been  applied  on  several 
large  duplex  locomotives  built  in  the  United  States  for  the  Central 

'Annales  des  Mines,  1863. 

'Bui.  French  Society  of  Civil  Engineers,  1860. 
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axles  of  locomotives  and  their  tenders  were  coupled  by  inclined  or 
triangular  connecting  rods.  A  similar  design  (Fig.  19),  submitted 
at  the  same  Competition  by  a  Hannoverian  engineer,  Kirchwegcr 
(Atlas  zu  die  Lokomotive  des  Staats-Eisenbahn  iiber  den  Semmering; 
pi.  XVIII),  shows  a  locomotive  carried  on  two  trucks  having  two 
axles  each,  the  coupling  of  the  trucks  being  effected  by  an  arrange- 
ment of  this  kind.  It  may  be  seen  that  there  is  a  connection  between 
the  journal  boxes  of  the  wheel  axles  and  of  the  free  axle. 

34  The  Austrian  engineer,  Pius  Fink,  tried  to  retain  in  the 
Engerth  machine  its  original  property  of  total  adhesive  weight  by 
substituting  for  the  gear  train  an  articulated  device.  He  built  three 
locomotives,*  of  which  one,  th^  Steierdorf,  was  sfcown  at  the  Universal 
Exposition  in  London  in  1862  and  in  Paris  in  1867.  These  locomo- 
tives were  in  service  for  several  years,  but  are  not  built  now.  Fig.  20 
shows  the  transmission  of  this  locomotive,  by  which  the  first  axle  of  the 
tender  (carried  on  the  truck)  is  connected  to  the  free  axle  of  the 
locomotive  proper.  The  locomotive  had  three  axles  and  the  tender 
two,  as  in  the  Engertli  machine.  Dredge  and  Stein  in  England* 
resorted  to  the  use  of  a  free  axle  and  a  central  triangular  connecting 
rod  for  coupling  the  axles  of  a  locomotive  with  those  of  the  tender. 

35  The  inventor,  Rarchaert,  to  whom  reference  was  made  above, 
after  having  abandoned  the  system  of  oscillating  levers,  designed  an 
arrangement  coming  under  the  present  category  (Fig.  21),  This 
was  applied  on  a  locomotive  with  two  trucks  having  two  axles  each. 
The  cylinders  operated  a  free  axle  coupled  with  the  carrying  axles 
by  a  triangular  central  connecting  rod.  The  pins  of  the  cranks  had 
spherical  heads.  The  locomotive  was  in  service  on  the  railroad  be- 
tween Fougeres  and  Vitr6  and  from  Orleans  to  Chalons.  It  gave 
good  results,  but  at  the  death  of  the  inventor  experiments  with  it  were 
discontinued.  It  is  of  interest  to  recall  that  the  author  of  this  in- 
genious system  was  a  watchmaker.* 

36  The  use  of  a  loose  axle  may  be  combined  with  that  of  external 
coupling  rods  in  which  are  provided  slots  and  in  these  slots,  again, 
glide  the  coupling  pins  of  the  radial  axles.  An  arrangement  of 
coupling  rods  of  tliis  type  was  used  in  the  Cowles  system,  mentioned 
above,  (Compare  Fig.  8). 

37  The  Kochy  system   (Fig.  22)   also  furnishes  an  example  of 

'Materiel  roulant  et  Exploitation  technique  des  Ghemins  de  Far,  T.  11,  pL 
LXXV,  Fig.  1,  11. 

•Engineering,  November  15,  1867,  p.  456. 
'Annales  des  Mines,  1876. 
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this  arrangement.^    A  third  example  is  found  in  the  design  presented 
by  the  engineer  Gouin,  author  of  the  system  employing  oscillating 
levers  similar  to  the  first  system  of  Rarchaert  (Fig.  23).    A  model  of 
this  system  exists  at  the  Conservatoire  des  Arts  et  Metiers,  in  Paris, 
where  it  was  placed  in  1869.    This  model  represents  a  combined  loco- 
motive and  tender  with  five  axles,  of  which  the  two  rear  ones  form  a 
pivoted  truck.    These  axles  are*  coupled  by  connecting  rods  having  an 
open  or  slotted  link  in  which  slides  the  pin  of  a  crank  forming  the 
terminal  of  a  free  axle.    This  cranked  free  axle  is  in  turn  coupled  witlm 
the  third  axle  of  the  machine. 

38  At  the  Conservatoire,  there  is  also  another  model  showing  a. 
locomotive  designed  on  the  same  principle  by  the  same  engineer  iim 
collaboration  with  Boutmy,  former  engineer  of  the  Lyons  Bailroad. 
It  is  a  locomotive  having  six  axles  two  of  which  are  fixed  at  the  centex* 
and  the  others  form  two  pivoted  trucks  located  at  the  ends  and 
operated  by  a  rod  transmission  arrangement  similar  to  the  preceding 
one. 

39  Finally,  the  well-known  designer,  Krauss,  of  Munich,  pro- 
posed in  1893,*  an  arrangement  permitting  of  the  operation  of  the 
axles  of  a  truck  by  steam  cylinders  carried  on  the  main  frame  of  the 
engine,  as  shown  in  Fig.  24.  To  accomplish  this,  the  crank  pins  on 
the  driving  shaft  carry  pin  blocks  working  in  slots  in  the  trussed  con- 
necting rods.  It  may  be  seen  that  the  use  of  such  connecting  rods 
with  slots  is  subject  to  serious  objections.  Stress  is  exerted  on  the 
crank  pin  in  a  vertical  direction  only  and,  moreover,  the  pin  blocks 
have  on  curves  a  periodic  displacement  in  a  direction  transverse  to 
the  axis  of  the  connecting  rod.  As  a  result  of  this,  friction  and  con- 
siderable wear  is  likely  to  ensue,  rapidly  producing  play,  shocks  and 
dislocation  of  parts.  None  of  these  systems  appears  to  have  been 
utilized  practically. 

40  External  Connecting  Rods  the  Lengths  of  Which  Vary  with 
the  Convergence  of  the  Axle,  In  this  connection  reference  will  be 
made  first  to  the  Klose  system,  which  has  been  fairly  widely  applied. 
Fig.  25  gives  an  idea  of  this  system.  It  may  be  seen  from  this  figure 
that  the  crank  pin  of  the  working  axle  carries  a  kind  of  rocker  lever 
to  two  points  of  which  are  connected  the  coupling  rods  of  the  other 
axles.  The  other  two  points  are  connected  to  the  extreme  axles  by  a  ■ 
system  of  connecting  rods  and  triangles  in  such  a  manner  that  the 

»Zeit.  des  Ver.  deut.  Ing.,  August  26,  1893,  p.  1054. 
»Zeit.  des  Ver.  deut.  Ing.,  January  26,  1894,  p.  28. 
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Fig.  24    ELbauss'  Slotted  Bod  Arrangement 
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convergence  of  the  axles  corresponds  to  the  variation  in  length  of  the 
coupling  rods.  This  system  has  been  employed  in  locomotives  having 
a  gage  of  1.76  m.  (5.77  ft.)  on  the  Bosnian-Herzegovinian  Railroads 
and  on  large  five-axle  locomotives  of  the  Wiirtemberg  State  Railroads. 
41  In  the  Vogel  system  (Fig.  26),  it  has  been  proposed  to  couple 
the  fixed  axles  of  .the  locomotive  with  the  axle  of  a  pivoting  truck 
placed  under  the  tender.  The  crank  pin  of  the  wheel  glides  in  a  slot 
cut  in  the  external  connecting  rod  and  the  working  coupling  rod  con- 


Fio.  25    Klose  Variable  Length  Rod  System 


Fio.  26    Vogel  Offset  Rod  System 


nects  with  the  spherical  head  of  a  pin  connecting  the  two  coupling 
rods.  This  system  is  described  in  the  Organ  fiir  die  Fortschritte  des 
Eisenbahnwesens,  1878,  p.  59,  pi.  V. 

42  An  arrangement  proposed  by  a  Brazilian  engineer,  G.  Fretl, 
and  described  in  The  Engineer  of  September  26,  1884,  p.  246,  might 
also  be  cited.  Tn  this  a  double  horizontal  box  engages  with  the  crank 
pin  of  the  middle  axle  and,  by  bearing  on  the  coupling  rods  of  the 
two  other  axles,  increases  or  decreases  the  length  of  these  coupling 
rods  when  the  middle  axle  is  transversely  displaced  on  a  curve. 

43  Finally,  an  arrangement  of  coupling  rods  analogous  to  that 
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ot  Xlose  has  been  proposed  by  E.  Neuhaus  of  Chemnitz/  to  connect 
^o  trucks  of  two  axles  each,  the  front  truck  carrying  the  cylinders. 
44    It  is  of  interest  to  recall  tliat  more  than  seventy  years  ago 
^e    American  engineer,   Xorris,   described,  .in   French   Patent  No. 
1  ^1 12,   dated   August   28,    1843,   an   arrangement   consisting   of   a 
^xipling  rod  with  two  parts  sliding,  one  with  respect  to  the  other, 
an  oblique  line  coinciding  with  an  arc  of  a  circle  described  by 
center  of  a  radial  axle.    It  appears  that  this  arrangement  cannot 
^^    executed  practically. 

CONCLUSION 

-45     In  this  paper  the  author  has  indicated  the  most  interesting 
^^^"^aiigements,  so  far  as  he  knows,  which   have  been  proposed  for 
ing  the  converging  and  parallel  axles  on  a  locomotive  by  a 
^le  pair  of  steam  cylinders.     If  he  has  failed  to  mention  any, 
^^^^¥>ecially  those  of  American  origin,  it  has  been  unintentionally  and 
a,pologizes  for  it  in  advance. 

46     An  examination  of  these  devices  gives  the  impression  that  all 

them  involve  a  serious  inconvenience,  and  that  all  of  them  can 

^^p€5rate  in  a  satisfactory  manner  only  when  they  are  in  vertical  play, 

P^i'allel  to  the  longitudinal  axis  of  the  engine,  i.e.,  when  the  latter 

^uns  along  straight  sections  of  track.    But  such  is  not  the  condition 

^^    curves  where  the  transmission  element  acquires  a  certain  amount 

^^  obliquity,  which  necessitates  the  use  of  pins  or  spherical  parts  more 

^iflficiilt  to  lubricate.    This  obliquity  introduces  differences  in  length 

ancj  further  play  between  the  parts,  and  this,  in  turn,  leads  to  shocks 

4X1^    lapid  wear  of  parts.    Hence  the  maintenance  of  mechanisms  of 

*^is    ]Qnd  becomes  necessarily  more  costly  than  that  of  the  ordinary 

^^oxnotive  transmissions. 

7     Notwithstanding  these  difficulties,  the  autlior  believes  that  in 


^^^^  of  the  ingenuity  which  has  developed  in  the  study  of  this  question 

^^^ing  so  many  years  and  by  so  many  inventors,  it  would  be  hard  to 

^V*^^in  that  a  system  may  not  finally  be  found  combining  all  the  con- 

^ions  essential  to  the  practical  operation  of  such  a  device.     On  the 

.      *^^r  hand,  however,  can  it  not  be  questioned  whether  researches  in 

,       *^    direction   are  of   any   actual    utility   today   when    there   is   no 

^^'^'^tation  with  regard  to  coupling  directly  the  largest  number  of 


'^llel  axles  by  external  connecting  rods  and  when  there  are  other 
'^fectly  satisfactory  solutions  of  the  ])roblom  based  on  a  different 
^^er  of  ideas  ? 

^Zeit.  des  Ver.  deut.  Ing.,  May  26,  1894,  p.  (594. 
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convergence  of  the  axles  corresponds  to  the  variation  in  length  of  the 
coupling  rods.  This  system  has  been  employed  in  locomotives  having 
a  gage  of  1.76  m.  (5.77  ft.)  on  the  Bosnian-Herzegovinian  Railroads 
and  on  large  five-axle  locomotives  of  the  Wiirtemberg  State  Railroads. 
41  In  the  Vogel  system  (Fig.  26),  it  has  been  proposed  to  couple 
the  fixed  axles  of  .the  locomotive  with  the  axle  of  a  pivoting  truck 
placed  under  the  tender.  The  crank  pin  of  the  wheel  glides  in  a  slot 
cut  in  the  external  connecting  rod  and  the  working  coupling  rod  con- 
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Fio.  26    Vogel  Offset  Rod  System 


nects  with  the  spherical  head  of  a  pin  connecting  the  two  coupling 
rods.  This  system  is  described  in  the  Organ  fUr  die  Fortschritte  des 
Eisenbahnwesens,  1878,  p.  59,  pi.  V. 

42  An  arrangement  proposed  by  a  Brazilian  engineer,  G.  Pretl, 
and  described  in  The  Engineer  of  September  26,  1884,  p.  246,  might 
also  be  cited.  In  this  a  double  horizontal  box  engages  with  the  crank 
pin  of  the  middle  axle  and,  by  bearing  on  the  coupling  rods  of  the 
two  other  axles,  increases  or  decreases  the  length  of  these  coupling 
rods  when  the  middle  axle  is  transversely  displaced  on  a  curve. 

43  Finally,  an  arrangement  of  coupling  rods  analogous  to  that 
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of  Klose  has  been  proposed  by  E.  Neuhaus  of  Chemnitz/  to  connect 
two  trucks  of  two  axles  each,  the  front  truck  carrying  the  cylinders. 

44  It  is  of  interest  to  recall  that  more  than  seventy  years  ago 
the  American  engineer,  N orris,  described,  .in  French  Patent  No. 
17112,  dated  August  28,  1843,  an  arrangement  consisting  of  a 
coupling  rod  with  two  parts  sliding,  one  with  respect  to  the  other, 
along  an  oblique  line  coinciding  with  an  arc  of  a  circle  described  by 
the  center  of  a  radial  axle.  It  appears  that  this  arrangement  cannot 
be  executed  practically. 

CONCLUSION 

45  In  this  paper  the  author  has  indicated  the  most  interesting 
arrangements,  so  far  as  he  knows,  which  have  been  proposed  for 
operating  the  converging  and  parallel  axles  on  a  locomotive  by  a 
single  pair  of  steam  cylinders.  If  he  has  failed  to  mention  any, 
especially  those  of  American  origin,  it  has  been  unintentionally  and 
he  apologizes  for  it  in  advance. 

46  An  examination  of  these  devices  gives  the  impression  that  all 
of  them  involve  a  serious  inconvenience,  and  that  all  of  them  can 
operate  in  a  satisfactory  manner  only  when  they  are  in  vertical  play, 
parallel  to  the  longitudinal  axis  of  the  engine,  i.e.,  when  the  latter 
runs  along  straight  sections  of  track.  But  such  is  not  the  condition 
on  curves  where  the  transmission  element  acquires  a  certain  amount 
of  obliquity,  which  necessitates  the  use  of  pins  or  spherical  parts  more 
difficult  to  lubricate.  This  obliquity  introduces  differences  in  length 
and  further  play  between  the  parts,  and  this,  in  turn,  leads  to  shocks 
and  rapid  wear  of  parts.  Hence  the  maintenance  of  mechanisms  of 
this  kind  becomes  necessarily  more  costly  than  that  of  the  ordinary 
locomotive  transmissions. 

47  Notwithstanding  these  difficulties,  the  author  believes  that  in 
view  of  the  ingenuity  which  has  developed  in  the  study  of  this  question 
during  so  many  years  and  by  so  many  inventors,  it  would  be  hard  to 
affirm  that  a  system  may  not  finally  be  found  combining  all  the  con- 
ditions essential  to  the  practical  operation  of  such  a  device.  On  the 
other  hand,  however,  can  it  not  be  questioned  whether  researches  in 
this  direction  are  of  any  actual  utility  today  when  there  is  no 
hesitation  with  regard  to  coupling  directly  the  largest  number  of 
parallel  axles  by  external  connecting  rods  and  when  there  are  other 
perfectly  satisfactory  solutions  of  the  problem  based  on  a  different 
order  of  ideas? 

'Zeit.  des  Ver.  deut.  Ing.,  May  26,  1894,  p.  694. 
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48  As  a  matter  of  fact,  since  1861  and  more  than  fifty  years 
ago,  J.  J.  Meyer^  an  eminent  engineer  and  author  of  the  first  system 
of  articulated  locomotives  which  has  given  practically  satisfactory 
results,  wrote  the  following: 

"In  the  systems  proposed  for  coupling  in  a  rigid 
manner  in  whatsoever  way  it  may  be,  the  several  axles 
belonging  to  two  diverging  trains,  the  addition  of  coup- 
ing  mechanism  introduces  a  greater  complication  than 
the  addition  of  two  extra  steam  cylinders,  and  the  main- 
tenance of  these  mechanisms,  as  well  as  keeping  the 
drive  wheels  rigidly  to  the  same  diameter,  will  be  of 
greater  cost  than  that  of  the  two  extra  cylinders  and 
the  two  mechanisms,  without  taking  into  consideration 
the  loss  in  efficiency." 

49  What  has  been  said  above  is  all  the  more  true  today,  since, 
in  addition  to  the  Meyer  machine,  we  now  have  the  Fairlie  system 
and  the  author's  system,  which  was  the  last  to  come  and  which  has 
received  in  recent  years  such  important  and  remarkable  application 
in  the  United  States,  thanks  to  the  energy  and  skill  of  American  engi- 
neers and  builders. 

DISCUSSION 

E.  A.  AvERiLL.  It  is  possible  in  a  two-cylinder  locomotive  to 
obtain  a  tractive  effort  of  100,000  lb.,  as  far  as  the  cylinders  are  con- 
cerned. In  view  of  the  limitations  of  the  satisfactory  factor  of 
adhesion  and  safe  weight  on  each  driving  axle,  such  tractive  effort 
would  necessitate  the  use  of  six-coupled  drivers.  Six-coupled  driv- 
ers of  60  in.  diameter  means  a  driving  wheel  base  of  approximately 
26.5  feet,  which,  if  rigid,  would  be  impossible  for  ordinary  use,  and 
almost  impossible  in  any  case.  In  this  country  we  have  not  quite 
reached  100,000  lb.  tractive  effort,  but  we  have  reached  84,700  lb., 
and  we  have  also  reached  a  22  ft.  wheel  base ;  and  the  step  to  100,000 
lb.  tractive  effort  is  one  that  is  desired  and  probably  will  be  taken. 
There  is  an  important  problem  to  solve  in  connection  with  the  very 
long  wheel  base  required,  however,  and  this  paper  is  particularly 
timely  and  should  be  given  very  close  attention. 

The  paper  itself  is  mainly  historical  and  contains  largely  nega- 
tive information,  because  the  constructions  shown  are  mostly  those 
of  failures.  They  certainly  show  how  the  problem  cannot  be  solved, 
and  that  is  very  frequently  the  most  important  information  that 
we  have. 
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Carl  J.  Mellin  (written).  The  excellent  paper  by  Mr.  Mallet 
is  a  valuable  addition  to  the  history  of  the  development  of  the  loco- 
motive, and  one  from  which  references  are  readily  obtained  as  to 
what  has  been  done  toward  the  solution  of  adapting  driving  axles 
to  curves.  This  problem  has  been  under  constant  consideration 
from  the  beginning  of  the  locomotive  era  to  the  present  day  and  has 
occupied  many  minds. 

Various  forms  of  gearing  were  among  the  first  means  sought  to 
transmit  motion  from  one  set  or  group  of  axles  to  another,  each  set 
of  axles  to  be  capable  of  independently  adjusting  itself  to  the  curva- 
ture of  the  road.  This  has  probably  been  the  most  successful  prin- 
ciple, through  the  range  of  the  numerous  designs  made  for  this 
purpose,  within  the  size  and  weight  of  the  engine  where  one  set  of 
cylinders  could  supply  the  power. 

The  first  application  of  chain  transmission  was  also  made  at  an 
early  date,  but  probably  owing  to  defective  or  insuflScient  strength 
of  the  chain  this  method  was  abandoned  at  the  outset,  although 
reintroduced  at  a  comparatively  recent  time.  With  a  more  suitable 
design  of  chain,  a  number  of  log  engines  have  been  built  and  are 
reported  doing  satisfactory  service.  In  a  rougher  roadbed  they 
permit  greater  freedom  of  the  axles  than  do  coupling  rods. 

Theoretically  the  most  correct  method  for  self-adaptation  of 
individual  axles  to  curves,  is  probably  the  Haywood  idea.  It  does 
not  appear,  however,  that  this  can  be  applied  to  any  but  light 
engines,  due  to  the  unfavorable  manner  of  carrying  the  weight  on 
the  crank  axle  on  the  ball  connection  between  the  frames.  It  is 
also  a  question  whether  the  wheels  will  run  steadily  on  a  straight 
track,  not  being  confined  by  any  more  rigid  bearings  than  the  single 
ball  in  the  hollow  axle.  This  remark  holds  good  also  for  the  hollow 
axle  designs  of  Cowles,  and  Klein  and  Lindner. 

The  various  other  designs  are  not  applicable  to  modern  sizes  of 
locomotives,  but  have  nevertheless  served  as  stepping  stones  for 
further  progress  to  meet  modern  demands  of  simple  and  practical 
applications;  and  by  the  introduction  of  the  four  cylinders,  fol- 
lowed by  the  Pairlie  designs  of  double  swivelling  bogies  and  further 
by  the  application  of  the  compound  principle,  the  Meyer  and  Mallet 
systems,  were  brought  into  existence. 

W.  F.  KiESEL,  Jr.  (written).  Mr.  Mallet  has  given  us  a  most 
interesting  historical  presentation  of  attempts  to  provide  a  flexible 
drive  for  coupled  wheels  on  driving  axles  which  are  permitted  to 
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assume  a  radial  position.  Apparently  few  of  these  designs  have 
reached  the  experimental  stage  and  none  have  come  into  general  use. 
This  is  sufificient  indication  that  the  practicability  of  the  schemes  are 
doubtful.  The  further  fact  that  other  solutions  to  the  problem, 
less  expensive  and  complicated,  have  been  found  would  lead  to  the 
conclusion  that  such  schemes,  as  illustrated  in  this  paper,  will  likely 
never  be  adopted,  as  their  only  advantage  would  be  that  all  the 
axles  can  be  driven  from  a  single  set  of  cylinders. 

The  weight  and  size  of  modern  locomotives  are  so  great  that 
the  cylinders  are  now  as  large  as  road  clearances  will  permit.  If 
larger  locomotives  are  built,  and  some  have  been  built,  the  applica- 
tion of  two  or  more  sets  of  cylinders  will  probably  be  obligatory. 
If  the  number  of  sets  of  cylinders  Is  increased,  the  Mallet  type  of 
locomotive  is  the  logical  type  to  use,  as  with  that  type  no  change 
in  customary  construction  of  side  rods,  pins,  etc.,  is  necessary.  In 
the  Mallet  locomotive,  all  necessary  flexibility  that  may  be  required 
on  account  of  track  curvature  can  readily  be  obtained,  making  it 
unnecessary  to  consider  further  the  flexible  drive.  For  the  reasons 
given,  it  is  extremely  questionable  whether  further  research  on  the 
subject  of  flexible  drive  would  be  anything  more  than  an  interesting 
intellectual  pastime. 

Another  reason  why  such  typas  are  not  likely  to  come  into  prac- 
tical use  is  that  the  lass  in  efficiency  would  be  greater  than  the  loss 
engendered  by  carrying  10  to  15  per  cent  of  the  weight  of  the 
locomotive  on  truck  axles. 

The  Mallet  type  answers  the  same  purpose,  i.s  more  efficient  and 
less  expensive,  and  has  deservedly  established  itself  as  a  permanent 
standard  on  railroads  in  general. 

G.  R.  Henderson  (written).  To  the  writer,  the  most  interesting 
clause  of  the  able  paper  by  Mr.  Mallet  is  that  in  which  he  quotes 
Mr.  Meyer  as  considering  that  the  extra  complication  of  the  various 
methods  of  connecting  different  trains  of  axles  is  less  desirable  than 
additional  cylinders,  with  articulated  pipes.  It  seems  that  there 
are  other  points  in  favor  of  the  additional  cylinders,  more  impor- 
tant than  the  cost  or  efficiency,  thermally  considered. 

When  a  large  number  of  axles  are  operated  by  one  pair  of 
cylinders,  we  have  the  following  objectionable  features:  a  Large 
and  unwieldly  cylinder  proportions  and  parts,  b  great  loads  on 
rods,  crossheads,  guides  and  main  crank  pins,  c  heavy  rods  and 
reciprocating  parts,  d  increased  difficulty  in  lubricating  the  bear- 


■ 


DISCUSSION  679 

justified  by  the  results  of  operation  so  far  obtained.    Observations 

ojf  tlie  engines  in  service  show  that  there  is  no  lateral  motion  of  these 

w^lieels  on  tangent  track  and  on  ordinary  line  curves  even  when  the 

€?  Jiigine  is  working  very  hard  at  moderate  speeds.     The  tire  wear  also 

Ei-f^p^ears  to  be  about  evenly  divided  between  the  first  and  the  second 

•living  wheels. 

The  construction  is  also  applicable  to  Mallet  locomotives,  thus 
^xeasing  the  number  of  pairs  of  coupled  wheels  in  each  unit  with 
C5 corresponding  increase  in  tractive  power. 

George  L.  Fowler  said  that  all  the  designs  illustrated  in  this 
i-iper  are  intended  for  easement  of  wheel  pressures  on  curves,  and 
had  made  a  few  investigations  of  this  subject,  with  apparently 
onishing  results. 

A  seeming  fact  was  that  the  truck  leading  a  locomotive  has  a  very 

Lterial  effect  upon  distributing  the  lateral  thrust.    For  example, 

the  case  of  a  Consolidation  locomotive,  it  was  found  that  on 

the  leading  truck  exerts  the  greatest  amount  of  pressure  on 

rail,  then  the  second  driver,  followed  by  the  first  driver,  and 

"^^^ki^ird  driver  and  fourth  driver,  in  the  order  named.    Running  the 

^xi^e  backwards,  the  rear  wheel  strikes  a  tremendous  blow  and  the 

x^emainder  travel  around  the  curve  without  much  pressure  on  the 

tiTrack  at  all. 

The  same  thing  was  manifest  in  connection  with  the  Pennsylvania 
■^-  K.  electric  locomotive,  that  is,  that  the  leading  driver  on  the 
^ear  unit  was  the  one  that  put  most  of  the  pressure  on  the  rail. 

The  distribution  of  the  lateral  thrust  depends,  of  course,  entirely 

^Poa  the  type  of  engine.     The  easiest  riding  engine  he  knew  of  was 

*^^  old-fashioned  American  8-wheel  engine,  followed  possibly  by  the 

*^^cific,  if  weight  was  eliminated,  although  in  a  Pacific  engine  with 

''filing  wheel,  the  pressure  put  on  the  track  by  the  trailing  wheel 

^8  invariably  much  higher  than  that  by  the  rear  driver.    In  this 

^^^ection,  too,  the  pressure  of  the  tender  on  the  track  was  found 

,       be  very  light,  but  strange  enough  in  the  case  of  the  sleeping  cars 

^^as  two  or  three  times  that  of  the  locomotive. 

On  a  Pacific  engine  maximum  single  wheel  pressures  of  from 

'>O00  to  14,000  lb.  were  obtained,  while  a  sleeping  car  would  give 

^  Pressure  of  32,000  to  36,000  lb.    He  had  obtained  as  high  as  32,000 

^-  on  a  freight  car,  but  this  was  running  on  an  8-deg.  curve  at  fifty 

^^iles  an  hour. 

He  thought  the  speed  of  Consolidation  engines  running  back- 
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Floating  coupled  axles,  in  which  an  abnormal  amount  of  lateral 
play  is  allowed  to  accommodate  the  curving  of  the  wheel  base,  have 
also  been  used  abroad  and  to  a  limited  extent  in  this  country.  Float- 
ing axles  with  lateral  play  will  certainly  allow  long  wheel  base 
engines  to  pass  sharp  curves  easily,  but  their  use  is  open  to  the  ob- 
jection that  they  do  not  contribute  any  guiding  effort  to  lead  the 
mass  of  the  locomotive  around  curves,  or  to  steady  it  on  tangent 
track  until  the  full  lateral  play  is  taken  up.  Moreover,  on  account 
of  such  axles  being  free  to  move  laterally,  almost  all  the  flange 
wear  comes  on  those  coupled  wheels  which  have  normal  lateral  play. 
The  ruling  of  the  Interstate  Commerce  Commission  covering  allow- 
able lateral  play  between  driving  wheel  hubs  and  driving  boxes, 
is  also  an  objection  to  this  construction. 

It  is  evident  that  the  design  of  lateral  motion  coupled  axles 
which  will  best  meet  the  conditions  of  the  case  should  be  capable 
of  application  to  any  or  several  pairs  of  the  coupled  wheels.  Thus 
it  may  be  desirable  to  equip  the  first  and  last  coupled  axle  with  a 
lateral  motion  device,  or  possibly  even  the  first,  last  and  middle  pairs 
of  wheels. 

There  has  recently  been  placed  in  service  an  arrangement  of 
lateral  motion  coupled  axle  which  meets  these  requirements.  It 
provides  sufficient  flexibility  to  admit  of  a  locomotive  having  a  long 
driving  wheel  base  curving  easily  and  at  the  same  time  affords  a 
deflnite  resistance  against  lateral  motion.  This  design  is  in  success- 
ful operation  on  a  number  of  heavy  ten-coupled  locomotives  on  the 
New  York,  Ontario  &  Western  R.  R.  and  has  .also  been  used  on  a 
similar  class  of  locomotives  of  unusual  weight  and  power  just  going 
into  service  on  the  Erie  Railroad. 

Briefly,  the  design  consists  of  an  arrangement  which  permits  of 
about  two  inches  total  side  play  of  the  leading  coupled  wheels  and 
boxes.  This  lateral  motion  is  resisted  and  controlled  by  a  constant 
side  resistance  which  is  obtained  through  the  action  of  the  load 
carried  on  the  boxes.  In  this  way,  a  positive  gravity  control  is 
obtained  against  an  initial  side  motion  of  the  wheels  and  through- 
out the  entire  range  of  this  motion  up  to  its  limit.  The  side  rods 
connecting  this  pair  of  driving  wheels  with  the  second  pair  of 
wheels  are  arranged  with  ball  knuckle  joint  pins  and  a  special  de- 
sign of  spherical  crank  pin. 

The  principle  of  applying  a  yielding  resistance  to  control  the 
motion  of  the  driving  axle  having  lateral  play  appears  to  be  fully 
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justi6ed  by  the  results  of  operation  so  far  obtained.    Observations 

of  the  engines  in  seirviee  show  that  there  is  no  lateral  motion  of  these 

wrheels  on  tangent  track  and  on  ordinary  line  curves  even  when  the 

ongine  is  working  very  hard  at  moderate  speeds.     The  tire  wear  also 

a^ppears  to  be  about  evenly  divided  between  the  first  and  the  second 

-i-vmg  wheels. 

The  construction  is  also  applicable  to  Mallet  locomotives,  thus 
c^Teasing  the  number  of  pairs  of  coupled  wheels  in  each  unit  with 
c^orresponding  increase  in  tractive  power. 

George  L.  Fowler  said  that  all  the  designs  illustrated  in  this 
jper  are  intended  for  easement  of  wheel  pressures  on  curves,  and 
had  made  a  few  investigations  of  this  subject,  with  apparently 
bonishing  results. 

A  seeming  fact  was  that  the  truck  leading  a  locomotive  has  a  very 

^terial  effect  upon  distributing  the  lateral  thrust.    For  example, 

the  case  of  a  Consolidation  locomotive,  it  was  found  that  on 

the  leading  truck  exerts  the  greatest  amount  of  pressure  on 

rail,  then  the  second  driver,  followed  by  the  first  driver,  and 

ird  driver  and  fourth  driver,  in  the  order  named.    Running  the 

gine  backwards,  the  rear  wheel  strikes  a  tremendous  blow  and  the 

^:»iainder  travel  around  the  curve  without  much  pressure  on  the 

^«ck  at  all. 

The  same  thing  was  manifest  in  connection  with  the  Pennsylvania 

-  R.  electric  locomotive,  that  is,  that  the  leading  driver  on  the 

unit  was  the  one  that  put  most  of  the  pressure  on  the  rail. 

The  distribution  of  the  lateral  thrust  depends,  of  course,  entirely 

'^^I^on  the  type  of  engine.    The  easiest  riding  engine  he  knew  of  was 

*^^  old-fashioned  American  8-wheel  engine,  followed  possibly  by  the 

^eific,  if  weight  was  eliminated,  although  in  a  Pacific  engine  with 

**^iling  wheel,  the  pressure  put  on  the  track  by  the  trailing  wheel 

^8  invariably  much  higher  than  that  by  the  rear  driver.     In  this 

^^O-tiection,  too,  the  pressure  of  the  tender  on  the  track  was  found 

,  ^  be  very  light,  but  strange  enough  in  the  case  of  the  sleeping  cars 

■^^    w-as  two  or  three  times  that  of  the  locomotive. 

On  a  Pacific  engine  maximum  single  wheel  pressures  of  from 

>O00  to  14,000  lb.  were  obtained,  while  a  sleeping  car  would  give 

^   pressure  of  32,000  to  36,000  lb.    He  had  obtained  as  high  as  32,000 

■^-  on  a  freight  car,  but  this  was  running  on  an  8-deg.  curve  at  fifty 

^^^  lies  an  hour. 

He  thought  the  speed  of  Consolidation  engines  running  back- 
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ward  and  switch  engines  should  be  limited  to  certainly  not  more 
than  20  or  25  miles  an  hour.  Switch  engines  hauled  over  his  appa- 
ratus, running  dead  in  the  train,  had  a  marked  effect  on  the  track. 

He  said  it  was  of  no  use  attempting  to  make  a  mathematical 
analysis  of  what  happens  on  curves.  The  distribution  of  the  wheel 
loads  on  the  lateral  thrust  is  quite  different  from  anything  in  con- 
nection with  the  center  of  gravity.  For  example,  in  the  case  of  the 
Pacific  Locomotive  the  greatest  thrust  is  by  the  front  truck  wheel 
or  main  driver,  sometimes  one,  and  sometimes  the  other,  but  the  rear 
driver  thrust  is  low,  while  that  of  the  trailing  wheel  is  very  high. 

In  regard  to  the  limitation  of  side  motion  in  the  driving  axle, 
mentioned  by  Mr.  Woodard,  he  did  not  feel  that  there  was  any  dif- 
ference in  a  large  number  of  engines,  in  lateral  motion  on  curves, 
where  the  engine  is  apparently  laying  over  against  the  out^r  rail 
and  all  the  thrust  is  put  there.  Side  motion  on  tangent  track  was 
apparently  a  very  important  element,  and  an  old  locomotive  with 
from  1^  to  1%  in.  side  motion  in  the  journals  slides  over  a  tangent 
track  with  an  ease  that  is  perfectly  surprising. 

He  thought  most  of  the  blow  caused  by  a  tuned-up  engine  was 
due  to  the  track.  His  own  experience  coincided  with  that  of  the 
Pennsylvania  Railroad  on  the  New  Jersey  &  Sea  Shore  Line,  to  the 
effect  that  if  you  got  a  heavy  blow  at  a  certain  point  on  the  track, 
at  any  speed,  or  in  any  one  particular  type  o5  engine,  you  were  apt 
to  get  it  every  time  an  engine  passed  over  that  point.  Distortion 
of  the  track,  too,  is  a  serious  matter. 

If  there  is  any  limitation  in  regard  to  the  side  play  in  an 
engine,  it  should  be  very  liberal.  A  worn  engine  does  not  put  any 
greater  stress  on  the  track  on  a  curve  than  one  freshly  out  of  the 
shop,  and  it  puts  remarkably  less  stress  on  the  tangent  track. 

K.  B.  Katte.  Some  experience  dei-ived  from  the  development 
of  the  earlier  high  speed  electric  locomotives  does  not  conform  with 
Mr.  Fowler's  in  regard  to  lateral  motion.  It  was  found  that  in  the 
early  electric  locomotives  equipped  with  two  wheel  guiding  trucks 
considerable  lateral  motion  produced  a  hard  knock  against  the  track 
rails  when  running  into  or  leaving  a  curve.  The  low  center  of 
gravity  accentuated  the  blow  and  at  70  or  75  miles  an  hour  the 
cumulative  shock  was  considerable,  while  the  same  locomotive  with 
the  lateral  motion  reduced  by  hub  shims  was  run  up  to  85  miles 
per  hour  without  producing  a  blow  against  the  rails.     Unfortu- 
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lately,  the  locomotive  had  to  be  shimmed  up  so  tightly  that  it  would 
^ot  take  the  short  radius  yard  curves,  and  other  means  to  prevent 
the  lateral  rail  thrust  had  to  be  found. 

Roy  V.  Wright  asked  whether  it  weie  possible  to  provide  a 

^arge  enough  cylinder  on  a  locomotive  to  take  care  of  six-coupled 

AJfles,  and  C.  D.  Young  asked  what  were  the  limitations  to  one 

design.    What  was  the  maximum  play  that  could  be  given  the  front 

and  rear  axles? 

^,  E.  WooDARD  replied  that  he  thought  this  was  passible.    Such 

^   locomotive  would  probably  take  a  32  or  .S3-in.  cylinder,  well  under 

*iie  size  of  those  used  on  the  Mallet  engines.     He  did  not  see  any 

^^*>stacle  in  the  way  of  our  proceeding  up  to  a  100,000  lb.  tractive 

Effort  simple  locomotive.    With  a  larger  cylinder  the  centers  would 

*Xave  to  be  thrown  out  further,  and  to  prevent  side  vibration  the 

^'^heel  base  would  have  to  be  made  considerably  longer. 

In  reply  to  Mr.  Young,  at  present  we  have  only  H^  in.  play 
each  side,  but  we  could  probably  arrange  for  V/<>  in.,  or  possibly 
'Ore. 


C.  D.  Young  said  that  he  could  see  no  particular  difficulty  in 

^*^aching  100,000  lb.  tractive  effort  in  a  locomotive  of  other  than 

^he  Mallet  type,  but  did  not  believe  that  the  use  of  two  cylinders 

"^vas  the  only  way  to  do  it.     It  should  bo  done  with  two  pairs  of 

^^rnple  cylinders,  or  with  three  simple  cylinders,  or  if  two  cylinders 

^^e  designed  to  keep  within  the  clearance  diagram  of  the  right  of 

"^vay,  by  increasing  the  boiler  pressure  and  limiting  the  cut-off.    In 

tliat  way  the  long  overhang  of  the  main  pin  which  results  from  the 

'^'i^le  spread  of  cylinders  would  be  overcome,  as  well  as  cylinder 

clearance. 

If  the  cylinders  were  made  largo  enough  to  limit  the  full  gear 
position  to  a  reasonable  cut-off,  he  thought  that  a  boiler  could  bo 
^nade  which  would  develop  the  possibilities  of  100,000  lb.  tractive 
effort  with  two  or  three  cylinders.  Ho  saw  no  use,  however,  for  such 
^   locomotive  if  the  boiler  could  not  supply  enough  steam. 

There  should  be  three  or  four  cylinders  large  enough  to  permit 
tile  Valve  gear  to  be  so  arranged  that  the  maximum  cut-off  would 
'^ot  be  over  65  or  70  per  cent,  thus  niakinir  it  possible  to  develop 
*^  tractive  efVort  at  a  reasonable  water  r;it(\ 

The  water  rate  of  the  two-cylinder  engine,  working  in  full  gear 
^^Ven  or  eight  miles  per  hour,  is  about  31  lb.  per  i.h.p.  hour  ml\i 
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125  deg.  of  saperheat.  If  the  cut-oS  is  reduced  to  50  per  cent  tiie 
water  rate  drops  to  18.5  lb.  The  difference  in  boiler  requirements 
between  these  two  valve  gear  positiooB  is  evident.  Likewise,  if  two 
cylinders  are  used  and  the  boiler  pressure  is  increased  a  sufficient 
amouDt  to  limit  the  cut-off  to  50  per  cent,  corresponding  results 
would  be  obtained,  so  far  as  the  water  rate  is  concerned,  but  with 
such  an  arrangement,  some  provision  should  be  made  in  the  valve 
for  starting,  or  a  special  starting  valve  provided  with  the  two- 
cylinder  locomotive. 

S.  M.  Vaucuon  (written).  I  have  read  with  great  interest  the 
author's  historical  account  of  the  development  of  the  different  ^s- 
tems  of  radial  axles  on  locomotives  operated  by  a  single  set  of 
cylinders. 


Fig.  27    Baldwin  Six-Wheei,  Connected  Locomotivb 

Mr.  Mallet's  paper  covers  only  the  use  of  transmission  adapted 
to  curving  when  such  a  transmission  is  driven  by  steam  cylinders. 
Electric  drive  lends  itself  to  the  use  of  radial  trucks  without  serious 
complications,  and  the  various  systems  employed  both  in  this  coun- 
try and  abroad  have  been  described  so  frequently  that  a  further 
description  will  be  of  no  special  interest. 

In  1842,  Mr.  Baldwin  took  out  a  patent  on  his  6-wheel  connected 
locomotive  in  which  the  four  front  drivers  were  combined  in  a 
flexible  truck.  This  locomotive  was  especially  adapted  to  use  on 
American  roads  then  existing,  which  had  extremely  sharp  curvee, 
and  a  large  number  of  locomotives  of  this  type  were  built  and  were 
very  successful.  The  original  engine  of  this  type,  as  shown  in  Fig. 
27,  had  six  wheels,  all  connected  as  drivers.  The  rear  wheels  were 
placed  rigidly  in  the  frame  and  had  inside  bearings.  The  four 
remainmg  wheels  had  inside  journais  i\umvQ%  m  boxss  held  by  two 


wide  and  wrought  iron  be&ms.  These  beaios  were  entirely  inde- 
pendent of  each  other  and  the  pedestals  formed  in  them  were  bored 
out  cylindrically  for  the  reception  of  cylindrical  boiea.  The  engine 
frame  on  each  side  was  directly  over  the  beam,  and  a  spherical  pin 
from  the  frame  bore  in  the  socket  between  the  beam,  midway  between 


Fio.  28    Truck  for  Locomotivb  (Fiq.  27) 


FiQ.  29    Baldwin  Eioht-Wheel  Conni 


the  two  axles,  so  that  the  operation  of  the  beam  was  similar  to  the 
parallel  niler.  A  half  plan  of  this  truck  Ls  shown  in  Fig.  28.  The 
coupling  rods  were  also  made  with  cylindrical  brasses. 

This  design  was  subsequently  modified  into  an  8-wheel  connected 
locomotive,  shown  in  Fig.  2^.     In  this  arrangement  both  pairs  of 
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drivcrx  are  rigid  and  coniieeted  tn  the  boibr  aud  s1>>aiu  machinery'. 
The  wheels  of  the  front  truek  are  coimeeted  by  side  i-ods  to  the 
drivers  and  the  tniek  frames  are  pivoted  under  tlie  engine  frame 
to  obtain  a  parallel  nioveiui-'nl  to  llie  axle  wlipn  im  curves.     This 
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driviug  trucks  are  pivoted  and  steam  is  admitted  to  the  cylinders 
through  the  carrying  bearings.  The  boiler  rotates  in  the  body  of 
the  motor  car  as  the  driving  truck  accommodates  itself  to  the  curve. 
The  rear  truck  in  this  arrangement  is  simply  a  carrying  truck  and 
is  not  driven.     This  locomotive  was  built  in  1897. 

The  foregoing  are  by  no  means  all  of  the  American  designs  of 
locomotives  with  radial  axles,  but  they  serve  to  show  different  solu- 
tions of  the  problem,  all  of  which  have  been  in  successful  operation. 

F.  J.  Cole  (written).  This  paper  shows  in  concise  and  orderly 
fashion  the  principal  and  most  interesting  arrangements  which  have 
been  used  or  proposed  for  parallel  driving  mechanism  arranged  for 
operation  by  two  cylinders,  having  all  the  weight  available  for 
adhesion,  with  the  advantages  of  radial  axles  for  traversing  sharp 
curvature.  It  brings  all  these  designs  together  in  one  paper  with 
illustrations  and  descriptions,  and  makes  available  the  information 
contained  in  technical  literature  extending  over  many  yeai's. 

It  is  probable  that  such  designs,  with  the  exception  of  geared 
locomotives,  similar  to  Shay,  Climax,  etc.,  attract  much  more  serious 
consideration  abroad  than  in  this  country.  It  is  significant,  how- 
ever, that  few,  if  any,  of  these  locomotives  are  now  in  operation, 
the  inherent  difficulties  and  complications  probably  being  so  great 
that  they  more  than  offset  the  advantages  gained  by  their  use. 
They  have  also  been  superseded  by  designs  having  more  than  two 
cylinders  in  which  the  necessary  radial  action  is  obtained  by 
swiveling  trucks,  for  instance  the  Fairlie  and  Pechot.  Usually  such 
engines  are  built  for  slow  service  on  roads  with  heavy  grades  and 
sharp  curvature.  The  use  of  four  cylinders  is  often  more  economi- 
cal, all  things  considered,  than  the  complication  incident  to  these 
special  forms  of  radial  axles. 

The  author,  in  the  invention  of  the  locomotive  which  bears  his 
name,  has  done  more  to  render  unnecessary  such  designs  (except 
geared,  similar  to  Shay)  described  in  the  paper,  than  probably  any 
other  man.  These  Mallet  or  articulated  locomotives,  as  is  well 
known,  are  adapted  to  the  widest  possible  range  of  service.  Origi- 
nally they  were  intended  for  military  use  for  very  narrow  gages 
and  extremely  sharp  curvature,  the  track  following  the  natural 
undulations  of  the  ground  with  but  little  grading.  At  the  present 
time  in  this  country,  we  see  their  very  highest  form  of  development 
in  hauling  the  heaviest  tonnage  trains  in  the  world,  such  for  in- 
stance, as  the  2-8-8-2  type  for  the  Virginian  Railway,  having  a 
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tractive  power  of  115,000  lb.  when  working  compound  and  135,000 
lb.  when  working  simple  for  short  distances ;  weight  481,500  lb.  on 
drivers  and  542,500  lb.  total  in  working  order.  It  is  probable  that 
even  these  figures  will  be  exceeded  in  the  near  future. 

We  see  again  modifications  of  this  design  in  the  Triplex,  which 
is  a  triple  articulated  compound,  with  the  weight  of  the  tender 
utilized  for  adhesion.  Such  locomotives  are  suitable  only  for  very 
slow  service  because  of  their  boiler  or  steaming  limitations. 

Engines  of  the  Mallet  type  operate  with  the  axles  of  the  front 
engine  substantially  radial  to  the  track.  They  can  be  built  in  all 
designs  from  0-4-4-0  to  0-10-0  or  2-10-10-0  and  many  other  inter- 
mediate modifications  of  arrangement  of  trucks  and  driving  wheels 
carrying  either  all  the  weight  on  the  drivers  or  provided  with  lead- 
ing and  radial  trailing  trucks  suitable  for  the  road  conditions  under 
which  they  operate.  I  therefore  agree  with  the  author  that  it 
seems  unnecessary  to  consider  seriously  many  of  the  designs  shown 
in  the  paper. 

Five-coupled  engines,  having  leading  and  sometimes  trailing 
radial  trucks  with  lateral  play  in  the  front  and  occasionally  in  the 
rear  driving  axles,  can  be  operated  successfully  on  sharp  curves. 
It  is  better  practice  to  use  some  form  of  gravity  or  spring  resistance 
in  axles  having  much  lateral  play  in  order  to  distribute  the  flange 
wear.  Whether  for  safety  these  axles  actually  require  centering 
devices  or  control,  depends  upon  the  speed  and  other  conditions 
under  which  they  are  operated.  Such  devices  are  now  available  in 
simple  form,  which  operate  successfully.  It  is  only  in  heavy  grade 
service  that  locomotives  having  all  the  weight  on  the  drivers  can  be 
operated  satisfactorily.  The  horsepower  in  such  service  is  relatively 
small,  therefore  the  steam  requirements  are  not  so  exacting.  For 
fast  service,  in  order  to  get  suflBcient  boiler  capacity  for  conventional 
types  of  locomotives,  it  has  been  found  necessary  to  carry  a  certain 
portion  of  the  engine  on  leading  and  sometimes  on  trailing  axles, 
not  only  to  provide  for  the  guiding  of  the  locomotive  on  curves  and 
therefore  to  make  the  operation  safe,  but  to  permit  the  construction 
of  a  boiler  of  suflBcient  size  to  provide  the  steam  required. 

W.  F.  M.  Goss  said  that  from  our  understanding  of  the  general 
problem,  it  would  appear  that  the  developments  described  in  the 
paper  are  not  of  great  practical  value.  Our  experience  seems  to 
have  passed  the  stage  of  development  with  which  Mr.  Mallet  deals. 
The  fact  is,  however,  that  we  can  never  tell  what  the  next  step  will 
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be,  because  we  can  not  predict  the  conditions  that  are  to  govern  it. 
It  is  perfectly  clear,  for  example,  that  the  chain  transmissions 
shown  in  these  designs  were  destined  to  failure  at  the  time  they 
were  employed,  for  in  that  day  chain  drives  were  crude;  but  it 
is  equally  clear  that  if  for  any  reason  we  should  desire  today  to 
couple  up  locomotives  with  chains,   we  could  do  it  successfully 

• 

because  practice  in  chain  gearing  has  passed  from  an  experimental 
stage  to  one  of  great  refinement.  Changing  conditions,  therefore, 
emphasize  the  profit  to  be  derived  from  study  involving  the  historic 
development  of  mechanisms.  I.  regard  the  masterful  presentation 
of  Mr.  Mallet  as  a  contribution  of  high  value  to  our  Transactions. 

The  Author  was  unable  to  present  his  paper  in  person,  but  it 
was  presented  by  E.  A.  Averill,  Mem.  Am.  Soc.  M.  E.,  who  also 
contributed  to  the  discussion.  A  letter  written  by  Monsieur  Mallet 
and  received  subsequent  to  his  manuscript  included  the  following 
paragraph  which,  he  said,  established  a  very  clear  case  of  priority 
in  favor  of  an  American  designer: 

The  author  wishes  to  recall  here  that  probably  the  first  case  of 
transmission  by  convergent  axles  on  a  locomotive  from  a  fixed  steam 
cylinder  by  means  of  a  connecting  rod  located  in  the  longitudinal 
axis  of  the  engine,  is  to  be  found  in  the  locomotives  built  in  1832 
by  Horatio  Allen  for  the  South  Carolina  R.  R.  In  this  engine  the 
main  rod  had  a  vertical  jointing  with  a  small  stub  end  and  large 
head  spherical  journal,  so  that,  on  curves,  it  lent  itself  to  an  oblique 
action  on  the  central  arm  of  the  axle. 


No.  1503 

FOUR-WHEEL  TRUCKS  FOR 
PASSENGER  CARS 

By  Roy  V.  Wmght,  New  York,  N.  Y. 
Member  of  the  Society 

The  Pennsylvania  Railroad  uses  four-wheel  trucks  under  all  of  its 
passenger  coaches,  although  the  P  70  class,  70  ft.  in  length  and  having 
a  seating  capacity  of  88,  weigh  light  from  118,000  to  122,000  lb.; 
loaded  with  passengers  they  weigh  about  135,000  lb.,  and  never  more 
than  140,000  lb.     It  is  the  standard  practice  on  that  system  to  use 
such  trucks  under  all  passenger  equipment  cars  weighing  less  than 
120,000  to  125,000  lb.,  except  for  so-called  load  carrying  cars,  in- 
cluding baggage-express,  mail,  baggage-mail,  etc.,  which  are  designed 
to  weigh  over  140,000  lb.  when  loaded.     The  light  weight  of  the 
bodies  of  the  Pennsylvania  P  70  coaches — and  these  are  now  standard 
on  that  system — varies  from  03,000  to  96,000  lb.    It  is  assumed  that 
these  cars  regularly  carry  as  much  weight  in  passengers  and  hand 
baggage  as  coaches  on  other  roads,  inasmuch  as  they  seat  88  persons, 
or  several  more  than  the  maximum  provided  for  in  the  standard 
coaches  of  most  roads.     It  is  the  practice  on  the  great  majority  of 
^ilroads  to  use  six-wheel  trucks  under  coach  bodies  weighing  much 
^^88  than  this,  comparatively  few  roads  using  four-wheel  trucks  under 
'^dies  weighing  more  than  85,000  lb.  and  many  of  them  using  six- 
^beei\  trucks  under  bodies  weighing  even  less  than  this. 

FACTORS   IN   DESIGN 

^  In  designing  the  trucks  for  a  passenger  coach  four  features 
^^^t  be  kept  in  mind,  and  generally  in  the  following  order  as  to  im- 
P^^t^nce,  although  there  may  be  some  question  as  to  the  relative  value 
^^  the  last  two. 

a  They  must  be  designed  for  safety. 

•^^(^ented  at  the  Annual  Meeting,  r)pf'rm])er  1915,  of  The  American 
^t^iRTY  OF  Mech.\NK'AIv  ENGINEERS.  Contributed  by  the  Sub-Committee 
'■^   Railroads. 

689 


690  FOUB-WHEEL  TRUCKS  FOR  PASSENGER   CARS 

b  They  must  ride  smoothlyy  for  travelers  are  particular  as  to 
this  in  these  days  and  will  desert  a  road  with  rough  riding 
cars  if  a  competitor  furnishes  better  service.  With  heavy 
steel  cars  operated  in  long  trains  at  high  speed  and  with 
the  locomotives  taxed  to  the  limit  of  their  capacity,  it  is 
difiScult  to  operate  and  brake  the  trains  without  occasional 
roughness  and  jolts,  and  a  factor  such  as  truck  design 
cannot  be  allowed  to  contribute  further  to  the  rough 
riding. 

c  The  weight  of  the  truck  must  be  kept  to  a  minimum  if  for 
no  other  reason  than  the  effect  on  the  cost  of  conducting 
transportation. 

d  The  truck  should  be  designed  with  a  view  to  keeping  the 
cost  of  maintenance  as  low  as  possible.  Here,  as  in  the 
requirement  for  safety,  it  is  desirable  to  have  as  few  parts 
as  possible  and  of  simple  construction. 

DOES  THE  FOOR- WHEEL  TRUCK  MEET  THESE  REQUIREMENTS? 

3  How  does  the  four-wheel  truck  meet  these  requirements  under 
the  heavy  passenger  equipment  on  the  Pennsylvania  Bailroad? 

4  a  The  four-wheel  truck  of  modern  steel  construction  which 
has  been  in  use  on  that  system  for  a  number  of  years  has  given 
splendid  satisfaction  so  far  as  safety  is  concerned.  As  on  other  roads, 
some  trouble  has  been  experienced  with  hot  boxes  and  it  was  at  first 
thought  that  the  journal  bearing  area  was  too  small.  The  use  6{ 
larger  bearing  areas  does  not  seem  to  have  materially  improved  con- 
ditions and  it  is  now  believed  that  the  difficulty  is  entirely  due  to  dirt 
or  gritty  matter  entering  the  journal  boxes.  The  problem  then  be- 
cpmes  one  of  improving  the  journal  box  lid  and  dust  guard  to  prevent 
this,  rather  than  to  increase  the  diameter  or  length  of  the  journals. 

5  There  has  been  no  breakage  of  axles,  except  for  three  cases  due 
to  defective  material  when  the  first  steel  trucks  were  introduced  many 
years  ago.  No  physical  weakness  has  developed  in  any  of  the  parts  in 
the  ten  years  the  trucks  have  been  in  service,  so  that  as  far  as  safety 
is  concerned  there  can  be  no  question.  The  possibility  of  accident 
would  seem  to  be  less  with  the  four-wheel  truck  because  of  the  smaUer 
number  of  parts  required. 

6  6  There  seems  to  be  a  feeling  on  the  part  of  some  mechanical 
engineers  that  the  four-wheel  truck,  with  its  shorter  wheel  base  (7  or 
8  ft.  as  compared  with  10  to  11  ft.  for  the  six-wheel  truck)  will  ride 
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lesa  easily  than  the  six-wheel  truck.     With  coil  springs  over  the 
jbiirnalSy  elliptical  springs  \mder  the  bolster,  and  provision  for  lateral 
motion  of  the  bolster,  it  would  seem  that  there  ought  not  to  be  much 
difference  in  this  respect. 

7    Experiments  show  that  much  of  the  rough  riding  or  jolting  on 
passenger  coaches  has  been  due  to  the  method  of  anchoring  the  top  of 
^e  dead  lever  to  the  truck  frame.    The  imbalanced  forces  in  the  truck 
when  the  brakes  are  applied  tend  to  tilt  the  truck  frame  out  of 
horizontal  alinement,  thus  causing  a  "jerky*'  action.    By  anchoring 
^®  dead  lever  to  the  body  underframe  this  is  eliminated.    This  de- 
velopment is  comparatively  recent  and  affects  the  six-wheel  as  well 
^^    the  four-wheel^  truck.    The  effect  of  anchoring  the  dead  lever  to 
^^   truck  frame  has  possibly  been  more  noticeable  on  the  four-wheel 
'^'^ick,  because  1 —  to  — 1  dead  levers  are  used,  resulting  in  a  greater 
PXiH   QQ  ^hg  frame  than  in  the  case  of  the  six- wheel  truck;  then,  too, 
'^^   resisting  moment  is  less  because  of  the  shorter  wheel  base  of  the 
loxix' -wheel  truck.    This  improvement  has  been  patented. 

8  c  There  is  a  wide  variation  in  the  weights  of  different  types 
^^  steel  passenger  car  trucks,  but  it  is  probably  fair  to  state  that  a 
P^ir  of  four-wheel  trucks  will  weigh  from  10,000  to  15,000  lb.,  or 
^^^ore,  less  than  a  pair  of  six-wheel  trucks  having  the  same  carrying 
acity.  In  other  words,  for  the  same  total  weight  of  car  the 
with  four-wheel  trucks  will  carry  10,000  to  15,000  lb.  more 
*^-d.iiig  or  body  weight,  or  with  the  same  weight  of  body  the  total 
^'^eight  of  the  car  with  four-wheel  trucks  will  be  from  10,000  to  15,000 
^^'  less  than  the  one  with  six-wheel  trucks.  For  a  car  weighing 
*  ^0,000  lb.  and  equipped  with  four-wheel  trucks  this  means  a  saving 
^^^  from  8  to  11  per  cent  in  total  weight  as  compared  with  what  it 
^^''^^^'U.ld  be  if  six-wheel  trucks  were  used.  On  most  roads  it  is  the 
ctice  to  carry  car  bodies  weighing  more  than  85,000  lb.  on  six- 
heel  trucks,  which  weigh  fully  15,000  lb.  per  car  more  than  four- 
l^eel  trucks.  A  locomotive  that  can  haul  eight  cars  equipped  with 
six-wheel  trucks  over  a  given  division  will  haul  nine  cars  of  the 
e  seating  capacity  having  four-wheel  trucks — a  saving  much  to 
desired. 

9    d  Roughly  speaking,  the  cost  of  maintenance  of  a  steel  pas- 

er  car  truck  may  be  said  to  be  very  nearly  in  proportion  to  the 

^^^^ber  of  its  wheels  and  axles,  these  with  the  brake  shoes  being  the 

subjected  to  the  greatest  wear  and  requiring  frequent  repairs 

i^newals.    While  no  exhaustive  data  are  available  as  to  the  com- 
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parative  cost  of  repairs  and  tnaintenaiice  of  six-wheel  and  four-wheel 
trucks  of  the  same  carrying  capacity,  they  are  said  by  those  who  have 
checked  these  costs  to  be  at  least  50  per  cent  greater  for  tlie  sis-wheel 
truck. 

DEVRLOPHEKT   OF    PENNSYLVANIA   FOUR-WHEEL  TRUCK 

10     Aa  a  partial  check  on  these  conclusions,  it  is  proposed  to  re- 
view briefly  the  development  of  the  four-wheel  steel  truck  for  passen- 


ger cars  on  the  Pennsylvania  Railroad.  From  the  outset  and  through- 
out this  development  the  aim  has  been  to  reduce  the  number  of  parts 
to  a  minimum  and  make  the  construction  as  simple  as  possible.  The 
problem  has  been  complicated  somewhat  \>y  the  necessity  of  providing 
for  the  application  of  motors  to  the  trucks  used  under  motor  cars 
in  electrified  districts  and  also  by  the  application  within  the  past  few 
years  of  clasp  brakes,  which  are  now  standard  on  the  Pennsylvania 
for  all  four-wheel  trucks  and  all  new  passenger  equipment  trucks. 


ROY    V.    WRIGHT 


11  Id  designing  the  first  four-wheel  steel  trucks  in  the  early 
part  of  1905,  it  was  aimed  to  use  them  under  the  largest  coach  possible 
and   keep  within  the  M.C.B.   load  limits  for   5-in.  by  9-in.   axles. 


Shortly  after  tlio  trucks  had  Iwen  plaoed  in  service,  tliree  of  the  axles 
broke  in  the  wlicel  seat  where  the  stress  is  least.  Investigation  finally 
showed  that  the  breakage  was  due  to  defects  in  manufacturing  caused 
by  a  faulty  furnace  which  had  been  discarded  shortly  after  these 
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axles  were  made.  In  the  meantime,  however,  as  a  measure  of  absolute 
safety,  it  was  decided  to  increase  the  axles  on  existing  cars  %  in.  in 
diameter  and  on  new  cars  to  go  to  the  next  larger  size  standard  M.C^. 
axle,  the  5^-in.  by  10-in.  Because  of  hot  box  troubles  the  length  of 
journal  was  afterward  increased  to  11  in.,  although  experience  has 
since  indicated,  as  previously  noted,  that  the  trouble  was  probably  due 
more  to  dirt  getting  into  the  journal  box  than  the  lack  of  journal 
bearing  area.  The  5^-in.  by  11-in.  journal  is  now  standard  for  all 
four-wheel  and  six-wheel  trucks. 

12  In  going  from  the  wood  to  the  steel  construction  spring 
planks,  axle  guards  and  brake  beams  were  done  away  with,  the  brake 
levers  being  attached  directly  to  the  brake  heads.  Each  side  frame 
was  formed  of  two  10-in.  20-lb.  channels,  with  the  flanges  turned 
inward  and  forming  a  box  girder  construction.  The  channels  were 
spaced  so  as  to  measure  9  in.  overall.  This  was  done  to  provide 
sufficient  strength  for  resisting  the  lateral  stresses,  a  requirement 
which  has  been  overlooked  in  some  designs.  To  check  or  limit  the 
lateral  motion  or  swaying  of  the  bolster  a  spring  arrangement  was 
used,  as  shown  in  the  drawing  (Fig.  2). 

13-  The  subsequent  use  of  clasp  brakes  made  it  necessary  to 
modify  this  design  somewhat.  Fig.  2  shows  the  details  of  this  modi- 
fied design,  which  in  general  is  practically  the  same  as  the  original 
Resign,  other  than  the  braking  arrangement,  except  for  changes  in 
the  end  construction  of  the  frame  to  provide  for  the  outside  brakes. 
The  detail  of  the  original  end  construction  is  shown  in  Fig.  1.  The 
end  rail  in  the  original  design,  which  was  formed  of  a  %-in.  plate 
pressed  in  the  form  of  an  inverted  U,  6  in.  in  width,  was  changed  to 
make  room  for  the  brake  levers.  The  outside  brakeheads  in  the  case 
of  the  clasp  brakes  are  attached  to  the  lower  ends  of  .the  brake  levers, 
which  are  anchored  at  the  top  to  castings  riveted  to  the  ends  of  the 
side  frames.  A  6-in.  channel  with  flanges  turned  downward  connects 
these  castings  and  forms  the  end  rail.  It  was  also  necessary  to  add 
brakehead  tie  bars  because  of  the  impossibility  of  connecting  the 
tension  rods  for  the  outer  brakeheads  direct  to  the  brake  lever.  It 
should  be  noted,  however,  that  this  brakehead  tie  bar  is  a  simple 
rectangular  bar  and  that  the  brake  tension  rod  connects  to  it  as  close 
to  the  brakehead  as  possible.  Obviously  the  weight  and  the  cost  of 
maintenance  of  this  tie  bar  is  much  less  than  for  a  brakebeam  where 
the  force  is  applied  at  the  middle.  All  of  the  brake  levers,  including 
the  dead  and  live  levers,  are  of  the  same  size  and  interchangeable 
except  for  drilling. 
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14    The  peculiar  form  of  the  outer  brakehead  is  noticeable.    In 
the  first  application  of  the  clasp  brakes  the  ordinary  type  of  brakehead 
^nis  used  with  springs  to  hold  it  balanced  when  hanging  loose.    These 
springs  were  diflBcult  to  maintain  and  were  done  away  with  by  re- 
designing the  brakehead  and  adding  the  tail  piece.    When  the  brake- 
head  hangs  loose  this  tail  piece  rests  against  a  casting  which  is 
riveted  to  the  underside  of  the  end  rail.    When  the  brake  is  applied 
there  is  a  clearance  of  %  in.  between  the  brakehead  tail  piece  and 
the  rest.    This  device  has  given  most  satisfactory  results. 

16  The  next  development  was  a  modification  of  this  design  to 
provide  for  the  application  of  a  motor  for  use  under  motor  cars  on 
electrified  divisions.  To  do  this  it  was  foimd  necessary  to  increase 
tiie  ^-heel  base  from  7  ft.  to  8  ft.  6  in.  Transoms  were  also  added  to 
^Pport  the  lip  of  the  motor  and  the  bolster  design  was  modified 
^^ightly;  otherwise  the  same  parts  were  used  as  in  the  original  design. 

16     The  next  development  was  a  radical  one,  the  box  girder  side- 

'y^iae  being  replaced  by  a  Bethlehem  10-in.  54-lb.  H-beam,  thus 

sitciplifying  the  design  as  to  construction  by  reducing  the  number  of 

Pa.rts  and  still  providing  sufiicient  moment  to  resist  the  side  stresses. 

^^  shown  in  Fig.  3,  the  journal  box  pedestal  casting  has  a  projection 

^    which  the  top  of  the  lever  for  the  outside  brake  is  anchored  and 

'^hich  also  supports  the  end  rail,  a  6-in.  H-beam.    The  H-beam  which 

^^xijas  the  side  frame  has  its  lower  flange  and  web  cut  away  over  part 

^*  t"he  journal  box  pedestal  casting  and  is  strongly  riveted  to  it  through 

^^th  the  upper  and  lower  flanges.     The  casting  which  was  formerly 

^Se^  on  the  end  rail  to  balance  the  brakehead  was  replaced  by  a  steel 

^lip  which  is  sprung  over  and  welded  to  the  lower  flanges  of  the  end 


17  Another  noticeable  change  was  the  shortening  of  the  bolster 
'^^ngers,  thus  limiting  the  amount  of  side  swing  and  making  it  possi- 
^^^     to  do  away  with  the  complicated  spring  mechanism  which  was 

"rxaerly  used  to  check  and  limit  the  lateral  motion  of  the  bolster 
the  longer  hangers.    Before  making  this  change,  the  springs  were 
ually  blocked  and  finally  wedged  solid  on  a  number  of  the  cars. 
this  had  no  noticeable  effect  on  the  smooth  riding,  it  was  decided 
^-^   <3i8card  the  springs  entirely. 

18  The  more  important  of  these  changes,  that  is,  the  side  frame 
Construction  and  the  change  in  the  hanging  of  the  bolster,  were  first 
^^B-de  on  four-wheel  trucks  for  suburban  cars,  several   hundred  of 

^ch  were  built.    These  trucks,  however,  were  of  lighter  constrvxetvou 
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than  those  used  under  the  standard  coaches  and  are  Dot  considered  in 
this  discussion.  The  details  of  this  improved  truck  as  designed  for 
use  under  standard  coaches  are  shown  in  Fig.  3. 


19  A  modification  of  this  standard  truck  was  made  necessary  by 
the  Philiulelphia-Paoli  electrification  and  is  shown  in  Fig.  4,  The 
most  powerful  motors,  825  horsepower  cacli,  thus  far  used  under 
passenger  coaches  are  required  in  this  service.    To  provide  for  tbem  it 


was  necessary  to  extend  the  wheel  base  of  the  truck  from  8  ft.  to 
8  It  8  in.  Because  of  the  great  amount  of  room  required  by  the 
motors,  blower  apparatus,  etc.,  it  was  necessary  to  do  awsy  with  the 
brakehead  tie-bars,  or  brakebeams,  and  to  arrange  the  tension  rods 


*■«■. 


■   4     Standard  Pouk-Whebl  8tbei.  Pabsbnoee  Cab  Tbi'ck  Modified  fob 
^HE  Fkdee  MoDiR  Cabs  as  Electbikikd  District  of  Pksnsylvania 
Railroad  at  Puii.adeij'hia 

^    ^    the  outaide  brakeheads  to  straddle  (lie  wheel  as  shown  in  the 

^W'ing.     This  application  also  made  it  possible  to  change  the  con- 

Motion  at  the  ends  of  the  side  frames  and  the  end  rail.    The  details 

this  design  are  presented  in  order  to  show  how  the  four-wheel 
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standard  truck  for  use  under  heavy  coaches  could  be  preserved  in  its 
general  features  and  be  arranged  for  use  under  the  heavy  modem 
electric  motor  cars.  The  drawing  shows  the  use  of  spoke  wheels; 
recent  practice  has  changed  these  to  plate  wheels,  and  the  gear  wheel, 
which  meshes  with  the  motor  pinion,  is  now  fastened  to  the  axle 
rather  than  on  the  projection  of  the  wheel  hub. 

^  It  is  necessary  to  provide  a  blower  apparatus  to  cool  the 
large  motors  which  are  used.  The  blowers  are  fastened  to  the  under- 
frame  of  the  body  of  the  car  near  the  center  and  the  draft  is  carried 
through  a  duct  formed  by  the  box  shaped  center  girder  of  the  car 
between  this  point  and  the  bolster.  From  the  latter  point  a  duct 
extends  laterally  from  each  side  of  the  center  girder  delivering  the 
air  where  it  is  needed.  The  motor  leads  pass  through  holes  in  the 
truck  bolster  close  to  the  center  plate  so  that  the  curving  of  the  truck 
creates  the  least  possible  amount  of  distortion  in  the  leads.  Fortu- 
nately the  necessity  for  making  some  such  provision  was  foreseen  a 
number  of  years  ago  and  it  was  not  necessary  to  make  any  important 
modifications  in  the  design  of  the  truck  bolster. 

DISCUSSION 

Geo.  R.  Henderson  (written).  In  reading  Mr.  Wright's  very 
interesting  paper,  the  writer's  thoughts  followed  the  abandonment 
of  the  equalizers  which  for  so  many  years  were  considered  necessary 
for  easy  riding,  especially  on  rough  track.  It  is  well  known  that 
the  Pennsylvania  track  is  nearly  perfect  and  it  is  a  question  whether 
these  trucks  and  loads  would  be  satisfactory  on  average  track.  This 
accounts  for  a  considerable  saving  in  weight,  as  the  equalizer  and 
spring  seats  were  quite  massive  for  heavy  cars. 

It  is  still  the  practice  of  many  roads  to  use  equalizers  under 
tenders  of  passenger  locomotives  and  also  under  high  speed  electric 
cars,  and  it  is  an  interesting  question  as  to  just  how  far  we  can  go 
in  this  respect  and  still  not  interfere  with  the  comfort  of  the  pas- 
sengers. The  condition  of  the  track  is  a  very  important  part  of  the 
problem  in  the  writer's  estimation  aud  should  not  be  overlooked 
when  considering  this  question. 

S.  G.  Thomson  said  that  the  cl^isp  brake  as  used  on  the  Phila- 
delphia and  Reading  Railway,  today,  was  giving  most  excellent 
satisfaction,  and  has  done  so  ever  since  it  was  developed.  One  hun- 
dred and  fifty  or  more  cars  have  been  in  service  for  a  number  of 
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rears,  and  little  or  no  difficulty  has  been  experienced.  The  brake 
is  highly  efficient  and  the  stops  seem  to  be  very  much  easier  and 
shorter  than  with  the  single  shoe  and  higher  brake-shoe  pressure. 

In  regard  to  the  question  of  journal  lubrication,  he  had  found 
that  at  80  or  90  miles  per  hour,  some  trouble  was  experienced  from 
hot  boxes.     Careful  readings  of  journal  box  temperatures  seemed 
to   indicate  that  the  temperatures  build  up  during  closely  consecu- 
tive runs,  the  wheels  and  journals  not  having  had  time  to  cool  down 
before  the  return  trips.    During  the  rush  season  it  was  often  neces- 
sary to  schedule  certain  cars  for  six  trips  per  day,  equal  to  300 
ttiiles  or  more.    The  cars  were  all-steel,  weighing  about  118,000  lb., 
^h^ich  seem  to  be,  in  his  judgment,  about  the  limiting  weight  for 
toiai-.^heel  trucks  at  these  high  speeds,  particularly  where  they  are 
closely  consecutive. 

He  thought,  therefore,  that  the  factor  of  speed  seems  to  have 
^  ^'O.ndamental  bearing  on  the  question  of  the  use  of  the  four  or  six- 
^^t^eel  trucks  on  modern  passenger  equipment,  and  that  the  four- 
^^^*^^el  truck  should  prove  entirely  satisfactory  for  anything  less 
^^^-Xix  the  weights  or  high  speeds  on  consecutive  trips  as  has  just 
^^^^"■^  mentioned. 


X.  R.  PoMBROY  said  it  was  astonishing  how  much  money  rail- 
Is  spend  to  get  another  car  on  a  train,  to  be  hauled  with  the 
€  engine,  where  the  cost  is  more  than  it  would  be  to  run  cars 
logical  trucks.     He  thought  it  was  quite  true  that  six-wheel 
have  been  developed  more  generally  in  the  West,  and  it  is 
in  recent  years  that  they  have  become  general  on  ordinary 
F^^Lssenger  coaches. 

In  the  West  some  of  the  reasons  why  the  six-wheel  truck  was 
^^  opted  on  cars  which  would  now  be  considered  light  were  the  very 
■'iS'tit  gravel  ballast,  light  rails  (from  60  to  70  lb.),  and  cast  iron 


He  presented  th(.»  following  figures  of  weights  of  four  and  six- 
-el  steel  trucks  under  steel  cars : 

J*^our- wheel  trucks  on  the  Harriman   Lines,   5x9   journals; 
^^^ht  26,500  lb.  complete.     Western  Pacific,  5i/^  x  10  journals; 
^      >l20  lb.  complete.    Barney  &  Smith  special  built-up  truck,  similar 
^     "^he  Atlantic  Coast  Line,  5x9  journals;  27,600  lb.  complete. 
-    "S^,,  N.  H.  &  H.  R.  R.  standard  trucks,  31,400  lb.  complete. 

Six-wheel  steel  trucks  on  the  Harriman  Lines,  5x9  journals; 
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42,000  lb.  complete.  Rock  Island,  5x9  journals;  41,220  lb.  com- 
plete. Commonwealth,  5x9  journals;  40,900  lb.  complete.  Pull- 
man standard  truck,  5x9  journals ;  43,720  lb.  complete.  New  York 
Central  latest  form  of  steel  truck,  45,000  lb.  complete.  The  latter 
weighs  considerably  more  than  the  average  of  the  others,  and  is 
partly  accounted  for  by  being  equipped  with  clasp  brakes.  Barney 
&  Smith  built-up  truck,  5x9  journals ;  42,000  lb.  complete.  Cana- 
dian Pacific  trucks  under  70-ft.  diners,  41,200  lb.  complete.  Cana- 
dian Pacific  under  sleepers  72  ft.  8  in.  long,  40,900  lb.  complete ; 
under  sleepers  70  ft.  3  in.  long,  41,800  lb.  complete ;  under  sleepers 
74  ft.  long,  41,800  lb.  complete. 

He  did  not  think  that  even  under  ordinary  conditions  of  service, 
there  is  any  justification  whatever  for  a  six-wheel  truck  under  a 
suburban  car,  and  yet  a  great  number  are  running  on  these  trucks. 
He  said  he  had  never  yet  come  across  a  70-ft.  car  of  the  ordinary 
passenger  coach  txpe  where  the  six-wheel  truck  was  justified  with 
the  track  in  use  today. 

The  Wabash  has  a  60-ft.  all-steel  mail  car,  5x9  journals,  six- 
wheel  trucks,  total  weight  124,000  lb.  The  trucks  weigh  42,000  lb. 
With  four-wheel  trucks,  27,000  lb.,  the  total  weight  would  be 
109,000  lb.  We  have  a  great  many  cars  that  weigh  as  much  as 
124,000  lb.  running  successfully  with  four-wheel  trucks. 

There  are  two  classes  of  six-wheel  steel  passenger  cars  on  the 
New  York  Central,  the  earlier  form  with  equalizers,  in  connection 
with  Commonwealth  frames,  and  the  latter  with  half  elliptic  springs 
over  boxes  and  short  equalizers  between  the  springs.  The  total 
weight  of  the  car  is  142,000  lb.  and  that  of  the  six-wheel  trucks 
42,000  lb.  With  four-wheel  trucks  the  total  weight  would  be 
127,000  lb.  There  are  a  number  of  cars  of  no  greater  weight  run- 
ning today  on  four-wheel  trucks. 

On  the  63-ft.  78-passenger  cars  of  the  Central  Railroad  of  New 
Jersey,  Commonwealth  trucks,  with  5l^  x  10  journals,  are  used. 
The  total  weight  is  115,800  lb.  AVith  six-wheel  trucks  the  total 
weight  would  be  131,800  lb. 

The  body  of  the  N.  Y.,  N.  H.  &  H.  R.  R.  1914-schedule  70-ft. 
88-passenger  car  weighs  89,000  lb.  Add  the  weight  of  a  six-wheel 
truck,  42,000  lb.,  and  the  total  weight  would  be  131,000  lb.  In  later 
cars  the  four-wheel  .standard  type  truck  was  substituted.  The  heav>' 
four-wheel  truck  weighs  31,400  lb.  and  has  a  oV^  x  10  journal,  and 
it  brings  the  total  weight  of  the  car  to  121,400  lb.  on  four-wheel 
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tracks.    These  cars  are  giving  excellent  satisfaction  in  respect  to 
freedom  from  hot  boxes,  and  comfortable  riding. 

The  Grand  Trunk  composite  steel  frame  wood  finish  car,  74  ft. 
long,  seating  97  passengers,  weighs  137,000  lb.    Deducting  the  weight 
of    the  six-wheel  truck,  40,000  lb.,  leaves  97,000  lb.     Adding  the 
weight  of  the  four-wheel  truck,  27,000  lb.,  makes  124,000  lb.    Those 
ires  are  well  within  the  capacity  of  the  four-wheel  truck. 
The  total  weight  of  the  Union  Pacific  69-ft.  steel  truck  baggage 
is  106,000  lb.    With  six-wheel  truck  it  would  weigh  122,000  lb. 
The  Postal  60-ft.  four-wheel  truck  car  has  a  total  weight  of 
HX,600  lb.,  which  would  be  increased  to  127,600  with  the  six- wheel 


The  Lehigh  Valley  has  a  steel  well  flat  car,  with  a  capacity  of 

,000  lb.    The  light  weight  is  91,900  lb.,  making  the  total  loaded 

Weight  311,900  lb.     The  car  has  a  six-wheel  truck,  with  6  x  11 

Joi^i-Bals,  and  yet  the  ratio  of  total  weight  of  the  car  against  the 

r^**03ccted  area  of  the  journal  is  only  475. 

The  Santa  Fe  has  a  70-ft.  83-passenger  all-steel  car  which  weighs 

*- ^4,000  lb.  and  has  six-wheel  trucks:  with  four-wheel  trucks  it  would 

^^^igh  118,000  lb.     The  70-ft.  76-passenger  chair  car  on  the  same 

'"c>aac3  weighs  136,000  lb.  and  has  six-wheel  trucks:  with  four-wheel 

^^^''^xoks  it  would  weigh  120,000  lb.     It  will  be  seen,  also,  that  these 

could  be  properly  put  on  four-wheel  trucks. 

Geo.  W.  Rink.     I  would  ask  Mr.  Thomson  whether  the  type  of 
which  gave  trouble  with  hot  journals  was  that  with  the  coil 
ng  over  the  journal  box.    We  had  this  type  of  truek^  in  service 
twenty-eight  63-ft.  passenger  ears  weighing  101,400  lb.     The 
^^'^ioks  had  S^^  x  10-in.  journals  and  clasp  brakes  and  weighed 
^^, SCO  lb.  each. 

The  wheel  beam  is  made  up  of  an  eye  beam  and  two  channels 
^  *^ci  the  transoms  of  east  steel  riveted  to  the  wheel  beam.  The 
^'^-**ip>tic  springs  are  carried  in  a  cradle  suspended  by  U-shaped 
^ing  hangers.  Pedestals  are  of  cast  steel,  riveted  to  wh(»el  beams, 
^  are  provided  with  spring  pocket.  On  trucks  of  this  type  it  is 
'^*5^  essential  that  holes  be  reamed  and  the  rivets  fill  the  holes, 
*^^rwise  there  will  be  trouble  in  maintenance. 

"W'e  had  a  number  of  cases  of  hot  journals  on  th(»se  trucks  when 
placed  in  service.    There  is  a  tendency  in  tliis  construction  to 
distribute  .the  pressure  on  top  of  box  as  to  caus<»  an  excess  pressure 
^  Railway  Age  Gazette,  August  16,  1912,  p.  279. 
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per  square  inch  on  the  journal  hearing.  We  also  found  a  strong 
tendency  for  the  journal  boxes  to  bind  in  such  a  manner  that  they 
were  thrown  in  or  out,  due  to  the  action  of  the  coiled  spring  over 
the  box,  resulting  in  excessive  wear  of  box  flange  and  pedestals. 
This  truck  also  gave  trouble  from  loose  rivets. 

We  are  now  using  on  our  63-ft.  steel  coaches  and  combination 
cars,  weighing  116,000  lb.  and  seating  78  and  51  passengers  respec- 
tively, a  cast  steel  truck^  with  5%  x  10-in.  axle,  and  with  wheel 
beams,  transoms  and  end  sills  cast  in  one  piece.  The  truck  weighs 
16,100  lb.,  and  with  generator  and  truck  suspension  17,600  lb. 
These  trucks  have  cast  ii:on  pedestals  of  heavy  pattern  bolted  to 
the  wheel  beams,  and  have  the  long  equalizer  with  coil  spring  ad- 
jacent to  the  journal  boxes  and  the  same  t3rpe  of  clasp  brake  as  used 
on  the  built-up  truck.  We  do  not  use  the  same  tjrpe  of  clasp  brake 
as  used  by  the  Pennsylvania  Railroad,  but  use  standard  brake 
beams. 

These  trucks  ride  very  smoothly  and  seldom  have  heated  bear- 
ings. We  now  have  126  steel  coaches  in  service  with  this  truck 
giving  excellent  results,  fully  complying  with  the  four  important 
features  as  mentioned  by  the  author— safety,  smooth  riding,  mini- 
mum weight,  and  low  cost  of  maintenance. 

Alphonse  a.  Adler  asked  whether,  in  car  truck  journals,  the 
resistance  of  friction  is  dependent  on  the  load,  or  whether  it  is  pos- 
sible so  to  adjust  the  load  that  there  is  perfect  film  lubrication,  in 
which  case  the  resistance  is  only  proportional  to  the  size  of  the 
journal.  This  will  perhaps  have  some  influence  in  selecting  the 
six-wheel  truck  in  preference  to  the  four-wheel  truck  if  the  journal 
sizes  must  remain  constant. 

E.  B.  Katte  said  that  while  they  have  made  several  attempts 
to  design  a  six-wheel  motor  car  truck,  they  have  not  arrived  at  a 
design  which  is  satisfactory  from  either  a  mechanical  or  an  electrical 
standpoint,  and  he  did  not  know  of  any  six-wheel  motor  car  trucks 
in  high  speed  service. 

C.  D.  Young.  Railroads  have  been  too  prone  in  recent  years  to 
use  six-wheel  trucks,  based  upon  their  experience  with  four  and 
six-wheel  trucks  in  the  days  before  the  advent  of  the  steel  truck. 
Due  to  the  flexure  in  the  wooden  trucks  it  was  necessary  to  go  to  the 
six-wheel  truck.    As  far  as  the  probable  cost  and  maintenance 

^BaUwaj  Age  Gazette,  Mechanical  Edition,  December,  1914,  p.  627. 
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ooncemedy  due  to  the  fewer  parts,  the  four-wheel  truck  is  prefer- 

>     able  to  the  six-wheel  trucks  provided  it  gives  satisfactory  service. 

With  the  use  of  the  steel  truck  the  total  weight  which  will  be 

satisfactorily  carried  on  the  four-wheel  truck  car  can  be  materially 

increased.    Ninety-eight  per  cent  of  the  railroads  in  this  country 

use  four-wheel  trucks  under  heavy  passenger  locomotive  tenders, 

^v-ith  axle  loads  as  high  as  45^000  lb.,  yet  when  a  passenger  car  is 

designed  there  is  hesitancy  about  putting  31,000  lb.  on  the  same 


To  ascertain  what  effect  on  the  train  resistance  the  two  extra 
of  the  six-wheel  truck  car  would  have,  we  took  the  same  car 
bodies  in  a  train  and  compared  the  resistance  of  the  train  when 
^«-«^ried  on  four-wheel  trucks,  similar  to  that  illustrated   in  the 
paper,  with  that  when  these  cars  were  carried  on  the  six-wheel 
*^^^Xidard  trucks  of  the  Pennsylvania  Railroad.    The  trains  were  run 
*^  35,  50  and  65  miles  per  hour.    Three  round  trips  were  made  and 
^^^   resistance  of  the  cars  was  obtained.    It  was  found  that  13  six- 
^^tioel  truck  cars  offered  the  same  resistance  as  14  four-wheel  truck 
^^^•^:^;  in  other  words,  if  on  a  train  of  13  cars  the  equipment  is 
^*^^Uiged  from  six-Wheel  trucks  to  four-wheel  trucks,  one  more  f our- 
^lioel  truck  car  can  be  hauled  without  increasing  the  resistance 
that  of  the  13  six-wheel  truck  cars. 
The  author  shows  the  development  of  the  clasp  brake  for  the 
-wheel  truck  cars,  which  came  about  a^  a  result  of  clasp  brakes 
on  the  Philadelphia  &  Heading  Railway.    In  this  connection, 
or  three  points  brought  out  in  a  series  of  tests  of  clasp  and  single 
brakes  made  by  the  Pennsylvania  Railroad,  are  of  interest. 
The  single  shoe  brake  has  a  total  weight  of  3682  lb.  per  car  and 
movable  parts  weigh  3084  lb.    The  clasp  brake  has  a  total  weight 
•4433  lb.  per  car,  the  movable  parts  weighing  3152  lb.,  showing 
increase  in  total  weight  of  the  clasp  brakes  of  24  per  cent.     It 
developed  in  our  tests  that  it  was  desirable  to  have  as  low  a 
ight  in  the  moving  parts  of  the  brake  rigging  as  possible  to  over- 
e  the  effect  of  inertia  on  the  first  application  of  the  brakes,  for 
iously  the  heavier  the  moving  parts  the  more  inertia  and  the 
^-^^^^r  it  takes  to  get  full  braking  pressure  at  the  wheel  with  a  given 


^^ssure  in  the  brake  cylinder.     With  equal  weights  of  movable 

,  it  would  be  expected  that  full  braking  power  would  be  de- 

^^  sloped  as  quickly  with  the  clasp  brake  as  with  the  single  shoe  brake, 

for  a  given  braking  power  a  higher  coefficient  of  brake  shoe 
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friction  is  obtained  with  the  clasp  brake  ear  and,  therefore,  the 
stops  are  shorter  than  with  the  single  shoe  brake  car. 

To  illustrate  this,  at  60  miles  per  hour  with  125  per  cent  nominal 
braking  power  the  clasp  brake  car  made  a  stop  in  808  ft.,  probably 
the  shortest  stop  ever  made  on  a  passenger  car  under  that  braking 
power.  The  corresponding  stopping  distance  for  a  single  shoe  is 
about  1250  ft.,  so  that  with  24  per  cent  increase  in  weight  of  brake 
rigging  there  is,  with  the  clasp  brake  car,  a  much  larger  percentage 
decrease  in  the  stopping  distance. 

Another  point  which  cannot  be  ignored  is  that  the  use  of  the 
clasp  brake  is  economical  in  brake  shoe  material.  A  series  of  road 
tests  of  brake  shoes  shows  a  saving  in  brake  shoe  material  of  about 
30  per  cent  with  clasp  brakes  over  single  shoe  brakes. 

In  reply  to  Mr.  Adler,  the  friction  of  the  journals  of  a  car 
running  at  50  miles  per  hour  offers  only  a  small  resistance  compared 
with  the  resistance  due  to  wind,  flange,  oscillation  and  other  causes. 

The  Author.  Six-wheel  trucks  are  used  extensively  and  there 
must  be  good  reasons  for  this.  These  reasons  have  not,  however, 
been  brought  out  in  the  discussion.  It  is  a  severe  indictment  of  the 
mechanical  departments  of  our  railroads  if  the  use  of  six- wheel 
trucks  under  modern  railway  equipment  has  simply  come  about 
because  in  the  days  gone  by,  when  wooden  trucks  were  in  use,  it 
was  found  desirable  t(^  use  six- wheel  trucks  in  many  cases. 

Mr.  Henderson's  discussion  brings  up  a  point  which  might  ac- 
count for  the  use  of  the  six-wheel  truck  in  the  Far  West,  and  that 
is  that  where  road  conditions  are  poor,  there  is  a  possibility  that 
the  six-wheel  truck  may  ride  more  easily.  On  most  of  the  sections 
of  the  roads  in  the  East  which  still  have  poor  roadbeds,  old  light 
wooden  cars  with  four-wheel  trucks  are  used.  There  is,  however,  a 
grade  of  track  between  the  magnificent  roadbed,  which  we  have  on 
the  high  tralKc  eastern  lines,  and  the  very  poor  condition ;  and, 
generally  speaking,  on  that  kind  of  track  the  four-wheel  trucks  ride 
just  as  easily  as  do  the  six- wheel  trucks. 

The  latest  type  of  standard  four-wheel  passenger  car  truck, 
modified  for  use  under  motor  cars  on  the  electrified  district  of  the 
Pennsylvania  Railroad  at  Philadelphia,  is  illustrated  in  the  paper, 
and  it  is  interesting  to  note  how  skillfully  the  designers  have  taken 
advantage  of  the  standard  design  and  modified  it  only  slightly  to 
allow  for  the  motors,  the  largest  thus  far  used  under  motor  cars. 
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ACODERN  ELECTRIC  ELEVATORS  AND 

ELEVATOR  PROBLEMS 

By  David  Lindquist/  New  York,  N.  Y. 
Non-Member 

le  elevator  art  has  gone  through  quite  a  number  of  more  or  less 
uaaoa.1  changes,  particularly  in  the  last  fifteen  years.  These  changes 
^y ^  been  partly  due  to  developments  in  building  •  construction, 
vitxii^jjjg  g^g2  as  building  material,  thereby  making  it  possible  as  well 
*®  Practical  to  erect  high  structures.  At  the  same  time,  it  cannot  be 
detued  that  the  simultaneous  development  of  conmiercial  elevators 

Particularly  for  high  speed,  has  materially  aided  in  the  development 

^*  modem  buildings. 

2  Elevators  may  be  classified  according  to  the  driving  power  em- 
ployed: steam  driven  elevators;  hydraulic  elevators,  and  electric 
^Wators. 

3  The  first  class,  namely,  steam  elevators,  is  at  the  present  time 
practically  obsolete.  There  are,  of  course,  quite  a  few  of  them  still 
^  existence  and  running,  but  there  are  no  new  plants  of  this  type 
*^g  installed  at  the  present  time. 

4  Hydraulic  elevators  may  be  divided  into  several  groups,  de- 
pending upon  the  diflEerent  methods  in  which  the  hydraulic  power  is 
transmitted  to  the  elevator  car.  Some  of  the  principal  and  well-known 
types  are:  The  horizontal  hydraulic  (rope  geared) ;  the  vertical  hy- 
^aulic  (rope  geared),  and  the  plunger  hydraulic  (direct  connected), 
^ese  types  have  been  mentioned  in  the  order  they  were  introduced 
for  high  speed  in  comparatively  high  buildings.  The  plunger  type 
practically  superseded  other  types  of  hydraulic  elevators  during  the 
period  of  1904  to  1907,  and  in  turn  the  plunger  has  now  been  almost 
entirely  superseded  by  the  gearless  1 :1  traction  type  of  electric 
elevator. 

"Ohief  Engrineer,  Otis  Elevator  Company. 

I^reaented    at   the    Annual    Meeting,    Doceniber    1915,    of    Tub    American 
SocttTY  OP  Mechanical  Engineers.     Contributed  by  the  New  York  Section. 
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Pig,  1     Arhanoement  op  Ari-ABnus  in  a  Typical  Geaeilbsb  Traction 

Electric  Elevator  Installation' 
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5  Without  considering  in  detail  the  technical  features  of  the 
plunger  elevator  in  comparisou  with  the  gearlees  electric  traction  type, 
the  principal  reasons  for  this  change  in  elevator  practice  ma;  be 
sonunarized  as  follows: 

a  Higher  initial  cost  of  a  plonger  installation 
b  Larger  amount  of  total  space  in  the  building  occupied  by 
the  machinery 


c  TjOWOF  cur  iiiilt'Hfre  ;inii  oonsequonlly  more  elevators  required 

for  the  samo  service 
d  Higher  power  roiisiiiiiption 
6     Tlie  principal  foiitun*  nf  both  tho  penrless  anri  jioar  traction 
tvjie  of  elevators  will  lio  (lescrihril.  tlio  gearlcss,  bowi^ver,  being  treatoil 
more  in  detail. 

T  Locaiion  of  Mm-hinr.  Ud.^i  ousiilerii.^'  Ih.-  iiistMllnH.iTi  u( 
t)ie  traction  electric  oicviitur  lln'  firsit  question  which  iirisi'S  is  as  to 
where  tho  machine  may  must  suilablv  l)c  pLuml.    '['hero  is  no  question 


708  MODERN   ELECTRIC    ELEVATORS 

• 

but  that  placing  the  machine  directly  over  the  hatchway,  as  indicated 
in  Figs.  1  and  2,  is  the  most  suitable  arrangement.  With  this  over- 
head location  the  best  results  are  obtained,  and  the  principal  ad- 
vantages may  be  enumerated  as  follows :  better  traction,  less  amonnt 
of  rope,  longer  rope  life,  minimum  space  required,  and  higher 
efficiency. 

8  It  will  be  perfectly  plain,  if  one  stops  to  consider,  that  placing 
the  machine  directly  over  the  hatchway  will  impose  less  load  on  the 
building  than  if  the  same  machine  were  placed  below.  Placing  the 
machine  directly  above  the  hatchway  imposes  a  load  on  the  building 
equal  to  the  weight  of  the  hoisting  machine  plus  the  loads  on  car 
and  counterweight  ropes,  whereas  placing  the  machine  below,  imposes 
a  load  on  the  building  equivalent  to  twice  the  loads  on  the  car  and 
counterweight  ropes.  For  a  duty  of  2500  lb.  at  700  ft.  per  min.,  the 
hoisting  machine  weighs  about  16,000  lb.,  which  is  considerably  less 
than  the  total  load  on  car  and  counterweight  ropes. 

9  In  the  above  example,  the  machine,  due  to  high  speed,  is  quite 
heavy  in  proportion  to  the  load.  A  machine  intended  for  lower  speed 
would  weigh  still  less  and  make  the  difference  in  loads  imposed  upon 
the  building,  to  which  attention  is  called,  even  more  apparent. 

10  Locating  the  machine  above  also  takes  up  less  space  in  the 
building  than  locating  it  elsewhere.  It  also  somewhat  prolongs  the 
life  of  the  ropes,  as  by  this  arrangement  the  rope  is  not  subjected  to 
so  many  bends.  Placing  the  machine  overhead  also  increases  the 
overall  efficiency  of  the  installation. 

11  Roping,  The  next  consideration  is  that  of  roping.  The 
roping  of  a  so-called  gearless  1 :1  traction  machine  located  overhead 
is  extremely  simple,  as  indicated  in  Fig.  3. 

12  The  principle  of  the  traction  drive  is  no  doubt  very  old  but 
its  commercially  successful  application  to  an  elevator  machine,  con- 
sisting of  a  slow  speed  electric  motor  directly  connected  to  the  driving 
sheave,  was  first  accomplished  about  ten  years  ago.  Some  attempts 
had  previously  been  made,  particularly  by  Duwelius,  who  built  two, 
or  possibly  three,  machines.  For  a  number  of  reasons,  however,  they 
were  not  considered  practical  and  he  finally  abandoned  the  attempt, 
for  apparently  he  could  not  produce  a  successful  gearless  electric 
elevator  machine. 

13  At  first  glance,  it  would  appear  as  if  the  traction  drive  would 
be  rather  uncertain,  when  considering  that  the  ropes  are  not  actually 
hitched  to  the  driving  member,  that  they  simply  go  round  the  driving 
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sheave  of  the  motor,  and  depend  solely  upon  the  friction,  or  adhesion 
between  the  ropes  and  the  driving  sheave.  This,  however,  is  not  the 
case;  on  the  contrary,  it  is  safer  than  any  other  method  of  drive. 


i^^^'LT 

if  -T    [!■■■»■■■■ jMiiM 


Pio.  3     Details  of  the  Roping  op  a  Typical  Gearless  1:1  Traction 
.  Elevator 


14  Before  any  of  these  traction  machines  were  put  on  the  market, 
a  large  number  of  tests  were  made  under  such  variable  conditions  as 
would  be  encountered  in  actual  installations.  It  was  found  that  with 
one  half  wrap  round  the  driving  sheave  the  maximum  traction  re- 
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lation — that  is,  the  relation  between  the  load  on  the  heavy  side  of  the 
ropes  to  that  on  the  light  side — was  1.56,  and  the  minimum  traction 
relation  with  one  half  wrap  was  1.4.  With  two  half  wraps  as  indi- 
cated by  diagram,  Fig.  3,  the  maximum  relation  is  2.43  and  the 
minimum  1.96,  the  increase  being  of  course  in  logarithmic  proportion. 
15  The  maximum  was  obtained  with  a  new  turned  sheave  with 
practically  new  ropes  and  without  any  lubrication.  The  minimum 
was  obtained  with  smoothly-worn  sheave  and  ropes  well  lubricated, 
and  with  comparatively  light  tension  and  high  speed.    The  principal 


Fig.  4   Detail  View  op  Car  Buffer  of  the  Spring  Return  Type 


reasons  for  this  result  are  that  with  light  tension  and  high  speed  there 
is  an  oil  film  between  the  rope  and  the  sheave;  moreover,  the  rope 
does  not  make  contact  fully  180  deg.  with  the  sheave,  due  to  the 
stiffness  of  the  rope  and  centrifugal  action. 

16  The  small  variation  or  the  constancy  of  the  traction  is  quite 
remarkable,  and  as  long  as  the  maximum  variations  in  the  load,  on  a 
traction  typo  elevator  are  such  as  not  to  require  more  than  the 
minimum  possible  traction  relation  above  mentioned,  no  slipping  can 
occur. 

17  Under  ordinarv  conditions  a  1  :1  traction  machine  is  usually 
provided  with  six  ropes  'V^-in.  in  diameter.     The  material  is  of  soft 
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steel,  and  in  actual  installations  this  will  give  a  safety  factor  of  noi 
less  tlian  twelve. 

18  Each  rope  is  provided  with  a  self-adjusting  swivel  rope  hitch 
of  the  ball  and  socket  type.  This  permits  a  gradual  creeping  and 
thus  prevents  any  excessive  twisting  strain,  and  relieves  the  rope  of 
the  bending  strains  at  the  hitch,  principally  caused  by  vibration. 

19  Tiie  traction  method  of  drive  has  a  number  of  inherent  safety 
features.  Traction  elevators  are  arranged  so  that  in  case  of  overrun 
at  terminals,  either  the  car  or  counterweight  bottoms  on  a  buffer, 
thereby  reducing  the  traction  sufficiently  to  prevent  further  motion  of 
the  car  and  counterweight,  even  if  the  motor  keeps  on  running.  The 
car  buffer  is  usually  an  oil  buffer  of  a  spring  return  type  and  mounted 
in  the  bottom  of  the  pit,  as  illustrated  in  Fig.  4.  As  shown  in  Fig.  3, 
the  counterweight  buffer  is  mounted  on  the  counterweight,  and  acts 
also  as  counterbalance.  This  latter  buffer  has  gravity  return,  whereas 
the  car  buffer  has  spring  return.  \ 

20  For  very  high  rises,  the  great  weight  of  the  hoisting  rope  will 
cause  considerable  traction,  even  after  the  car  or  counterweight  has 
landed  on  its  buffer.  This  traction,  together  with  the  momentum  of 
the  car  or  counterweight,  may  cause  either  of  them  to  travel  into  the 
overhead  work,  under  conditions  of  runby  clearance  usually  available. 
To  preveiit  this,  some  of  the  exceedingly  high  rise  buildings  are 
equipped  at  the  top  of  the  hatchway  with  a  retarding  and  latching 
device  for  both  car  and  counterweight,  in  addition  to  the  regular  oil 
buffers  acting  in  the  pit.  In  case  of  abnormal  overrun,  the  retarder 
brings  either  car  or  counterweight  to  rest  and  the  latching  device  pre- 
vents subsequent  downward  movement. 

21  Counterweight  and  Rope  Compensation.  The  counterweight, 
the  mechanical  construction  of  which  may  be  seen  in  Fig.  1,  equals 
in  total  weight  the  weight  of  the  car  plus  usually  about  40  per  cent 
of  the  maximum  load.  If  we  consider  an  elevator  of  2500  lb.  lifting 
capacity,  40  per  cent  of  this  equals  1000  lb.  (the  overbalance)  and  this 
represents  about  six  or  seven  persons.  Thus,  with  six  or  seven  persons 
in  the  car,  giving  balanced  condition,  it  is  apparent  there  would  be 
no  net  load  to  be  lifted  and  the  only  power  required  would  be  for 
acceleration  and  for  overcoming  friction  and  electrical  losses. 

22  It  is  obvious  that  with  a  high  rise  elevator  the  variation  in 
the  net  load  on  the  elevator  machine,  due  to  the  shifting  of  the  weight 
of  the  hoisting  ropes  from  one  side  to  the  other  of  the  driving  sheave 
as  the  car  moves  up  and  down,  would  be  excessive  if  this  were  not 
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compensated  for.  This  compensation  is  usually  obtained  by  means 
of  chains  or  ropes  attached  to  the  car  and  counterweight,  and  running 
down  the  hatch  in  a  loop.  In  Pigs.  1  and  3  may  be  seen  the  compen- 
sating ropes  running  down  from  the  bottom  of  the  car  to  the  tension 
sheave  in  the  pit  and  up  to  the  counterweight.  The  weight  per  foot 
of  these  compensating  ropes  is  such  that  they,  together  with  the 
electric  cables  (that  lead  to  the  car),  will  compensate  the  weight  of 
the  hoisting  ropes  regardless  of  the  position  of  the  car. 

2S  For  all  high  speed  high  rise  elevators,  compensating  ropes 
are  used.  In  the  pit  a  tension  device  is  provided  for  the  compensating 
ropes.  For  moderate  rises  and  comparatively  slow  speeds,  chains  may 
be  used  instead  of  ropes. 

M  Driving  Motor,  The  electric  motor  is  of  the  slow  speed  type, 
generally  six-pole  and  usually  provided  with  shunt  field  only.  The 
armature  is  series-wound  with  conductors  of  rectangular  cross  section, 
in  order  to  get  the  maximum  amount  of  copper  in  the  armature. 
With  a  36-in.  driving  sheave,  a  car  speed  of  600  ft.  per  min.  corre- 
sponds to  63.6  r.p.m.  of  the  motor.  Figs.  5  to  8  show  the  compact 
design  of  the  motor,  and  Figs.  7  and  8  show  machines  provided  with 
ball  bearings,  which  it  may  be  seen  are  shorter  than  the  regular 
babbitted  bearings.  The  principal  features  of  the  motor  with  driving 
sheave,  commutator,  electro-mechanical  brake,  brake  shoes,  etc.,  are 
clearly  illustrated. 

25  Up  to  even  a  comparatively  late  date,  it  seems  to  have  been 
the  general  impression  that  a  motor  of  moderate  duty,  having  a  speed 
80  exceedingly  low  as  that  required  for  this  gearless  type  of  elevator, 
would  have  also  a  low  eflficiencv;  but  this  is  not  the  case.  On  the 
contrary,  it  has  been  demonstrated,  and  proven  a  number  of  times, 
that  a  motor  with  this  low  speed  can  be  designed  to  have  just  as  high 
efficiency  as  any  high  speed  motor  of  equal  output.  One  peculiar 
feature  about  the  efficiency  of  this  motor  is  that  it  is  unusually  high 
at  light  loads.  This  is  particularly  of  advantage  in  connection  with 
elevators  where  the  average  load  on  the  motor  is  usually  less  than 
one-half  its  rating. 

^6  The  curve  in  Fig.  9  shows  the  result  of  a  test  on  a  traction 
motor  installed  in  the  Metropolitan  Life  Tower,  New  York.  Thia 
motor  was  rated  at  35  h.p.,  at  which  full  load  capacity  an  efficiency  of 
89  per  cent  may  be  observed.  At  half  load,  the  motor  shows  an 
efficiency  of  91.5  per  cent  and  at  quarter  load  over  90  per  cent.    It 
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may  be  said  that  these  are  uncommonly  high  efficiencies  for  a  motor 
of  3fi-h.p.  capacity,  designed  for  a  speed  of  58  r.p.m.  at  110  volts. 

27  The  curve  in  Fig.  10  shows  the  result  of  a  test  of  a  traction 
motor  installed  at  the  181st  St.  Subway  Station  in  New  York  City. 
This  curve  shows  that  the  motor  has  a  maximum  efficiency  of  93  per 
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cent  at  about  half  output  and  illustrates  still  better  the  remarkable 
results  than  can  be  obtained  with  motors  of  abnormally  slow  speed 
for  comparatively  small  outputs.  These  efficiencies  are,  as  a  matter  of 
fact,  considerably  higher  than  are  usually  obtained  in  high  speed 
motors  of  corresponding  horsepower;  particularly  is  this  true  with 
light  loads.  Further  reference  to  motor  efficiency  will  be  made  in 
connection  with  power  consumption. 
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28  The  driving  sheave  is  commonly  about  36  in.  in  diameter,  and 
the  driving  sheave  and  brake  wheel  are  of  the  rim  type,  cast  integral 
and  bolted  to  the  armature  sleeve  or  spider.  Circular  rope  grooves 
are  employed.  The  brake  is  of  the  shoe  type,  and  the  magnet  is 
usually  provided  with  series-winding  for  quick  release,  and  with  a 
shunt-winding  for  holding.  The  brake  shoes  are  provided  with  a 
lining  of  fabricated  asbestos.  A  gradual  and  soft  application  of  the 
brake  is  obtained  by  a  particular  method  of  magnetic  retardation  of 
the  magnet  cores,  eliminating  thereby  the  necessity  for  dash  pots. 
'I'he  brake  shoes  were  formerly,  for  some  time,  lined  with  leather,  but 
after  very  exhaustive  tests  of  a  number  of  different  brake  lining 
materials,  it  was  found  that  a  certain  kind  of  fabricated  asbestos  was 
the  most  suitable.  The  particular  quality  or  characteristic  of  this 
brake  lining  is  that  the  friction  between  the  lining  and  the  wheel 
is  practically  constant  at  all  times.  Tests  have  been  made  and  the 
temperature  ran  up  to  about  400  (leg.  cent.,  but  there  was  no  ap- 
preciable variation  in  the  friction.  Furthermore,  the  coefficient  of 
friction  is  very  constant,  varying  but  little  with  variations  in  speed. 
The  variation  is  remarkably  small  as  compared  with  leather.  With 
leather,  it  was  frequently  noticed  tliat  tiie  machine  would  come  almost 
to  a  stop,  and  then  creep,  just  as  in  the  case  of  a  hydraulic  elevator 
with  a  slight  loakatre  of  water.  This  was  due  to  the  fact  that  the 
friction  coefficient  between  the  leather  and  the  brake  wheel  was  very 
much  lower  at  slow  speed  than  at  high,  the  minimum  being  obtained 
at  practically  zero  speed.  • 

29  Beanriffs,  The  bearings  are  either  of  the  ordinary  babbitt 
lined,  self-aligning  type,  with  automatic  chain-oiling,  or  are  of  the 
anti-friction  type  (ball  or  roller  bearings).  P]levators  of  the  gearless 
traction  type  have  been  for  some  time  equipped  with  ball  or  roller 
bearings,  which  are  used  for  Ijotli  I  he  main  motor,  and  rope  sheave 
bearings.  They  were  adopted  primarily  to  gain  space,  and  it  is  readily 
apparent  that  these  anti-friction  hc^a rings  take  up  much  less  room  than 
the  plain  solid  bearings.  It  followed  therefore  that  a  traction  machine 
equipped  with  them  could  he  designed  to  take  up  less  space  and  thus, 
in  many  instances,  eliminate  tlie  necessity  for  double  decking  an  in- 
stallation consisting  of  a  nunil>er  of  adjacent  elevator  machines;  by 
"double  decking"  is  meant  the  placing  of  machines  on  two  levels, 
when  the  machhie  is  longer  than  the  center  rlistance  between  adjacent 
hatchways,  thus  preventing  their  installation  on  one  level. 

30  In  the  case  of  elevators  with  2:1  roping,  this  saving  in  space 
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in  connection  with  the  sheavcB,  really  becomes  a  neceseity;  for  bi 
particularly  in  the  counterweight  sheave  where  space  conditioDS 
always  limited,  a  plain  babbitted  bearing  of  suitable  capacib^  wo 
be  practically  impossible.  Of  course,  the  use  of  these  anti-frict 
bearings  also  introduces  other  very  decided  advantages — ^matoii 
reducing  friction,  particularly  at  starting,  and  introduciDg  a  amoc 
nees  of  operation  superior  to  plain  bearings.  This  is  again  parti 
larly  applicable  to  the  sheaves  used  with  machines  having  2:1  ropi 
for  here  the  additional  number  of  sheaves  requires  that  the  frict 
be  reduced  to  a  minimum. 


Fio.  18   Am  Installation  op  Ball-Bearinq  Traction  Hachikbs 

31  As  to  the  relative  merits  of  ball  or  roller  bearings,  opinii 
differ  greatly.  Personally,  I  consider  ball  bearings,  at  the  pre» 
time,  superior  to  roller  bearings  for  electric  elevator  machines, 
reasons  for  this  are  based  upon  cooBiderable  investigation  which  1 
convinced  me  that  ball  bearings  can  be  successfully  and  practict 
produced  of  sufficient  capacity  to  withstand  the  service  impoa 
Further  than  this,  ball  bearings  possess  the  inherent  advantage 
being  able  to  run  slightly  out  of  alignment  without  causing  destmct 
atraina  or  excessive  friction.  With  roller  bearings  slightly  out 
alignment,  even  though  this  be  not  sufficient  to  s^t  up  destnict 
strains,  the  friction  will  be  rncrpased  very  materially.  As  a  matter 
fact,  actual  tests  have  shown  that  friction  induced  in  this  manner  c 
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i^eadJly  be  in  excess  of  the  friction  in  a  plain  bearing.    Furthermore^ 

ball  bearings  are  capable  of  resisting  a  certain  amount  of  end  thrust, 

quite  sufficient^  in  the  case  of  these  traction  machines,  to  take  care  of 

tile  ''floaf '  of  the  armature,  partly  due  to  magnetic  action,  and  added 

to  by  the  action  of  the  hoisting  ropes.    Roller  bearings  will  permit  of 

end  thrust  at  all,  and  therefore  when  they  are  used  additional 

must  be  provided  to  take  care  of  this. 

32  The  introduction  of  ball  bearings  in  connection  with  elevator 

xxi3.chinery  was  something  of  an  innovation,  and  entailed  the  use  of 

besjings  of  considerable  size  and  strength.     At  the  start,  the  ball 

bearing  manufacturers  apparently  and  unfortunately  did  not  fully 

appreciate  the  special  features  of  design  that  were  required,  with  the 

result  that  some  of  the  earlier  bearings  of  this  type  were  not  as 

sixltable  as  they  might  have  been,  or  are  today.    However,  even  taking 

t^bis  fact  into  consideration,  there  have  been,  in  proportion  to  the 

la.T-ge  number  used,  very  few  that  have  proved  unequal  to  the  duty 

ixnposed  upon  them.    It  is  pleasing  to  record  here  that  while  at  the 

start  it  was  supposed  that  the  foreign-made  ball  bearing  represented 

tlic  highest  state  of  development,  today  tlie  American  product  has 

pToved  itself  by  far  the  best  that  can  be  obtained. 

33  The  total  losses  in  ball  bearinejs  may  be  considered  due  to 

three  distinct  causes,  namely,  rolling  friction,  sliding  friction  and 

losses  caused  by  the  lubricant.    The  rolling  friction  loss  is  that  due 

to  the  slight  deformation *of  the  balls  and  their  races;  this  loss  is 

exceedingly  small.    The  sliding  frictioii  occurs  between  the  balls  and 

their  cage,  and  to  a  slight  extent  between  the  balls  and  the  races;  this 

iatter  is  occasioned  by  the  differing  velocities  at  various  points  of 

^^Btact  between  the  balls  and  the  races,  due  to  deformation.     The 

^Uding  friction  between  the  balls  and  their  cage  in  a  radial  type  of 

^^aring  is  also  very  small,  and  consideration  of  the  sliding  friction 

P^tween  balls  and  races  may  usually  be  ne^^lectcd  unless  the  difference 

*^   Velocities  is  considerable,  as  may  be  the  case  in  the  use  of  ball 

*^^rings  with  close  fitting  races,  heavily  loaded. 

34  Paradoxical  though  in  sound,  it  should  be  noted  that  the 
Principal  loss  in  ball  bearings  is  that  caused  by  tlie  use  of  a  lubricant. 
7- his  loss,  of  course,  depends  upon  the  viscosity  of  the  lubricant  and 
^^^ireases  greatly  with  the  speed.    It  is  due  pnrtly  to  the  churning  of 

*^^  lubricant  and  partly  to  the  force  necessary  to  squeeze  it  out  of  the 
P^th  of  the  balls.  The  main  reason  for  its  use  is  for  protecting  the 
^^^gs  from  corrosion.    The  best  protection  for  slow  speed  bearings 
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is  obtained  by  the  use  of  a  moderately  heavy  grease  which  will  n 
Sow.  Protection  from  corrosion  is  important  since  a  speck  of  rn 
may  soon  ruin  a  bearing.  The  lubricating  properties  also  redo 
wear. 

35     Method  of  Control.     Fig3.  13  and  14  show  controllers  used 
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coiiiiectio"  witli  1:1  iiin!  ■.':!  fniilidn  flfvjitur.i  and  Fig.  15.  an  i 
staltation  of  n  lnrj:i'  ,-:rmi]>  i.f  ('nnlrnUcrs.  'I'lii'  speed  variation  nece 
saiy  in  connection  witli  lii;;h  specil  tritction  (.'levators  is  obtaini 
partly  by  field  regulation  and  partly  by  scries  and  by-pasa  resistaD 
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in  the  armature  circuit.  The  field  regulation  is  usually  capable  of 
reducing  full  speed  down  to  a  speed  from  60  to  40  per  cent  of  full 
speed;  further  slow-down  is  obtained  by  resistance  control. 

36  The  combination  of  the  two  methods  mentioned  is  necessary 
for  obtaining  sufficiently  slow  car  speed  (about  90  ft.  per  min.).  This 
slow  speed  is  required  for  making  accurate  stops  both  at  intermediate 
and  terminal  landings,  and  also  in  order  to  make  a  very  short  travel, 
or  to  "inch*'  up  or  down,  to  the  landing.  The  exceedingly  slow  speed 
automatically  obtained  when  approaching  terminal  landings  is  neces- 
sary not  only  to  secure  accuracy  of  stops  with  varying  loads,  but  to 
provide  a  fundamental  safety  feature.  It  may  be  mentioned  that  anti- 
friction bearings  not  only  materiaUy  aid  in  obtaining  smoothness  of 
operation  but  greatly  facilitate  the  "inching*'  up  to  the  floor  landings. 

37  As  a  matter  of  fact,  the  1 :1  electric  traction  machine  with 
ball  bearings  has  practically  the  smoothness  of  motion  when  running, 
starting  and  stopping,  so  much  appreciated  in  hydraulic  elevators; 
yet  it  comes  to  a  positive  stop  without  the  objectionable  oscillation  and 
subsequent  creeping,  inherent  in  hydraulic  elevators. 

38  In  connection  with  the  regular  operating  features  of  the 
control  apparatus,  there  are  also  a  number  of  other  features  introduced 
for  the  purpose  of  safety.  Some  of  these  may  be  merely  mentioned 
without  going  into  too  great  detail : 

a  Automatic  return  of  car  switcli  to  "ofT"  position. 

h  Automatic  stopping  switch  on  car  for  automatic  stopping  at 
terminal  landings. 

c  Final  cut-out  limit  switches  in  hatchway  operating  inde- 
pendently of  the  automatic  stopping  switch. 

d  Switches  operated  by  centrifugal  governor  automatically 
stopping  the  elevator  in  case  of  ovorspoed ;  the  first  switcli 
cuts  the  power  off  from  tlie  machine  and  applies  the 
dynamic  brake  effect  to  the  armature,  and  applies  the  me- 
chanical brake  to  the  brake  pulley;  the  second  switch 
applies  the  light  retarding  force  to  tlie  car  safety  referred 
to  later  under  the  subject  of  electro-mechanical  safety. 

e  The  safety  switch  in  the  car  under  the  control  of  the  operator 
also  performs  the  same  function  as  the  two  switches 
operated  by  the  governor. 

/  Eegulation  of  shunt  field  by  centrifugal  governor  to  maintain 
constant  full  speed  with  variable  loads. 

g  Oil  buffers  as  previously  mentioned,  capable  of  independ- 
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ently  stopping  the  fully  loaded  car  when  descending  at  60 
per  cent  excess  speed  without  discoinfort  to  the  passengers. 
A  For  high  rise  elevators  the  use  of  a  mecbaitical  retarding  and 
latching  de\ice. 

39  Kg.  Ifi  showB  the  switch  located  on  the  car  to  eflfect  the  auto- 
matic Btop  at  terminal  landings.  This  switch  is  provided  with  a  lever 
tctoated  by  two  cams  in  the  hatchway,  one  at  the  upper  landing  and 
me  at  the  lower. 

40  Loads  and  Speeds.  Qearless  traction  machines,  utilizing  1:1 
or  2:1  toping,  have  been  built  for  loads  varying  from  2000  lb-  up  to 
11,000  lb.  at  car  speeds  from  350  up  to  700  ft.  per  min.  Of  these 
duties  the  most  generally  used  for  the  modern  higli  utTice  building, 
utiliziiig  1:1  roping,  is  about  2500  lb.  at  a  speed  of  fiOO  or  700  ft.  per 
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xun., although  in  many  instaini's,  n  sjH'cd  i.l*  .'HJii  i<>  ."i.'iO  fi.  per  min. 

is  found  suitable. 

41     The  speed  of  the  high  rise  flevalors  in  iho  Wmilwortli  BuiJil- 

"ig;  New  York,  is  700  ft.  por  mill.,  which  is  at  present  the  iiigjiest 
™^»tor  speed  permissible  in  this  city.  In  the  new  Equitable  Bijilding 
10  New  York,  certain  of  tJio  elevators  aiv  h rriiiifi;t.-d  to  run  a  portion  of 
"Cir  travel  on  express  service  at  a  spi'cd  of  *>.">i'  ft,  per  min.  and  the 
^^t  of  their  travel  on  local  service  at  ">50  fi.  per  min.  The  chan^o 
^  Car  speed  is  automat icully  acconiplialieJ  at  tlie  point  in  the  hatch- 

*y  where  the  character  of  the  siTvifi'  chantrfs.    The  point  at  whicii 


thU 

the 


change  in  speed  occurs  ran  reatiily  !"■  altun'ii  at  any  time  to  suit 
requirements  of  tlie  building.     The  owners  of  this  building  con- 


sidered that  a  change  in  speed  as  just  described  would  be  advan- 
'^BeouB,  and  no  doubt  this  will  prove  to  be  the  case.     Reference  to 
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the  curves  in  Fig.  17  will  make  the  fact  apparent  that  a  reduction  in 
speed  from  that  of  the  express  run  is  desirable  when  the  elevator  is 
running  in  local  service.  The  advantage  is  found  in  a  reduction  of 
power  consumption  without  an  appreciable  loss  of  service  time. 

42  The  curves  in  Fig.  17  were  produced  from  tests  of  the  ele- 
vators installed  in  the  Metropolitan  Life  Tower.  They  show  the  re- 
lation between  time  and  speed,  both  for  express  runs  and  for  stopping 
at  every  floor;  ascending  and  descending  with  full  load.  It  will  be 
noted  that  the  maximum  speed  attained  when  stopping  at  every  floor 
is  only  about  70  per  cent  of  the  full  speed  attained  during  express 
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run.  Tliis  is,  however,  a  rather  extreme  case  as  the  car  was  very 
heavy,  the  ropes  were  long  and  consoquently  tlie  masses  to  be  ac- 
celerated were  unusually  great. 

4^3  For  more  moderate  speeds  and  heavier  loads,  a  2:1  roping 
of  car  and  counterweight  is  utilized  (shown  diagrammatically  in  Fig. 
18),  wliich  retains  the  safety  features  and  general  characteristics  of 
the  1:1  equipments.  For  moderately  high  buildings,  this  2:1  roping 
is  suitable  for  a  car  speed  not  in  excess  of  450  ft.  per  min. 

44  Geared  Machines.  The  traction  principle  is  also  applicable 
to  elevator  machines  employing  moderately  high  speed  motors  with 
some  form  of  gearing  between  the  motor  and  driving  sheave.  Ma- 
chines of  the  geared  type  are  most  suitable  when  lower  speeds  are  in- 
volved or  where  the  service  conditions  are  not  so  severe.  TJikler  these 
ocmditions  the  power  consumed  will  be  comparatively  small  on  account 
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of  the  lesser  mileage,  and  hence  the  more  expensive  gearless  machine 
vrith  its  reduced  power  consumption  may  not  be  necessary. 

45     As  far  as  smoothness  of  operation  is  concerned,  a  geared  ma- 
chine can  obviously  never  equal  that  of  a  gearless,  on  account  of  the 


Muir 


Pio.  18   2:1  Roping  of  a  Gearless  Traction  Elevator 

*^^  that  it  is  practically  an  impossibility  to  manufacture  any  kind 

^^ars  which  are  perfect,  and  mount  the  same  in  absolute  align- 

^^t.     Furthermore,  if  this  condition  of  perfection  could  be  estab- 

Oed,  it  could  not  be  maintained  in  service,  on  account  of  the  in- 

*^ble  wear  that  would  take  place. 
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Fia.  IS    A  Geared  Traction  Ei.scnuc  Uacuink  dsino  Worm  Oeasiko 


Fia.  20    A  Geared  Tkaution  Eleio-kic  MA<-ll]^>:  with  HeksIno-B 
Geakin<i 
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46  Two  tjpeB  of  geared  machines  have  been  developed,  one  em- 
ploying worm  gear  and  the  other  herring-bone  gear  rednctioD  (see 
Figs.  19  and  20).  Of  these  two,  the  worm-geared  is  suitable  for  slow 
and  more  moderate  speeds,  and  is  used  extensively  for  this  pni^)ose. 
The  machine  with  herring-bone  gear  reduction  is  of  course  not  suit- 
able for  slow  car  speeds  on  account  of  the  difficulty  in  obtaining  suffi- 
cient speed  reduction.  Undoubtedly,  it  ie  somewhat  more  efficient 
than  worm  gearing,  and  has  been  used  with  some  succesa  in  connection 
with  quite  high  speed  elevators.  The  fact  that  the  herring-bone 
geared  machine  lias  been  used  for  these  high  speeds  should  not  be 
understood  as  indicating  that  it  is  equal  to  the  gearless  machine,  with 


Fio.  21  Hebr[nq-Bone  Gear  and  Pinion 

which  it  cannot  compare  as  to  operating  features  and  power  con- 
sumption. 

47  Of  the  two  kinds  of  gears  mentioned,  the  worm  gear  has  in- 
herently less  tendency  to  vibrate  than  the  herring-bone  gear.  On  the 
other  hand,  the  herring-bone  gear  is  generally  more  efficient  than  the 
worm  gear. 

48'  A  number  of  ffsts  of  herring-bone  gears  (Fig.  ai)  cut  by 
Falk,  Fawcus  and  Otis,  have  been  made,  and  Fig.  22  shows  the  reaulta 
of  a  series  of  tests  of  one  particular  gear.  The  difference  in  efBciency 
at  various  speeds  is  noticeable.  This  gear  has  213  teeth  and  the  pinion 
23  teeth,  reaultinp  in  a  gear  ratio  of  9.27:1.  A  motor  speed  of  425 
r.p.m  gave  a  car  speed  of  500  ft,  per  min.  There  was  quite  a  difference 
in  the  efficiency  of  the  gear  at  different  speeds.    The  losses  included 
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in  figuring  the  efSciency  comprised  the  bearing  losses  and  loBses  due 
to  the  churning  of  the  oil.  The  difiereDce  in  the  efficiencies  at 
different  speeds  is  due  principally  to  this  churning  of  the  oil,  the  loss 
from  this  source  being  about  1.5  h.p.  at  a  speed  corresponding  to  a 
car  speed  of  500  ft.  per  min.  This  appears  to  be  quite  a  considerable 
loss,  when  considering  that  it  is  a  loss  due  to  the  lubricant.  If  the 
oil  is  taken  out  of  the  gear  case  and  an  amount  of  oil  sprayed  on 
sufficient  only  to  prevent  cutting,  these  efficiencies  are  somewhat  in- 
creased, particularly  for  high  speed.  Under  these  conditions,  tiio 
efficiency  is  practically  the  same  at  different  speeds;  in  other  words, 
the  efficiency  goes  quite  a  little  over  90  per  cent. 

49     A  great  number  of  tests  were  made  also  of  worm  gears  with 


GEAROUTPUT-HR 
Fm.  22  Besui/ts  or  EmciENor  Test  or  a  Hekriho-Bone  Geab 

from  1  up  to  12  threads  on  the  worm,  and  with  a  large  variation  in 
the  number  of  teeth  in  the  worm  gears.  With  a  12-thread  worm  and 
a  108-tooth  worm  gear,  giving  a  speed  reduction  of  9:1  or  about 
the  same  as  that  of  the  herring-bone  gear,  the  efficiency  was  only  from 
2  to  3  per  cent  lower,  indicating  that  for  high  speeds,  with  compara- 
tively low  ratio  of  reduction,  the  worm  gear  is  quite  efficient.  The 
worm  gears  with  high  pitch  worms  are  by  no  means  as  inefBcient  as 
generally  thought.  The  effect  of  the  oil  in  this  case  was  practically 
the  same  as  already  mentioned  in  connection  with  the  herring-bone 
gear;  in  other  words,  at  a  speed  corresponding  to  500  ft.  per  min. 
car  speed,  the  oil  losses  were  about  1.5  h.p. 

50  Power  Consumption.  Considerations  of  power  consumption 
in  the  machine  may  be  divided  into  three  parte  relating  respectively 
to  raotot  efficiency,  gear  efficiency  aad  inertia : 
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a  The  TnaxiniiiTn  efficiency  of  the  high  speed  motor  used  in 
connection  with  the  geared  machine  may  occasionally  be  as 
high  as  that  of  motors  used  with  the  gearless,  but  the 
efficiency  at  lighter  loads,  which  is  the  normal  service 
condition,  is  lower;  hence  the  high  speed  motor  is  at  a 
disadvantage.  An  equal  amount  of  field  regulation  may  be 
applied  to  both  high  and  low  speed  types  of  motors. 

6  High  speed  motor  machines  may  be  considered  to  have, 
under  the  best  conditions,  a  gear  loss  o?  about  10  per 
cent,  whereas  this  loss  is  entirely  eliminated  in  the  gear- 
less  machine. 

c  Although  kinetic  energy  is  the  most  important  factor  in 
power  consumption,  it  has  in  the  past  been  apparently 
very  little  considered.  The  reason  for  this  is  due  probably 
to  difficulty  in  readily  determining  its  amount,  in  a 
rather  complex  elevator  machine.  A  method  which  is  very 
simple  and  at  the  same  time  quite  accurate  will  therefore 
be  described. 

51  One  of  the  methods  for  determining  the  kinetic  energy  con- 
sists in  determining  the  amount  of  the  inertia  of  the  rotating  parts 
of  the  elevator  by,  for  instance,  the  pendulum  method,  and  in  ascer- 
taining the  mass  of  the  other  parts,  having  straight  line  motion,  by 
weighing  them.  This  method  has  a  disadvantage  in  that  it  cannot  be 
applied  to  a  complete  elevator  installation.  In  addition,  it  is  difficult 
and  tedious  of  execution. 

52  A  simpler  and  more  accurate  method,  not  affected  by  the 
variation  of  the  coefficient  of  friction  and  the  windage  losses  at  dif- 
ferent speeds,  may  be  explained  as  follows: 

53  The  kinetic  energy  of  a  complete  elevator  system  is  the  sum 
of  the  kinetic  energies  of  each  of  its  constituent  parts.  In  general, 
these  parts  rim  at  different  speeds,  but  by  reducing  all  forces  and 
masses  to  a  certain  speed,  say  the  speed  of  the  elevator  car,  the  problem 
can  be  treated  as  if  involving  a  single  body.  If  the  speed  in  feet  per 
second  of  this  body  equals  v^  when  the  time  equals  zero,  the  kinetic 
energy  (J5  =  1/2  m  v^^)  may  be  expressed  by  the  equation: 


E  = 


J^  ^hich  V  =  the  speed  at  the  end  of  t  seconds,  p  =  the  retarding 
^^^  in  pounds  at  the  time  t,  and  T  =  the  time  in  seconds  in  which 
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the  body  comes  to  rest.  In  this  equation  pv  is  the  work  in  foot  pounds 
per  second  done  by  the  retarding  force. 

54    If  the  rate  of  work  is  expressed  in  watts^  we  have 

wdt 

in  which  w  represents  the  retarding  watts  at  the  speed  v.  It  will  be 
noted  that  the  quantity  under  the  integral  sign  is  the  area  comprised 
between  the  retarding  watt-time  curve  and  the  axis  of  time. 

65  To  obtain  the  data  for  this  curve,  we  may  assume  the  object 
to  be  the  determination  of  the  kinetic  energy  of  a  complete  elevator 
installation  at  the  time  when  the  elevator  car  has  attained  the 
speed  Vj.  Preferably,  the  load  on  the  car  side  of  the  driving  sheave 
should  equal  and  balance  that  on  the  counterweight  side.  This  can 
be  accurately  effected,  without  weighing,  by  merely  taking  watt-meter 

Sfvpt    lan^4l.  ffn«    537-    m,ghf  i» C^r   2S00>b  Sfr^^l^l 

Total  vifmtqhtoUvriiQOib 
•  Oirtr  -  iaiancm  lOSO  - 


Ont  Divition  -  S  S*€Onili^ 
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No   tl    Up  No   II     Down 

Fio.  23    PowBB  Consumption  of  a  Traction  Elevator  Machins  in  thb 

Mbtropolitan  Life  Tower,  New  York 

readings  for  up  and  down  travel  at  equal  speeds,  adjusting  the  load  in 
the  car  until  the  up  and  down  readings  arc  equal,  indicating  that  both 
sides  are  balanced. 

56  The  car  is  then  nm  at  the  speed  v,  when  the  armature  current 
(but  not  the  field  current)  is  interrupted,  so  that  the  system  may 
come  to  rest  retarded  by  the  mechanical  friction,  windage  and  core 
losses  of  the  motor.  The  indicated  work  in  watts  due  to  friction, 
windage  and  core  losses  is  then  equal  to  the  retarding  watts  w  in  the 
above  equation,  l^he  speed  and  time  are  also  observed  and  a  graph 
of  the  speed-time  curve  is  drawn. 

57  Next,  the  motor  is  connected  to  the  line,  the  elevator  run  at 
difiEerent  speeds,  and  the  watts  input  observed  for  each  speed.  If  the 
PR  losses  represent  the  losses  in  the  armature  winding  of  a  direct 
current  motor  and  W,  the  observed  watts  required  to  run  the  elevator 
at  the  speed  v,  evidently  then  W — PR  gives  the  watts  necessary  to 
overcome  friction,  windage  and  core  losses.  Consequently,  IF — PR 
at  the  speed  v  is  equal  to  the  retarding  watts  w  at  that  speed. 
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58  The  second  series  of  observations,  therefore^  provide  the  data 
for  the  graph  of  the  retarding  watts-speed  curve.  Having  thus  ob- 
tained the  graphs  of  the  speed-time  curve  and  the  retarding  watt- 
speed  curve,  it  is  a  simple  matter  to  construct  the  retarding  watt-time 
curve.  The  quantity  W  may  then  be  obtained  by  means  of  a  plani- 
meter  and,  with  the  aid  of  the  above  equation,  the  kinetic  energy  at 
speed  Vj  may  readily  be  calculated. 

59  The  retarding  watt-time  curve  is  so  nearly  a  parabola  that 
only  an  inappreciable  error  results  from  considerating  the  curve  as 
such.  Instead  of  obtaining  the  area  representing  wdt  by  means  of  a 
planimeter,  it  is  sufficient  to  employ  the  equation  of  a  parabola, 
whereby  this  area  is  found  to  be  one-third  of  the  product  w<iT;  w  being 
equal  to  ii\  when  the  speed  i'  =  v^  which  occurs  when  time  ^  =  o. 

60  When,  therefore,  extreme  accuracy  in  the  determination  of 
the  kinetic  energy  is  not  required,  it  is  sufficient  to  obtain  merely  two 
observations  or  readings;  one  being  the  tinje  T  in  seconds  in  which 
the  elevator  comes  to  rest  after  the  armature  current  is  interrupted 
at  the  speed  v,,  and  the  second  being  «;,  in  watts,  which  is  equal  to 
the  watt-input  W  required  to  run  the  elevator  at  the  speed  v^  minus 
the  PR  losses. 

61  If  it  is  required  to  determine  the  kinetic  energy  of  the  hoisting 
machine  only,  the  car  and  counterweight  may  be  blocked,  and  the 
tests  made  as  before.  By  removing  from  the  machine  part  after  part, 
and  making  tests  after  each  removal,  the  kinetic  energy  of  each  of 
the  various  moving  parts  may  be  obtained. 

6-2  It  will  be  noted  that  the  method  outlined  above  refers  to 
direct  current  machines;  however,  with  necessary  modifications  in 
regard  to  the  determination  of  w,  the  retarding  watts,  this  method 
may  be  applied  to  alternating  current  machines  also. 

63  An  idea  of  the  relatively  high  cost  of  operation  of  electric 
elevators  utilizing  high  speed  motors  with  gears  may  be  gained  by 
means  of  the  following  example :  Assume  a  weight  of  1  lb.  revolving 
at  a  radius  of  9  in.  at  800  r.p.m.  (which  is  the  speed  usual  with  motors 
for  worm  gear  machines).  The  kinetic  energy  to  be  imparted  to  this 
weight  each  time  it  is  started  from  rest  and  brought  to  full  speed  will 
then  be  61.3  ft-lb. 

64  If  the  elevator  starts  on  an  average  of  4500  times  per  day  and 
runs  three  hunrlrefl  days  por  year,  the  cost  of  the  energy  absorbed  for 
acceleration,  at  4  cents  per  kw-hr.  woulcl  amount  to  $1.25  per  lb.  per 
year.    If,  instead  of  one  lb.,  the  weight  were  219  lb.  (which  is  the 
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efiEective  equivalent  weight  of  a  particular  herring-bone  gear  machine), 
the  cost  would  be  $273.00  per  year. 

65  Of  course,  part  of  the  kinetic  energy  required  for  starting  is 
returned  at  the  time  of  stopping,  but  on  the  other  hand  the  starting 
eflSciency  is  low,  since  a  large  amount  of  the  power  is  lost  in  the 
starting  resistance  and  some  in  the  motor.  The  loss  in  the  starting 
resistance  and  motor  is  certainly  larger  than  the  energy  recovered  at 
the  stop,  and  hence  the  cost  per  year  for  accelerating  and  retarding 
219  lb.  of  weight,  under  the  above  conditions,  would  amount  to  more 
than  $273.00. 

66  In  ordinary  passenger  service  the  load  taken  up  and  dis- 
tributed to  the  various  floors  of  the  building  is  practically  the  same 
as  the  load  brought  down  to  the  starting  point,  therefore,  the  electric 
power  consumed  is  not  primarily  power  required  for  the  transporta- 
tion of  passengers,  but  is  the  work  required  to  overcome  friction  and 
to  supply  the  kinetic  energy  for  each  start,  less  the  amount  that  is 
recovered  at  the  stop.  The  friction  losses  are  by  far  the  smaller  of 
the  two.  Therefore,  a  comparison  of  the  kinetic  energies  of  two 
elevators,  for  the  same  service  and  with  the  same  method  of  control, 
gives  a  good  indication  of  what  their  relative  power  consumption  and 
rapidity  of  acceleration  will  be  in  actual  service. 

67  In  the  following  tabulation  are  given  the  kinetic  energies  of 
two  traction  machines,  one  with  herring-bone  gear  and  the  other 
gearless,  both  built  for  a  car  speed  of  600  ft.  per  min.,  and  for  the 
same  load.  The  herring-bone  gear  macliine  had  a  motor  running  at 
505  r.p.m.,  a  pinion  with  23  teeth,  gear  with  213  teeth,  and  driving 
sheave  42  in.  in  diameter.  The  gearless  machine  had  a  motor  running 
at  63.6  r.p.m.  and  a  36  in.  driving  sheave. 


Herring-bone 
gear  machine 


Kinetic  energy  in  ft4h. 

Motor  armature 7,420 

brake  pulley 2,920 

driving  sheave 1,000 

herring-bone  gear 2,060 


Gearless  machine 


Total 13,400 

Armature  1 

brake  pulley      >  Total 2,450 

driving  sheave  | 


68     It  will  be  noted  that  the   kinetic  energy  per  start  of  the 
herring-bone  machine  would  be  about  5.5  times  that  of  the  1 :1  gearless 
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machine.    Consequently,  if  the  cost  of  power  for  accelerating  and  re- 
tarding the  13,400  ft-lb.  of  the  former  amounted  to  $273.00  per  year, 

the  cost  for  the  gearless  machine  would  be  but  ?zl^  or  S50.00. 

5.5 

69  It  may  not  be  at  once  apparent  why  the  high  speed  motor 
with  armature  of  much  small  dimensions,  although  running  at  high 
speed,  should  have  such  high  kinetic  energy,  compared  with  that  of 
a  slow  speed  armature  of  much  heavier  weight  and  larger  dimensions. 
A  simple  example  may  be  given  illustrating  this  fact. 

70  Take  a  motor  of  certain  construction  and  field  strength,  and 
assume  that  on  a  220-volt  circuit  it  will  develop  10  h.p.  and  run  at 
100  r.p.m.  On  a  440-volt  circuit,  this  same  motor  with  equal  armature 
current  and  with  shunt  field  arranged  to  maintain  the  same  field 
strength,  will  develop  20  h.p.  and  run  at  200  r.p.m.  That  is,  the 
voltage  being  doubled,  the  horsepower  and  speed  will  be  doubled ;  and, 
the  kinetic  energy,  varying  as  the  square  of  the  speed,  will  be  quad- 
rupled. If,  then,  we  assume  the  kinetic  energy  in  the  first  case  to  be 
500  ft-lb.,  that  in  the  latter  case  will  be  2000  ft-lb.,  and  the  kinetic 

energy  per  horsepower  of  the  motor  running  at  100  r.p.m.  will  be    — 

or  50  ft-lb.,  and  that  of  the  motor  running  at  200  r.p.m.  will  be 

2000 

-^TT-  or  100  ft-lb.  In  other  words,  in  this  example,  doubling  the  speed 

will  double  the  kinetic  energy  per  horsepower  output. 

71  As  already  indicated,  the  kinetic  energy  of  a  complete  herring- 
bone gear  machine  was  approximately  5.5  times  the  kinetic  energy  of 
the  gearless.  This  increase  is  not  directly  proportional  to  the  speeds 
of  their  respective  motors  because  the  ratio  between  the  kinetic 
energies  of  the  driving  sheave,  brake  and  gear  coupled  to  the  motors, 
is  considerably  less  than  proportionate  to  the  motor  speeds.  If,  how- 
ever, the  armatures  only  are  considered,  the  fact  would  be  disclosed 
that  in  this  case  the  kinetic  energy  is  more  than  proportional  to  the 
speed  because,  on  account  of  the  gear  losses,  the  geared  machine  re- 
quires a  motor  of  greater  capacity  than  does  the  gearless  machine. 

72  At  this  point,  it  may  be  interesting  to  observe  the  efficiencies 
and  power  consumption  of  some  actual  installations.  The  curves  in 
Fig.  23  show  recording  wattmeter  readings  taken  in  the  Metropolitan 
Life  Tower  of  an  elevator  carrying  a  load  of  25O0  lb.  up  and  down. 
The  upper  curve  indicates  the  watts  taken  when  lifting  the  load  and 
the  lower  curve  the  watts  required  for  starting,  and  the  watts  gen- 
<^rated  back  into  the  line,  when  the  load  is  descending. 
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73  The  cuTve  in  Fig.  24  ehows  the  efficiency  of  s  complete  in- 
stallatioiL  of  a  gearleBS  traction  elevator  in  the  New  York  Telephone 
Bnilding,  at  Walker  and  Lispenard  3ta.,  New  York.    It  may  be  noted 


Fro.  24  EmoiXHCT  or  CoitPLnv  QkabtiBW 
Installation — Nkw  Tobk  TKLXPHo^ 


that  the  maximum  efficiency  from  line  to  load,  allowing  for  til  losses, 
is  over  71  per  cent.  The  curve  in  Fig.  35  shows  the  efficiency  of  a 
complete  elevator  installation  of  a  herring-bone  gear  machine  in  tha 
new  Yale  Club  Building  in  New  York  City.  It  may  be  noted  that  tlifl 
maximum  efficiency  from  line  to  load  is  about  62  per  cent. 
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74  The  cnrree  in  Fig.  116  show  the  results  of  recordiDg  vatt- 
raeter  readings  taken  at  the  Adama  Express  Company's  Building,  New 
York  City.  The  loads  indicated  are  net  loads,  that  is,  loads  repre- 
senting the  unbalanced  difference  between  weights  on  the  car  side  and 
weights  on  the  counterweight  side  of  the  driving  sheave;  and  the 
ordinate  at  zero  indicates  the  balanced  condition  of  these  weights. 


Fig.  26    PowxK  CoNBUMPnoN  Tzar  or  a  Tbaction  Elbvator  Machini  in 
THs  Adaus  Express  Co.  Buildiko,  New  Yobk 

The  broken  curves,  ascending  from  left  to  right,  represent  power  con- 
sumption while  lifting  unbalanced  weights.  The  broken  curves,  de- 
scending from  left  to  right,  represent  power  consumption  while , 
lowering  unbalanced  weights.  The  full  line  curves,  drawn  between 
the  former,  represent  the  average  power  consumption  required  for 
lifting  and  lowering  weights.  Curves  are  shown  for  various  numbers 
of  stops  per  car  mile,  ranging  from  no  stops  to  402. 


b. 
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75  The  average  amounts  of  power  consumption,  for  various  loads 
and  numbers  of  starts,  are  plotted  in  curves  shown  in  Pigs.  Z7  and  28. 
These  curves  indicate  the  increase  in  power  consumption  occasioned 
by  an  increase  in  number  of  starts  while  transporting  various  loads, 
Pig.  27  representing  express  and  Pig.  28  local  service.  By  referring 
to  curve  2  in  Pig.  27,  it  may  be  noted  that,  with  a  net  or  xmbalanced 
load  on  the  car  side  of  the  driving  sheave  of  500  lb.,  the  power  con- 
sumption would  be  0.8  kw.  per  car  mile  when  no  stops  whatever  are 
made,  and  about  3.2  kw.  when  there  are  100  stops.  The  net  load  of 
500  lb.  represents  a  load  in  car  amoimting  to  1500  lb.  partly  balanqed 
by  a  1000  lb.  counterweight.  By  comparing  the  curves  one  with  an- 
other, it  may  be  noted  that  the  power  consumption  increases  with  the 
number  of  starts  to  a  greater  extent  than  with  a  corresponding  in- 
crease in  net  load.  Comparison  between  curves  in  Pigs.  27  and  28 
will  indicate  that  the  power  consumption  for  equal  loads  and  number  of 
starts,  is  greater  for  the  express  service  than  for  the  local  service,  due 
to  higher  speed  and  greater  masses. 

76  A  number  of  observations  have  been  made  of  the  actual  service 
conditions  encountered  in  different  buildings.  Some  of  the  most 
interesting  are  those  of  the  Hudson  Terminal  Building  in  New  York 
City,  where  the  service  conditions  are  usually  severe  and  varied.  The 
curves  in  Pigs.  29  to  32  record  these  conditions,  indicating  the  number 
of  cars  in  service,  the  power  consumption  in  kilowatt  hours,  the  miles 
traveled,  the  nimiber  of  cars  leaving  the  ground  floor,  the  number  of 
stops,  etc.,  during  hours  from  8  a.  m.  to  nearly  6  p.  m.  Both  express 
and  local  service  for  certain  groups  of  elevators  at  the  30  Church  St. 
and  the  50  Church  St.  (both  Hudson  Terminal)  buildings  are  repre- 
sented. 

77  The  curves  in  Pigs.  33  to  35  record  the  movement  of  pas- 
sengers during  different  hours  of  the  day;  the  upper  curves  showing 
the  number  of  passengers  carried  up  and  the  lower  curves,  the  number 
carried  down.  These  curves  well  illustrate  the  tremendous  inrush 
and  exodus  of  passengers  during  short  periods  of  time,  morning,  noon 
and  evening;  as  well  as  the  normal  traflfic  between  times. 

78  The  curves  in  Pig.  35  illustrate  the  most  severe  "rush-hour" 
service  encountered.  It  may  be  observed  that  at  about  8.30  in  the 
morning,  there  is  a  tremendous  inrush  for  about  twenty  minutes, 
which  tapers  off  to  a  slight  rush  later  on ;  around  ten  o'clock,  or  half- 
way between  the  rush  hours,  there  is  about  the  same  amotmt  of  service 
in  both  directions.    Then  just  at  twelve  o'clock,  sharp,  there  is  a 
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tremendous  msh  ontward,  which  is  all  over  in  ten  minutes.  In  other 
words,  all  these  passengers  have  had  to  he  taken  out  of  the  building 
in  ten  minates,  the  same  number  being  handled  from  12^0  on,  dnhog 
the  inrosh  which,  however,  lasts  for  about  twenty  minatee.  Then, 
during  the  afternoon,  may  be  noted  the  continuation  of  trafiSc  up  and 


Via.  27   ATiKAoa  Pownt  CoNsu'iiFTtoH  tor  Vakioob  Loads  and  Numbebs  or 
Staktb — Express  Service — Adaks  Expbess  Buildiko 


AvKKAOB  PowEFE  CoNeuupnoN  FOB  Various  Loads  and  Nuubers  op 
Starts — Locai.  Skrvicb — Adaus  Expbess  Building 


JVf**Ple  leave  the  building  at  night  may  be  observed  by  referring  to 
^*  Curve  in  Fig.  35. 

^9  These  charts  show  service  conditions,  indicating  what  tre- 
***dou8  variations  of  traffic  are  encountered  in  elevator  service.  In 
^er  to  prevent  congestion  in  a  building  the  elevators  must  be  capable 
*    taking  care  of  at  least  half,  or  say  about  two-thirds,  of  all  the 
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people  in  a  building  during  practically  only  ten  minutee.    The  curves 
indicate  further  how  necessary  it  is  to  be  able  to  maintain  high  speeds 
during  rush  hours.    At  such  timeE,  when  the  elevators  have  to  carry^ 
all  the  people  up,  speed  is  an  important  factor.    In  this  respect,  th^s 
electric  traction  elevator  has  the  advantage  over  the  hydraulic  ele — 
vator,  in  that  it  is  capable  of  maintaining  constant  speed  independ — 
ently  of  the  load,  whereas  the  hydraulic  elevator  varies  its  speed  witl^ 
variations  in  load.     In  other  words,  during  the  time  of  maximum 
service,  with  fully  loaded  car,  the  hydraulic  elevator  runs  at  its  mini- 
mum speed,  whereas  with  light  loads,  when  speed  is  not  important, 
the  speed   is   maximum.     Undoubtedly,   this   indicates   one   of   the 
principal  reasons  why  the  electric  lias  graduaLly,  and  now  almost 
entirely,  supplanted  the  hydraulic  elevator. 


TinE  HUE 

Fig.  35    Express  Service  (See  Fios.  E9  to  34) 

80  Electro-it eclianical  Elevator  Car  Safety.  In  conclusion,  men- 
tion may  be  made  of  various  elevator  car  safeties,  with  particular 
reference  to  a  new  safety  that  has  lately  been  put  on  the  market.  The 
essential  requirement  of  an  elevator  car  safety  is  to  stop  and  hold  an 
elevator  car  under  all  conditions  of  load  and  speed,  whether  the  hoist- 
ing ropes  are  intact  or  parted.  Fig.  36  illustrates  the  safety  device 
usually  employed  until  a  comparatively  short  time  ago,  and  which, 
even  at  the  present  time,  is  still  installed.  It  is  the  standard  so-called 
wedge  clamp  safety,  which  clamps  the  rails  for  retarding  and  holding 
the  elevator  car  in  case  of  overspeed  or  free  fall. 

81  The  present  practice  utilizes  the  same  principle  of  application 
whether  the  safety  is  actuated  under  conditions  of  excessive  speed  with 
hoisting  ropes  intact  or  during  free  falling.  A  very  strong  retarding 
force  is  required  to  stop  a  free  falling  car,  but  this  strong  retarding 
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-force,  if  applied  with  ropes  intact,  is  excessive  and  will  give  an  un- 
pleasant shock  to  the  passengers.  This  is  obvious  when  an  actual  in- 
Btallation  is  analyzed. 

88  The  CBT,  with  all  attachments,  of  a  modem  high  rise  elevator, 
weiglis  aboat  6500  lb.,  the  maximum  load  is  usually  3000  lb.  and  the 
compensating  ropes  weigh  about  S-^OO  lb. ;  the  total  load  to  be  stopped 
by  the  safety  with  the  ropes  parted  would  therefore  be  12,000  lb.  To 
insure  the  stopping  of  a  car,  at  least  50  per  cent  excess  force  should  be 
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provided,  bringing  the  total  retardiiij;  for<'0  rtijuired  up  to  a  minimum 
ot  18,000  lb.  Were  a  major  portion  of  thie  rctaniing  force  applied  with 
the  ropes  intact,  the  car  would  Iw  stopped  too  abruptly.  This  would 
be  accentuated  with  a  light  load,  particularly  as  the  machine  brake 
tad  strong  dynamic  action  of  the  motor  assist  the  retarding  force  of 
the  safety. 

83  For  the  above  mentioned  r(.>a.«(ni.«,  it  is  essential,  therefore, 
that  the  safety  should  apply  a  strong  rrlnrdinf/  force  in  case  of  a  free 
falHng  car  with  ropes  parted,  and  a  tight  Marding  force  in  case  of 
o'erapeed  with   ropea  intairt.     The  principal   safety  features  which 
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should  be  incorporated  in  an  elevator  safety  for  high  speed  elevab 
are  as  follows : 

a  The  safety  should  be  so  arranged  that  the  application  ol 
predetermined  and  definite  light  retarding  force  will  si 


Fig.  37    Dftail  Vibws  or 


Wedob  Claup  8 Am 


the  car  and  not  load  witboiit  n-houk  in  case  of  oversp< 
with  lioisling  ropfis  intact. 
b  The  safety  dovif-e  should  be  so  arranged  that  the  applicati 
of  a  proik'termiinjd  ami  di'rinit<!  strong  retarding  fo: 
will  gradually  bring  the  car  ami  niaximuni  load  to  rest 
ease  of  a  free  falling  cur. 
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c  The  light  retarding  force  should  be  immediately  applied,  pre- 
ferably by  means  of  a  centrifugal  governor,  in  case  the 
car  should  attain  excessive  speed  in  either  direction. 

d  It  should  be  possible  to  apply  immediately  the  light  retarding 
force  from  within  the  car,  when  desired. 

e  The  light  retarding  force  should  be  applied  automatically  in 
case  of  overrim  at  the  upper  or  lower  terminals,  and  yet 
be  so  arranged  as  not  to  interfere  with  the  starting  of  the 
car  in  the  opposite  direction. 

/  The  strong  retarding  force  should  start  to  apply  the  instant 
the  hoisting  ropes  part,  independently  of  the  speed  of  car 
and  counterweight. 

g  A  tripping  governor  should  not  be  necessary  to  apply  the 
strong  retarding  force,  except  on  safelift  machines. 

h  In  the  case  of  safelift  machines,  a  strong  retarding  force 
should  be  automatically  applied  independently  of  the 
parting  of  the  hoisting  ropes,  at  a  definite  speed  which 
should  be  higher  than  the  speed  at  which  the  light  retard- 
ing force  is  applied. 

t  The  releasing  carrier,  even  when  improperly  adjusted, 
should  not  prevent  the  application  of  a  strong  retarding 
force  to  the  car  in  case  the  ropes  part. 

j  The  principal  actuating  parts  of  the  safety  should  be  made 
to  move  automatically  at  frequent  intervals,  in  order  to 
prevent  them  from  clogging  up  or  corroding  together; 
this  motion  of  the  actuating  parts  need  be  only  very  small, 
to  give  the  desired  results,  but  some  motion  is  necessary 
to  secure  dependable  action  of  the  safety. 

84  Figs.  37  and  38  show  the  general  features  of  an  electro- 
mechanical elevator  car  safety  which  embodies  all  of  the  above  de- 
scribed requirements.  The  light  retarding  force  is  obtained  by  means 
of  a  helical  steel  spring  forcing  the  wedges  between  the  rollers  of  the 
safety  jaws.  When  the  car  is  in  service  this  spring  is  held  under 
compression  by  means  of  an  electro-magnet.  The  instant  the  current 
in  this  magnet  is  interrupted,  either  by  the  centrifugal  governor, 
safety  switch  in  car  or  limit  switches  in  the  hatchway  operated  by 
the  car  or  counterweight,  the  light  retarding  force  is  applied. 

85  The  strong  retarding  force  is  obtained  by  revolving  the  safety 
drum,  thereby  actuating  the  right  and  left  hand  screw,  which  in  turn 
moves  the  wedges  and  forces  the  jaws  against  the  guide  rails.     The 
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siwng  retarding  force  is  definitely  determined  by  the  number  of  turns 
around  the  safety  drum^  which  vary  in  number  according  to  the  maxi- 
niTun  load  and  the  amount  of  the  safety  rope  tension  weight. 

86  The  releasing  carrier  is  placed  on  the  counterweight  and  will 
therefore  apply  the  strong  retarding  force  of  the  car  safety,  even 
though  the  releasing  carrier  fails  to  release,  duo  to  faulty  adjustment. 
The  strong  retarding  force  only  is  applied  to  the  counterweight 
safety. 

87  Whenever  the  current  is  cut  oflP  from  the  elevator,  the  elec- 
trical parts  of  the  safety  are  operated,  thereby  applying  the  light  re- 
tarding force.  The  mechanical  actuating  parts  of  the  safety  effecting 
the  strong  retarding  force  are  continually  kept  in  slight  motion  when 
the  elevator  is  in  operation,  due  to  the  different  stretching  of  the  hoist 
and  governor  ropes.  It  is  possible  to  remove  all  parts  without  dis- 
tturbing  the  car  platform,  enclosure  or  car  frame,  thereby  assuring 
easy  access  for  inspection.  In  case  of  safelift  elevators,  a  strong  re- 
UMir^g  force  as  described  in  paragraph  h  is  applied  by  means  of  a 
parallel  jaw  double  acting  governor. 

88  An  electro-mechanical  safety  device  such  as  just  described 
has  been  designed  and  built  by  the  Otis  Elevator  Company  and  sub- 
jected to  a  long  series  of  experimental  tests,  the  results  obtained  being 
remarkably  successful.  Some  forty-nine  elevators  in  the  new  Equit- 
able Building,  New  York,  have  been  equipped  with  these  safeties  and 
^e  consulting  engineers,  the  builders  and  the  Xew  York  Building  De- 
partment have  thoroughly  and  exhaustively  tested  them  with  entire 
*nd  complete  satisfaction  to  all  concerned. 

DISCUSSION 

This  paper  was  originally  presented  at  a  meeting  of  the  New 

^ork  Section  on  April  13,  1914.     The  complete  discussion  at  this 

Meeting  is  published  in  The  Journal,  June,  1915.     Excerpts  from 

"^is  discussion  bearing  directly  on  the  statements  made  by  the 

^vithor  are  given  below. 

Andrew  M.  Coyle  took  exception  to  the  statement  by  the  author 
regarding  the  relative  eflficiencies  of  the  direct  driven  traction  ma- 
chine and  the  gear  driven  machine.  He  snid  that  while  no  one 
doubts  that  for  light  duty  and  hip:h  speed  t\\v  direct  driven  machine 
is  more  efficient,  there  is  an  immen.se  field  in  which  the  geared  ma- 
chine is  highly  efScient  and  in  which  the  direct  driven  machine  can- 
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not  be  used  at  all.  It  is,  therefore,  not  altogether  fair  to  make  th< 
comparison  based  on  a  ear  speed  of  600  ft.  per  min.  The  gearec 
machine  using  herring-bone  or  helical  gears  is  highly  efficient  foi 
all  duties  and  speeds  from  200  to  400  ft.  per  min.,  and  this  service 
covers  the  great  bulk  of  elevator  installations. 

He  also  took  exception  to  the  statement  that  helical  gears  ar< 
only  slightly  more  efficient  than  worm  gearing.  A  worm  gear  is  ; 
special  application  of  the  wedge  as  the  load  is  carried  forward  upoi 
an  inclined  plane.  The  load  which  can  be  carried  upon  a  singL 
gear  is  limited,  as  the  working  surfaces  have  only  line  contact,  an 
when  the  load  is  enough  to  force  the  lubricant  from  this  line,  abra 
sion  immediately  sets  in.  To  overcome  this  difficulty,  the  tandea 
worm  gearing  has  been  designed,  by  which  the  load  is  divided  be- 
tween two  gears  and  the  line  of  contact  increased. 

Worm  gears  doing  heavy  or  continuous  service  must  be  coir 
pletely  submerged  in  oil,  and  a  certain  percentage  of  the  power 
expended  in  churning  the  oil.  The  power  thus  expended,  is  car 
stant  for  any  given  ge$ir.  When  the  load  is  light,  the  power  en 
pended  represents  a  considerable  percentage  of  the  whole  work.  OC 
the  other  hand,  when  loads  are  light,  the  surface  lubrication 
better,  and  better  results  are  obtained  in  the  thrust  bearings. 

The  herring-bone  or  helical  gear  is  the  most  efficient  gearing  ■ 
far  developed  for  elevator  or  any  other  service.  These  gears  whe 
properly  cut  are  practically  noiseless.  The  slight  tendency  to  we« 
is  at  the  points  of  the  teeth,  and  tends  to  throw  the  load  toward  tM 
pitch  line  where  sliding  friction  is  least. 

The  efficiency  of  the  worm  gear  is  limited  by  the  fact  that  tb 
load  must  slide  from  five  to  ten  times  the  distance  it  is  lifted,  arc 
the  efficiency  is  entirely  dependent  upon  lubrication.  In  the  cas 
of  helical  gear,  the  sliding  friction  is  almost  negligible ;  the  gears  c 
not  wear  and  cause  backlash  as  in  the  case  of  worm  gears,  and  tl 
lines  of  contact  and  the  strength  of  the  teeth  may  be  made  sufficiea 
to  take  care  of  any  desired  load. 

An  elevator  machine  using  worm  gearing  assumes  an  outlifl 
which  lends  itself  readily  to  installation  in  buildings,  and  for  tha 
reason,  as  well  as  on  account  of  low  cost,  this  type  of  machine 
in  some  cases  to  be  recommended.     In  point  of  efficiency,  howeve 
the  helical  gear  is  entirely  preferable. 

Robert  Johnson  called  attinitioji  to  a  condition  frequently 
with,  but  not  touched  on  at  all  in  the  paper,  namely,  the  use 
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alternating-current  in  elevator  operation.  The  conditions  referred 
to  would,  he  said,  hardly  apply  to  an  installation  of  alternating-cur- 
rent machines  with  regard  to  reliability  or  speed,  and  also  as  to  the 
application  of  the  brake  slowly. 

This,  he  said,  was  a  very  important  point,  and  he  thought  it 
would  be  very  interesting  to  know  whether  alternating  current  is 
entirely  successful  in  connection  with  high  speed  elevators,  par- 
ticularly in  view  of  the  fact  that  in  certain  parts  of  New  York  City 
alternating  current  is  the  only  kind  available. 

H.  P.  GuRNEY  and  C.  R.  Callaway^  wrote  that  the  author's 
curves  of  efficiency  of  herring-bone  gears  apparently  indicate  that 
the  gears  have  an  efficiency  of  only  88  to  91  per  cent— values  far 
below  those  regularly  obtained  in  good  practice,  which  are  found 
to  be  from  98  to  98.5  per  cent,  as  determined  by  the  writers'  tests. 
These  figures  are  substantiated  by  numerous  other  tests  made  by 
competent  engineers,  showing  that,  when  properly  designed  and 
manufactured,  gear  reductions  of  this  type  may  confidently  be 
expected  to  show  an  efficiency  of  98  to  99  per  cent. 

The  author  also  said  that  worm  gearing  was  preferable  to  double 
helical  gearing  because  it  offered  greater  certainty  of  smoothness 
of  operation.  Emphatically  this  is  not  the  case,  and  in  any  elevator 
with  a  machine  employing  well-made  gears  of  tjiis  type,  it  is  impos- 
sible to  detect  their  presence,  while  on  the  other  hand  it  is  a  well- 
known  fact  that  worm  gearing  very  often  causes  a  trembling  motion 
of  the  car  which  it  is  difficult  to  remedy. 

In  answer  to  the  implication  that  gears  should  not  be  used  if 
possible  to  get  along  without  them,  a  well-known  manufacturer  of 
apparatus  using  herring-bone  geared  drives  has  stated:  ** While 
there  is  a  general  and  natural  objection  to  the  introduction  of  gears 
where  they  can  be  avoided,  yet  here,  as  in  all  branches  of  engineer- 
ing design,  the  advantages  and  disadvantages  of  one  form  of  con- 
struction have  to  be  balanced  against  those  of  another  before  a  final 
judgment  can  be  passed.  In  other  words,  the  use  of  gears  eliminates 
certain  undesirable  features;  therefore,  if  gears  can  be  made  that 
will  perform  the  duty,  with  low  cost  for  maintenance,  high  efficiency 
and  requiring  little  attention,  is  not  their  use  the  logical  pro- 
cedure?" • 

There  is  evidently  some  discrepancy  in  the  figures  for  acceler- 
ating energy  in  Par.  67,  as  it  is  apparent  at  a  glance  that  the  1 :1 

iSupt.,  Gurney  Elevator  Co.,  New  York. 
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armature  with  its  traction  sheave  and  large  brake  pulley  will  re- 
quire far  more  accelerating  energy  than  the  much  lighter  gear  and 
sheave,  running  at  the  same  number  of  revolutions  per  minute. 
These  figures  actually  should  be  about  2200  ft-lb.  for  the  gear  and 
sheave,  and  about  3800  ft-lb.  for  the  complete  1 :1  machine. 

Some  of  the  advantages  of  the  double  helical  geared  machine, 
as  compared  with  the  1 :1  machine,  may  be  summarized  as  follows : 
a    Less  space  occupied  in  the  building. 

b     Less  expensive  supports  and  pent-house  construction. 

c     No  traveling  crane  needed. 

d    More  eflScient  motor  design  possible. 

e     Commutation  better. 

/     Mechanical  brake  less  troublesome. 

g    Control  of  car  speed  secured  entirely  by  field-weakening, 

against  wasteful  armature  resistances. 
h     Car  runs  at  a  definite  speed  when  running  slow,  insuring 

more  accurate  stops. 
i     Higher  line  to  load  efficiencies. 
j     Less  energy  required  per  start  and  stop. 
k    Lower  cost  of  operating  on  account  of  smaller  energy 

consumption  per  car  mile. 
I     Less  rope  wear. 

The  Author.  Up  to  the  present  time  no  alternating-current 
elevators  of  the  direct  connected  or  gearless  traction  type  have  been 
put  upon  the  market.  Those  that  have  been  put  on  the  market 
have  been  of  the  geared  type,  for  speeds  up  to  350  ft.  per  min. 
approximately.  For  250  to  350  ft.  speed,  two-speed  alternating- 
current  motors  are  employed,  with  a  speed  variation  of  from  1  to  3 
down  to  1  to  4.  The  slowing  down  is  obtained  by  rearranging  the 
connections  of  the  motor  in  such  a  way  as  to  change  from  a  smaU 
number  of  poles,  giving  the  high  speed,  to  a  large  number  of  poles, 
giving  the  slow  speed.  During  this  change  of  speed,  power  is 
actually  generated  back  into  the  line,  in  a  similar  manner  as  in  a 
direct-current  machine  when  the  motor  field  is  strengthened  for 
the  purpose  of  speed  reduction. 

There  was  at  first  considerable  difficulty  in  eliminating  an  ob- 
jectionable shock  due  to  reducing  the  motor  speed  to  one-quarter 
in  one  step,  but  by  proper  design  of  motor  and  controlling  appa- 
ratuSy  this  was  successfully  acco^nplished. 

The  gearless  1 :1  traction  machine  is  intended  primarily  for  high 

ipeed,  high  rise  service.    For  this  service,  on  account  of  its  uncom- 

higfa  efficiency   (especially  with  average  or  less  than  half 
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load),  low  power  consumption  and  satisfactory  operation,  it  far 
excels  all  other  types  of  elevator  machines  yet  developed.  It  is  not 
intended  to  supplant  the  geared  type  of  machine  in  its  particular 
field  of  comparatively  low  speed  and  rise.  In  other  words,  the 
interests  of  clients  are  best  served  by  having  both  types  available  for 
choice,  depending  upon  a  careful  consideration  of  particular  require- 
ments. Manifestly,  there  is  a  field  intervening  that  of  the  gearless 
1 :1  traction  and  the  regular  worm  geared  type  of  elevator  which 
may  be  covered  by  either  of  them.  When,  therefore,  the  load  re- 
quired is  heavy,  the  speed  desired  is  between  250  to  450  ft.  per  min., 
and  the  service  is  severe— making  a  reduction  in  power  consump- 
tion an  important  consideration,  justifying  a  reasonable  increase  in 
first  cost  of  plant— the  use  of  a  gearless  2 :1  traction  machine  is  most 
appropriate.  This  2:1  type  of  machine  combines  the  advantages 
of  high  efficiency  (with  average  as  well  as  full  loads),  comparatively 
low  kinetic  energy  and  consequent  low  power  consumption  with 
requirements  for  lower  speed  and  corresponding  heavier  loads. 

Exception  has  been  taken  to  the  figures  in  Par.  67.  These  were 
intended  to  be  indicative  of  two  particular  machines  suitable  for 
the  same  load  and  speed.  The  herring-bone  gear  was  large  in  diam- 
eter and  of  substantial  construction ;  its  weight  resulted  in  the  high 
energy  of  2060  ft-lb.  This  result,  as  well  as  all  the  other  figures 
given,  was  derived  from  careful  tests  made  in  the  manner  described. 
Since  it  appears  of  interest,  a  similar  tabulation  of  the  complete 
installation  is: 


Motor  armature 

Brake  pulley 

DriviDg  sheave 

Herring-bone  gear , 

Secondary  and  compenaating  sheaves 

Car  and  counterweight  on  balanced  load 
condition 

Ropes 

Toul 


Kinetic  Energy  in  Ft-lb.  (600  ft.  Car  Speed) 


Gearless  Machine 
2450 

1866 

15.600 

880 

20.696 


The  ratio  between  these  totals  is  as  6.13  is  to  4.  As  the  use  of 
the  herring-bone  geared  or  the  gearless  machine  does  not  entail  ma- 
terial diflferences  in  the  design  or  layout  of  car,  counterweight  or 
other  hatchway  units,  a  comparison  of  the  diflferences  in  the  ma- 
chines only  was  deemed  most  representative  of  their  relative  merits 
for  elevator  service  and  possible  eflfect  on  power  consumption. 
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TURBINES  VS.  ENGINES  IN  UNITS  OF 

SMALL  CAPACITIES 

By  J.  S.  Barstow,*  Philadelphia,  Pa. 
Non -Member 

The  term  ** units  of  small  capacities''  as  used  herein  is  intended 
to  include  steam  turbines  and  engines  of  less  than  500  h.p.  capacity. 
The  paper  will  necessarily  deal  largely  with  the  prime  movers  of 
auxiliary  apparatus  in  power  plants,  since  the  tendency  of  the  times 
in  all  industries,  and  particulariy  in  central  stations,  is  toward  the 
concentration  of  power  in  a  few  units  of  large  size  and  uniform 
capacity  as  opposed  to  a  multiplicity  of  small  units  of  different  ca- 
pacities. However,  there  is  a  wide  field  for  power  application  where 
the  steam-operated  prime  movers  are  of  relatively  small  size,  and 
where  transmitted  or  central  station  energy  is  not  able  to  successfully 
compete;  and  it  is  intended  to  discuss  the  type  of  apparatus  best 
suited  in  these  cases,  as  well  as  the  type  of  apparatus  which  it  is 
advisable  to  employ  for  auxiliary  units  in  large  plants  or  central 
stations. 

2  There  are  certain  definite  fields  where  the  small  turbine  is  of 
conceded  superiority,  and  other  fields  where  the  engine  must  hold 
sway.  The  desirability  of  the  one  as  compared  with  the  other  is  largely 
determined  by  the  following  factors,  which  govern  the  adaptability, 
cost  and  economy  of  the  equipment  to  be  installed  for  any  given 
service : 

a  Speed  conditions  and  limitations  involving  consideration  of 
maximum  or  minimum  permissible  speed,  and  whether  the 
driven  apparatus  is  of  the  constant  or  variable  speed  class 
h  Steam  pressure  and  temperature  conditions  involving  con- 
sideration of  initial  and  final  pressures,  and  superheat,  if 
any 
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c  Power  capacity  of  apparatus 

d  Relative  space  requirements  of  turbine  and  engine  units  in- 
volving consideration  of  available  room,  character  of  power 
house  construction  and  cost  of  foundation  or  other  sup- 
porting structure 

e  Use  or  application,  if  any,  of  the  exhaust  steam  for  feed 
water  heating,  steam  heating  or  process  purposes 

/  Available  cooling  water  supply,  if  the  turbine  or  engine  i^ 
to  run  condensing,  involving  also  consideration  of  the 
temperature  of  the  water  and  whether  it  must  be  artifi- 
cially cooled  and  re-circulated 

g  Operating  conditions  including  consideration  of  attendance, 
oiling,  starting  and  stopping,  vibration,  noise,  etc. 

h  Relative  cost  of  complete  installations  including  necessary 
foundations,  piping  and  condenser  equipment,  if  any 

3  As  to  the  practicability  of  the  small  turbine,  it  may  be  said 
that  not  until  about  20  years  ago  was  any  really  practicable  apparatus 
of  this  kind  developed,  and  even  up  to  ten  years  ago  the  turbine  was 
looked  upon  mainly  as  an  experiment.  The  last  few  years  have  wit- 
nessed, however,  the  practical  perfection  of  this  type  of  prime  mover 
in  sizes  as  large  as  50,000  h.p.,  with  units  of  30,000  h.p.  quite  common 
in  large  central  stations.  They  have  also  seen  quite  as  much  good 
work  done  in  the  perfection  of  small  turbine  units  as  in  the  develop- 
ment of  very  large  ones,  and  the  turbine  in  all  sizes  is  quite  as  well 
developed  today  as  is  the  steam  engine  after  more  than  one  hundred 
years  of  constant  effort  and  improvement. 

4  The  writer  has  no  intention  of  reflecting  on  the  great  work 
done  by  steam  engineers  in  the  development  of  the  reciprocating 
steam  engine.  The  work  of  these  men,  which  was  the  harder  task, 
accelerated  the  evolution  of  the  turbine,  the  science  of  thermody- 
namics underlying  the  final  development  and  perfection  of  both. 

5  The  present  day  builders  of  reciprocating  engines  are  able  to 
report  further  progress,  however,  and  as  a  result  of  their  recent  efforts 
there  have  appeared  the  rejuvenated  poppet  valve  engine  adapted  to 
the  use  of  highly  superheated  steam ;  the  unaflow  or  parallel-flow 
engine,  also  with  poppet  type  valves,  in  which  cylinder  condensation 
is  reduced  by  causing  the  steam  to  travel  in  one  direction  only ;  and 
the  small  self-contained  power  plant,  or  ** locomobile, "  consisting  of  a 
steam  engine  mounted  upon  a  tubular  boiler  and  operating  at  high 
superheat.  All  these  engines  are  adaptations  from  European  practice, 
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irAere,  owing  to  the  high  cost  of  fuel  and  the  relatively  larger  number 
ot  technically-trained  operaters^  they  have  found  high  favor. 

6  Mention  also  should  be  made  of  the  power  plant  formerly  used 
in  the  White  motor  car,  which,  owing  to  its  high  steam  pressure, 
superheat  and  speed,  f ave  remarkably  low  steam  consumptions.  In 
a  series  of  tests,  reported  in  the  Transactions  of  the  Society,  vol.  28, 
pages  598-9,  the  average  steam  consumption  was  12.7  lb.  per  delivered 
hp-hr.,  operating  at  850  r.p.m. ;  steam  at  275  lb. ;  superheat,  340  deg. 
falir. ;  non-condensing  exhaust. 

7  Tests  have  recently  been  reported  by  the  manufacturers  which 
give  the  steam  consumption  of  a  115  h.p.  Buckeye-mobile,  running  at 
^^^  r.p.m.;  steam  at  210  lb.;  initial  superheat,  171  deg.  fahr.;  non- 
condensing,  as  13.3  lb.  per  ihp-hr.  This  unit  produced  an  ihp-hr. 
oii  1,33  lb.  of  coal  having  a  calorific  value  of  14,500  B.t.u.  per  lb.  A 
l^S  h.p.  imit  running  at  200  r.p.m.;  steam  at  209  lb.;  initial  super- 
^^^t,  218  deg.  fahr. ;  vacuum  25.7  in.,  showed  a  water  rate  of  9.2  lb. 
P^^  ihp-hr.  The  coal  consumption,  using  fuel  with  a  calorific  value 
^*    14,209  B.t.u.  per  lb.,  was  1.08  lb.  per  ihp-hr. 

S  While  there  is  the  possibility  that  the  use  of  a  shell  type  of 
^^^iler  for  high  pressures  will  be  considered  by  many  engineers  as 
^'-■^^^^se,  especially  for  installation  in  densely  populated  centers,  it  is 
^^^H  too  early  to  predict  what  the  future  of  this  apparatus  is  to  be. 
^^'^ever,  as  indicating  what  may  be  accomplished  in  fuel  economy  in 
11-designed  plant  of  small  size,  the  results  reported  are  interesting. 


SPEED  LIMITATIONS 

Q     The  question  of  speed  limitations  is  of  first  importance  in 

^^^^oting  the  tjrpe  of  prime  mover.     Since  high  peripheral  velocities 

■**^    necessary  in  order  to  efficiently  utilize  the  energy  of  a  steam  jet 

^  *^    t;lie  turbine  type  of  apparatus,  the  latter  shows  its  lowest  water  rate 

running  at  a  constant  high  speed.    Where  the  character  of  the 

;e  is  such  as  to  require  speed  variation  or  reversal  in  direction,  or 

the  speed  is  necessarily  low,  the  turbine  is  unsuited  and  the 

^"^gine  is  much  better  adapted. 

10  In  engine  installations,  the  minimum  permissible  speed  has 
^^  important  bearing  on  the  question  of  operation.  If  an  engine  is 
^^11  at  very  high  speeds,  operating  troubles  are  sure  to  be  numerous, 
the  upkeep  excessive  and  the  service  unsatisfactory.  The  lack  of 
toveix  apparatus  designed  to  run  efficiently  at  speeds  consistent  with 
^^  turbine  economy  has,  in  the  past,  frequently  dictated  the  use  of 
^^glne  prime  movers  for  many  kinds  of  work. 
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11  Although  speed  reduction  gears  are  by  no  means  new,  having 
been  used  with  the  turbine  almost  from  the  beginning  of  its  com- 
mercial development,  improvements  in  high  speed  gearing,  as  well  as 
in  the  manufacture  of  high  speed  direct  connected  generators,  blowers 
and  pumps,  running  at  3000  r.p.m.  and  abovt,  have  greatly  increased 
the  possibilities  for  turbine  installations.  Direct  current  generators 
as  small  as  10  kw.  capacity,  and  60-cycle  alternators  of  capacities  as 
low  as  150  kw.,  designed  for  gear  drive,  are  now  offered.  The  manu- 
facturers claim  for  these  machines  that  the  increased  efficiency  of  the 
higher  speed  turbine,  together  with  the  saving  effected  in  the  generator 
construction  by  reason  of  the  slower  speed  permissible  in  the  driven 
end,  justify  the  expense  and  complication  which  the  gears  introduce. 

12  While  many  may  still  prefer  a  direct  connection,  the  in- 
creasing popularity  of  the  gear  drive,  especially  for  direct  current 
generators,  blowers  and  pumps,  would  seem  to  indicate  that  the  gears 
are  here  to  stay,  and  that  when  properly  constructed  and  installed, 
there  is  no  valid  objection  to  their  use. 

13  .For  power  station  work,  where  some  of  the  auxiliaries  are 
usually  motor  driven,  the  exhaust  steam  can  be  entirely  condensed  in 
the  feedwater  heater,  and  the  water  rate  of  the  steam  driven  auxiliaries 
is  not  a  limiting  factor,  while  reliability,  accessibility,  low  mainte- 
nance and  labor  costs  are  of  more  vital  importance.  Power  station 
designers  have  always  exhibited,  therefore,  a  strong  preference  for 
turbo-auxiliary  units,  and  there  is  now  a  decided  tendency  toward 
geared  installations. 

14  The  selection  of  turbines  for  auxiliaries  is  largely  influenced 
by  the  high  speed  at  which  small  engine  units  are  run,  which  makes 
it  exceedingly  difficult  to  keep  them  in  continuous  service,  and  almost 
impossible  to  secure  smooth,  quiet  operation.  Such  reciprocating 
units  require  close  attention,  and  must  be  shut  down,  overhauled  and 
adjusted  at  frequent  intervals;  the  maintenance  is  high  and  serious 
breakdowns  are  by  no  means  rare.  An  accident  to  a  circulating  or 
hot  well  pump,  for  example,  usually  necessitates  a  shutdown  of  the 
main  generator,  with  consequent  loss  of  production,  and  often,  in 
the  case  of  a  public  utilities  plant,  loss  of  prestige  and  the  incurrence 
of  public  ill-will.  In  all  central  stations,  therefore,  where  the  main 
units  are  few  in  number  and  of  larp^e  size,  high  economy  as  compared 
with  continuous  operation  becomes  relatively  unimportant,  and  tur- 
bine driven  circulating  hot  well  and  boiler  feed  pumps  are  almost 
invariably  used. 


J.   8.   BABSTOW  755 

15  Motor  driven  exciters  are  largely  used  in  alternating  current 
8t;a.tionSy  a  steam  driven  exciter  being  provided  for  starting  up  and  as 
a   reserve  unit.    Here  also,  since  the  steam  driven  set  is  idle  a  large 
part  of  the  time,  high  economy  is  not  so  important  and  the  saving 
of  floor  space  and  elimination  of  vibration  will  often  decide  the  ques- 
tion in  favor  of  the  turbine.    In  fact,  in  all  direct  current  generator 
sets  of  50  kw.  capacity  or  less,  the  high  speed  necessary  for  the  engine 
generally  makes  it  undesirable. 

16  For  driving  fans  of  large  capacity  at  low  pressures,  say  less 
than  1%  in.  of  water,  for  induced  draft,  hot  air  heating  and  ventilat- 
'^g  systems  and  the  like,  engines  seem  best  suited.     Fans  built  for 
this  service  ordinarily  run  at  less  than  200  r.p.m.  and  are  usually  of 
the  paddle-wheel  tjrpe,  which  is  better  suited  to  these  conditions  than 
^he  multi-blade  high  speed  fan.    In  induced  draft  work,  load  fluctua- 
tion may  require  frequent  changes  in  speed,  the  engine  being  under 
the  control  of  a  throttling  regulator  which  is  automatically  actuated 
^y  a  change  of  steam  pressure.    These  conditions  are  quite  unfavor- 
*l>le  to  turbine  economy,  and  a  suitably  designed  and  well-constructed 
^'^gine  will  give  more  satisfactory  results. 

17  In  like  manner,  where  we  consider  the  pumping  of  large 
9^a.ntities  of  water  against  low  variable  heads  (conditions  which  are 
®-0. countered  in  drainage  or  sewage  pumping  stations)   the  turbine 

yield  place  to  its  rival.    These  pumps  may  have  single  runners 
large  diameters  or  may  be  of  the  multi-impeller  type,  but  in 
^^'^lier  case,  the  speed  is  below  the  economical  turbine  range,  even 
a^n  a  gear  is  used,  while  the  engine,  at  low  speed,  has  an  opportunity 
xioake  its  best  showing,  steam  economy  and  operating  troubles  con- 
^^^^red.    Where  the  lift  is  variable,  speed  changes  are  required  and 
engine  is  almost  always  more  suitable. 

18  As  a  typical  installation  may  be  mentioned  the  four  76-in. 
trifugal  pumps  for  the  Plaquemines  and  Jefferson  Drainage  Dis- 
't  of  Louisiana.  Here  the  pump  speed  varies  from  50  r.p.m.  for 
-■^  ^t:.  head  and  135,000  gal.  per  min.  to  115  r.p.m.  for  13  ft.  head  and 
^0,000  gal.  per  min.  The  best  duty  was  92,600,000  ft.  lb.  per  1000  lb. 
^^-t  ciry  steam,  corresponding  to  21.4  lb.  of  steam  per  water  horsepower 
^t>tained  at  87  r.p.m.  for  7  ft.  head  and  130,000  gal.  per  min.  The 
J*"'"^^e  mover  is  a  compound  engine  operatins^  at  170  lb.  steam  and 
•  '  m.  vacuum. 

^         19     The  use  of  underfeed  stokers,  operating  under  heavy  forced 
^^t  and  capable  of  developing  high  boiler  ratings,  has  become  quite 
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common  as  a  means  of  reducing  fixed  charges  and  boiler  banking 
losses  in  railway  and  lighting  plants,  and  particularly  those  main- 
tained as  standbys  to  hydro-electric  stations.  These  furnaces  often 
carry  in  the  air  duct  pressures  as  high  as  6  in.  of  water,  and  the  high 
speed  multi-blade  fan  makes  the  better  installation,  particularly  where 
one  fan  serves  several  boilers,  as  the  blower  units  frequently  become 
excessively  large  when  run  slower  than  400  r.p.m.  At  this  speed  the 
engine  drive  is  an  uncertain  and  expensive  proposition. 

20  Furthermore,  as  such  stokers  at  best  are  capable  of  only  from 
one-quarter  to  one-third  their  maximum  capacity  under  natural  draft 
conditions,  a  blower  breakdown  under  a  peak  load  is  a  serious  matter 
and  the  ability  of  the  turbine  to  stand  up  under  the  conditions  im- 
posed justly  entitles  it  to  the  preference  which  it  is  accorded. 

21  For  driving  directly  connected  alternators,  a  frequency  of  25 
cycles  fixes  the  maximum  speed  at  1500  r.p.m.,  which  is  too  low  for 
the  best  turbine  performance.  In  60-cycle  apparatus,  where  a  speed 
of  3600  r.p.m.  is  possible,  the  turbine  shows  to  better  advantage. 

STEAM  PBESSURE  AND  TEMPERATURE  CONDITIONS 

22  The  highly  economical  steam  turbine  must  necessarily  be 
operated  condensing,  but,  as  previously  pointed  out,  there  are  many 
cases  where  high  steam  economy  is  not  the  most  important  considera- 
tion and  the  non-condensing  turbine  often  finds  favor  over  the  steam 
engine.  One  of  the  large  heat  losses  incurred  in  the  steam  engine  is 
that  due  to  cylinder  condensation  and  one  of  the  common  methods 
of  reducing  it  is  to  limit  the  range  of  temperature  through  which  the 
steam  is  allowed  to  work  in  a  single  cylinder.  For  this  reason  simple 
engines  are  better  adapted  for  low  steam  pressures,  while  compound 
and  triple  expansion  engines  are  advisable  for  high  pressure  and  high 
temperature  ranges,  particularly  if  the  load  is  uniform. 

23  The  engine  as  a  rule  develops  mechanical  troubles  with  high 
superheat,  especially  where  the  steam  valves  have  much  travel  under 
imbalanced  pressures.  The  consensus  of  opinion  seems  to  be  that  for 
slide  or  gridiron  valve  gears,  a  temperature  of  400  deg.  fahr.  to  425 
deg.  fahr.  should  not  be  exceeded,  while  the  best  point  for  the  Corliss 
type  engine  will  be  found  below  450  deg.  fahr.  Above  these  limits 
lubrication  is  unsatisfactory  and  distortion  of  the  parts  is  apt  to  give 
trouble. 

24  In  European  practice,  superheating  is  much  more  common 
than  in  this  country,  a  superheater  being  considered  quite  as  indis- 
pensable as  a  feed  water  heater  and  the  poppet  valve  engine,  which 
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^98  first  perfected  abroad,  is  accordingly  better  suited  for  high  super- 
^t  conditions  than  the  type  of  gear  commonly  used  in  American 
engines. 

2S  A  difficulty  sometimes  encountered  with  engines  using  high 
superheat  is  the  warping  of  the  cylinder,  the  curvature  being  caused 
by  the  higher  temperature  which  prevails  in  the  metal  next  to  the 
s^eam  chest.  Precaution  is  taken  by  some  builders  to  avoid  such 
trouble  by  leading  the  steam  by  two  independent  pipes,  entirely 
separate  from  the  cylinder  barrel,  from  the  throttle  directly  to  the 
steam  valves. 

26     For  power  plant  auxiliaries,  it  would  appear  that  turbines 
wliich  experience  little  difficulty  from  high  temperatures  will  be  more 
9^A  more  widely  adopted  while  engines  will  be  less  commonly  used, 
especially  so  as  steam  pressures  and  superheats  are  constantly  in- 
<^ea8ing,  it  being  not  unusual  for  new  plants  to  be  designed  to  carry 
from  200  to  225  lb.  with  superheats  of  150  deg.  fahr.  and  over.  With 
^team  engines  running  under  high  vacua,  above  27  in.,  the  great 
^olxuxie  of  steam  to  be  handled  increases  the  size  of  the  engine 
cylinders,  and  the  size  of  ports  through  which  the  steam  must  pass, 
^  each  an  extent  as  to  make  the  engines  very  expensive  if  not  of  im- 
practicable construction.    The  cost  of  an  engine  which  would  permit 
P^    complete  expansion  to  such  a  terminal  pressure,  together  with  the 
'J^^ox'ease  in  cylinder  condensation,  due  to  the  greater  range  of  teni- 
Poratnire,  would  make  the  high  vacuum  undesirable. 

^7  The  turbine,  on  the  other  hand,  can  be  designed  to  operate 
"v^cry  low  terminal  pressures  with  comparatively  slight  increase  of 
^  its  action  as  a  heat  machine  is  such  that  a  greater  expansion  can 
^^  'Utilized  and  the  economy  is  greatly  improved  by  any  increase  in 
^^.cixinin.  When  run  non-condensing,  as  is  well  known,  the  turbine  is 
^****    economical  than  the  non-condensing  engine. 

S8    In  plants  where  the  exhaust  is  atmospheric  and  cannot  be 

to  any  useful  purpose,  the  engine  best  fills  the  conditions, 

^^^^^ded  space  is  available  and  the  speed  may  be  made  low  enough 

^     ^aisure  smooth,  quiet  running.     Such  an  application  is  found  in 

current  generator  sets  of  100  kw.  capacity  and  larger,  in  hotels, 

^oc  buildings  and  hospitals,  where  the  exhaust  is  used  for  steam 

^^^^.^ting  in  winter  and  must  be  wasted  for  several  months  in  the  year. 

POWHB  CAPACITY  OF  APPARATUS 

2Q    The  lower  cost  of  large  turbine  units  and  the  greater  relia- 
^^  of  this  kind  of  apparatus  in  regular  service,  coupled  with  the 
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smaller  space  taken  up  by  turbines  as  compared  with  engines,  has 
practically  put  the  engine  out  of  the  running  as  far  as  large  power 
plants  are  concerned.  Where  60-cycle  apparatus  is  installed  and  con- 
densing units  are  used,  the  engine  has  no  field  beyond  the  500  kw. 
mark,  while  with  direct  connected  25-cycle  apparatus,  the  engine  most 
stop  beyond  the  1000  kw.  limit,  and  with  the  perfection  of  high  speed 
reduction  gears,  it  is  doubtful  if  25-cycle  engine  driven  generators 
can  compete  with  turbine  apparatus  of  even  500  kw.  capacity.  The 
reduction  gear  is  also  rapidly  driving  the  engine  from  the  direct  cur- 
rent field  in  units  of  all  sizes^  above,  say,  200  kw.  capacity.  At  the 
same  time,  elimination  of  operating  troubles  by  the  use  of  direct  con- 
nected turbines  for  exciter  purposes  is  fast  causing  the  turbine  to  sup- 
plant the  engine  for  this  service. 

30  In  the  case  of  non-condensing  units  where  moderate  speeds 
are  required,  the  engine  must  continue  to  hold  the  fields  though 
special  conditions  may  make  the  non-condensing  turbine  a  factor  to 
be  considered.  In  this  connection,  one  installation  might  be  men- 
tioned where  a  belted  turbine  of  750  h.p.  capacity,  running  at  1500 
r.p.m.,  is  used  for  driving  the  constant  speed  shafting  of  a  paper  mill, 
it  being  contended  that  the  greater  uniformity  in  rotative  speed 
secured  by  the  turbine  results  in  fewer  breaks  and  a  more  satisfactory 
product.  In  this  case,  the  exhaust  steam  is,  of  course,  utilized  in  the 
dryers  of  the  machine,  and  the  variable  speed  power  is  supplied  by 
direct  current  motors. 

RELATIVE   SPACE  REQUIREMENTS 

31  Owing  to  the  freedom  from  reciprocating  motion,  the  founda- 
tions required  for  turbines  are  of  small  size  and  light  weight,  there 
being  little  vibration  to  be  absorbed  when  the  alignment  and  balancing 
are  well  done.  The  small  sizes  can  be  safely  operated  on  floors  of 
usual  construction,  designed  for  the  ordinary  floor  loads.  There  is  no 
diflSculty  experienced  with  the  transmission  of  vibration  to  the 
structural  members  of  the  building  or  to  the  piping  system. 

3-2  The  small  space  required  for  the  installation  of  a  turbine 
gives  it  an  advantage  in  water  works  plants,  operating  against  moder- 
ately high  heads.  The  vertical  triple  expansion  engine,  which  was 
formerly  used  almost  exclusively  for  such  work,  requires  a  strong 
massive  substructure  to  absorb  the  shock  and  distribute  the  weight, 
and  a  deep  pit  to  accommodate  the  water  end.  Where  foundation  a 
other  construction  difficulties  are  encoimtered  in  this  work,  the 
may  easily  climb  to  a  high  figure,  and  in  a  case  under  the  autho; 
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personal  observation  the  additional  cost  of  building,  incidental  to  the 
use  of  the  vertical  triple  engine,  would  have  more  than  paid  for  a 
turbine  driven  centrifugal  pump,  while  the  fixed  charges  on  the 
pump  alone  were  more  than  four  times  the  cost  of  the  fuel  required 
to  run  it  to  full  capacity  ten  hours  per  day. 

33  The  turbine  driven  pump  is  not  capable  of  showing  on  test 
the  high  duty  of  the  vertical  triple  engine — which  is  one  of  the  most 
economical  steam  engines — but  the  great  difference  in  the  first  cost 
of  installation  often  makes  the  turbo  set  decidedly  preferable,  es- 
pecially when  the  saving  in  building  is  considered.  A  geared  turbine 
unit  to  pump  100  million  gallons  per  day  against  a  56-ft.  head  was 
recently  installed  in  Ross  Station,  Pittsburgh;  the  pump  speed  was 
350  r.p.m.  and  that  of  the  turbine  3600  r.p.m.  On  the  duty  trial, 
with  steam  at  151  lb.  and  vacuum  2S,3S  in.,  the  pump  showed  a  per- 
formance, including  power  consumed  by  the  auxiliaries,  of  120.5  mil- 
lion ft.  lb.  per  1000  lb.  of  dry  steam,  corresponding  to  16.44  lb.  of 
steam  per  whp-hr.  Six  similar  sets,  ranging  in  capacity  from  6V^  to 
30  million  gallons  per  day  capacity,  are  now  in  process  of  construction. 
The  displacement  of  the  reciprocating  engine  from  a  field  where  its 
superiority  was  formerly  unquestioned,  shows  the  substantial  progress 
which  has  been  made  in  the  development  of  the  steam  turbine  and  the 
centrifugal  pump. 

34  For  boiler  feed  pumps  of  more  than  250  gal.  per  min.  ca- 
pacity, the  turbine  is  often  used,  and  on  account  of  its  small  size, 
usually  results  in  a  neater  and  more  compact  layout.  Where  regu- 
lation by  throttling  is  unnecessary,  and  the  pumps  run  at  or  near 
capacity,  the  economy  as  compared  with  the  direct  acting  type  is  good 
and  can  be  better  maintained.  Valve  renewal  and  packing  troubles 
are  avoided.  The  overload  capacity  of  the  centrifugal  type,  however, 
is  small  and  the  delivery  of  the  pump  must  be  proportioned  to  meet 
the  maximum  demand,  not  the  average  boiler  horsepower  require- 
ments. In  the  smaller  sizes,  the  cost  of  turbine  units  is  high ;  where 
the  load  fluctuates  widely  and  the  speed  must  vary,  the  economy  is 
poor  and  it  is  better  to  install  reciprocating  pumps. 

35  In  the  modern  plant  containing  large  turbo-generator  units, 
space  limitations  in  the  basement  arrangements  are  an  important 
consideration.  With  the  high  vacua  carried,  large  volumes  of  water 
must  he  handled  and  the  turbine  drive  for  circulating:,  condensation 
and  air  removal  pumps  is  in  many  cases  the  proper  selection.  Such 
condenser  sets  have  a  compact  arrangement,  especially  when  a  single 
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turbine  is  used  to  drive  all  the  pumps,  which  greatly  relieves  the 
crowded  condition  that  would  otherwise  obtain.  As  previously  stated, 
they  are  also  preferable  as  being  more  reliable. 

36  The  turbo-compressor  supplying  air  to  blast  furnaces  under 
pressures  ranging  from  20  lb.  to  30  lb.  has  almost  entirely  supplanted 
the  compound  reciprocating  blowing  engine.  One  large  concern 
formerly  in  this  work  has  abandoned  the  construction  of  blowing 
engines  and  is  now  building  turbine  apparatus  exclusively.  For  this 
service,  the  turbine  may  be  run  from  ^500  to  4000  r.p.m.,  and  there 
is  a  great  saving  of  weight  and  space,  as  an  engine  of  this  type  is  six 
or  eight  times  as  heavy  as  the  centrifugal  blower,  and  consequently 
costs  much  more.  It  can  be  installed  comfortably  where  the  blowing 
engine  would  be  out  of  the  question,  and  in  new  installations  the 
relative  cost  of  building  and  foundation  for  the  two  types  has  a  direct 
and  important  bearing. 

UTILIZATION   OF  EXHAUST  STEAM 

37  The  advantage  of  an  oil-free  exhaust  is  in  many  plants  of 
considerable  Talue,  and  especially  so  in  manufacturing  processes  where 
steam  is  used,  as  there  are  many  such  opportunities  for  the  utilization 
of  low  pressure  steam  if  the  oil  has  been  eliminated.  For  the  blocking 
of  hats  and  in  the  treatment  of  other  felt  and  textile  products,  ab- 
solutely clean  steam  is  necessary.  As  heretofore  mentioned,  paper 
manufacturers  have  used  turbines  for  driving  the  constant  speed 
mechanism  of  paper  machines  in  order  to  secure  more  uniform  angular 
velocity,  and  to  avoid  among  other  things  trouble  caused  by  oil  ac- 
cumulation in  the  drying  rolls.  The  danger  of  oil  deposits  in  high 
pressure  steam  boilers  is  well  known  to  all. 

38  In  chemical  processes  where  steam  is  used  for  precipitation, 
as  in  the  precipitation  of  magnesia,  a  small  fraction  of  a  grain  of  oil 
per  gallon  will  often  retard  the  process  or  cause  the  precipitate  to  be 
of  an  entirely  different  character  from  that  obtained  with  oil-free 
steam.  The  separation  of  the  oil  in  exhaust  steam  is  never  absolutely 
complete,  and  fatty  constituents  are  especially  apt  to-  pass  the 
separator. 

AVAILABLE   COOLING   WATER  SUPPLY 

3^  Where  the  available  cooling  water  supply  is  limited  and  must 
be  artificially  cooled  and  recirculated,  the  cost  of  the  cooling  apparatus 
and  the  power  required  must  be  considered.  The  conditions  will, 
perhaps,  be  best  illustrated  by  an  example:   Assuming  a  turbine  to 
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run  at  28  in.  vacunmy  and  a  temperature  rise  of  the  cooling  water  to 
within  10  deg.  of  that  due  to  the  yacuum,  the  circulation  of  52  units 
by  weight  of  cooling  water  for  each  unit  of  steam  condensed  will  be 
necessary.  In  the  case  of  the  engine^  which  will  operate  at,  say,  26 
in.  vacuum,  other  conditions  remaining  the  same,  there  will  be  from 
25  to  27  lb.  of  cooling  water  to  be  handled  for  each  pound  of  steam 
condensed. 

40  With  a  cooling  pond  returning  water  at  90  deg.  to  produce 
27  in.  vacuum  in  a  turbine  plants  the  pumps  must  circulate  70  units 
of  cooling  water  per  lb.  of  steam,  as  against,  say,  30  units  required 
to  produce  25  in.  vacuum  for  the  reciprocating  engine. 

OPERATING  ADVANTAGES 

41  From  the  operating  point  of  view,  the  turbine  possesses  a 
great  advantage  in  the  simplicity  of  its  construction,  a*  factor  which 
tends  toward  increased  reliability  and  lower  cost  of  maintenance.  It 
can  usually  be  more  quickly  started  and  loaded  and,  in  operation, 
usually  requires  very  much  less  attention  than  an  engine  unit  of  corre- 
sponding capacity.  The  lubricating  arrangements  are  few  in  number 
and  of  simple  design. 

SUMMABY 

42  Summarizing  the  foregoing,  the  fields  of  usefulness  of  the 
turbine  and  engine  may  be  briefly  stated  to  be : 

APPLICABILITY  OF  TUBBINB8 

1  Direct    connected   units,   operating    condensing,      60-cycle 

generators  in  all  sizes^  also  25-cycle  generators  above 
1000  kw.  capacity.  (This  paper  is,  however,  not  intended 
to  deal  with  units  of  this  size.) 

Direct  current  generators  in  sizes  up  to  1000  kw.  capacity, 
including  exciter  units  of  all  sizes. 

Centrifugal  pumping  machinery  operating  under  substan- 
tially constant  head  and  quantity  conditions,  and  at 
moderately  high  head,  say  from  100  ft.  up,  depending 
upon  the  size  of  the  unit. 

Fans  and  blowers  for  delivering  air  at  pressures  from  1% 
in.  water  column  to  30  lb.  per  sq.  in. 

2  Direct  connected  units,  operating  non-condensing  for  all  the 

above  purposes,  in  those  cases  wherein  steam  economy  is 
not  the  prime  factor  or  where  the  exhaust  steam  can  be 
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completely  utilized,  and,  in  the  latter  case,  particiilarly 
where  oil-free  exhaust  steam  is  desirable  or  essentiaL 
S  Geared  units,  operating  either  condensing  or  non-condensmg 
for  all  the  above  mentioned  applications,  and  in  addition^ 
many  others  which  would  otherwise  fall  in  the  category  of 
the  steam  engine,  on  account  of  the  relatively  slow  speed 
of  the  apparatus  to  be  driven. 

APPLICABILITY   OF   ENGINES 

1  Non-condensing  units,  direct  connected  or  belted  and  used 

for  driving: 

Electric  generators  of  all  classes  excepting  exciter  sets  of 
small  capacity,  unless  belted  from  the  main  engine. 

Centrifugal  pumping  machinery,  operating  under  variable 
heed  and  quality  conditions  and  at  relatively  low  heads, 
say  up  to  100  ft.,  depending  on  the  capacity  of  the  unit. 

Pumps  and  compressors  for  delivering  water  or  gases  in 
relatively  small  quantities  and  at  relatively  high  pressures 
— in  the  case  of  pumps  at  pressures  above  100  lb.  per  sq. 
in.  and  in  the  case  of  compressors  at  pressures  from  1  lb. 
per  sq.  in.  and  above. 

Fans  and  blowers  (including  induced  draft  fans)  for  han- 
dling air  in  variable  quantities  and  at  relatively  low  pres- 
sures, say  not  over  5  in.  water  column. 

Line  shafts  of  mills,  where  the  driven  apparatus  is  closely 
grouped  and  the  load  factor  is  good. 

All  apparatus  requiring  reversal  in  direction  of  rotation,  as 
in  hoisting  engines  and  engines  for  traction  purposes. 

2  Condensing  units  direct  connected  or  belted,  for  all  the  above 

purposes,  particularly  where  the  condensing  water  supply 
is  limited,  and  where  the  water  must  be  re-cooled  and  re- 
circulated. 

DISCUSSION 

This  paper  was  originally  presented  at  a  meeting  of  the  Phila- 
delphia Section  on  April  12,  1915.  Subsequent  to  this  presentatioUj 
contributed  discussions  of  this  subject  were  received  from  C.  R. 
Waller,^  Sanford  A.  Moss^  and  Paul  A.  Bancel.*    Excerpts  from 

iJour.  Am.  Soc.  M.  E.,  February,  1916. 
2 Jour.  Am.  8oc.  M.  E.,  February,  1916. 
•Jour.  Am.  Boe.  M.  E.,  April,  1916. 
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these  discussions  bearing  directly  on  the  statements  in  the  paper 
follow. 

C.  R.  Wallee.  The  data  regarding  economy  of  turbine  driven 
pumps  given  in  this  paper  do  not  represent  the  highest  performances 
that  have  been  obtained  with  a  turbine  driven  centrifugal  pumping 
unit,  up  to  the  present  time. 

The  geared  turbine  pumping  unit  installed  at  the  Ross  Pumping 
Station,  Pittsburgh,  was  the  first  pumping  machine  of  this  descrip- 
tion ever  built.  Since  that  time  other  units  have  been  constructed 
where  better  results  have  been  obtained.  I  refer  to  the  ofiScial  test 
made  by  the  City  of  Cleveland  of  the  30  million  gallon  centrifugal 
pumping  unit  installed  at  the  Eirtland  pumping  station.  This  unit 
showed  a  duty  of  128,400,000  ft-lb.  per  million  B.t.u.  or  152,020,000 
ft-lb.  per  1000  lb.  of  steam.  The  unit  in  question  during  test 
showed  a  delivery  of  30.3  million  gallons  per  day  against  a  total 
head  of  236.3  ft. ;  the  steam  supplied  was  153.58  lb.  per  sq.  in.  gage, 
with  102.6  deg.  fahr.  superheat,  and  the  turbine  exhausting  into 
a  vacuum  of  28.25  in.  of  mercury. 

Mr.  Barstow,  discussing  boiler  feed  pumps,  gives  the  impression 
tHat  turbine  driven  centrifugal  boiler  feed  pumps  of  less  than  250 
gal.  per  min.  are  not  practicable.  I  would  like  to  add  to  .his  data 
that  these  pumps  are  built  and  used  in  quite  large  numbers  for 
capacities  ranging  from  50  to  200  gal.  per  min. 

Sanford  a.  Moss.  As  the  author  has  stated,  the  general  ad- 
vancement of  the  steam  turbine  has  been  exceedingly  rapid.  It  is 
not  surprising,  therefore,  that  there  is  only  a  small  region  from 
which  the  engine  has  not  yet  been  driven.  Small  turbines  have 
already  begun  to  invade  this  field,  however. 

Usually,  as  pointed  out  by  Mr.  Barstow,  the  water  rate  of  a 
small  turbine  has  been  unimportant.  By  proper  selection  of  the 
number  of  stages,  number  of  bucket  rows  per  stage,  and  wheel  diam- 
eter for  a  given  horsepower,  speed  and  steam  supply,  almost  any 
desired  water  rate  can  be  obtained. 

Single  stage  machines  with  two  or  three  rotating  bucket  rows 
have  been  very  popular.  Now,  however,  more  efl&cient  turbines  are 
available  with  a  greater  number  of  moving  bucket  rows. 

A  balance  must  always  be  made  between  increased  first  cost  and 
increased  operating  cost. 

One  advantage  of  turbines  over  reciprocating  engines,  which 
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the  author  has  not  mentioned,  is  that  the  turbine  maintains  it 
original  water  rate,  while  many  types  of  engine  fall  off  appreciably 
This  was  very  clearly  shown  in  a  series  of  tests  published  by  P.  "W 
Dean  in  The  Joubnal,  June,  1908. 

Paul  A.  Bancel.  In  the  last  paragraph  the  author  states  the 
engines  are  particularly  applicable  for  condensing  units  where  tfc 
condensing  water  supply  is  limited  and  where  the  water  must  I 
recooled  and  recirculated. 

A  compound  condensing  engine  or  a  single  cylinder  uniflcr 
engine  has  high  efficiency— that  is,  utilizes  a  large  share  of  tH 
available  energy  between  the  terminable  pressures,  provided  tT 
exhaust  pressure  is  not  too  low.    A  vacuum  of  26  in.  is  about 
high  as  it  pays  to  go  with  an  engine.    Now  where  water  must 
recooled  by  a  spray  pond  or  a  tower,  very  high  vacuums  are  na 
attainable  because  of  the  physical  and  commercial  limits  to  t- 
temperature  to  which  the  water  can  be  cooled,  to  say  nothing 
the  cost  of  pumping  the  water  if  a  large  quantity  is  cireulat€ 
Thus  the  reciprocating  engine  has  a  field  of  peculiar  applicabilii 
in  plants  of  this  kind. 

The  steam  turbine  is  at  a  disadvantage  under  these  conditions 
moderate  vacuum.     In  a  turbine  the  efficiency  of  conversion 
energy  of  the  steam  into  mechanical  energy  is  greater  the  lower  t7- 
existing  pressure.    High  vacuum  is  doubly  important  to  the  stem 
turbine— to  furnish  more  energy  and  to  furnish  energy  which 
be  abstracted  most  efficiently. 

The  turbine  is  cheaper  than  the  engine,  requires  less  space 
foundations,  is  cheaper  to  operate  and  can  be  built  in  larger  unf: 
than  the  engine,  and  therefore  it  is  pertinent  to  inquire  how  E 
it  is  possible  and  profitable  to  go  in  obtaining  high  vacuum,  so 
to  reduce  the  steam  consumption  to  that  of  the  engine. 
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MEASUREMENT  OF  NATURAL  GAB  IN  LARGE  QUANTITIBS 

That  the  problem  of  measuring  accurately  large  quantities  of 
natural  gas  has  not  yet  been  solved  will  be  conceded  by  most  engi- 
lieers  familiar  with  the  situation.     This  question  is  not  an  easy  one. 
It  is  only  in  the  last  few  years  that  anything  like  the  proper  amount 
of  attention  has  been  given  the  subject.    The  realization  of  the 
'"^^pidly  diminishing  supply  of  the  commodity,  however,  has  given 
^ix  impetus  to  accurate  measurement  as  an  end  towards  conserva- 
tion.   The  increasing  market  price  of  natural  gas  has  also  been  a 

2  During  the  past  five  years,  as  the  desire  for  greater  accuracy 
nx  measurement  became  more  general,  engineers  began  to  look  into 
trho  problem,  investigating  and  improving  upon  the  types  of  meters 
ali-^eady  in  use,  and  applying  other  principles  to  new  types  of  meters. 
Considerable  experimental  work  in  the  field  of  gas  measurement 
been  and  is  now  being  done  by  all  the  larger  pipe-line  companies, 
by  some  manufacturers,  and  unquestionably  great  strides  have 
boen  made  in  this  period  as  a  result. 

3    Among  the  more  important  types  of  meters  now  used  in 

'^^easuring  natural  gas  in  large  quantities,  the  following  might   be 

^^"^^utioned:    Proportional    meters,    pitot    tubes,    orifice     meters, 

^'^^turi  meters,  rotary  meters  (an  application  of  the  anemometer 

F^^mciple)  and  electric   (or  "calorimetric")   meters.     The  last  few 

-^"^^iiB  have  seen  a  great  increase  in  the  number  of  pitot  tube  and 

^^fice  meter  installations,  due  to  the  development  some  years  ago 

^^    Satisfactory  ^diflferential  pressure  gages  for  recording   small  dif- 

^^Hces  in  pressure  between  two  high  static  pressures.     Before  these 

^^^^resented    at    the   Annual    Meeting,    December    1915,    of    The    American 
^^^^'^TY  or  Mechanical  Enqineees.     Awarded  the  Junior  Prize,  1915. 
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gages  were  put  on  the  market,  it  was  necessary  to  have  two  em- 
ployees at  each  station  where  an  orifice  or  tube  was  installed,  to 
record  quarter  or  half  hourly  readings  of  the  differential  pressure,  as 
indicated  oii  an  ordinary  water  column.  Except  in  the  very  large 
measuring  stations,  this  meant  a  prohibitive  operating  cost. 

4  This  paper  will  describe  in  some  detail  the  method  used  by  a 
large  pipe-line  company  in  the  so-called  Mid-Continent  Field  in 
calibrating  its  orifice  meter  discs. 

DESCRIPTION  OF  AN  ORIFICE  METER 

5  An  orifice  meter  consists  of  a  calibrated  disc  in  a  pipe-line, 
with  pressure  line  connections  running  to  two  indicating  or  recording 
gages — one  gage  for  measuring  the  static  pressure  of  the  flowing  gas, 
the  second  to  measure  the  diflferential  drop  in  pressure  across  the 
orifice  disc.  The  disc  is  usually  made  of  iron  or  steel  plate,  and  is 
inserted  in  a  recessed  flange  union.  It  is  necessary  to  take  the  disc 
out  of  the  line  at  times,  either  for  examination  or  to  be  replaced  by 
a  different  sized  disc;  and  inserting  the  disc  in  a  flange  makes  the 
most  convenient  installation. 

6  The  discs  tested  by  the  method  to  be  described  are  machinedL 
out  of  quarter-inch  boiler  plate.    The  edge  of  the  orifice  proper 
flat  for  ^  in.  and  bevelled  at  45  deg.  for  the  remainder  of  the  thick 
ness  of  the  plate.    The  disc  is  inserted  in  the  flange  union,  so  tha* 
the  bevel  faces  the  outlet  side. 

7  The  ordinary  practice  in  orifice  meter  installations  is  to  hav 
the  gage  line  connections  right  at  the  flange,  that  is,  the  inlet  and  tl 
outlet  pressures  are  taken  within  an  inch  or  two  of  the  orifice  dis< 
through   holes  drilled   into  the   companion  flanges.     In  this 
ticular,  the  meters  of  the  type  tested  by  the  author  show  a  departi 
from  the  common  practice.     In  the  meters  tested,  the  high  pressui 
connection  was  two  and  a  half  times  the  diameter  of  the  pipe-li 
ahead  of  the  orifice  disc,  and  the  low  pressure  connection  was  eij 
times  the  diameter  of  the  pipe-line  behind  the  disc.    This 
that  in  an  orifice  meter  installation  on  a  10-in.  line,  for  example, 
high  pressure  connection  is  25  in.  in  front  of  the  disc,  and  the  lo' 
pressure  connection  80  in.  behind  it,  regardless  of  the  size  of  tl 
orifice  in  the  line. 

8  It  was  found  by  experiments  made  at  Charlottenburg  son  —    ^J^!^^ 
eight  years  ago  that,  for  any  flow  through  an  orifice  disc  not 
an  excessive  drop  in  pressure,  pressure  connections  at  just  the 
tances  mentioned  above  would  give  a  smaller  pressure  drop 
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the  disc  than  would  connections  placed  at  any  nearer  position  t 
the  disc.  There  can  hardly  be  any  doubt  but  that  the  inserting  ( 
an  orifice  disc  in  a  pipe-line  would  cause  eddies,  and  while  there  : 
no  evidence  to  show  that  the  presence  of  eddies  would  affect  th 
accuracy  of  any  measurement  through  the  disc,  it  was  thought  bet 
to  eliminate  this  source  of  possible  uncertainty. 

DERIVATION  OF  ORIFICE  METER  FORMULAE  FOR  FLOW  OF  AIR 

9  The  fundamental  formula  for  flow  through  an  orifice  is 

7  =  CvV2(/fl [: 

where  7  =  velocity  of  flow  through  the  orifice,  ft.  per  sec. 

Cv  =  so-called  'Velocity  coefficient,"  varying  with  the  size  an 
shape  of  the  disc.  This  constant  is  also  known  sometime 
as  the  "efficiency,"  though  this  term  is  misleading. 
^  =  acceleration  due  to  gravity,  ft.  per  sec,  per  sec. 
H  =  drop  in  pressure  through  the  orifice  disc,  expressed  i 
feet  of  head  of  the  fluid  flowing,  at  temperature  an 
pressure  conditions  of  flow. 

10  In  this  fundamental  formula,  the  differential  drop  across  th 
orifice  is  given  in  terms  of  feet  head  of  fluid.  The  differential  prei 
sure  gages  used  in  commercial  meter  installations  are  nearly  a 
graduated  to  read  in  inches  of  water  drop  in  pressure.  It  is  necei 
sary,  therefore,  to  derive  from  the  fundamental  formula  an  expressio 
in  which  the  drop  is  in  terms  of  inches  of  water.  This  can  readil 
be  done,  as  follows: 

11  Assuming  air  as  the  flowing  fluid,  the  fundamental  formul 
[1]  can  be  written 

Qi=  43044  -^^^^^^ ^' 

where  Qi  =  volume  of  fluid  (air  in  this  case)  flowing  per  15  min.,  i 
cubic  feet  at  pressure  and  temperature  Pi  and  Ti,  n 
spectively  (the  conditions  at  inlet  of  orifice) 
d  =  diameter  of  orifice,  in. 
Cv,  g  and  W  as  in  the  fundamental  formula  [1]. 

12  To  reduce  the  value  Qi,  which  expresses  volume  at  ten 
perature  and  pressure  conditions  of  flow,  to  Qo>  the  volume  at  th 
standard  conditions  of  temperature  and  pressure  (call  To  and  / 
the  standard  conditions),  it  is  only  necessary  to  apply  the  perfec 
gas  law.  This  is  done  by  multiplying  the  right-hand  side  of  equi 
tion  [2]  by  PiTo/PoTu 
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13  The  drop  in  head,  H,  now  expressed  in  teet  of  fluid  at  Pi 
and  Ti,  must  be  reduced  to  inches  of  water,  as  explained  above. 
Kent  gives  1  ft.  of  air  at  32  deg.  fahr.  as  equal  to  0.015534  in.  head 
of  water  at  62  d^.  I'rom  this,  one  foot  head  of  air  at  Pi  and  Ti  is 
equal  to  (0.015534  Pi  492)  4- (14.7  X^i)  inches  head  of  water  at 
62  d^.     Formula  [2]  can  now  be  written: 

Q  _9007r(PPiro         I      2gh,UJT,  ,3, 

^°     4X144  Po  Ti  ^\  0.015534x492xPi ^^ 

and  then  simplified  to 

Qo  =  54.65  (P^^C.^^' [4] 

14  Formula  [4]  is  the  general  formula  for  calculating  the  flow 
of  air  through  an  orifice  disc.  A  further  simplification  of  this 
formula  is  practicable,  however,  for  commercial  purposes.  As  the 
temperature  of  the  flowing  gas  is  not  usually  measured,  an  average 
value  IS  assumed.  This  is  taken  in  Oklahoma  as  60  deg.  fahr. 
The  pressure  and  temperature  standards  are  definite,  being  usually 
fixed  by  contract.  All  these  values,  together  with  d,  the  diameter  of 
the  orifice,  can  be  assembled  into  one  constant.  A  reduction  to  the 
unit  of  1000  cu.  ft.  is  also  made.     This  gives  us: 

Qo-5- 1000  =  Ca  V  A  Pi [5] 

where  C^  is  the  so-called  "air  constant/'  found  experimentally. 

ORIFICE  METER  FORMULAE  FOR  GAS 

15  The  orifice  meter  formulae  for  flowing  gas  are  derived  by  the 
same  steps  as  those  tor  flowing  air.  Id  the  reduction  of  H  (the  dif- 
ferential of  the  fundamental  formula  expressed  in  feet  head  of  the 
fluid)  to  h  (the  differential  in  inches  of  water)  the  density  of  the  gas 
must  be  considered. jj^t;  If  the  specific  gravity  of  the  gas  be  taken  as 
G,  where  air  equals  unity,  the  general  formula  for  the  flow  of  gas 
through  an  orifice  meter  becomes 

Qo  =  54.65  d'^^Cv^  If; [6] 

This  formula  correspond^  with  formula  [4]  for  flowing  air. 

16  The  simplified  commercial  formula  for  a  gas  flow  becomes 

Qo  =  -^  ^|hPl  or  CoVAP, [7] 

where  Cg  is  the  so-called  "gas  coefficient,"  the  meaning  of  which 
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will  be  explained.    This  formula  corresponds  with  formula  [5]  for 
flowing  air. 

17  Formula  [7]  is  the  formula  actually  used  in  commercial 
measurement.  The  values  of  Pi  and  h  are  shown  by  the  recording 
pressure  and  differential  pressure  gages,  and  Cq  is  mathematically 
derived  from  the  constant  of  the  disc  as  found  by  experiment. 
From  the  two  readings  and  the  gas  coefficient,  the  delivery  through 
the  meter  can  be  calculated. 

RELATIONSHIP  BETWEEN  THE  CONSTANTS,  Cy,  C^  AND  Cq 

18  As  a  rule,  the  theoretical  velocity  coefficient,  Cy,  is  not  used 
in  calculating  deliveries  through  an  orifice.  Its  usefuhxess  lies 
piincipally  in  the  mathematical  analysis  of  the  formulae  and  for 
purposes  of  comparing  experimental  data  of  tests  made  under  widely 
differing  condition  \ 

19  Cj^j  the  air  constant,  and  Cq,  the  gas  coefficient,  are  the 
quantities  that  are  used  commercially.  The  relation  between  these 
two,  as  can  be  seen  by  comparing  formulae  [5]  and  [7],  is  expressed 
by  the  equation 

^»=7g [8] 

20  Cj,y  the  air  constant,  is  the  value  that  is  experimentally  found, 
and  does  not  vary  for  any  disc,  unless  the  assumed  standards  are 
changed.  The  gas  coefficient,  on  the  other  hand,  bebg  a  function  of 
the  gravity  of  the  flowing  gas,  will  vary,  and  the  gas  coefficients  of 
identical  discs  would  be  different  if  the  discs  were  passing  gases  of 
different  gravities.  Orifice  disc  calibration  tests  are  therefore 
usually  figured  for  C^,  the  air  constant,  and  this  is  the  value  that  is 
recorded.  Whenever  a  disc  is  put  in  line  at  a  measuring  station, 
the  gravity  of  the  gas  to  be  measured  is  found  by  a  test,  and  the 
proper  gas  coefficient  calculated. 

21  The  relation  between  Cy  and  C^  is  found  by  equating  the 
right-hand  sides  of  formulae  [4]  and  [5],  and  can  be  expressed  as 


Cv  =  11.55^^ [9] 

GENERAL  OUTLINE  OF  THE  JOPLIN  TESTS 

22  The  tests  on  orifice  meter  discs  to  be  described  in  this  paper 
were  carried  out  at  Joplin,  Mo.  The  discs  were  calibrated  against 
the  displacement  of  air  from  an  old  artificial  gas  holder  at  that  place. 
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The  holder  was  a  two-lift  holder,  water  sealed  and  of  250,000  cu.  ft. 
nominal  capacity.  Roughly  speaking,  its  dimensions  were  90  ft. 
in  diameter  by  40  ft.  total  height*  The  lower  lift  only  was  used  in 
the  tests;  this  lift  has  a  capacity  of  110,000  cu.  ft.  The  reason  for 
using  only  the  lower  lift  was  the  change  in  pressure  of  the  air  in  the 
holder,  as  one  lift  seated  on  the  bottom. 

23  Of  the  several  original  outlets  from  the  holder,  all  but  one 
were  securely  blanked.  The  remaining  12-in.  outlet  was  led  into  a 
long  building,  and  connected  to  a  straight  run  of  some  40  ft.  of  pipe, 
near  the  center  of  which  was  the  orifice  flange.  The  air  passing  out 
of  the  holder  went  through  the  orifice  disc,  and  discharged  into  the 
atmosphere  perhaps  20  ft.  beyond.  A  motor  driven  blower  was 
used  to  fill  the  holder  with  air  previous  to  each  test. 

24  Leakage  Tests  on  Holder.  The  first  tests  made  were  to  de- 
termine the  rate  of  leakage  from  the  holder.  In  order  to  obtain  a 
fair  average,  a  number  of  such  tests  were  run  at  the  start,  with  the 
holder  at  varying  heights.  Leakage  tests  were  also  run  at  intervak 
throughout  the  whole  work,  to  make  sure  that  the  leakage  figure 
first  obtained  had  not  materially  changed. 

25  The  first  leakage  tests  (run  during  August,  1913)  were  un- 
satisfactory on  account  of  the  large  difference  between  temperature 
conditions  at  the  start  and  finish  of  test.  To  avoid  this  difiiculty, 
tests  of  24  hours  duration,  starting  at  about  midnight,  were  made, 
and  better  results  obtained.  The  average  of  three  long  leakage  tests 
showed  103  cu.  ft.  leakage  per  hr.  The  correction  used  in  all  the 
Joplin  tests  was  taken  as  100  cu.  ft.  per  hr.  The  result  of  later 
leakage  tests  showed  practically  the  same  leakage  as  the  above 
average,  the  highest  value  in  any  24-hr.  test  being  115  cu.  ft.  per  hr. 

26  Changes  of  Volume  in  Holder  with  Temperature  Variation. 
During  the  leakage  tests,  it  was  noticed  that  the  rise  and  fall  of  the 
holder  with  temperature  changes  was  a  greater  factor  than  had  been  ^ 
anticipated.     A  4-ft.  rise  from  midnight  to  noon  was  not  uncommoi]^ 
during  the  hot  weather.     It  was  necessary,  therefore,  to  ascertaix^ 
very  accurately  the  proper  correction  to  apply  for  temperatai 
changes  taking  place  during  a  test. 

27  Table  1  shows  observations  and  calculated  results  made 
a  test  run  for  this  purpose.     The  holder  was  filled  to  about 
quarters  capacity  and  allowed  to  stand,  hourly  readings  being 
of  all  quantities  involved.     The  so-called  "top"  temperature  is 
reading  found  by  lowering  a  thermometer  2  ft.  or  so  into  the  ho) 
through  a  bolt  hole  on  top. 
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28  From  the  data  the  net  change  in  volume  due  to  temperature 
variation  for  each  hourly  period  was  calculated.  It  was  found  that 
the  changes  in  volume  as  observed  were  always  greater  than  a 


TABLE  1     READINGS  AND  CALCULATED  RESULTS  OF  FIRST  24-HOUR  TEST  ON 
OAS  HOLDER  FOR  INVESTIGATING  VARIATION  OF  VOLUME  OF  AIR  IN 

HOLDER  WITH  TEMPERATURE  CHANGE 


Height  of  top  of  holdf>r,  at  start,  above  water  in  seal,  421  in. 
Date  of  test.  August  8-9,  1913. 


Time 

Temperatures 

Change   of   Volume   of 
Air    in    Holder,    Cor- 
rected    for     Level     of 
Water    Seal     and    for 
Leakage.    In.  Height 

Calculated 

"Combined" 

Temp. 

Calculated 

Theoratioal 

Chance  of 

Volume  from 

ofl^rt 

Same  Values 

Corrected  for 

Calculated  Lag 

Atmos. 

"Top" 

During 

Previous 

Hour 

From 

Beginning 

of  Test 

of  BH  In.  at 
Start 

6  p.m. 

06 

103 

•  •  •  • 

•  •  •  • 

98H 

■  •  •  • 

-8M 

7  p.ra. 

8  p.m. 
0  p.m. 

93 
00 
88 

97 
01 
88 

-4H 

-8A 

— 17« 
— 21H 

04H 
88 

-6H 

-14H 
-aoH 

— 28H 

10  p.m. 

11  p.m. 

12  night 

87H 

86 

85 

86 
86 
85 

-2« 

-34H 
— 25M 

-26H 

87 
86 
86 

--16H 

-17H 
-18« 

-24H 
-25H 
-27H 

1  a.m. 

2  a.m. 

3  a.m. 

84 
82 
81 

84 
83 
82 

-IH 

-27H 
-20A 
-30A 

84 
SlH 

-20H 
—21H 
—23 

-28H 
—80 

— 31K 

4  a.m. 

5  a.m. 

6  a.m. 

80 

70H 

78M 

81 
80 
80 

-IH 
-  H 

-3lA 
-32  H 

-33A 

80H 
79H 
70 

— 24Ji 

—25 

-26« 

— 32H 
-33K 
—34 

7  a.m. 

8  a.m. 
0  a.m. 

80 

85H 

87H 

86 
100 
108 

5H 
7H 
7H 

-27H 

-2oA 

-12H 

82 

OOM 

04H 

— 21JI 
—  5 

-30H 

—10 

-13K 

10  a.m. 

11  a.m. 

12  noon 

92 
95 
06 

118 
122 
131 

7A 

7H 

5H 

-5H 
6Ji 

101 
104 
108 

4J^ 

OH 

16H 

~3« 

8H 

1  p.m. 

2  p.m. 

3  p.m. 

98 

lOOH 
lOOH 

132 

131H 
129 

2H 
1 

2A 

9H 
10>i 

12A 

109M 

111 

110 

lOH 
2VA 
20 

13« 
UK 

4  p.m. 
Spjtn. 
6  p.m. 

08H 
97 

94H 

126 
117 
109 

-2tt 
—2H 

-lA 

9H 

6K 

2A 

107H 
104 

OOH 

16H 
2 

7H 

-6M 

calculation  based  on  the  ratio  of  absolute  temperatures  alone  would 
give.  After  some  little  study  and  debating,  it  was  decided  that  this 
was  due  to  the  presence  of  aqueous  vapor  in  the  holder.    This  point 
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has  always  appeared  eapecially  interesting,  ajid  therefore  deat 
further  analysis  here. 

29  That  saturated  water  vapor  was  present  in  the  holder  t 
evident.  By  Dalton's  law,  it  is  correct  to  assume  that  the  pra 
inside  the  holder  is  made  up  of  two  distinct  quantities  (a)  the  tei 
of  the  saturated  aqueous  vapor,  (b)  the  pressure  of  the  air  ix 
holder.  The  sum  of  these  two  component  pressures,  expresse 
absolute,  will  be  the  barometer  reading  plus  the  reading  of  a  U- 
connected  up  to  the  holder  pressure.  Therefore,  for  a  com 
barometer,  the  total  pressure  of  the  holder  will  not  change. 


Temperotura  of  Holdler  Air,  Deg  fahr. 

Pio.  1    Calodlatbd  "Gas   Pbessuke"   in   Holdkb  witb   Varying 
Temfesatcse 

however,  the  temperature  should  rise  while  the  barometer  rem 
constant,  the  tension  of  the  saturated  vapor  will  increase,  and 
second  component  of  the  total  pressure,  the  pressure  of  the 
(which  will  be  called  the  "gas  pressure"  in  this  connection)  mus 
correspondingly  decreased.  With  varying  barometer  readings, 
change  in  value  of  each  component  pressure  will  be  different.  I: 
ever,  a  very  close  approximation  can  be  had  by  basing  all  coi 
tions  on  the  average  barometric  readinR  at  Joplin,  viz.,  29.3  in. 

30  For  any  temperature,  the  second  component  of  the  1 
holder .  pressure — the  gas  pressure — can  be  found  by  subtrac 
from  the  total  holder  pressure  the  vapor  tension  for  the  temperat 
The  total  pressure  is  the  assumed  barometric  reading,  29.3  in.. 
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the  obsPTved  pressure  of  the  holder,  4.60  in  of  water.  The  vapor 
tension  for  varying  temperatures  can  be  found  in  any  handbook. 
Fig.  1  sbowB  the  variation  of  the  gas  pressure  in  the  holder  for  tem- 
perature changes.  The  circles  indicate  points  found  by  computa- 
tion, and  through  these  the  curve  is  drawn. 

31  Charles'  law  states  that  the  ratio  pv/t  is  constant  for  a 
perfect  gas.  Under  such  small  changes  of  pressure  and  teinpera- 
ture,  air  can  be  assumed  a  perfect  gas.  The  value  of  the  pressure 
cor/esponding  with  th*:  temperature  being  known  from  Fig-  1,  the 
volume  cfm  be  found  by  calling  the  volume  at  any  assumed  standard 


^ 

a 


Temperature  of  Air,Oeg  Fohr 


temperature  unity.  In  these  calculations,  the  volume  at  70  deg. 
fahr.  is  taken  as  unity.  The  full  curve  of  Fig.  2  is  the  final  result. 
Dotted  in,  for  purposes  of  comparison,  is  a  curve  showing  the  Boyles' 
law  variation  for  constant  presssure.  It  can  be  seen  at  a  glance 
that  the  volume  variation  under  temperature  changes,  as  observed 
at  Joplin,  is  considerably  more  than  it  would  be  in  the  absence  of  the 
water  vapor. 

32  To  go  back  lo  the  test  made  on  the  holder  to  study  the  cor- 
rection to  be  applied  for  varying  temperatures,  taking  account  of 
the  effect  of  the  vapor  tension,  as  just  explained,  it  was  found  in  the 
study  of  the  volume  variation  with  temperature  that  the  observed 
rise  and  fall  of  the  holder  during  the  test  corresponded  with  a  tcm- 
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perature  change  equal  to  the  sum  of  two-thirds  the  atmoapheric 
temperature,  plus  one-third  the  "top"  temperature.  This  umply 
means,  of  course,  that  the  average  temperature  of  the  holder  ur  is 
that  combination  of  the  two  observed  temperatures. 

33  Fig.  3  showsatest  of  the  correctness  of  this  average  tempera- 
ture of  the  holder  air.  The  dotted  curve  shows  the  comput«J 
theoretical  rise  and  fall  of  the  bolder,  using  the  temperature  correc- 


Nighl"  Noon 

August  8S,  1913  Auguit  Stt,  1913 

Fio.  3    AcTDAL  AND  Thkcwitioal  Bisb  ahd  Fall  or  HoLim,  hmdkk 

TiHPKRATURi  Chanoks.    First  24-hb.  Tist 

tioD  just  described,  and  based  on  the  so-called  "combined"  tem- 
perature. The  heavy  curve  shows  the  actual  rise  and  fall  observed. 
These  two  curves  follow  each  other  fairly  well,  except  for  a  lag  during 
the  middle  of  the  day.  They  bear  the  closest  relation  during  the 
period  between  9  p.h.  and  6  a.m.,  when  the  effect  of  the  sun  whining 
down  on  the  black  holder  top  is  not  present.  During  the  afternoon 
it  is  evident  that  the  "top"  temperature  has  a  greater  proporti<mate 
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xt  on  the  average  temperature  of  the  air  in  the  holder  than  the 
imbixied"  temperature  allows. 

34  Fig.  4  shows  curves  of  a  similar  nature  for  &  second  run  made 
^eck  the  results  of  the  first  run.  The  actual  and  theoretical  rise 
faJl  of  the  holder,  plotted  on  the  same  scale  over  each  other, 
Q    show  very  good  agreement,  particularly  during  the  night. 


^^•g  during  the  hottest  part  of  the  day  is  again  shown,  in  some- 
tjetter  shape,  due  to  the  fact  that  this  second  test  was  started 
■^.M.,  while  the  first  started  at  6  p.m. 

DESCRIPTION  OF  PHOCEDDRE  DURING  ORIFICE  TESTS 

"S  Table  2  shows  a  sample  page  of  the  observations  and  cai- 
'^•^sd  results  of  one  orifice  test.  These  tests  were  made  with  a 
^^  start,  that  is,  the  air  was  started  discharging  through   the 
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meter  orifice  several  minutes  before  the  first  tank  level  reading  was 
taken.  The  ^al  tank  level  reading  was  taken  under  similar  condi- 
tions. Half-hourly  readmgs  of  atmospheric  temperature,  "top" 
temperature,  tank  level,  water  level  in  seal,  differential  drop  in 
inches  of  water  across  orifice  disc,  and  the  temperature  of  the  dis- 
charged air  were  taken.  To  facilitate  calculation,  the  tank  level 
reading  was  taken  by  a  gage  stick,  marked  off  in  cubic  feet  displace- 
ment. The  exact  diameter  of  the  lower  lift  was  found,  and  from 
this  it  was  computed  that  a  displacement  of  100  cu.  ft.  corresponded 


TABLE  2     READINGS  AND  CALCULATED  RESULTS  OF  A  SAMPLE  HOLDER  TEST 

ON  ORIFICE  METER  DISC 


Tbmpkraturks 

Gage 

Stick 

Rpad- 

ing 

V- 
Tube 

In. 
Water 

Calculated 
(Apparent)     "Com- 

Displace-     bined" 
ment         Temp. 

in  H  br. 

Correc- 
tion for 
Temp. 
Changes 

Time 

Atmoa. 

•Top" 

Ori- 
fice 

Calculationa 

816 
8.45 
9.15 

9.45 
10.15 
10.45 

11.15 
11.45 
12.15 

12.45 
1.15 
1.45 

2.15 
2.45 

66 

67M 
67 

63 
66 
66 

65H 
65H 
65H 

65 
65 
64H 

64 
6} 

66 

•  •  •   • 

66 

•  •  •  • 

64H 

•  •  ■  • 

63H 

•  •  •   • 

63 

•  •  •   « 

63 
/  •  •  • 

62H 

•  •   •    ■ 

66 
65 
65 

64H 

64 

64 

63H 
63H 
63H 

63>4 
63>4 
63 

63 
63 

252,37; 
244.050 
236,350 

228,125 
219,725 
210.950 

202,325 
193.700 
18-.625 

177.176 
168,850 
160,425 

152,070 
143,700 

4.39 
4.39 
4.38 

4.37 
4.36 
4.36 

4.35 
4.35 
4.34 

4.32 
4  30 

4.28 

4.26 

4.24 

4.34 

•   •  •   • 

8,625 
7,700 

8.225 
8.400 
8,775 

8,625 
8,625 
8,075 

8,450 
8.325 
8,425 

8,350 
8.375 

66 
66 
66H 

66 

65H 

65H 

65 
65 
64  >4 

64H 
64H 
64 

63H 
63>4 

•   •  •   « 

0 
330 

—320 

—230 

0 

—210 

0 

—200 

0 

0 

—170 

—160 
0 

Apparent  total.  108,975 

Seal   water  cor- 
rection     — 140 

Leakage  corr. .      — 66(f 

Temperature 

corr —060 

Net  total 107.225 

Avg.  flow 8.248 

Calculated  Ca  . .       .620 
Calculated  Cv..  67.3% 

64       i 

108.975 

65 

—960 

Teat  No.  227,  Nov.  12,  1913.     Orifice  Disc  No.  8301.     Barometer  2935  in. 

with  a  holder  drop  of  0.1835  in.  This  100-ft.  graduation  was  the 
smallest  on  the  gage  stick.  The  space  could  readily  be  divided 
visually  into  quarters,  so  the  content  of  the  holder  at  any  moment 
could  be  read  to  the  nearest  25  cu.  ft.  Differences  between  two 
consecutive  half-hourly  tank  level  readings  would  therefore  give 
the  uncorrected  (or  apparent)  quantity  of  air  passing  out  in  that 
period.  Preliminary  corrections  have  to  be  applied  to  this  value  as 
follows:  (1)  holder  leakage,  at  the  rate  of  100  cu.  ft.  per  hr.,  (2) 
variation  of  the  water  level  in  seal,  due  to  leakage  out,  evaporation, 
or  pumping  in  of  fresh  water,  (3)  temperature  change  during  test. 
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TABLE  3    SUMMARY  OF  HOLDER  TESTS  ON  8-1 N.  ORIFICE  METERS 


Teat 

No.  of 

Meter 

Diao 

Date  of 
Test  and 
Duration 

inHr. 

Avg.  Corr. 

Rate. 
Cu.  ft./30in. 

U-Tube 

Reading, 

In. 

Water 

Baro- 
meter, 
In.  Hg. 

Observed  Temp. 

Calc. 
Ca 

No. 

« 
Flow 

••Com- 
bined" 

201 

8401 

Sept.  25  IH 

15.503 

4.07 

20  3 

58 

62 

1.036 

202 

8501 

26  2 

25.361 

3.31 

20.3 

62 

56 

1.868 

203 

8301 

26  3 

8,178 

4.415 

20.3 

58 

54 

0.622 

204 

8351 

27  3 

11,671 

4.26 

20.3 

62 

60 

0.752 

205 

8451 

27  3 

20.223 

3.82 

20.3 

62       • 

60 

1  376 

206 

8451 

28  2 

20.580 

3.70 

20.2 

64 

61 

1.400 

207 

8351 

28  3 

11.668 

4.33 

20.2 

61H 

60 

0.747 

208 

8401 

28  2H 

15.706 

4.11 

20.2 

61 

58 

1.041 

200 

8351 

30  2H 

11.850 

4.31 

20.3 

66 

62 

0.759 

210 

8451 

30  2 

20.421 

3.83 

20.3 

64 

69 

1.304 

211 

8501 

Oct.     2  IH 

26.647 

3.36 

20.3 

70 

67 

1.914 

212 

8501 

2  ly^ 

26,187 

3.40 

20.3 

67H 

63 

1.883 

213 

8401 

2  2yi 

15.830 

4.14 

20.3 

65 

60H 

1.038 

214 

8301 

3  2H 

6.124 

2.355 

20.3 

70 

60 

0.627 

215 

8301 

4  5M 

8.406 

4.41 

20.2 

70 

70H 

0.532 

216 

8201 

6  4K 

3,570 

4.52 

20.2 

68 

65 

0.2234 

217 

8201 

7  4M 

2.575 

2.37 

20.3 

60 

65 

0.2217 

218 

8452 

Nov.    3  2 

18.080 

3.37 

20.4 

58 

55 

1.387 

210 

8452 

3  2^ 

18,772 

3.42 

20.4 

67 

54 

1.358 

220 

8452 

4  2 

18.070 

3.44 

20.5 

57 

52 

1.372 

221 

8452 

4  2 

18.701 

3.44 

20.5 

55 

40 

1.361 

222 

8502 

5  2 

23.000 

2.81 

20.45 

57 

52 

1.841 

223 

8502 

5  IH 

23.215 

2.82 

20.45 

56 

50 

1.853 

224 

8502 

5  IH 

23.375 

2.80 

20.46 

55 

50 

1.879 

225 

8201 

6  6 

3.641 

4.52 

20.3 

60 

• 

50 

0.2274 

226 

8301 

11  3H 

8.166 

4.33 

20.35 

50H 

58H 

0.521 

227 

8301 

12  6H 

8.248 

4.34 

20.35 

64 

65 

0.520 

228 

8502 

13  2 

23.485 

2.80 

20.4 

63 

64H 

1.852 

220 

8201 

14  5 

3.566 

4.53 

20.45 

64H 

64H 

0.2248 

230 

8201 

15  4 

3.560 

4.685 

20.3 

54 

40 

0.2242 

231 

8352 

Dec.     5  3 

11.257 

4.10 

20.4 

50 

56 

0.742 

232 

8601 

6  IH 

31.267 

1.70 

20.2 

55H 

46 

3.273 

233 

8352 

5  4 

11.241 

4.18 

20.1 

55H 

48 

0.746 

234 

8601 

7  IH 

30.478 

1.65 

20.5 

51 

33 

3.293 

235 

8352 

6  3H 

11,310 

4.00 

20.2 

55 

46 

0.762 

236 

8601 

7  IH 

30.463 

1.65 

29.5 

51 

31 

3.306 

237 

8363 

5  4H 

11.161 

4.08 

29.4 

50H 

56 

0.738 

238 

8502 

7  IH 

22.758 

2.00 

29.5 

50 

30 

1.866 

230 

8601 

30  IJ^ 

30.548 

2.355 

20.3 

47 

32H 

3.305 

r  z:.  ~z  -"nrz 

-  —_^  ' 

-  -  _ 
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TABLE  3    SUMMARY  OF  HOLDER  TESTS  ON  8-IN.  ORIFICE  METERS— Cokcludbd 


Test 

No.  of 

Meter 

Disc 

Date  of 

Teetand 

Duration 

inHr. 

Avg.  Corr. 

Rate 
Cu.  ft./30m. 

U-Tube 

Reading, 

In. 

Water 

Baro- 
meter, 
In.  Hg. 

Obaerred  Temp. 

• 

Calo. 

No. 

Flow 

"Com- 
bined" 

Ca 

240 

8651 

30  IH 

31.023 

2.00 

20.3 

48 

33 

2.487 

241 

8551 

31  IH 

30.042 

3.00 

20.2 

50H 

37 

2.467 

242 

8571 

31  IH 

33.082 

2.665 

20.2 

40 

37 

2.871 

243 

8571 

Jan.*     1  IH 

20.408 

1.065 

20.0 

53H 

46H 

2.865 

244 

8601 

1  IH 

31.003 

1.64 

20.0 

53 

45 

3.825 

245 

8661 

1  IH 

27,337 

2.30 

20.0 

52 

40H 

2.486 

246 

8362 

2  3H 

10.060 

4.13 

20.3 

48H 

30 

0.762 

247 

8362 

2  3M 

11.148 

4.31 

20.8 

48 

27H 

0.762 

248 

8551 

3  IH 

26,775 

2.285 

20.3 

48H 

31H 

2.468 

240 

8601 

3  IH 

30,503 

1.615 

20.3 

40H 

32 

3.344 

260 

8671 

3  IH 

28.405 

1.06 

20.8 

48H 

28H 

2.863 

261 

8621 

Feb.  16  IM 

28.108 

3.13 

20.4 

40 

42 

2.163 

262 

8261 

18  3 

5.684 

4.62 

20.1 

47H 

36H 

0.3668 

268 

8251 

10  3H 

5.636 

4.61 

20.3 

40 

36 

0.8600 

264 

8521 

10  IH 

28.075 

3.22 

20.3 

47M 

36 

2.162 

266 

8151 

20  0 

1.877 

4.63 

20.4 

.  52H 

31 

0.1216 

266 

8161 

21  5H 

2.144 

4.63 

20.7 

56 

40 

0.1338 

267 

8151 

23  0 

1.802 

4.61 

20.6 

46 

12H 

0.1106 

268 

8305 

Mar.    4  3 

8.101 

4.40 

20.4 

62H 

36 

0.5275 

260 

8506 

6  IH 

23.425 

3.00 

20.5 

40H 

35H 

1.866 

260 

8506 

0  IH 

23,617 

2.06 

20.4 

52H 

44 

1.867 

261 

8473 

25  IH 

22,375 

3.30 

20.35 

58H 

64H 

1.615 

262 

8474 

25  IH 

21.085 

3.28 

20.35 

50 

64K 

1.505 

263 

8473 

25  IH 

22.162 

3.28 

20.4 

50 

62M 

1.615 

264 

8474 

25  1>4 

22.045 

3.27 

20.4 

50 

63 

1.607 

266 

8251 

26  5 

5.655 

4.51 

20.4 

50 

50 

0.3532 

266 

8151 

27  5H 

2.048 

4.50 

20.35 

63 

50 

0.1274 

267 

8251 

30  6 

5,780 

4.52 

20.4 

62 

63 

0.3603 

268 

8151 

Apnl    1  6H 

2.161 

4.64 

20.5 

62 

66M 

0.1330 

269 

8251 

2  5 

5,500 

4.50 

20.5 

61 

50 

0.3470 

270 

8171 

6  5 

2.742 

4.62 

20.3 

50 

55H 

0.1606 

271 

8171 

7  6H 

2,564 

4.61 

20.55 

54 

36H 

0.1644 

272 

8171 

8  8 

2,553 

4.62 

20.65 

54 

20 

0.1668 

273 

8171 

0  6 

2,513 

4.61 

20.5 

55 

34H 

0.1622 

274 

8151 

18  6H 

2,000 

4.61 

20.4 

50 

52 

0.1253 

275 

8151 

19  6 

1,866 

4.60 

20.45 

50 

44 

0.1188 

270 

8151 

20  6H 

1,098 

4.50 

20.4 

64 

60 

0.1238 
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TABLE  4    SUMMARY  OF  HOLDER  TESTS  ON  10-IN.  ORIFICE  METERS 


Teat 
No. 

No.  of 

Meter 

Disc 

Date  of 

Teat  and 

Duration 

in  Hr. 

Avg.  Corr. 

Rate. 

Cu.  ft./30  m. 

U-Tube 

Reading, 

In. 

Water 

Baro- 
meter, 
In.Hg. 

Obaerved  Temp. 

Calo. 

Flow 

"Com- 
bined" 

401 
402 
403 

10401 
10501 
10501 

Dec.  20  3 
20  2 
20  2 

13.978 
23.156 
23.138 

4.345 

3.94 

3.94 

29.4 
29.5 
29.4 

48 
47 
48H 

32 

32H 
31 

0.9286 

1.611 

1.620 

404 
405 
406 

10801 
10751 
10801 

26  1 
21  1 
21  1 

53.855 
49.513 
53.975 

1.38 
1.89 
1.38 

29.4 
29.5 
29.8 

45 
48 
50 

29H 
33H 
35 

6.384 

4.983 

6.870 

407 
408 
409 

10801 
10751 
10501 

22     H 

22  1 

23  2 

55.595 
50.575 
23.209 

1.43 
1.95 
3.95 

29.2 
29.2 
29.2 

48 
49 
49 

36 
35 
82H 

6.429 
5.026 
1.626 

410 
411 
412 

10401 
10551 
10551 

23  3H 
22  IH 
26  IH 

14.189 
29.042 
28.225 

4.38 
3.89 
8.68 

29.2 
29.2 
29.4 

48 
48 
45 

33 
26M 

0.9406 

2.035 

2.055 

413 
414 
415 

10751 
10801 
10501 

27  1 
27     H 
27  2 

48.850 
55.220 
21.080 

1.90 
1.39 
3.28 

29.4 
29.4 
29.4 

48 
49 
49 

36H 
37 

35H 

4.976 
6.450 
1.605 

416 
417 
418 

10701 
10401 
10801 

28  1 

Jan.     5  3 

5  1 

45.038 
13.990 
53.363 

2.41 
4.31 
1.37 

29.5 
29.4 
29.5 

46H 
43H 

47 

35H 
28H 

3.986 

0.9355 

6.368 

419 
420 
421 

10501 
10651 
10551 

6  2 

6  IH 

7  IH 

23.076 
39.034 
^.593 

3.89 
2.87 
3.65 

29.3 
29.3 
29.1 

49H 
50 

53H 

39 
40 
49H 

1.604 
3.159 
2.025 

422 
423 
424 

10601 
10751 
10551 

7  m 

7  1 

8  IH 

34.335 
50.320 
28,457 

3.27 
1.89 
3.63 

29.0 
29.0 
29.0 

54 
62H 

48H 
47H 
46 

2.581 
4.997 
2.035 

425 
426 
431 

10601 
10601 
10771 

8  ly^ 

8  IH 
17  1 

34.028 
34.105 
50.952 

3.24 
3.25 
1.61 

29.0 
29.0 
29.3 

49 
51 H 

37M 

43 

44 

2.613 
2.592 
5.474 

432 
433 
434 

10351 
10601 
10601 

17  3H 

18  IH 
20  1^ 

10.890 
34.250 
33.983 

4.39 
3.31 
3.27 

29.3 
29.0 
29.2 

53 
52 
52 

44H 
44 

42H 

0.7067 

2.578 

2.571 

435 
436 
437 

10451 
10651 
10351 

20  2H 
20  1 
22  3^ 

18.172 
38.922 
11.028 

4.16 
2.91 
4.44 

29.2 
29.2 
29.0 

50 
49 
57 

38H 

33 

57 

1.224 
3.174 
0.7003 

438 
439 
440 

10651 
10551 
10551 

22  l}i 

22  IH 

23  IM 

40.104 
14.412 
14.713 

2.92 
3.68 
3.69 

29.0 
29.0 
29.0 

56H 

57 

55 

57 

56H 

63H 

3.147 
2.015 
2.063 

441 
442 
443 

10751 
10701 
10701 

23  1 

23  1 

24  1 

25.288 
45.510 
44.938 

1.91 
2.39 
2.35 

29.0 
29.0 
29.2 

53 
52 

47M 

46 
40  J4 
34 

5.001 
4.061 
4.076 
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With  these  corrections  applied,  the  correct  quantity  ot  air  ] 
through  the  orifice  is  obtained.  This  quantity,  however,  is  ex] 
at  holder  pressure,  and  at  some  definite  temperature,  varyini 
day  to  day,  i.e.,  the  "combined"  temperature.  A  reduction  is 
sary  in  order  that  the  quantity  of  air  passing  through  the 
may  be  expressed  in  cubic  feet  at  standard  conditions  of  pressu 


TABLE  4    SUMMARY  OF  HOLDER  TESTS  ON  10-IN.  ORIFICE  METERS — O 


Test 
No. 

No.  of 

Meter 

Disc 

10801 
10351 
10451 

Date  of 

Teat  and 

Duration 

inHr. 

Avg.  Corr. 

Rate. 

Cu.  ft./30m. 

U-Tube 

Reading, 

In. 

Water 

Baro- 
meter, 
In.  Hg. 

29.2 
29.0 
29.4 

Observed  Tamp. 

Flow 

46H 
60 

49M 

••Com- 
binad" 

444 

449 
452 

24  1 
28  3H 
31  2H 

53.895 
11,101 
18,329 

1.36 
4.44 
4.23 

32H 

62 

36 

454 

.456 
457 

10501 
10801 
10351 

Feb.     1  2 
2  1 
2  3 

23,345 
53,800 
10,805 

3.93 
1.37 
4.37 

29.3 
29.3 
29.3 

50 
60 
51 

43 
38 
40 

458 

459 
460 

10801 
10701 
10351 

3  1 

3  1 

4  4 

53,863 
44.560 
10,761 

1.38 

2.40 

•      4.46 

29.4 
29.4 
29.2 

48 
47 
47 

33 
30 
31H 

461 
462 
463 

10771 
10771 
10551 

4  1 
6  1 
6  IH 

51,680 
61,187 
27,638 

1.6i 
1.66 
3.76 

29.2 
29.4 
29.4 

44 

39 
39 

31 H 

13H 

7H 

465 
466 
467 

10621 
10621 
10621 

11  IM 
11  l^ 
11  IH 

36,934 
36,742 
36.818 

3.12 
3.11 
3.10 

«9.3 
29.3 
29.3 

63 

61H 
51H 

48H 
47H 
46 

477 
478 
479 

10301 
10301 
10252 

AprU21  6 

22  6 

23  7 

4.069 
4,066 
2.736 

4  49 
4.47 
4.62 

29.4 
29.6 
29.4 

64 
65 
64 

67 
67 
66H 

480 
481 
482 

10301 
10262 
10252 

25  6H 

26  7 

27  7 

3.863 
2,707 
2,746 

4.37 
4.63 
4.67 

29.65 

29.3 

29.26 

60 
67 
63 

47 

67 
62 

483 
484 
485 

10301 
10301 
10301 

28  6 

29  6 

30  6 

4.006 
3.990 
3.931 

4.42 
4.48 
4.49 

29.4 
29.6 
29.0 

62H 

62 

61 

56 
53 
53 

486 

1 

10252 

May     1  6 

2.701 

4.63 

29.4 

62 

S5H 

temperature,  (29.4  in.  of  mercurj-  or  14.41  lb.  per  sq.  hi.,  and  ( 
fahr.). 

36  This  corrected  value  of  the  quantity  of  air  discharg 
duced  to  standard  conditions  of  temperature  and  pressun 
responds  with  the  value  Qo  in  formula  [4].  In  this  formula, 
the  quantities  but  Cy  are  known,  the  latter  can  be  calculated. 
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f^l^t.ion  between  Cy  and  C^,  as  shown  by  equation  [9],  gives  a  means 
>f  oltaming  this  latter  value.  As  stated  earlier  in  the  paper, 
^tke  15-min.  air  constant  was  the  value  calculated  in  all  the  Joplin 
tests. 

SUMMARY  OF  RESULTS  OF  TESTS 

37    About  one  hundred  and  ^ty  tests  on  8  and  10-in.  orifice 
naeter  discs  were  run  at  Joplin  during  1913-1914.     A  summary  of 
the  results  of  these  tests  is  included  ua  Tables  3  and  4.    A  note  on  the 
system  used  m  numbering  the  discs  will  make  the  summary  self- 
explanatory.    The  first  one  or  two  digits  indicate  the  size  of  the  pipe 
ine  in  which  the  disc  is  inserted;  the  next  two  digits,  the  size  of  the 
>rifice;  the  remaining  digits,  the  serial  number  of  the  disc.     For 
example,  8473  represents  an  8-in.  meter  disc,  454 -in.  orifice;  104211  is 
*  10-in.  meter  disc,  4Ji-in.  orifice,  etc.      It  was  found  necessary  to 
discard  perhaps  half  a  dozen  tests,  on  account  ot  their  disagreeing 
^dely  from  the  averages  of  the  remainder.     In  two  or  three  of  these 
discarded  tests,  a  shower  or  a  fall  of  snow  during  the  test  furnishes  a 
Possible  explanation;  in  other  tests,  no  explanation  was  found. 

38  It  is  worthy  of  special  note  that  in  these  tests  the  standard 
-is^id  is  an  actual  measurable  volume,  and  not  a  standardized  pitot 
^^J.lje  or  other  indirect  method  of  measurement.    The  advantage  of 

able  to  calibrate  directly  against  displacement  is  a  most  im- 
itant  feature  of  these  holder  tests.     A  second  feature  of  the  tests 
the  ability  to  automatically  secure  a  practically  constant  flow, 
^hout  regulation  of  any  kind. 

39  Another  point  deserving  mention  is  the  fact  that  duplicate 
C8  of  sizes  already  tested  at  Joplin  require  no  calibration  of  any 

*^ixi(l.  It  is  merely  necessary  to  micrometer  the  orifice  and  to  cor- 
^^ct  mathematically  for  any  small  deviation  from  the  nominal 
iifimeter.  For  example,  if  a  new  8-in.  by  4-in.  orifice  disc  micro- 
^^*^cters  4.004  in.  in  diameter,  and  the  result  of  the  Joplin  tests  on  the 
^^*^^ster  8-in.  by  4-in.  orifice  be  1.034,  the  value  of  C^  for  the  slightly 
^^ersized  disc  would  be  1.034  (4.004 -v- 4.000)'  or  1.036. 

40  The  possibility  of  securing  constants  for  duplicate  discs 
^^thout  actual  calibration  is  a  great  advantage,  as  will  be  realized. 
^^  ttieans  that  sufficient  time  and  effort  can  be  spent  in  calibrating 
^be  master  discs  to  secure  the  highest  possible  accuracy,  without 
^^ving  the  cost  of  an  individual  disc  excessively  high.  That  the 
^^t,hod  of  calculating  constants  for  new  discs  as  described  above  is 
^^i^rect  has  been  ver>'  well  showTi  by  careful  checks  made  at  Joplin. 
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COMPARISON  OF  RESULTS  WTTH  CHARLOTTENBURQ  TBSTB       • 

41     The  only  published  report'  of  teeta  made  on  oiifice  discs 
similar  to  those  tested  at  Joplin  gives  the  values  of  the  ivelodty 


Raf-io  of'  Pipe  Diameter  to  Orifice  Disk  Piometer,  Per  Cent. 
5    CoMPABiBON  OP  Vblocitt  Coepticients  OP  Oripick  Hitxs  Discs,  as 
Found  in  Joplih  Tbstb  pob  Sin.  and  IO-ih.  Pipb  Linib,  with 

VaLUKS    found   at   CHABLOmNSUKO 


SUMMARY  C 


VALUES  PLOTTED 


JopliD  Wn. 

_-_!._._ 

Joplin 

lO-in. 

d/D 

dlD 

1           i,D 

C 

0.1873 

64 

e               0.16 

eo 

1           '           0,25 

83.3 

1           1           0.30' 

64 

0 

64 

S6 

8           1           0.40 

0 

312S 

66 

T3 

STB 

ai 

4376 

71 

40 

9           ;           0.70 

06 

0 

SO 

76 

46 

70 

106 

0 

SOZS 

0 

SM 

83 

56 

78 

0 

6ZS 

86 

60 

83 

6876 

96 

66 

0 

7187 

100 

70 

es 

80 

110 

coefBcient,  C,,  (aa  used  in  the  fundamental  formula)  for  Z}^-m.  pipe 
found  in  tests  made  at  Charluttenburg,  Germany.     Fig.  5  shows 
'Zeit  dM  Ver.  d.  Ing.,  F«b.  23,  190S. 
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graphically  the  values  found  at  Charlottenburg  compared  with  the 
Joplin  results  for  8  and  10-in.  pipe.  The  Joplin  curves  agree  fairly 
well  with  the  Charlottenburg  values,  especially  if  the  diflference  in 
the  pipe  sizes  is  taken  into  account. 

CONCLUSION 

42  Nearly  fifty  orifice  meters  have  been  installed  and  are  now 
in  operation,  their  deliveries  of  high  pressure  gas  being  calculated 
from  the  air  constants  foimd  in  the  Joplin  tests.  Experiments  which 
are  now  in  the  course  of  completion,  show  conclusively  that  these 
constants  (with  the  proper  correction  applied  for  the  gravity  of  the 
gas  being  measured)  are  accurate  to  a  very  satisfactory  commercial 
degree,  and  it  is  confidently  expected  that  with  some  little  further 
study  and  experimenting,  particularly  along  the  lines  of  the  me- 
chanical detailS;  the  orifice  meter  will  take  its  place  among  the  most 
reliable  of  the  various  methods  of  measuring  natural  gas  in  large 
quantities. 

DISCUSSION 

P.  F.  Walker  (written).  The  experiments  made  at  Joplin  go 
far  in  establishing  the  use  of  the  orifice  meter  as  a  reliable  instru- 
ment, at  least  when  employed  with  conditions  essentially  similar  to 
those  which  obtained  at  that  time. 

It  is  well  known  that  for  a  gas  flowing  through  orifices  and 
nozzles  the  conditions  of  flow  may  be  treated  by  two  distinct 
methods:  first y  considering  the  relationships  existing  during  the 
expansion  which  takes  place  with  the  drop  in  pressure,  and  second, 
disregarding  expansion  and  treating  the  gas  as  a  non-expansive 
fluid.  The  second  method,  adopted  in  the  tests  described,  depends 
for  its  absolute  accuracy  upon  the  amount  of  expansion  or  drop  in 
pressure  in  proportion  to  the  static  pressure  in  the  line  on  the  up- 
stream side  of  the  orifice.  The  application  of  constants  derived 
under  one  set  of  conditions  must,  therefore,  be  considered  with  care 
when  conditions  are  different  in  marked  degree.  Because  of  these 
facts  the  corroborative  tests  referred  to  in  the  last  paragraph  of  the 
paper  were  undertaken,  and  the  writer  has  been  associated  in  the 
work  of  analyzing  the  data  from  these  tests. 

The  question  which  every  en^neer  will  ask,  probably,  is  with 
reference  to  this  matter  of  application  of  factors  derived  at  sub- 
stantially atmospheric  pressure  with  a  drop  in  pressure  of  but  3 
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to  5  in.  of  water  in  the  orifice,  to  pipe  line  conditions  where  pres- 
sures may  run  close  to  300  lb.  and  the  rates  of  flow  may  vary 
through  very  wide  limits,  and  so  cause  the  differential  pressure  drop 
to  vary  correspondingly. 

In  the  experiments  referred  to  in  the  last  paragraph,  a  short 
section  (one  mile  or  more)  of  unused  pipe  line  was  cut  out  and  used 
as  a  reservoir.  From  this  the  natural  gas  was  allowed  to  flow 
through  orifices  arranged  much  as  in  the  tests  with  air,  the  only 
real  difference  being  that  the  amount  of  gas  flowing  had  to  be  cal- 
culated from  observations  on  the  drop  in  pressure  in  the  reservoir. 
Observations  could  be,  and  were,  made  for  a  complete  range  of 
static  pressures  up  to  the  values  existing  in  the  pipe  lines  at  the 
time.  A  corresponding  variation  in  the  rates  of  flow  extended  the 
investigation  over  the  desired  range  of  values  of  the  differential 
pressure  across  the  orifices. 

As  first  calculated,  and  this  is  as  far  as  the  work  has  progressed 
up  to  date,  it  was  assumed  that  Boyle's  and  Gay  Lussac's  laws  for 
perfect  gases  held  for  the  gas  in  use.  This  affects  three  elements, 
as  follows  : 

a  the  ratio  P^TJPqT^  which  is  introduced  to  convert  the 
measured  volume  at  the   measured  pressure  P^   to  an 
equivalent  volume  at  the  standard  pressure  and  tempera- 
ture.    Since  the  temperatures  varied  so  slightly  in  this 
work,  as  is  also  true  for  regular  operating  conditions,  no 
sensible  error  results  from  considering  only  the  possible 
variation  of  volume  ratio  from  the  inverse  pressure  ratio 
at  a  constant  temperature. 
6  the  pressure  which  occurs  in  the  denominator  of  the  radi- 
cal expression,  in  conjunction  with  14.7  in  the  numerator, 
to  express  the  change  in  density  of  the  gas  from  standard 
to  existing  pressure, 
c  the  volume  flowing,  Q^,  which  is  determined  by  the  use  of 
the  pressure  ratio,  as  in  the  first  item. 
The  sum  total  of  these  elements  is  tliat  the  left  hand  side  of  the 
equation  of  flow  is  affected  by  the  pressure  ratio  in  the  unit  power 
and  the  right  hand  side  is  affected  in  the  one-half  power. 

Dealing  with  all  values  as  for  perfect  gases,  the  value  of  the 
coeflBcient  designated  in  the  paper  as  the  ''air-coefficient"  was  cal- 
culated for  each  observation,  the  value  for  air  being  found  by  re- 
ducing backwards  by  means  of  the  density  ratio  in  order  to  compare 
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secured  with  gas  of  different  densities.    In  analyzing  this 

of  data,  three  main  variables  had  to  be  considered :  static  pres- 

€lifferential  drop  in  pressure  or  the  dependent  quantity  hP^ 

ir  the  radical,  and  the  ratio  of  orifice  diameter  to  pipe  line 

^ter.    By  reducing  all  to  equivalent  values  of  the  coefficient 

one  standard  area  of  orifice,  the  elempnt  of  variable  size  of 

was  eliminated.     A  total  of  1244  values  was  divided  into  12 

X>I2X>8  as  follows: 

Those  for  pressures  over  100  lb.,  with  (/iP,)»   over  40 
Those  for  pressures  over  100  lb.,  with  (/iPi)»   from  21  to  40 
Those  for  pressures  over  100  lb.,  with  (/iPi)*   from  11  to  21 
Those  for  pressures  over  100  lb.,  with  (/iP,)»  below  11 
-A.   similar  set  of  four  for  pressures  from  50  to  100  lb. 
-A.    similar  set  of  four  for  pressures  below  50  lb. 
For*   each  of  the  twelve  groups,  values  of  the  ** air-coefficient" 
^^^  I>lotted  against  ratio  of  diameters  of  orifice  and  pipe,  and  an 
"erasing  curve  drawn.    From  these  average  curves  values  of  the 
efficient  were  then  taken  and  plotted  against  values  of  (/iPi)* 
^    ecioh  standard  orifice,  each  orifice  thus  represented  fixing  a 
^^^ot;eristic  curve  for  its  particular  ratio  of  dianjeter  to  diameter 


These  final  curves  establish  certain  laws,  or  tendencies.     For 

^fices  less  than  40  per  cent  of  pipe  diameter  the  coefficient  is  essen- 

^"y  constant.    For  larger  orifices  there  is  a  tendency  toward  lower 

^-^Ues  for  the  greater  rates  of  flow  or  larger  values  of  (^P,)* .    In 

y^^^a.1  the  values  tend  to  become  less  for  the  lower  static  pressures, 

^^  "tendency  being  more  marked  with  the  orifices  which  are  large 

Pi'oportion  to  the  pipe.     In  general,  too,  the  coefficients  have 

^eB  slightly  below  the  corresponding  value  determined  for  air  in 

^oplin  tests  which  form  the  basis  of  the  paper. 

The  work  is  not  yet  finished,  but  laboratory  experiments  are 

^^^  way  to  determine  the  actual  pressure-volume  relationship, 

^*^^  variations  from  Boyle's  law,  for  the  natural  gas  of  the  Mid- 

^"^inental  field.     When  these  are  completed  the  results  will  be 

^^^Iculated.     In  a  surprising  degree,  considering  the  many  vari- 

^^  between  quantities  and  relationships  for  air  near  atmospheric 

^^sxire  and  a  gas  far  from  the  ideal  ga.s  on  which  the  laws  are 

^^<i  and  handled  at  wide  variations  in  pressure  and  rat(»  of  How, 

^  Values  of  the  coefficients  as  found  in  the  tests  with  the  eras  agree 

^^   the  values  found  for  air.     The  variations  discovered  involve 
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SO  small  a  percentage  of  error,  and  are  themselves  subject  to  correc- 
tion in  such  degree,  that  the  air  coefficients  determined  by  the  author 
remain  standard  for  their  purpose  to  date. 

E.  D.  Leland^  (written).  The  author  has  presented  a  valuable 
record  of  results  obtained  by  a  reliable  method  of  calibrating  orifice 
discs  in  connection  with  the  flow  of  air  at  low  pressures,  and  the 
painstaking  work  tends  to  increase  our  confidence  in  the  accuracy 
of  this  form  of  gas  measuring  device. 

It  would  be  an  interesting  check  upon  these  results  and  aflford 
valuable  additional  information,  if  a  series  of  tests  was  made  in 
which  the  flow  of  gas  was  reversed,  using  the  same  discs  and  the 
same  holder,  but  a  range  of  pressures  materially  higher,  of  course, 
making  suitable  provision  for  restoring  the  loss  of  heat  due  to  ci- 
table 5  COMPARISON  OP  ACCURACY  OP  METERS 


Cu.  Ft.  by  Venturi 


Cu.    Pt.   by   Orifice 


Cu.  Pt.  by  Pitot 


Ou.  Pt.  by 
Proportional  Meter 


Siz-hooi 

Test  of  Natural  Oas 

at  ATerag:e  Pressure  of  180  Lb. 

8,885,000 

• 

3.908.000 

3,846,000 

8.058.000 

Eight-hour  Test  of  Natural  Gas  at  Average  Pressure  of  124  Lb. 


5,448,000 


5,416,000 


5,851,000 


5,898,000 


Volumes  given  arc  at  10  oz.  and  62  deg,   fahr. 


pansion.  Higher  pressures  are  mentioned  because  accurate  measure- 
ment of  the  flow  of  gas  at  comparatively  high  pressures  is  an  im- 
portant matter  with  large  gas  companies  and  has  been  receiving 
their  careful  attention. 

.  The  author's  conclusion  that  the  orifice  meter  will  take  its  place 
among  the  most  reliable  of  the  various  methods  of  measuring  natural 
gas  in  large  quantities  is  in  harmony  with  results  obtained  by  P.  W. 
Schell^  from  recent  tests  near  Blacksville,  W.  Va.  In  August,  1915, 
Mr.  Schell  conducted  a  long  series  of  tests  with  special  reference 
to  the  accuracy  of  the  venturi  meter,  but  including  various  other 
measuring  devices,  and  the  results  which  are  given  in  Table  5, 

*Supt.  Compressing  Stations,  Philadelphia  Co.,  Pittsburgh,  Pa. 
"Mechanical  Engineer,  Philadelphia  Co. 
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include  the  performance  of  the  orifice  meter  at  a  pressure  of  al 
130  lb. 

In  these  tests  a  12-in.  by  6-in.  orifice  meter,  a  12-in.  Wylie 
portional  meter,  and  5-in.  and  3-iri.  calibrated  pitot  tubes  were  ( 
nected  in  series  with  the  12-in.  by  6-in.  standard  venturi  meter  in 
at  that  point.  Before  using,  the  proportional  meter  was  tested 
means  of  a  standard  test  flowmeter  and  found  to  be  accurate  an< 
good  condition. 

The  close  agreement  of  these  various  devices  was  very  » 
factory  and  indicated  that  the  gas  was  being  measured  with  a 
gree  of  accuracy  well  within  the  requirements  of  the  Pennsylvj 
State  Public  Utilities  Commission. 


H.  B.  Bernard  (written).  I  wish  to  ask  the  author  whei 
he  has  any  trouble  due  to  erosion  of  the  orifice  on  account  of 
small  edge  employed.  The  more  common  form  of  orifice  is  of  y^ 
stock,  with  a  flat  edge  for  the  entire  thickness  of  the  plate.  Som 
this  type  have  been  in  use  since  1911,  and  to  date  have  showr 
appreciable  increase  in  diameter. 

No  mention  is  made  in  the  paper  of  what  size  holes  are  use< 
making  connections.  T.  R.  Weymouth,  Mem.  Am.  Soc.  M.  E., 
found  by  numerous  investigations  that  a  saddle  used  over  a  ^ 
drilled  hole  gives  the  best  results. 

I  cannot  agree  with  the  author  if  he  believes  distant  connect 
more  eflBcient  than  flange  connections.  With  the  latter,  the  cc 
cient  of  flow— ratio  of  diameters  curve— is  much  flatter  and  n 
mizes  an  error  in  not  having  the  exact  internal  diameter  of  the  p 
Undoubtedly  eddying  occurs  at  the  orifice,  but  I  know  of  no  ins 
lations,  not  made  near  a  compressor,  where  the  accuracy  of  meas 
ment  is  impaired.  Of  course,  any  meter,  if  installed  on  the  sue 
or  discharge  line  close  to  the  compressor,  will  invariably  read  h 
even  though  deadeners  be  used  in  the  gage  line.  I  doubt  if 
connections  employed  by  Mr.  Hickstein  would  eliminate  this. 

In  a  test  by  W.  T.  Young,  at  the  Buffalo  Test  Station  in  J: 
1914,  an  effort  was  made  to  determine  the  recovery  of  differer 
in  an  orifice  meter.  A  Foxboro  type  flat  edge  orifice  was  n 
Flange  connections  and  connections  as  described  by  the  author, 
ing  a  maximum  and  a  minimum  differential  respectively,  were  c 
pared.  The  results  showed  a  recovery  close  to  17  per  cent  for 
in.  differential  at  the  flange,  under  36.72  lb.  per  sq.  in.  abso 
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pressure  on  the  low  side,  and  increasing  at  the  rate  of  0.4  per  cent 
per  10  in.  increase  in  differential  under  constant  pressure.  It  was 
also  shown  that  there  was  a  slight  drop  between  the  inlet  points, 
the  percentage  decreasing  as  the  differential  increased. 

I  have  some  data  from  tests  performed  by  Mr.  Young  at  the 
Buffalo  Test  Station  in  June,  1914,  on  Mr.  Hickatein's  plates,  in 
which  distant  connections  were  used,  and  the  results  vary  consider- 
ably from  those  obtained  by  the  author.  The  tests  were  conducted 
at  practically  constant  pressure,  ranging  from  30  lb.  gage  on  some 


Ratio  of  Pip«  Dion«+<rtoOrrfrcE  Diili[>(imo1»r,PorC«nf. 

Fig.  6    Velocity  CoEFnciEMTs  or  Obipicb  M^ter  Discs  waou  Tests 

BY   W   .T.   YOUNO 

plates  to  50  lb.  on  others,  with  increasing  differential  from  zero  to 
17  in.  of  water  as  maximum  on  the  largest  plate,  and  from  zero  to 
27  in.  on  the  smallest  plate.  The  efficiency  curve.  Fig.  6,  had  a 
value  of  0.62  at  0.20  ratio  of  diameters ;  the  curve  crossed  the 
author's  curve  at  0.63  ratio  of  diameters,  and  at  0.75  ratio  it  had  a 
value  of  1.234.  The  gas  was  measured  by  pitot  tubes  and  flange 
connection  orifices,  which  had  been  calibrated  previously  against 
gas  holders  by  natural  gaa. 


DISCUSSION 

In  the  comparison  of  the  author's  with  the  Charlottenburg  t 
I  cannot  understand  why  the  difference  in  pipe  sizes  should  be  ti 
into  account,  inasmuch  as  the  Charlottenburg  curve  falls  out 
the  author's  curve  for  the  10-in.  line  for  the  greater  portion  o: 
distance. 

Considerable  work  on  the  subject  of  flow  measurement  by 
orifice  method  has  been  done  by  T.  R.  Weymouth  and  by  the  ] 
boro  Company,  and  it  seems  that  in  no  great  length  of  time 
orifice  meter  will  be  adopted  by  artificial  gas  companies  as  sta 
meters. 

G.  T.  VooRHEES  said  that  some  years  ago  he  had  occasion  to  n 
a  number  of  observations  on  the  flow  of  gases  and  liquids  thrc 
very,  tiny  orifices  and  at  very  high  pressure.  As  he  remembered, 
orifices  were  made  in  a  %-in.  plate  and  some  of  them  were  dr 
as  small  as  1/100  in.  The  pipe  used  was  about  a  %-in.  pip( 
that  the  relation  of  the  orifice  to  the  pipe  was  large.  He  found 
the  coefficient  of  this  discharge  was  between  60  and  80  per  ceni 

He  asked  whether  the  coefficient  of  discharge  should  deer 
with  the  size  of  the  orifice. 

J.  T^  Wilkin  said  that  in  the  manufacture  of  rotary  bio 
and  gas  exhausters  there  comes  up  quite  often  the  questioi 
efficiency  tests  necessitating  the  accurate  measurement  of  the  air 
gases.  The  paper  shows  that  this  measurement  is  a  very  deli 
thing  to  make  correctly  owing  to  temperatures,  water  vapors 
other  conditions. 

He  recited  an  instance  in  which  results  of  tests  on  a  large 
holder  had  been  influenced  very  much  by  the  sun  shining  on 
holder. 

He  hoped  there  would  be  developed  some  standardized  me 
of  making  tests  on  the  efficiency  of  machines  that  would  be  ac( 
able.  He  thought  the  paper  was  of  interest  in  the  developmei 
such  a  method. 

Carl  C.  Thomas  said  that  the  difficulty  of  making  acci 
holder  tests  is  very  great.  When  the  gas  comes  up  through 
piping  and  is  collected  in  a  large  vessel  the  changes  in  volume  di 
humidity,  and  the  changes  in  humidity  resulting  from  change 
temperature,  necessitate  very  considerable  corrections.  He  had 
quite  a  good  deal  to  do  with  holder  tests  and  he  believed  thai 
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only  accurate  way  to  conduct  these  tests  was  to  wait  until  the  gas 
inside  the  holder  had  attained  as  nearly  as  possible  a  constant 
temperature.  This  condition  does  not  occur  in  the  daytime  except 
on  some  very  cloudy  days,  and  then  the  results  are  not  so  good  as 
at  night.  The  best  results  he  had  seen  were  obtained  between  11 
p.  m.  and  4  a.  m.  He  would  have  some  doubt  about  computing  the 
contents  of  the  holder  by  using  some  function  of  the  temperatures  at 
the  top  and  bottom  of  the  holder. 

With  regard  to  the  change  of  coefficients  with  different  sized 
orifices,  that  depends  upon  the  amount  of  gas  or  the  velocity  of  gas 
passing  through.  It  is  fairly  well  established  that  the  coefficient 
does  change  as  some  function  of  the  velocity  of  the  gas  flowing 
through  the  orifice,  but  accurate  experimental  data  are  not  yet 
available  showing  over  what  range  orifice  measurements  are  reliable. 
The  condition  of  the  orifice  has  a  great  deal  to  do  with  the  matter. 
He  has  been  interested  in  results  obtained  on  natural  gas  lines  con- 
nected with  the  City  of  Los  Angeles,  where  questions  had  arisen* 
which  were  evidently  dependent  upon  the  maintenance  of  orifices 
in  good  condition.  The  velocity  flow  is  very  high,— sand  is  carried 
along  with  gas,— and  other  influences,  such  as  corrosion,  deposit, 
etc.,  affect  the  readings. 

The  bevel  of  the  orifice  has  a  very  distinct  effect  upon  the 
quantity  of  gas  which  will  flow  through  it,  so  that  some  standard 
has  to  be  arrived  at  and  maintained  in  order  to  insure  continuous 
reliability. 

S.  A.  Reeve  said  that  he  had  made  considerable  use  of  a  holder 
for  commercial  tests  of  gas  flow  and  had  found  that  entirely  satis- 
factory conditions  could  be  obtained  by  using  a  covered  holder,  and 
by  keeping  a  constant  flow  of  water  circulating  over  the  bell  of  the 
holder  from  the  tank.  The  air  was  not  pumped  in  through  the 
water  but  through  a  dry  pipe  so  that  the  humidity  did  not  vary 
considerably,  and  the  temperature  in  the  building,  through  the 
action  of  the  water  circulation,  seemed  to  have  been  kept  constant. 
The  holder  was  about  30,000  cu.  ft.  capacity. 

Prop.  A.  M.  Green,  Jr.  asked  whether  with  a  small  differential 
change  in  pressure  it  is  not  necessary  to  consider  the  pressure  on 
both  sides  of  the  orifice  or  some  function  of  that  pressure. 
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Author.  As  Mr.  Bernard  states,  one  type  of  meter  disc 
^e  of  %-in.  stock,  with  a  flat  edge  for  the  entire  thickness  of 
ate.  Another  type,  on  the  other  hand,  is  about  li/^  in.  thick, 
a  flat-edge  orifice.  What  is  probably  the  oldest  type  in  use  in 
^tural  gas  industry  is  about  %  in.  thick,  with  the  orifice  edge 
l.»r  to  those  tested  by  the  author,  i.e.,  flat  for  a  very  short  dis- 
and  then  beveled.  These  last-mentioned  discs  are  case- 
Bi.xT<i€ned  before  being  put  in  the  line.  As  was  brought  out  in  the 
i.^^^Ti8sion,  it  is  unfortunate  that  no  one  type  of  orifice  has  been 
tsixi^dardized. 

IMr.  Bernard  asks  whether  the  size  of  the  orifice  increases  after 

ti.^    disc  is  put  in  the  line.     This  question  is  well  answered  by  a 

^xororaeter  measurement,  made  several  months  ago,  of  the  diameter 

^   an  8-in.  by  5-in.  disc  through  which  possibly  fifteen  billion  cubic 

(twenty  million  a  day  for. about  twenty  months)  of  natural 

at  between  250  and  400  lb.  line  pressure  had  been  passed.    No 

I>preciable  increase  in  diameter  was  found,  and  the  author  feels 

^»t   there  is  little  ground  for  the  apparently  common  misappre- 

^"Xision  that  the  orifice  diameter  increases  when  a  disc  is  put  in  use. 

'^^  disc  has  come  to  the  author's  attention  with  a  part  of  the  edge 

^^^^^ssibly  one  quarter  the  size  of  a  finger  nail)  chipped  out;  this 

^®   a  case-hardened  disc,  and  the  presumption  is  that  the  damage 

^**  caused  by  a  rock  traveling  with  the  gas  at  high  velocity.    It  is 

^Poriant,  however,  to  examine  the  disc  at  a  meter  station  occasion- 

^y^9  as  the  eflfective  area  of  the  orifice  may  be  altered  by  some  object 

^^S-ing  in  front  of  it. 

Tlie  connections  used  were  ordinary  i/4-in.  nipples  screwed  into 
I>ipe,  care  being  taken  that  the  nipple  did  not  extend  further 
the  inside  of  the  pipe.     This  method  of  connecting  is  very 
^X^le,  and  proved  as  satisfactory  as  more  complicated  methods. 
t>08sible  explanation  of  Mr.  Bernard's  criticism  of  the  fact  that 
CJharlottenburg  curve  falls  outside    (below)   the  10-in.  Joplin 
,    ''^^  may  be  found  in  the  error  he  mentions,  involved  in  not  using 
^   ^xact  size  of  pipe  when  d/D  was  calculated. 

-^  long  discussion  of  the  distant  connections  vs.  fiange  connec- 

^^^  question  is  hardly  in  place  here.     The  advantage  of  having 

.  ,^^t  curve  **to  minimize  an  error  in  not  having  the  exact  internal 

^^^Tieter  of  the  pipe''  does  not  enter,  unless  coeflBcients  found  for 

^    size  of  pipe-line  are  arbitrarily  used  on  some  other  size  of  line. 

-As  Professor  Walker  mentioned,  corroborative  tests  were  made, 


be 
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before  the  Joplin  coDstants  for  air  at  atmospheric  pressure  and  with 
low  differentials  were  used  for  high  pressure  gas  at  varying  differ- 
entials. Very  probably  more  will  be  said  about  these  tests  in  a 
paper  by  F.  P.  Fisher,  Mem.  Am.  Soc.  M.  E.,  at  the  coming  Spring 
Meeting  of  the  Society.  The  results  of  Professor  Walker's  study  of 
these  tests  are  most  interesting.  His  handling  of  the  large  number 
of  variables  that  entered  into  the  tests  was  a  revelation  to  the 
engineers  associated  with  him  in  the  work. 

Mr.  Schell's  success,  as  reported  by  Mr.  Leland,  in  getting  four 
types  of  meters  to  run  so  closely  together,  is  unusual.  It  is  an  indi- 
cation of  the  improved  methods  and  ideals  now  coming  into  vogue 
in  gas  measurement.  The  statement  that  it  is  impossible  to  get  two 
gas  meters  in  series  to  read  alike  is  still  frequently  heard,  but  there 
are  some  engineers  nowadays  who  know  better. 

The  author  was  interested  in  Professor  Thomas'  comment  on  his 
experiences  with  holder  tests.  In  the  Joplin  tests,  it  is  worthy  of 
note  here,  the  air  did  not  pass  through  the  water,  either  in  entering 
or  in  leaving  the  holder,  as  several  of  the  contributors  to  the  dis- 
cussion appear  to  have  in  mind.  The  fact  that  Professor  Thomas 
also  found  it  advisable  to  conduct  the  tests  at  night  is  significant. 
The  author,  when  he  described  his  method  of  arriving  at  an  approxi- 
mate temperature  of  the  air  inside  the  holder,  did  not  mean  to 
establish  a  hard  and  fast  rule  that  this  temperature  for  any  holder 
could  be  found  as  a  function  of  two  thermometer  readings.  All  he 
wanted  to  show  was  that  for  the  particular  holder  in  question,  and 
especially  during  the  hours  at  which  tests  were  made,  such  a  func- 
tion of  two  other  temperatures  would  give  the  value  required. 

The  question  of  the  variation  of  disc  coefficient  with  varying 
pressures  and  differentials  is  mentioned  by  Professor  Thomas.  Pro- 
fessor Walker's  contribution  cites  some  tests  made  to  study  these 
changes.  Apparently,  for  constant  pressure,  a  variation  of  the  dif- 
ferential between  commercial  limits  (say  5  to  100  in.  of  water)  has 
no  appreciable  effect.  The  effect  of  varying  the  pressure  between 
the  limits  found  in  pipe  lines  has  a  slight  effect  (not  more  than  one 
per  cent,  between  0  and  250  lb.).  Sometimes  this  is  taken  care  of 
by  the  use  of  a  ** sliding"  coefficient  for  the  orifice  disc. 

Professor  Greene  asks  if  it  is  not  necessary  to  consider  the  pres- 
sure on  both  sides  of  the  orifice,  or  some  function  of  that  pressure. 
This  question  is  often  asked  by  engineers  who  expect  to  see,  as  A 
factor  in  the  equation,  a  square  root  of  the  difference  of  two  squares 
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of  pressures.  However,  for  all  purposes  where  the  differential  read- 
ing is  not  greatly  in  excess  of  the  values  found  in  practice,  the 
yJhP^  is  practically  equal  to  Constant  times  V^i^  —  ^2*>  where 
K  =  differential  drop  in  pressure,  P^  =  inlet  pressure  (absolute) 
and  P2  =  outlet  pressure  (absolute),  and  the  equation  involving 
the  factor,  y/hP^,  is  in  a  more  convenient  form. 

In  some  orifice  meter  installations,  the  ** static''  pressure  read- 
ing is  taken  on  the  outlet  side  of  the  meter.  This  seems  more  or 
less  a  matter  of  preference,  with  the  restriction,  of  course,  that  the 
same  method  of  connecting  must  be  used  as  when  the  disc  was 
originally  calibrated. 

Mr.  Voorhees  inquires  whether  coeflScient  of  discharge  should 
decrease  with  diameter  of  orifice.  Such  is  the  case  not  only  with 
discs  of  the  type  tested  at  Joplin,  but  with  orifice  meter  discs  of 
every  type  with  which  the  author  is  familiar.  It  is  not  true,  how- 
ever, of  an  orifice  at  the  end  of  a  pipe-line,  or  inserted  at  the  end 
of  a  drum,  and  discharging  into  the  atmosphere.  With  this  type 
of  orifice,  an  increase  of  the  orifice  diameter  causes  a  decrease  in  the 
coefficient. 

The  discussion  indicates  clearly  the  increased  interest  in  gas 
measurement  by  orifices.  That  the  number  of  commercial  orifice 
meter  installations  now  in  use  for  measuring  natural  gas  is  far  in 
excess  of  1000  is  believed  to  be  a  conservative  estimate.  Since  the 
paper  was  written,  about  a  year  ago,  at  least  one  additional  type 
of  orifice  meter  has  been  placed  on  the  market,  and  there  is  good 
reason  to  expect  that  several  more  will  follow. 

Probably  the  most  important  mechanical  development  of  the  past 
year  has  been  the  perfecting  of  a  recording  gage  especially  suited 
to  orifice  meter  use.  This  is  a  compound  pressure  and  differential- 
pressure  gage,  i.e.,  two  records  are  made  on  the  same  chart  by  two 
pens  using  different  colored  inks,  and  marking  over  the  same  scale. 
This  means  that  just  half  as  many  charts  have  to  be  handled  each 
day,  and  also  makes  possible  simplified  pipe  connections.  A 
**safety"  or  blow-over  device  as  an  integral  part  of  the  gage— one 
that  really  prevents  damage  to  the  gage  on  excessive  differential 
readings— is  a  most  welcome  innovation.  This  gage  is  of  the 
mercury  float  type— the  principle  towards  which  the  author  has 
always  been  partial.  Altogether,  the  installation  of  some  sixty  or 
seventy  of  these  gages  has  gone  a  long  way  towards  solving  his  gage 
troubles  of  the  last  three  years. 
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Elasticity  and  strength  of  stone- 
ware AND  PORCELAIN 

By  Jamis  E.  Botd,  Columbus,  O. 
Member  of  the  Society 

This  investigation  was  undertaken  at  the  suggestion  of  Ralph 

*  -M^eitthon,^  Mem.  Am.  Soc.  M.  E.,  who  expressed  the  belief  that 

^^^    knowledge  of  the  form  of  the  stress-strain  diagrams  of  clay 

'pilots  in  tension  and  compression  would  make  possible  the  design 

izisvi^lators  of  greater  mechanical  strength  and  more  definite  factor 


TEST  PIECES 

^  The  test  pieces  for  most  of  the  experiments  were  obtained 
®^*^  "the  manufacturers  by  Dean  Edward  Orton,  Jr.  Of  these 
'^^^^^  the  porcelain  ones  were  secured  from  the  General  Electric  Co. 
'^^Kli  Lawrence  E.  Barringer,  and  the  stoneware  pieces  from  the 
^'^^V^y  Stoneware  Works  through  F.  Whitaker.  Pieces  used  in 
!^^^  of  the  later  tests  were  made  in  the  laboratory  of  the  Department 
^^-^Tamics  of  the  Ohio  State  University  under  the  direction  of 
*^*-   A.  S.  Watts. 

^  Fig.  1  shows  the  shape  and  size  of  the  test  pieces  furnished  by 
^  Ocneral  Electric  Co.  and  the  Keasbey  Stoneware  Works.    The 

^^lain  pieces  from  the  former  were  all  of  one  composition,  while 

^  stoneware  pieces  from  the  latter  were  of  5  different  types,  desig- 

^^^^  by  the  manufacturer  as  W.  M.,  132,2x4,  53,  and  3  respectively. 

^  Bets  from  both  companies  were  made  with  great  care,  the  diam- 
^^    of  any  one  rod  seldom  differing  from  the  mean  as  much  as 

-*-    in.  throughout  its  entire  length  and  most  pieces  being  straight 

^^ithin  -^  in. 

_  •'Member  of  Besearch  Committee  and  Chairman  of  Sub-Committee  on  Ma- 
of  Electrical  Engineering. 


^^I'eaented   at   the   Annual    Meeting,   Uoceml)er.    1915,   of    The   Amkrican 
^l^-TY  OF  Mechanical  Engineers.     Contributed  by  the  Research  Committee. 
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4  Fig.  2  shows  the  form  of  the  test  pieces  made  at  the  Ohio 
State  University.  These  were  rectangular  in  section,  and  with 
heads  tapering  gradually  to  the  stem  to  avoid  abrupt  change  of 
section.  The  pieces  were  made  by  forcing  the  clay  through  a 
rectangular  die,  and  then  carefxilly  cutting  to  the  desired  form  in 
the  hope  of  eliminating  internal  stresses. 

5  In  Fig.  9  is  seen  one  of  the  General  Electric  porcelain  rods  in 
a  horizontal  position,  a  stoneware  rod  of  quality  W.  M.  vertically  at 
the  left  and  one  of  the  form  of  Fig.  2  slightly  inclined  from  the 
vertical  near  the  center. 

EXTENSOMETERS 

6  All  measurements  of  deformation  were  made  by  means  of  a 
lever  extensometer,  shown  diagrammatically  in  Fig.  3.     A  pair  of 


Pig.  1    Round  Test  Piece 


I 


ir~M 


Pig.  2    Rectangular  Test  Piece 


cone  pivots  act  as  the  fulcrum  of  the  lever  and  the  shorter  arm  ends 
with  a  hardened  steel  knife  edge.  The  arms  are  approximately 
0.25  in.  and  12.5  in.  in  length  respectively.  Each  instrument  is 
calibrated  by  using  it  to  measure  the  pitch  of  a  micrometer  screw, 
and  the  longer  arm  is  adjusted  to  make  the  magniiScation  50. 

7  Fig.  4  shows  the  clamp  which  supports  two  extensometer 
levers  for  tension  or  compression  tests,  together  with  the  details  of 
one  lever.  Fig.  5  shows  the  apparatus  as  mounted  for  a  tension 
test.  Instead  of  the  scale  shown  in  Fig.  3,  a  Brown  and  Sharpe 
micrometer  is  used  to  measure  the  movement  of  the  longer  arm. 
This  arm  ends  with  a  black  sphere,  the  contact  of  which  with  the 
polished  plane  surface  of  the  micromotor  may  oasily  be  determined  to 
within  0.001  in. 
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TTlie  micrometers  are  supported  by  a  pair  of  wooden  bars 
iped  to  the  test  piece  about  2  in.  above  the  clamp  supporting  the 
rs.  No  correction  has  been  made  for  the  deformation  of  this 
;tli,  virhich  involves  an  error  of  about  i  of  1  per  cent  when  the 
ed  length  is  12  in.  This  error  is  in  one  direction  in  the  tension 
s  ajad  opposite  in  the  compression  tests. 

9  To  avoid  error  when  the  load  is  eccentric,  care  was  taken  to 
e  the  two  levers  at  equal  distances  from  the  test  piece,  and  also 
i^ve  the  knife  edges  and  the  axis  of  the  test  piece  in  the  same 
^^obI  plane. 

l-O  Before  an  increment  of  load  was  added,  the  micrometer 
"w-s  were  first  turned  down  an  amount  suflScient  to  prevent 
t-^tct  when  the  load  was  applied.  The^  levers  were  raised  and 
^i^d  before  taking  a  reading  to  eliminate  error  due  to  possible 
-ion  at  the  pivots.     With  proper  adjustment,  it  rarely  happened 


FiQ.  3    Lever  Extensometer  for  Measuring  Deformation 

^  the  sum  of  the  readings  of  the  two  micrometers  varied  as  much 
'^o  divisions  at  successive  settings  under  the  same  load.  Fre- 
^tly  there  was  no  difference,  or,  at  most,  a  variation  of  one 
^^On,  corresponding  to  a  deformation  of  0.00001  in.  in  the  gaged 

^  1  Contact  between  clamps  and  test  pieces  was  made  through 
'  bolder.  The  contact  pieces,  C,  Fig.  4,  are  |  in.  wide  and  the 
^^r  practically  covers  the  entire  width.  Although  the  solder  was 
^d  a  little  at  the  middle,  it  spread  out  under  pressure,  causing 
^^  uncertainty  as  to  the  exact  points  of  contact  and  the  real  value 
^^ie  gaged  length.  It  has  been  assumed  that  the  gaged  length 
-iided  from  center  to  center  of  the  contact  clamps.  There  is  a 
^ible  (though  not  probable)  error  here  oif  f  in.,  which,  in  a  gaged 
rth  of  12  in.,  might  cause  an  error  of  3  per  cent  in  the  value  of  the 
iulus  of  elasticity. 

12    The  rods  connecting  the  upper  and  lower  clamps  in  Fig.  5 

of  steel  and  cause  a  variation  of  the  zero  point  when  there  is 

appreciable  fluctuation  of  temperature,  accounting  for  some 
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Fig.  5    Apparatus  Arranged  for  Tension  Tests 
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irregularities  of  the  curves,  such  as  that  of  the  porcelain  tension 
test  of  Fig.  10. 

13  Fig.  6  shows  the  corresponding  rod  for  compression  tests. 
The  levers  are  placed  near  the  top  of  the  test  piece.  The  knife  edge 
of  a  lever  is  placed  in  contact  with  the  lower  end  of  the  short  cylinder 
A,  This  arrangement  causes  the  knife  edge  to  rise  as  the  load  is 
applied  and  enables  the  apparatus  to  remain  on  the  test  piece  till 
final  failure.  As  through  most  of  its  length  this  rod  is  of  wood,  little 
difficulty  from  change  of  temperature  is  experienced  with  it. 

GRIPS   FOR  TENSION   TESTS 

14  The  first  grip  tried  consisted  of  a  2-in.  pipe  coupling  with  a 
reducer  bushing  at  the  end.  The  bushing  was  cut  in  halves  so  that 
it  could  be  fitted  around  the  test  piece  below  the  head  and  then 
screwed  into  place.     One  of  these  grips  is  shown  in  Fig.  9  at  the 


^ 


FiQ.  6    DisTANCB  Bod  Used  in  Compression  Tests 

lower  end  of  the  vertical  rod  at  the  left.  Soft  material,  usually 
leather,  was  placed  between  the  bushing  and  the  head  of  the  test 
piece.  A  rod  with  a  spherical  head  was  passed  through  a  second 
bushing  (not  shown)  at  the  other  end  of  the  coupling,  giving  the 
effect  of  a  ball  and  socket  joint. 

15  Upon  using  this  grip  in  tension  tests,  the  extensometer  read- 
ings revealed  considerable  eccentricity  of  loading  due  to  lack  of 
perfect  symmetry  in  the  heads  of  the  test  pieces  and  want  of  uni- 
formity in  the  soft  material  against  which  the  heads  pressed.  This 
eccentricity  might  have  been  eliminated  by  supporting  each  grip 
on  pairs  of  adjustable  knife  edges  at  right  angles,  but  on  account  of 
the  inconvenience  and  expense  this  arrangement  was  not  adopted. 

16  Fig.  7  shows  another  form  of  grip  used  for  most  of  the  ten- 
sion tests  of  the  cylindrical  pieces.  This  consists  of  two  steel  plates 
held  together  by  three  bolts,  one  of  which  is  omitted  from  the  drawing. 
A  conical  depression  in  each  plate  holds  some  soft  material — lead, 
leather,  or  rubber — which,  in  turn,  grips  the  head  of  the  test  piece. 
The  upper  bolt  passes  through  the  pulling  rod  By  forming  a  hinge 
connection.  The  rod  B  may  be  moved  along  the  bolt  to  adjust 
slightly  and  a  further  adjustment  may  be  made  by  loosening  the 
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bolts  and  changiiig  the  alignment  of  the  test  piece  and  grip.  With 
this  arrangement  it  is  practicable  to  so  reduce  the  eccentricity  that 
the  elongations  as  shown  by  the  two  micrometers  become  nearly 


Pio.  7    Grip  Used  in  Tinsion  Tests  or  Round  Bom 


Fia.  8    Grip  Used  in  Tension  Tests  op  Rkctanoclar  Rods 


equal.  There  still  remains,  of  course,  the  possibility  of  eccentricity 
at  right  angles  to  the  plane  of  the  instruments,  which  may  only  be 
determined  by  means  of  a  third  lever. 
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7  With  this  grip  it  was  found  that  practically  all  the  pieces 
Oroke  at  the  head.  (Four  of  tht-sf  shown  in  Fig.  9  illustrate  the 
actt^ristic  failure.)  An  it  was  thought  that  this  failure  might  be 
"■d  by  too  abrupt  cliaiige  of  section,  the  form  of  test  piece  shown 
"g.  2  was  (levelopetl.  The  elanip  for  this  piece  is  shown  iu  Fig.  8 
i>  Ff!.  9.  Sheet  lead  was  first  triefl  as  the  soft  material  to 
'il>ute  the  stress.  With  a  iH'aring  area  ot  aliout  4  8(|.  in.  the  lead 
<l,  principally  by  shear,  when  the  pull  was  2!)()0  Ih.  leather 
fl    at  2400  II..     H  is  evi<Itiit  that  the  slop:'  of  the  head  of  this 


'»   of  test  piei-e  is  loo  small  for  tlje^e  ouiteriuls,  unless  tin-  ratio 
Ije  bearing  area  I"  llie  ciuss  sc-cti.ni  i.f  the  stem  is  considerably 

"*-!i.sed.     Copper   :iiid   uluiniiLiiiii    witi-    li.iirtd    loo   hard,   eausing 
|j<.rr-cla'Ti  l.i  t-liip  locally. 
Is     These  test  piei'e.s  all  la'h-d  al  thr  hrad.  l.iil  at  s..itie  distance 

'Vo  the  stem.      FIk.  i)  sh.iw.-  lli..  hejui  an<l  |)jirl   i.f  llii-  sleji.  of  .,ni. 

U-  beiow  the  l.im-r  edi;r  nl  llu-  b-:L(iiii:  :ir-a.  s<.Tii.-litn<'s  ii  litll.' 


802 


STONEWARE  AND  PORCELAIN   STRENGTH 


19  Two  explanations  are  suggested  for  this  method  of  failure. 
One  is  that  the  stress  is  concentrated  in  the  outer  fibers  of  the  head 
and  is  really  of  greater  intensity  here  than  in  the  smaller  section  of 
the  stem,  where  it  has  become  uniformly  distributed.  As  stress  is 
transmitted  from  the  outer  fibers  inward  in  the  form  of  shear,  the 
shearing  strength  and  modulus  become  factors.  The  other  explana- 
tion is  that  the  tensile  stress  developed  as  a  result  of  the  transverse 
compressive  stress  makes  the  total  stress  at  the  section  of  failure 
much  greater  than  at  the  stem.  Assuming  that  the  unit  compres- 
sive stress  is  10,000  lb.  p)er  sq.  in.  and  that  Poisson's  ratio  is  J^, 


TABLE  1     TENSION  TEST  OF  STONEWARE  53  T 

Area,  0.77  sq.  in. 
Gaged  length,  12.57  in. 


Feb.''  1013. 


Load 

IN  Lb. 
Per  Sq.  In. 

MlCROM£TKR   RkaOINO 

Elonqatiom  IK  0.00001  In. 

Total 

Left 

Right 

Sum 

From 
101b. 

From 
No  Load 

Unit 

8 

10 

503 

384 

887 

0 

2 

■  •  •  • 

154 

200 

526 

404 

930 

43 

45 

3.67 

308 

400 

558 

415 

973 

86 

88 

7.00 

462 

600 

567 

448 

1015 

128 

130 

10.34 

616 

800 

588 

467 

1055 

168 

170 

18.62 

770 

1000 

609 

489 

1098 

211 

213 

16.06 

924 

1200 

635 

501 

1136 

249 

251 

19.97 

1001 

1300 

648 

509 

1157 

270               272 

21.64 

1078 

1400 

665 

521 

1186 

299 

301 

23.95 

1166* 

1500 

•   •   •    • 

•    •   ■    • 

.... 

.... 

•   •  «   • 

•   •  •   • 

*  Broke  before  reading  could  be  taken. 

the  compression  alone  develops  a  tensile  stress  of  2500  lb.  When 
this  is  added  to  a  direct  tensile  stress  of  perhaps  2000  lb.  per  sq.  in., 
we  get  a  stress  in  the  head  of  4500  lb.  per  sq.  in.,  which  easily  ac- 
counts for  the  failure.  It  is  probable  that  both  of  the  above  factors 
are  present  and  that,  combined  with  more  or  less  eccentricity  of 
loading,  they  each  contribute  to  the  failure. 


RESULTS   OF  TENSION   TESTS 

20  Table  1  gives  the  results  of  one  tension  test.  In  this  test 
several  sets  of  readings  were  made  with  loads  up  to  800  lb.  per  sq.  in., 
in  order  to  adjust  the  grips  to  reduce  eccentricity.  In  these  pre- 
liminary runs  several  readings  were  taken  at  each  load.  As  these 
showed  little  variation,  a  single  reading  only  was  taken  at  each  load 
for  the  last  set  which  is  given  in  the  table. 
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1    The  third  column  of  micrometer  readings  is  the  sum  of  the 

ings  of  the  two  instruments.     The  micrometers  read  in  0.001  in., 

the  lever  magnification  is  50,  so  that  differences  between  suc- 

►mve  readings  of  either  micrometer  represent  0.00002  in.,  and 

lences  between  figures  in  the  column  of  sums  are  in  0.00001  in. 

The  initial  load  was  10  lb.  per  sq.  in.     The  elongation  for  a 

increment  of  200  lb.  is  about  0.0004  or  0.00002  for  10  lb     The 

zero  reading  in  the  column  of  sums  may  be  taken  as  885  instead 

7. 

The  results  of  this  test  are  shown  graphically  by  the  lower 
of  Fig.  10.     The  diagram  is  practically  straight  up  to  1300  lb. 


TABLE  2    TENSION  TESTS  OF  STONEWARE  AND  PORCELAIN 

• 

Unit  Elongation  in  0.00001  In. 

Porcelain  I 

Stoneware 

Sq.  In. 

132  III 

2x4  1 

53  1 

200 

2.06 

2.24 

3.28 

3.67 

400 

3.96 

4.72 

6.32 

7.00 

COO 

6.10 

7.25 

9.20 

10.34 

«00 

8.24 

9.20 

12.40 

13.52 

xcoo 

0.00 

11,60 

15.68                          16.96 

xioo 

12.48 

17.36             1             

X200 

11.97 

14.00 

18.40                          10.97 

X300 

15.08 

Broke                         21.64 

X400 

14.34 

16.32 

below                         23 .  95 

xw 

17.25 

1400  lb.                       Broke 

xeoo 

15.93 

18. 2o 

X700 

19.57 

X800 

18.07 

20.73 

1900 

21.85 

^=--.?ow* 

19.97 

Broke  below  2000  lb. 

porcaUin  above  2000  lb.  per  sq.  in.  see  Table  3. 

**  ^.  in.  The  broken  line  from  1400  to  1500  lb.  per  sq.  in.  is  in- 
■^^^  to  show  that  it  carried  the  load  represented  by  the  ordinate 
^  that  no  deformation  reading  was  secured  above  1400  lb.  per 
'  ^Xi.  The  modulus  of  elasticity,  calculated  from  the  single  reading 
ICXK)  lb.  per  sq.  in.,  is 

1000 
^=0i)00l70  =  '^'9^>'00^ 

24  Besides  stoneware  53  I,  Fig.  10  represents  *3  other  tension 
^"t^,  porcelain  I,  stoneware  132  III  and  stoneware  2x4  I.  In  each 
^^  the  particular  tension  test  represented  is  the  one  showing  the 
Sliest  ultimate  strength,  as  may  be  seen  from  Table  6. 
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25  It  will  be  noticed  that  each  of  these  diagrams,  except  stone- 
ware 53  I,  is  practically  a  straight  line  giving  no  definite  indication  of 
a  true  elastic  limit.  The  double  curve  in  the  porcelain  diagram  is 
probably  due  to  temperature  changes,  as  there  was  considerable  draft 
on  the  apparatus  at  times  during  this  run. 

26  Table  2  gives  the  data  from  which  all  the  curves  of  this  figure 
were  plotted,  except  those  of  porcelain  above  2000  lb.  per  sq.  in. 

27  Table  3  gives  the  results  of  tension  tests  of  4  rods  of  General 
Electric  porcelain.     In  the  case  of  rod  I  readings  were  taken  at 

TABLE  3     TENSION  TESTS  OF  PORCELAIN 


Lb. 

Unit  Elongation  in  0.00001  In. 

• 

Modulus 

nt 

per 
Sq.  In. 

I 

II 

III 

IV 

Average 

Elasticity 

200 

2.06 

1.83 

1.90 

1.96 

1.94 

10.310.000 

400 

3.96 

3.74 

3.96 

4.16 

3.96 

10.130,000 

600 

6.10 

5.48 

.5.86 

6.19 

5.91 

10.150.000 

800 

8.24 

7.24 

7.69 

8.47 

7.91 

10.110.000 

1000 

9.90 

9.07 

9.91 

10.35 

9.81 

10.190.000 

1200 

11.97 

10.76 

11.81 

12.23 

11.69 

10.260.000 

1400 

14.34 

12.89 

13.79 

14.43 

13.86. 

10.100.000 

1600 

15.93 

14.57 

16.24 

16.39 

15.78 

10.140.000 

1800 

18.07 

16.72 

17.75 

18.74 

17.82 

10.100.000 

2000 

19.97 

18.39 

19.89 

20.71 

19.74 

10.130.000 

2100 

20.76 

Broke 

2200 

21.30 

21.31 

Broke 

2300 

22.58 

• 

2400 

23.53 

23.30 

2500 

24.64 

24.72 

2600 

26.16 

25.44 

2700 

27.10 

26.70 

2800 

27.97 

27.80 

2900 

28.76 

28.68 

2960 

Broke 

3000 

Broke 

*Broke  at  exteosometer  clump  at  (toint  where  ^olde^  was  crunbed  so  that  brass  was  in  contact 
with  porcelain. 


50  lb.  intervals  above  2500  lb.  per  sq.  in.  These  are  shown  in 
Fig.  10,  but  only  half  of  them  are  given  in  the  table.  This  table 
gives  the  average  unit  elongation  of  the  4  pieces  and  the  modulus  of 
elasticity  calculatod  from  this  average.  It  will  be  seen  from  the 
table  that  rod  III  is  practically  the  same  as  rod  I.  The  diagram 
for  rod  II  is  shown  in  a  small  scale  in  Fig.  14.  Its  curve  seems  to 
bend  slightly. 

28     Two  tension  tests  of  Ohio  State  bars  of  the  form  shown  in 
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Fig.  2  gave  practically  straight  line  diagrams  up  to  2700  and  2900  lb. 
per  sq.  in.  respectively,  with  a  modulus  of  elasticity  of  about  9,000,- 
000.  The  lower  modulus  is  probably  due  to  a  lower  temperature  of 
burning. 

29  Fig.  15  gives  tension  diagrams  for  two  rods  of  stoneware 
W.M.,  and  Fig.  16  for  three  rods  of  stoneware  3.  All  these  diagrams 
are  curved  slightly,  indicating  that  the  true  elastic  limit  has 
been  exceeded. 

COMPRESSION  TESTS 

30  For  compression  tests  rods  were  cut  off  to  a  length  of  16  in., 


TABLE  4    COMPRESSION  TESTS  OF  PORCELAIN  I  AND  STONEWARE  W.M.II 


Lb. 

Unit  CoyFBsauoN  »  0.00001  In. 

MODXTLUS  OF  ELAariCITT 

per 

Sq.  In. 

Porcelain 

Stoneware 

Porcelidn 

Stoneware 

1000 

9.4 

11.2 

10.640.000 

8.930.000 

2000 

18.9 

22.2 

10.580.000 

9.010,000 

3000 

28.1 

33.3 

10.680.000 

9,010,000 

4000 

37.7 

40.1 

10,610.000 

8,620.000 

8000 

46.8 

• 

59.1 

10,680,00:) 

8.460.000 

6000 

66.6 

69.6 

10,600.000 

8.620.000 

7000 

66.7 

81.7 

10,660.000 

8.670.000 

8000 

'              76.7 

92.7 

10,570.000 

8.630.000 

9000 

85.9 

104.0 

10,480,000 

8.650.000 

10000 

96.8 

118.2 

10,430,000 

8,460.000 

11000 

104.8 

129.8 

10.600,000 

8.470.000 

12000 

116.0 

144.7 

10.340.000 

8.220.000 

13000 

125.7 

158.2 

10,340.000 

8.220.000 

14000 

135.3 

174.0 

10,350,000 

8.060.000 

16000 

145.6 

189.1 

10.300.000 

7.930.000 

15500 

196.5 

16000 

155.4 

Levers        \ 
removed      / 

17000 

166.4 

18000 

177.3 

FaUed  at  21500 

19000 

FaUed 

lb.  per  sq.  in. 

I 

and  12  in.  was  used  as  the  gage  length.  Sheet  lead  was  placed  be- 
tween the  ends  of  the  test  piece  and  the  plates  of  the  testing  machine. 
A  preliminary  test  was  made  on  a  rod  of  stoneware  3.  This  rod, 
8  in.  in  length,  failed  suddenly  with  a  sharp  noise  under  a  load  of 
15,000  lb.  per  sq.  in.  It  flew  into  many  small  fragments  with  the 
principal  planes  of  fracture  parallel  to  its  length. 

31     Measurement  of  elongation  was  made  on  two  pieces,  both  of 
which  failed  by  splitting  lengthwise.    Both  rods  are  shown  in  Fig.  9. 
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The  porcelain  rod,  in  a  horizontal  position  in  the  front  of  the  picture 
has  a  single  piece  split  off  for  almost  its  entire  length.  The  split 
off  piece  extends  from  the  top  of  the  rod  to  the  position  of  the  lower 
extensometer  clamp.  The  other  rod  of  stoneware  W.M.  shown 
standing  at  the  right  of  Fig.  9  failed  at  the  ends.  Table  4  gives  part 
of  the  results  of  the  compression  tests  of  these  two  pieces.  Fig.  11 
gives  the  diagram  for  Table  4.  The  porcelain  curve  varies  little 
from  a  straight  line.  There  is  a  slight  change  of  slope  at  7000  lb. 
per  sq.  in.  which  may  indicate  a  true  elastic  limit.  The  stoneware 
curve  bends  slightly  at  3000  lb.  and  shows  considerable  change  of 
slope  at  11,000  lb.  per  sq.  in. 

BENDING   TESTS 

32  Fig.  12  shows  the  arrangement  of  the  apparatus  for  bending 
tests.  The  test  bar  is  supported  at  two  points  B  and  B'  and  loaded 
equally  at  two  symmetrical  points  A  and  A '.     The  extensometer  lever 


I  > 


nrt 


Fig.  12    Apparatus  Arranged  for  Bending  Tests 


is  carried  on  a  wooden  beam,  so  mounted  that  it  practically  con- 
nects two  points  on  the  neutral  surface  of  the  test  bar  at  equal  distances 
c  outside  the  load  points  A  and  A\  The  connection  between  test 
bar  and  beam  is  made  through  two  steel  stirrups,  of  which  the  right 
one,  D,  is  rigidly  fastened  to  the  beam  and  the  left  one,  Ey  is  joined 
through  a  pair  of  cone  pivots.  Brass  clamps  gripping  the  test  bar 
are  connected  to  the  stirrups  through  cone  pivots.  This  arrange- 
ment keeps  the  wooden  beam  parallel  to  the  line  joining  the  upper 
pivots  and  at  a  constant  distance  therefrom.  At  a  point  midway 
between  the  supports  a  third  clamp  is  attached  to  the  test  bar  and 
connected  to  the  extensometer  lever  by  a  short  steel  rod.  As  the 
middle  of  the  test  bar  rises  when  the  load  is  applied,  the  test  may  be 
carried  to  failure  of  the  piece  without  danger  to  the  apparatus. 
The  movement  of  the  longer  arm  of  the  lever  is  measured  by  a 
micrometer  attached  to  the  wooden  beam. 

33    With  this  apparatus,  the  error  due  to  temperature  change  is 
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very  small,  and  the  curves  obtained  are  more  satisfactory  than 
those  of  the  tension  tests. 

34  In  most  of  the  tests  the  distance  I  between  the  loads  was 
12.6  in.,  and  the  distance  a  from  A  to  B  and  from  A'  to  B'  was 
4.2  in.,  so  that  the  deflection  of  the  middle  of  the  bar  above  the  line 
joining  A  and  A'  is  the  same  as  that  of  a  beam  supported  at  the 
ends  and  loaded  at  the  third  points.    This  deflection  is 

23  PP 
1296  EI 

where  P  is  the  total  load,  and  /  the  moment  of  inertia  of  the  cross- 
section.  The  additional  deflection  at  a  distance  c  from  A  is  the 
product  of  the  length  c  multiplied  by  the  slope  of  the  tangent  to  the 
bar  at  A.     With  a  beam  loaded  at  the  third  points,  the  slop)e  at  the 

supports  is 

PP 


18^/ 

TABLE  5     BENDING  TEST  OF  STONEWARE  2x4  I 

• 

Diametor,  0.945  ixL 

to  0.955  in. 

Dec.  5.  1018 

Average  diameter  0.940  in. 

/-12.6  m.;  a -4.2 

in.;  c  —  1.2  in. 

Load  in 

Deflection 

irnit  Stress 

Unit  Deformation  ■ 

Modulus 

Lb.. 

in  In..            1 

in  Outer 

ID  Outer  Fibers    , 

of 

P 

1 

Fibers 

0.00001  In. 

1 

Elasticity 

12 

0.00208 

300 

4.5 

6.670.000 

22 

0.00382          ' 

551 

1               8.3               ' 

6.660.000 

32 

0.00658          1 

801 

i2.1               I 

6.650.000 

42 

0.00728          1 

1051 

15.7               1 

6.680.000 

52 

0.00904           , 

1 

1302 

1             19.5 

1 

6.660.000 

62 

0.01080 

1552 

1             23.4               ! 

6.640,000 

72 

0.01256 

1802 

1             27.2               , 

6.630.000 

82 

0.01442           1 

2052 

1             31.2 

6.580.000 

92 

0.01618           i 

2303 

35.0               1 

6.580.000 

102 

0.0180 i 

2553 

39.0 

6.540.000 

The  length  c  as  used  was  1.2  in.,  so  that  the  total  deflection  y  is  given 

by  the  equation 

Ely     23  f      1.2  P     376.2  P 


1296  "    18 
46.08  P 


1296 


E^ 


ly 


35    Table  5  gives  the  results  of  one  test  of  a  stoneware  rod. 
The  stress  in  the  outer  fibers  has  been  calculated  in  the  usual  way 
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A  ^lue  modulus  of  elasticity  by  means  of  the  formula  above.  In 
d^x-  -to  draw  curves  which  may  be  compared  with  the  tension  and 
•n=i.I>:r'^€8sion  diagrams,  the  unit  deformation  in  the  outer  fibers  for 
la^    XX>rtion  of  the  bar  between  the  supports  is  given  in  the  fourth 

3S  Fig.  13  gives  the  diagram  for  Table  6,  together  with  those  of 
^^  c>-tbher  kinds  of  stoneware  and  one  of  porcelain — the  same  materials 
hioti  are  shown  in  tension  in  Fig.  10.  It  will  be  noted  that  the 
i^^Hr^un  of  porcelain  is  straight  while  those  of  stoneware  132  and  53 
^^^^  a  little.  The  diagram  of  stoneware  2x4  seems  to  be  straight 
^tk^xx  drawn  to  this  scale,  but  the  figures  of  Table  5  show  that  there 
^  j^  flight  ciurature.  Since  only  the  outer  fibers  in  the  middle 
^^^^  of  the  test  bar  reach  the  calculated  stress,  it  is  evident  that 
diagram  from  the  bending  test  should  be^nearer  a  straight  line 
the  corresponding  tension  curve. 

COMPARISON   OF  RESULTS 

37  Fig.  14  gives  compression,  bending,  and  tension  diagrams  for 
Electric  porcelain.  It  will  be  seen  that  the  compression 
for  porcelain  I  has  the  same  slope  as  the  bending  curve  of 
^^^oelain  II,  while  the  tension  ciu^e  for  II  has  a  little  higher  and 
-^^  tension  curve  for  I  a  little  lower  slope.  Considering  the 
Ltion  in  the  tension  tests  as  shown  by  Table  3,  together  with 
f'act  that  the  curve  for  bending  depends  upon  tension  and  com- 
don  jointly,  it  is  probable  that  the  modulus  of  elasticity  in 
ion  differs  little,  if  any,  from  the  modulus  in  compression. 
S8  If  the  bending  curve  for  this  porcelain  be,  as  it  seems,  a 
Xght  line  with  the  same  slope  as  the  compression  curve,  it  fol- 
that  the  ultimate  tensile  stress  is  the  same  as  the  modulus  of 
ure,  or  7800  lb.  per  sq.  in.  If  the  bending  curve  deviates  a 
from  a  straight  line,  but  not  enough  to  show  without  greater 
lement  of  measurement,  there  may  be  considerable  deviation  in 
upper  portion  of  the  tension  curve  so  that  the  real  stress  at  rup- 
may  be  somewhat  below  7800  lb.  per  sq.  in.  In  any  case,  it  is 
^^^ent  that  the  tension  tests  did  not  develop  the  full  tensile  strength. 
39  Fig.  15  shows  tension,  bending,  and  compression  for  stone- 
e  W.  M.  Here,  again,  the  compression  and  bending  diagrams 
parallel  while  one  tension  curve  has  a  higher  and  the  other  a 
'«r  slope.  There  is  a  decided  bend,  however,  in  both  tension  and 
^^>.ding  diagrams,  and  the  tensile  stress  developed  is  nearly  |  of  the 
^^^dulus  of  rupture. 
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40    Fig.  16  gives  tension  and  bending  diagrams  for  stoneware 
This  material  behaved  like  stoneware  W.  M.  except  that  the  diagra 
from  the  bending  test  shows  no  certain  deviation  from  a  straigl 
line. 

TABLE  6    SUMMARY  OF  TESTS  OF  STONEWARE  AND  PORCELAIN 


Tett  Bar 

Kind 

of 
Load 

Unit 

Deformation 

at  1000  Lb. 

per  Sq.  In. 

Modulus    . 

of 
Elasticity 

Last  Unit 

Deformation 

Read 

UnitI 

At  Last 
Raadinc 

SnUBM 

At 

FailoTO 

Porcelain 

G.  E. 

I 

tens. 

0.000090 

10.100.000 

0.000288 

2900 

2950 

G.  E. 

II 

tens. 

91 

11,000,000 

184 

2000 

2100 

G.  E. 

III 

tens. 

99 

10,100,000 

l87 

2900 

3000 

G.  E. 

IV 

tens. 

103 

9.700,000 

207 

2000 

2200 

G.  E. 

I 

comp. 

0.000094 

10,600,000 

0.001773 

18000 

19000 

G.  E. 

II 

bend. 

92 

10,800.000 

736 

7822 

7822 

G.  E. 

III 

bend. 

97 

10.300,00 ) 

646 

6448 

6448 

Ohio  S.  U. 

III 

tens. 

0.000116 

8,600,000 

0.000330 

2600 

2700 

Ohio  S.  U. 

IV 

tens. 

121 

8.300.000 

271 

2200 

2400 

Ohio  S.  U. 

IX 

tens. 

108 

9.200.000 

329 

2800 

2900 

Stoneware 

53 

I 

tens. 

0.000170 

5,900,000 

0.000240 

1400 

1500 

53 

II 

tens. 

166 

6,000,000 

231 

.     1400 

1500 

53 

I 

bend. 

160 

6,260.000 

441 

2666 

2666 

53 

II 

bend. 

158 

6.300.000 

376 

2291 

2291 -h 

2x4 

I 

tens. 

0.000157 

6,400,000 

0.000184 

1200 

1200-1- 

2x4 

II 

tens. 

158 

6.300.000 

178     1 

1100 

1200 

2x4 

III 

tens. 

155 

6.450,000 

155 

1000 

1100 

2x4 

I 

bend. 

150 

6.700.000 

390     ' 

1 

2553 

2553 

W.  M. 

I 

tens. 

0.000118 

8,500.000 

0.000269     1 

2150 

2200 

W.  M. 

II 

tens. 

105 

9.500.000 

201     ' 

1800 

1900 

W.  M. 

III 

tens. 

109 

9,200.000 

191 

1800 

1900 

W.  M. 

I 

bend. 

112 

8,900.000 

395     1 

3444 

3444 

VV.  M. 

II 

comp. 

112 

8.900,000 

1965     , 

15500 

21500 

3 

I 

tens. 

0  000173 

5.800,000 

0.000244 

1400 

1400  4- 

3 

II 

tens. 

177 

5.650.000 

177     ' 

1000 

1100 

3 

III 

tens. 

161 

6,200,000 

250 

1500 

1600 

3 

11 

bend. 

169 

1 

5,900.000 

384     , 

2231 

2231 

132 

I 

tens. 

0.000113     1 

8.900.000 

0.000181 

1600 

1650 

132 

II 

tens. 

127 

7.900.000 

152 

1200 

1250 

132 

III 

tens. 

116     1 

8.600,000 

219 

1900 

1900 

132 

II 

bend. 

112 

8,900,000 

328     . 

2848 

2848 

41  Table  6  gives  a  summary  of  all  the  tests  in  which  a  complet 
series  of  readings  were  taken.  The  third  column  of  this  table  give 
the  unit  deformation  at  the  unit  stress  of  1000  lb.  per  sq.  in.  Wher 
no  reading  was  taken  at  this  load,  the  deformation  has  been  com 


DISCUSSION  813 

"by  interpolation  from  the  two  nearest  readings.     The  fourth 


>lixiriJi  gives  the  modulus  of  elasticity  calculated  from  the  stress  of 

)0O    11).  and  the  deformation  of  the  third  column.     The  fifth  and 

Ktli  c^olumns  give  the  last  unit  deformation  read  and  the  correspond- 

g    Tojait  stress.    The  modulus  of  elasticity  calculated  from  these 

^ujres,  or  from  the  difference  between  them  and  the  corresponding 

^formation  and  stresses  at  1000  lb.,  will  show  whether  the  curve 

material  deviates  from  a  straight  line. 

CONCLUSIONS 

From  the  results  of  these  tests,  the  following  conclusions 
ay   fc>o  drawn: 

a  The  modulus  of  elasticity  of  stoneware  and  porcelain  is 
practically  the  same  in  tension  and  compression.     Its 
value  may  be  obtained  conveniently  by  a  bending    test. 
b  The  modulus  of  elasticity  of  porcelain  is  about  10,000,000. 
The  modulus  of  stoneware   ranges  from   6,000,000  to 
9,000,000,  depending  on  the  material, 
cr  The   compressive   strength   of   porcelain   and    high   grade 
stoneware  in  a  column  16  in.  long  and  1  in.  in  diameter 
is  about  20.000  lb.  per  sq.  in.     The  stress-strain  diagram 
is  practically  straight  up  to  7000  lb.  per  sq.  in. 
ci  The  tensile  strength  of  porcelain  is  above  3000  lb.   per 
*  sq.  in.     The  diagram  is  a  straight  line  up  to  this  stress. 
The  tensile  strength   of  stoneware  ranges  from  above 
1100  to  above  2200  lb.  per  sq.  in.     The  stoneware  of  the 
greater  modulus  has  the  greater  strength. 
^         These  tests  failed  to  develop  the  full  tensile  strength  of 
*-^5^terial.     Judging  from  the  bending  tests  and  the  form  of  the 
^^^^xns,  it  is  probable  that  the  real  tensile  strength  is  about  twice 
^^^^^it  as  the  figures  here  given. 
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DISCUSSION 

^-^Xph  D.  Mershon  (written).     In  suo:tresting  to  Professor  Boyd 
^Xivestigation  he  has  so  excellently  carried  out  on  the  mechanical 
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properties  of  ceramic  materials,  I  had  in  mind  more  than  the  bear- 
ing of  the  subject  upon  the  matter  of  insulation.  For  a  long  time 
it  has  seemed  to  me  there  were  uses  for  ceramic  materials  where 
they  are  not  now  used,  presumably  because  of  the  lack  of  informa- 
tion relative  to  their  mechanical  properties.  One  important  pos- 
sibility is  that  of  the  employment  of  clay  pipes  in  many  placet 
where  iron  or  steel  ones  are  now  used,  especially  underground.  01 
course  such  pipes  are  regularly  used  for  sewers  and  drains,  and  J 
believe  that  to  some  small  extent  they  have  been  employed  for  low 
pressure  gas  mains.  But  their  use  seems  to  have  been  confined  tc 
cases  where  the  internal  pressure  was  little  or  nothing.  It  would 
seem  that  their  durability  might  be  availed  of  in  uses  involving 
considerable  internal  pressures,  if  more  were  known  of  the  char- 
acteristics and  the  possible  uniformity  of  the  material  composing 
them. 

So  far  as  I  know,  this  work  of  the  author  is  the  first  systematic 
investigation  ever  made  of  the  mechanical  properties  of  ceramic 
materials.  It  is  to  be  hoped  that  it  is  a  forerunner  of  further  work 
along  this  line,  both  by  Professor  Boyd  and  others,  and  that  we  may 
have,  before  long,  the  results  of  investigations  as  to  the  influence 
of  various  mixtures,  methods  of  working,  and  degrees  of  firing,  upon 
the  mechanical  properties  of  ceramic  materials,  and  upon  the  uni- 
formity with  which  products  composed  of  such  materi|ils  can  be 
produced. 

R.  C.  Carpenter  (written).  The  investigation  described  by 
Professor  Boyd  is  the  first  that  I  have  been  able  to  learn  about 
which  gives  information  of  the  strength  of  stoneware  and  porcelain 
under  conditions  of  use.  The  information  given  by  the  paper  is  of 
great  value  in  all  the  arts  where  porcelain  is  employed  either  as  a 
structural  member  or  for  the  purpose  of  acting  as  an  insulator 
under  conditions  where  it  must  sustain  a  considerable  load. 

Porcelain  is  a  difficult  material  to  test  in  the  ordinary  standard 
testing  machine  because  of  its  brittleness,  so  that  the  methods 
described  in  the  paper  will  be  found  useful  for  all  future  tests  of 
this  material  made  in  any  laboratory. 

The  Society  is  to  be  congratulated  for  the  success  of  this  investi- 
gation, which  is  one  of  the  results  of  the  activity  of  its  Research 
Committee.  The  field  covered  by  the  investigation  gives  informa- 
tion of  the  strength  when  subjected  to  tension,  bending  or  compres- 
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ion.  art;Tam,  and  for  that  reason  is  complete  to  a  remarkable  degree, 
specially  when  the  diflSculties  which  had  to  be  overcome  in  making 
^e  tosts  are  considered. 

ti.  E.  Babrinoer^  (written).  The  mechanical  strength  of  porce- 
^  is  satisfactory  in  some  respects  and  decidedly  unsatisfactory  in 
theirs.  The  most  consistent  property  is  the  resistance  to  crushing 
J^d  the  most  erratic  and  unsatisfactory  is  the  toughness,  or  resist- 
nee   to  the  sudden  shock  of  impact  or  vibration. 

A.  few  years  ago  I  stated  that  in  our  experience  with  vitrified 
orcelain  used  for  electrical  insulation  we  had  found  an  average 
ompressive  strength  of  20,000  lb.  per  sq.  in.,  and  a  tensile  strength 
f  from  900  to  1800  lb.  per  sq.  in.  The  tension  tests  were  made 
Pon  briquettes  of  the  standard  shape  used  in  cement  testing,  with 
^^  use  of  special  clips  and  cushioning  materials,  and  the  compres- 
^on  tests  on  2-in.  cubes.  Professor  Boyd's  paper  indicates  a  com- 
pressive strength  for  porcelain  of  the  same  value;  I  think  20,000 
^«  per  sq.  in.  is  a  safe  basis  for  the  calculations  of  designing 
'^Sineers. 

The  comparatively  high  and  uniform  compressive  strength  for 
^^'•oelain,  as  compared  to  its  other  mechanical  strengths,  has  led 
'^S'ineers  to  take  advantage  of  this  property  as  much  as  possible, 
*^<i  certain  types  of  line  insulators  are  designed  to  bring  the  strains 
the  porcelain  as  nearly  to  compressive  as  possible. 
n  several  instances  porcelain,  because  of  its  high  insulating 
e  and  weather  resistance,  has  been  found  quite  the  best  material 
insulation  in  electric  railway  equipment.  In  this  particular 
,  however,  porcelain  can  only  safely  be  used  in  compression, 
would  meet  with  early  failure  if  subjected  to  tensile,  transverse, 
■r    impact  strains. 

In  the  matter  of  determining  tensile  strength  the  conditions  are 
lofe  complex  than  in  developing  compressive  strength.  The  author 
"^ows  it  is  quite  necessary  to  devise  special  clips  and  cushioning 
^^"t^rials  to  develop  the  true  tensile  strength,  and  in  his  tabulation 
Conclusions  states  that  even  his  very  carefully  conducted  tests 
^^^cj  to  develop  the  real  tensile  strength  of  either  porcelain  or 
'^^^e\vare. 

Inasmuch  as  the  paper  states  only  3000  lb.  per  sq.  in.  could  be 

^^loped,  and  this  with  the  use  of  special  clips,  cushioning  material 
^xigr.  of  Insulations,  Genl.  Elec.  Co.,  Schenectady,  N.  Y. 


816  STONEWARE  AND  PORCELAIN    STRENGTH 

and  manipulating,  although  the  true  strength  was  probably  7000 
lb.  per  sq.  in.,  it  is  suggested  that  a  working  figure  of  1500  lb.  per 
sq.  in.  be  taken  for  tensile  strength. 

One  point  in  connection  with  the  mechanical  strength  of  porce- 
lain is  the  effect  of  temperature  changes.  In  the  kilns  a  marked 
difference  of  strength  will  be  found,  depending  upon  the  rate  of 
cooling.  In  the  finished  product  temperature  changes  even  within 
the  range  of  20  to  90  deg  cent,  have  an  influence  upon  the  mechan- 
ical  strength.  In  general,  sudden  temperature  fluctuations  cause 
lowering  of  mechanical  strength ;  and  temperature  changes  in  the 
finished  porcelain,  even  though  brought  about  at  a  comparatively 
slow  rate,  will  have  a  harmful  effect  within  certain  ranges.  Porce- 
lain baked  at  90  deg.  cent,  exhibited  a  decided  weakness  upon 
cooling. 

The  effect  of  temperature  changes  is  more  pronounced  as  the  rate 
of  fluctuation  increases,  and  has  the  greatest  effect  upon  the  tough- 
ness. The  tensile  and  transverse  strengths  are  next  most  seriously 
affected,  and  the  compressive  strength  least  of  all. 

P.  M.  Farmer  presented  a  written  discussion.  He  stated  that 
this  constructive  paper  represents  a  considerable  amount  of  very 
careful  and  obviously  reliable  work  which  will  be  particularly 
appreciated  by  all  electrical  engineers  who  have  had  to  do  with 
porcelain  insulators.  There  is  a  remarkablo  dearth  of  reliable  in- 
formation of  this  character  on  porcelain. 

The  paper  is,  however,  of  interest  for  another  reason,  namely, 
it  emphasizes  the  small  amount  of  research  work  which  is  being  done 
on  standard  engineering:  materials.  The  importance  of  this  gen- 
eral class  of  research  work  is  frequently  overlooked.  The  ultimate 
commercial  engineering  value  of  such  data  is  often,  and  perhaps 
usually,  much  greater  than  that  obtained  from  researches  which 
have  terminated  in  more  startlins:  results.  Manv  of  our  common 
engineering  materials  are  constantly  changing,  due  to  improvements 
in  the  methods  of  manufacture,  different  methods  of  treatment,  etc., 
and  consequently  their  properties  should  be  redetermined  occa- 
sionally. 

]\)rcelain,  for  example,  has  been  improved  very  greatly  in  the 
last  fifteen  years  and  yet,  despite  the  enormous  increase  in  its  use 
for  purposes  where  knowledge  of  the  physical  properties  is  im- 
portant, no  reliable  data  are  available  on  such  an  important  property 
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-ensile  strength.  In  this  paper  it  is  concluded  that  the  tensile 
xigth  of  porcelain  is  above  3000  lb.  per  sq.  in.,  whereas  the  usual 
rces  of  information  give  the  value  as  650  to  2200  lb.  per  sq.  in. 
se  latter  figures  were  undoubtedly  obtained  many  years  ago  and 
aot  apply  to  the  modern  porcelain. 

It  will  be  conceded  that  no  general  conclusions  as  to  the  strength 
•orcelain  can  be  drawn  from  the  small  number  of  tests  described, 
ile  four  or  five  specimens  of  a  given  sample  of  porcelain  may  be 
cient,  it  is  necessary  to  test  not  only  samples  of  as  many  dif- 
nt  makes  as  possible,  but  samples  of  different  thickness,  and 
pies  which  have  been  subjected  to  various  temperatures  and 
ods  in  firing,  etc. 

Nothing  is  stated  as  to  the  kind  of  porcelain  tested.     Presumably 
what  is  known  as  electrical  porcelain,  but  further  information 
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Fig.  17     Form  of  Test  Piece  for  Maximum  Strength 


id  have  been  desirable,  such  as  the  kind  of  clays  used,  methods 
ring,  temperature  of  the  furnace  and  time  of  firing. 
\  form  of  grip  and  of  test  specimen  which  would  develop  the 
imum  strength  of  the  porcelain  would  be  desirable.  While  the 
lusions  in  regard  to  the  tensile  strength  drawn  from  the  bend- 
and  compression  tests  are  probably  correct,  data  obtained  by 
ct  tests  are  more  convincing.  It  would  seem  off-hand  that  the 
angular  test  piece  with  longer  bearing  surfaces  at  the  ends 
Id  have  developed  the  maximum  strength  of  the  porcelain. 
r.  D.  Lynch^  (written).  We  have  done  most  of  our  testing  of 
lelain  in  the  final  piece  as  made  for  service.     The  sections  of 

pieces  are  more  or  less  irregular  and  for  that  reason  difficult 
3duce  to  a  square  inch  section.  We  have  made  a  few  tests,  how- 
,  on  samples  of  porcelain  with  holes  in  either  end  for  the  pur- 

of  attaching  clevises,  as  shown  in  F^ig.  17.    Such  samples  showed 

iesearch  Engr.,  Westinghouse  Elec.  &  Mfg.  Co.,  East  Pittsburgh,  Pa, 
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approximately  1500  lb.  per  sq.  in.  tensile  strength,  and  about  15,000  ' 
lb.  per  sq.  in.  compressive  strength,  or  ten  times  the  tensile  value. 
These  tests  are  not  at  all  conclusive.    Our  full-size  tests  on  the  fin- 
ished piece  indicate  that  the  strength  of  porcelain  is  probably  very 
much  influenced  by  internal  stresses,  and  it  would  be  interesting  - 
to  know  of  any  study  made  by  the  author  along  this  line. 

An  investigation  of  the  internal  stresses  in  brasses  and  bronzes  - 
was  conducted  by  P.  D.  Merica  and  R.  W.  Woodward  and  reported  . 
before  the  American  Institute  of  Metals  in  1915.  Perhaps  some  -- 
similar  test  could  be  made  on  porcelain  to  determine  if  possible 
heat  treatment  that  will  eliminate  internal  stresses  or  at  least 
duce  them  to  a  minimum. 

John  P.  Ancona  thought  there  was  a  possibility  that  the  pecu- 
liar failure  of  the  pieces  in  the  tensile  tests  might  be  attributed  to 
some  condition  of  internal  stress. 

Elliott  H.  Whitlock  said  that  in  connection  with  the  effect  of 
temperature  of  cooling  on  the  homogeneity  of  the  sample  he  had 
found  that  with  a  certain  material  the  temperature  rise  curve  of 
the  firing  had  a  great  deal  to  do  with  the  final  strength.  If  the 
temperature  rose  to  a  certain  point  and  was  then  allowed  to  drop 
and  then  again  brought  up  to  a  higher  point,  the  material  was  very 
much  weaker  than  if  the  same  temperature  had  been  reached  by  a 
continuous  rise.  He  thought  that  possibly  the  rate  of  firing  might 
have  as  much  to  do  with  the  tensile  strength  of  porcelain  as  the  rate 
of  cooling. 

Percy  H.  Thomas^  (written).  The  author  found  that  fair  and 
reliable  results  were  diflBcult  on  account  of  the  great  tendency  in 
the  test  machine  for  the  stress  to  be  applied  unevenly  to  the  porce- 
lain section,  and  also  on  account  of  the  extreme  local  stresses  at  the 
point  of  application.  While  great,  care  was  taken  in  this  work  to 
eliminate  such  effects,  other  forms  of  specimens  and  other  methods 
of  holding  the  test  pieces  might  be  much  better. 

Porcelain  is  used  in  practical  service  in  certain  cases  in  such  a 
way  as  to  be  called  upon  to  support  very  material  stresses,  and 
does  so  very  reliably.  But  in  practice  the  shape  of  the  porcelain 
pieces  and  the  method  of  support  are  such  as  to  avoid  the  difBculties 
found  in  the  tests  described.    For  example,  the  high  tension  sua- 

»2  Rector  St.,  New  York, 
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lion  type  porcelain  insulator  serves  to  give  mechanical  support 
line  conductor,  at  the  same  time  insulating  it.    The  porcelain 

y  as  far  as  we  are  here  concerned,  is  a  cup  in  which  an  iron  pin 

Estened  by  filling  the  cup  with  Portland  cement.     The  cup  is 
on  the  outside  by  a  metal  cap  into  which  it  enters  and  to  which 

30  is  secured  by  Portland  cement.  When  the  inner  pin  is  pulled 
in  the  testing  machine,  the  metal  cap  being  made  fast  to  the 
ting  jaw  of  the  machine,  the  porcelain  cup  is  pulled  apart,  leav- 
its  bottom  portion  in  the  cap,  and  the  rim  following  the  pin. 
characteristic  fracture  is  that  of  tension  stress.  A  porcelain 
1  in.  internal  diameter  and  with  a  wall  %  in.  thick  may  resist 
"ess  as  high  as  13,000  lb.  in  some  instances,  which  is  equivalent 
)00  to  3000  lb.  per  sq.  in.,  assuming  an  even  distribution.  But 
lis  stress  must  be  greater  nearer  the  surface  of  the  wall  than  on 
interior,  the  true  unit  stress  must  be  much  higher.  This  cor- 
)nds  fairly  well  with  the  test  values  of  the  paper.  Furthermore, 
)ite  of  the  very  serious  stresses  to  which  these  insulators  are 
ected,  there  are  no  signs  of  brittleness  or  unreliability  in  service 
his  account. 

'he  conclusion  would  be  that,  when  properly  used,  porcelain  is 
ry  strong  and  reliable  material,  and  by  no  means  deserves  the 
tation  it  has  been  given  by  its  behavior  in  tests  of  porcelain 
and  narrow  tubes. 

OHN  A.  Brashear.  For  nearly  twenty-five  years  I  have 
ght  of  using  or  attempting  to  use  a  porcelain  disc  of  a  special 
^  instead  of  glass  for  a  reflecting  telescope.  Silvered  glass 
ors  were  introduced  some  forty  years  ago ;  that  is,  silvered  on 
Eront  instead  of  the  back  surface,  and  I  have  thought  in  the 

of  large  glasses,  the  disc  could  be  made  of  porcelain,  which 
i  be  given  an  approximate  curvature  before  the  enamel  was 
sited  upon  it,  and  if  this  enamel  could  be  put  on  thick  enough, 

ground,  fined  and  polished,  and  then  the  surface  silvered,  it 
d  make  a  very  excellent  substitute  for  the  glass  mirror.  I  do 
know  whether  any  studies  of  the  coefficient  of  the  expansion 
contraction  of  porcelain  have  been  made,  but  in  the  glass  disc 

an  important  factor,  so  that  in  the  case  of  large  telescopes  it 
i  very  great  trouble.  In  the  case  of  the  72-in.  reflector  which 
re  now  making  for  the  Canadian  Government,  the  disc  alone, 
h  is  12  in.  thick,  weighs  21/4  tons ;  and  the  100-in.  which  is  being 
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made  for  the  Mt.  Wilson  Observatory,  weighs  in  the  neighborhood  of 
4  tons.  If  this  weight  could  be  reduced  in  the  porcelain  disc,  and 
the  material  be  made  homogeneous,  with  a  coefficient  less  than  glass, 
it  would  be  a  great  advantage  to  the  instrument  itself. 

The  Author.  In  regard  to  internal  stresses,  mentioned  by  Mr. 
Lynch,  it  was  first  thought  that  the  failure  of  the  round  rods  at 
the  head  was  due  to  this  cause.  Accordingly  the  rectangular  pieces 
were  made  with  a  gentle  change  of  slope,  and  considerable  care  was 
used  to  so  handle  the  clay  as  to  leave  all  parts  of  the  piece  in  the 
same  condition.  The  nature  of  the  failure  of  t.iese  pieces  seemed 
to  indicate,  not  internal  stress,  but  the  combination  of  the  direct 
tension  with  the  tension  resulting  from  the  transverse  compression 
of  the  grips.  As  suggested  by  Mr.  Farmer,  a  grip  with  larger  bear- 
ing surface  should  make  it  possible  to  develop  the  full  tensile 
strength.  The  head  of  the  test  piece  should  enlarge  somewhat  more 
rapidly  than  shown  in  Fig.  2. 

Transverse  compression  not  only  weakens  a  rod  subjected  to 
longitudinal  tension  but  also  strengthens  it  for  longitudinal  com- 
pression. Bands  around  porcelain  rods  near  the  ends  seem  to  have 
the  same  effect  as  in  hooped  concrete  columns. 

Internal  stress  is  probably  an  important  factor  in  insulators 
where  there  are  rather  abrupt  changes  of  section.  In  metals  the 
amount  of  internal  stress  may  be  determined  by  measuring  the 
dimensions  of  a  small  portion,  then  cutting  it  free  from  the  rest  of 
the  body  and  measuring  again.  The  difficulty  of  cutting  makes  this 
impracticable  with  porcelain.  A  form  of  test  bar  with  an  enlarge- 
ment or  contraction  near  the  middle  will  enable  one  to  separate  the 
effects  of  compression  of  the  grii)s  from  those  of  internal  stress  and 
unequal  distribution  of  stress.  To  differentiate  completely  between 
these  last  two  factors  may  not  be  possible,  but  series  of  tests  varying 
one  at  a  time  the  two  elements  of  heat  treatment  and  form  of  piece 
should  give  valuable  results.  Whatever  internal  stress  is  found  may 
be  due  either  to  the  heat  treatment  or  the  mechanical  treatment  of 
the  wet  clay,  and  another  set  of  experiments  will  be  necessary  to 
settle  all  these  questions.  For  testing  these  pieces,  bending  tests 
with  a  constant  moment  for  a  considerable  length  will  be  found 
easier  to  apply  than  direct  tension  tests. 
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iter  the  location  of  a  plant  has  been  decided  upon,  and  the 

selected,  a  sufficient  number  of  borings  should  be  made  or  test 

sunk  to  determine  the  character  of  the  soil  and  its  bearing 

3ity.    Such  exploration  will  reveal  whether  the  site  is  suitable 

fiether  the  cost  of  foundations  would  be  excessive.     If  the  site 

and  suitable,  the  knowledge  of  the  underlying  soil  or  rock  is 

«ary  for  the  proper  and  economical  design  of  the  foundations. 

The  borings  are  made  for  the  purpose  of  determining  at  what 

firm  soil  is  to  be  reached,  if  at  all;  the  thickness  of  any  stratum 

'Ua  soil;  the  character  of  the  underlying  material;  the  level  ot 

^t'ound  water;  whether  piles  will  be  required  and  the  probable 

h  of  the  same. 

It  is  of  great  importance  to  support  all  structures  on  a  stratum 
il  below  silt  or  peat.  If  the  structure  is  to  be  a  heavy  or  an 
xi,ant  one  and  it  is  found  necessary  to  use  piles,  some  of  the 
'gs  should  be  carried  to  bed  rock,  if  possible,  and  dry  samples 
e  soil  should  be  taken  every  few  feet  in  depth.  The  samples 
d  be  examined  as  soon  as  taken,  as  the  moisture  in  them  evapo- 
and  their  character  changes  rapidly.  If  uniform  conditions 
'ound  a  few  widely  scattered  borings  will  be  sufficient,  hut 
e  the  conditions  vary  a  greater  number  should  be  made.  A 
iption  of  the  processes  and  values  of  borings  is  given  later. 

If  it  is  found  necessary  to  drive  piles,  test  piles  should  be 
;n  and  careful  records  kept.  Piles  should  bo  tested  by  loading 
marked  settlement  takes  place  and  careful  readings  should  be 
)  before  and  after  each  increment  of  load.  If  possible,  loads 
d  be  allowed  to  rest  at  least  24  hr.  after  each  increment, 
)t  the  final  load  whicli  should  rc^niain  on  at  least  48  hr.  unless 

•esented    at    the    Annual    Meeting,    December    191.5,    of    The    Amkrican 
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a  failure  of  pile  or  testing  platform  prevents.  All  test  piles  should 
be  pulled,  whether  load-tested  or  not,  to  determine  their  condition 
and  suitability  for  the  work. 

5  From  the  accumulated  data  obtained  from  borings,  test  pits, 
test  piles  and  from  pile  loading  tests,  it  will  be  possible  to  select 
working  loads  for  the  piles  suited  to  the  building  to  be  supported. 
In  general  the  working  pile  values  should  have  a  factor  of  safety  of 
not  less  than  2]/^  based  on  a  load  producing  y%  in.  total  settlement 
by  test.  However,  it  may  be  desirable  to  select  a  working  load 
based  on  allowable  settlements  such  as  tV  u^-  to  )^  in.  The  values 
of  the  factor  of  safety  and  working  or  ultimate  settlement  are  all 
to  be  fixed  to  suit  the  class  of  structure  to  be  supported. 

6  Buildings  which  are  to  contain  moving  machinery  or  delicate 
instruments  would  naturally  require  piles  with  fairly  large  factors 
of  safety,  while  in  cheap  one-story  structures  for  storage  purposes 
the  safety  factors  could  be  much  lower.  Where  piles  are  not  load- 
tested,  the  values  given  by  the  Engineering  News  formute  can  safely 
be  used.    These  formulse  are: 

For  a  pile  driven  with  a  drop  hanmier 

p_2WH 

S+\ 

For  a  pile  driven  with  a  steam  hammer 

pJWJl 
S+0.1 

in  which 

P  =  8afe  load  in  lb. 

W  =  weight  of  hammer  in  lb. 

H  =  leX\  of  hammer  in  ft. 

iS  =  penetration  or  sinking  in  in.  under  the  last  blow 

7  Test  pits  should  be  sunk  for  determining  the  level  of  the 
ground  water  and  for  making  a  study  of  the  soil  for  a  reasonable 
depth  more  accurately  than  can  be  done  with  borings.  Both  the 
maximum  and  minimum  levels  of  the  ground  water  should  be  de- 
termined, the  maximum  for  obtaining  the  hydrostatic  head  on 
waterproof  basements  and  the  minimum  for  finding  the  safe  level 
for  cutting  off  wood  piles  or  to  determine  if  it  will  be  better  or  cheaper 
to  use  concrete  piles. 

8  When  the  structures  are  of  any  considerable  magnitude  and 
piling  is  unnecessary,  tests  should  be  made  to  determine  the  bearing 
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kcity  of  the  soil  to  insure  the  maximum  economy  in  design, 
ing  ascertained  the  condition  of  the  soil  and  decided  that  piles 
not  necessary,  and  having  also  decided  upon  the  maximum 
sure  to  which  the  soil  is  to  be  subjected,  the  widths  of  founda- 
3  can  be  determined  from  the  estimated  loads. 
>  Solid  ledge  forms  the  securest  support  for  foundations,  pro- 
ig  it  goes  all  round  the  building.  Part  earth  and  part  ledge  are 
to  cause  unequal  settlements.  The  ledge,  if  uneven,  should  be 
led  oflf  and,  if  on  a  slope,  cut  to  form  steps  to  give  an  approxi- 
jly  horizontal  surface.  In  going  from  rock  to  earth,  the  footing 
ses  of  the  foundation  should  be  spread  out  to  a  greater  width  on 
joil  next  to  the  ledge,  gradually  narrowing  into  the  regular  width 
iarth  foundations.  If  there  should  be  any  unequal  settlement, 
ill  be  spread  over  a  greater  length  of  the  superstructure  and 
lably  save  cracks  in  the  walls  which  might  otherwise  occur  at 
junction  of  earth  and  rock. 

0  Hard  gravel  or  hard  pan  is  quite  as  desirable  as  ledge, 
irel  and  sand  are  also  good  when  kept  dry.  A  stratum  of  6  to  8 
f  hard-compacted  and  well-cemented  material,  even  if  underlaid 
»fter  material,  is  usually  safe.  With  dry  sand,  this  stratum 
lid  be  double  the  thickness. 

1  Clayey  soils  are  somewhat  treacherous.  Upon  exposure 
le  air  they  dry  and  crack,  and  exposed  to  rain  they  become  semi- 

or  expand.  With  this  soil  it  is  best  to  open  only  a  small  portion 
le  trench  at  a  time  and  quickly  fill  in  behind. 

2  With  buildings  used  for  industrial  purposes,  there  is  usually 
2  or  less  vibration  caused  by  machiner>'  in  motion,  and  the 
8  carried  by  the  foundations  should  be  less  per  square  foot  of 
ing  material,  or  less  per  pile,  than  in  buildings  which  are  not 
ect  to  such  vibration.  On  soft  clay  or  running  sand  confined, 
pressure  should  not  exceed  J^  to  1  ton  per  sq.  ft. ;  medium  blue 
,  whether  or  not  mixed  with  fine  sand,  1  to  2  tons;  hard  clay, 
ns;  compact  sand  and  gravel,  2  to  3  tons;  hard  pan,  5  to  6  tons 
sq.  ft.  Under  favorable  conditions  of  soil  and  use  of  building, 
e  loads  may  be  exceeded. 

'3  In  any  building  with  a  unifonn  finnnoss  of  earth  under  it, 
area  of  foundations  for  walls,  towers,  piers,  and  other  portions 
le  building  should  be  in  ])r()p<)rtion  to  the  pressure.  The  loads 
he  outside  walls  may  be  a  little  lighter  than  those  on  the  piers, 
ase  the  soil  should  var>'  considerably  in  one  ix)rtion  from  another, 
areas  supporting  equal  weights  should  be  changed  to  correspond 
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with  the  soil.  In  this  way  unequal  settlements  are  avoided  and 
the  most  economical  structures  of  approximate  uniform  strength 
obtained. 

14  Where  there  is  imreliable  soil,  piling  must  be  resorted  to. 
If  firm  earth  cannot  be  reached  by  the  bottom  of  the  piles,  the 
supporting  force  is  friction  alone.  If  there  should  be  an  under- 
lying firm  stratum,  even  at  such  a  depth  that  excavation  would  be 
too  expensive  and  sometimes  impossible,  but  still  within  the  reach 
of  piles,  then  piling  can  be  used  with  good  success. 

15  Where  wood  piles  are  properly  driven,  that  is,  not  broomed 
or  broken,  the  bearing  capacity  of  the  piles,  when  driven  into  sand, 
usually  shows  under  the  test  loads  a  slight  increase  over  that  indi- 
cated by  the  Engineering  News  formula;  but  those  which  have 
brought  up  hard  and  have  been  crippled  will  show  a  much  less 
capacity  under  the  test  load  than  was  indicated  by  the  formula. 

16  From  tests  recently  made  on  wood  piles  embedded  in  mediimi 
and  stiflF  clay  on  the  site  of  the  new  buildings  for  the  Massachusetts 
Institute  of  Technology,  it  was  found  that  for  about  each  5  ft.  of 
embedment  of  the  pile  in  clay,  1  ton  value  could  be  added  to  that 
given  by  the  Engineering  News  formula  for  drop  hammers. 

17  Spruce  or  similar  soft  wood  piles  without  iron  points,  driven 
with  drop  hammer,  should  be  used  cautiously  where  there  is  a  hard 
crust  of  gravel  or  sand  overlying  clay.  Oak  piles  without  iron 
points  will  usually  penetrate  the  hard  ground  and  come  practically 
to  a  standstill  without  material  injury.  Any  wood  pile  which  is  to 
depend  largely  upon  point  bearing  for  its  value  should  be  of  oak  or 
southern  pine. 

18  When  piles  are  driven  through  a  hard  fill  and  an  intervening 
layer  of  peat,  silt  or  mud,  to  the  hard  sub-soil  it  will  be  necessary  to 
reduce  the  value  given  by  the  formula  as  it  contains  the  values  of 
the  hard  fill  above  the  intervening  peat.  This  value  can  be  ap- 
proximately corrected  by  subtracting  the  value  shown  when  driving 
in  the  fill  or  a  conservative  value  assumed  after  comparing  with 
other  piles  passing  through  no  complication  of  strata. 

19  Unless  Batter  piles  are  used,  it  is  necessary  to  drive  far 
enough  into  the  solid  material  to  give  stiffness  to  the  structure  against 
vibration,  especially  where  the  fill  above  is  soft. 

20  Concrete  piles  should  be  used  where  the  distance  to  good 
bearing  material  is  great,  where  wood  is  scarce  or  the  ground  water 
low.  Considerable  expense  may  be  saved  in  the  foundations  under 
the  latter  condition. 
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I  The  three  kinds  of  material  commonly  used  in  foundations 
ry  rubble  masonry,  rubble  masonry  laid  in  mortar  and  concrete, 
work  is  imsuitable  for  industrial  buildings.  Stone  laid  in 
nt  mortar  with  bedded  joints  is  very  satisfactory  and  should 
3ed  where  there  is  an  ample  supply  of  stone  at  a  low  price, 
rete  is  most  commonly  used  and  is  usually  the  most  convenient 
rial  to  handle,  and  under  ordinary  conditions  it  can  be  used  at 
)we8t  cost. 

i  A  foundation  for  a  chinmey  and  other  isolated  structure 
ig  a  small  base  and  heavy  pressure  should  be  carried  to  the 
t  depth  to  which  it  would  be  necessary  to  go  with  any  other 
reasonably  near  it,  since  if  it  is  on  sand  there  is  a  liability  of 

Tnining  it. 

^      The  preceding  is  a  very  general  consideration  of  the  subject 
^nd  the  following  pages  are  devoted  to  more  extended  de- 

'ions  and  data. 

TESTING    SOIL 

^     Wash  Borings.     These  are  made  with  the  aid  of  a  tripod, 

OT  steel  casing,  .drill  rod,  hose,  force  pump,  bucket,  etc.     The 

i  used  to  support  the  casing  and  drill  rod  usually  stands  12  to 

high.     The  casing  is  usually  made  of  heavy  pipe,  2  to  2}/^  in. 

lal  diameter,  and  inside  it  works  a  heavy  hollow  drill  tube  or 

I J^  in.  to  1?4  in.  outside  diameter.     This  drill  rod  is  fitted  at 

ottom  with  a  chopping  bit  having  openings  in  it  for  the  water 

i'^hile  the  top  is  connected  with  a  water  hose  and  force  pump, 

atter  usually  double-acting.     In  action,  the  water  is  forced 

through  the  drill  rod,  jetting  through  the  holes  at  the  chopping 

nd  carrying  up  the  loosened  material  in  the  annular  space 

?en  the  rod  and  case. 

)  The  method  of  forcing  the  easing  and  rod  down  depends  on 
character  and  density  of  the  material  encountered.  In  soft 
rial  very  little  effort  is  recjuired  to  work  the  rod  down,  while 
rd  material  moie  or  less  liftinii  and  dropping  or  churning  will  be 
red. 

)  In  order  to  record  changes  of  strata  and  take  samples  of 
3il,  it  is  necessary  to  know  the  level  of  the  bottom  of  the  drill 
times  and  to  watch  the  overflow  for  the  color  and  character  of 
d\\.  In  taking  sami)les  the  overflow  is  caught  in  a  bucket  and 
ed  to  settle.  The  siinii)l('s  ure  tiikeii  and  placed  in  glass  bottles 
ully  marked  with  the  boring  number,  sample  number,  char- 
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acter  and  thickness  of  the  stratum  which  the  sample  represents. 
To  be  complete  the  records  should  also  include  the  level  of  the 
ground  water  and  the  elevation  of  the  surface  of  the  ground  at  the 
boring  referenced  to  some  datum. 

27  Wash  boring  samples  do  not  always  represent  closely  the 
true  character  of  the  soil  as  the  water  jet  and  chopping  bit  change  it 
radically  by  breaking  it  up  and  separating  the  fine  from  the  coarse 
material;  the  coarse  parts  are  mostly  pushed  aside  while  the  fine 
parts  are  taken  to  the  surface  by  the  water  flow.  The  presence  of 
clay  in  sand  may  be  easily  overlooked,  while  a  hard  clay  suitable  for 
supporting  a  structure  may  be  reported  as  a  soft  one  and  unsuitable. 

28  More  reliable  samples  may  be  obtained  by  withdrawing  the 
drill  rod  and  forcing  a  pipe  into  the  soft  soil,  then  bringing  the  pipe 
to  the  surface,  thus  obtaining  a  dry  sample  in  nearly  its  natural 
state.  In  hard  soils,  such  as  very  hard  clay,  soft  slate  or  shale,  the 
pipe  for  taking  samples  may  have  its  lower  edge  sawtoothed,  and 
the  most  satisfactory  samples  may  be  obtained  by  working  this 
without  the  water  jet. 

29  Test  Pits.  Test  pits  furnish  the  opportunity  of  observing 
the  character  of  soil,  its  degree  of  compactness,  amount  of  moisture, 
etc.,  but  to  be  of  full  value  they  should  be  carried  well  below  the 
level  of  the  bottom  of  the  foundations.  In  cases  where  the  strata 
change  with  the  depth,  a  test  pit  gives  no  sure  indication  of  the  soil 
below  the  foundations  unless  carried  deeper  than  the  level  of  the 
footings. 

30  Test  Rods.  Testing  soil  with  a  rod  is  an  unsatisfactory 
method  and  cannot  be  relied  upon  to  give  accurate  information 
except  in  a  limited  number  of  cases.  In  a  homogeneous  material, 
not  too  hard,  the  method  is  valuable  in  determining  the  constancy 
or  varying  density  and  resistance.  In  a  heterogeneous  soil,  the 
sinking  of  a  rod  may  be  stopped  by  a  layer  of  hard  gravel,  a  rock  or 
log  and  would  not  furnish  reliable  or  complete  information. 

31  Fig.  1  shows  the  form  of  record  to  be  kept  of  borings  or  test 
pits. 

EXCAVATION 

32  Work  on  foundations  consists  of  excavation  of  earth  or  rock, 
including  shoring,  sheet  piling,  or  coffer  dams,  and  a  structure  of 
stone,  concrete,  brick  or  timber  at  the  bottom  of  the  excavation, 
including  bearing  piles.  In  nearly  all  cases  the  expense  of  excavation 
will  increase  with  the  hardness  of  soil  and  inconvenience  for  working; 
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but  if  the  excavation  is  in  sand  or  soft  earth,  with  considerable  water 
to  contend  with,  the  cost  is  largely  increased  by  the  necessary 
structures  for  enclosing  the  excavations  and  sustaining  the  banks. 

33  Earth  is  hard  in  proportion  to  the  amount  of  cementing 
material  which  it  contains  and  its  temporary  stability  also  depends 
on  the  amount  of  this  material,  while  its  permanent  stabiHty  depends 
upon  the  friction  of  the  particles  on  each  other.    The  disadvantage 
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Fig.  1     Form  of  Record  to  be  Kept  of  Borings  or  Test  Pits 

of  hardness  for  excavation  is  offset  in  many  cases  by  the  advantage 
of  the  self-sustaining  power  of  the  vertical  cut  for  a  time  sufficient 
for  the  work  on  the  foundation  to  be  completed.  If  a  vertical  cut  is 
exposed  tor  a  long  time  to  the  weather,  it  may  become  dangerous. 
The  eflFect  of  an  excess  of  moisture,  freezing  and  thawing,  or  drying 
out  is  to  crack  off  the  bank  and  gradually  to  approach  the  natural 
slope  of  permanent  stability.    If  the  time  required  to  lay  the  founda- 
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tion  be  very  long,  or  the  weather  unfavorable,  it  may  become  n( 
sary  to  shore  up  even  in  firm  earths,  but  in  a  much  less  expensi 
manner  than  in  material  which  has  a  tendency  to  flow. 

34  Usually,  in  working  in  clean  sand  or  gravel  below  a  depth 
5  to  6  ft.,  shoring  may  be  done  by  laying  in  planks  horizontal 
along  the  sides  of  the  banks,  putting  in  vertical  timbers  or  plai 
at  short  intervals  and  opposite  each  other,  and  bracing  betw< 

them.     Even  with  this  sort,  ot  shoring,  it  is  well  to  make  it  seci^ re, 

so  that  no  .braces  or  other  pieces  may  drop  out  and  injure  any  p^  Lr« 

son  or  perhaps  cause  a  slide. 

35  When  sand  containing  water,  or  soft  clay  with  runn. 
water,  is  encountered,  the  saving  of  soft  excavation  is  entirely 
sorbed  by  the  expense  incurred  in  sustaining  the  banks  and 
venting  damage  to  any  adjacent  buildings.     Sheet  piling  must 
used  here,  which  consists  of  planks  or  timbers  driven  closely  toget' 
and  of  a  thickness  varying  from  2-in.  plank  to  large  timbers, 
cording  to  the  depth,  pressure,  and  soil.     Four-in.  plank  is  al 
the  thickest  used  in  ordinary  work.     Three  to  6-in.  plank  sho 
be  grooved  on  edges,  the  grooves  to  be  filled  with  splines. 

36  The  usual  way  for  driving  sheet  piling  is  to  lay  out  the 
for  the  sheet  and  on  it  drive  some  guide  piles,  the  excavation 
carried  do^^vTi  as  far  as  possible  before  commencing  to  drive, 
the  guide  pile^,  inside  and  outside,  are  bolted  or  spiked  stringei 
rangers,  which  serve  as  guides  for  the  piles  at  the  top;  a 
ranger  on  the  inside  serves  as  a  guide  while  the  soil  presses  the 
from  the  outside.     The  bottoms  of  the  piles  are  tapered  oflf,  and 
cut  slanting,  so  that  there  wall  be  a  tendency  to  crowd  against 
next  one  already  driven.     To  prevent  splitting  while  driving, 
tops  should  be  protected  with  an  iron  ring,  the  piles  are  driven 
enpugh  below  the  grade  of  the  bottom  of  foundation  so  that 
outward  pressure  can  break  them  below  the  bottom  ranger, 
the  excavation  is  carried  down,  these  rangers  are  put  in  at  a 


of  5  or  6  ft.  apart  and  the  bracing  from  side  to  side  done  on  ther 
Although  this  is  only  a  temporary  structure,  all  the  piles  shoi-^  — 
be  new  and  sound,  as  they  are  subjected  to  severe  strain  wl^i      '  ^ 
being  driven.     New  piles  can  be  used  again  elsewhere  if  extract^^         ' 
while  shaky  timber  would  cause  trouble  and  perhaps  cripple  tb«**^  ^ 
sheeting,  besides  behig  useless  alter  extraction. 

37     Where  any  large  amount  of  sheet  piling  is  done,  the  sU 
hammer  is  the  best  driver  to  use,  or  if  this  type  is  not  available,  the 
ordinary  pile  driver  with  falling  weight  can  be  used  to  advantage. 
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hammer  should  be  lighter  than  that  for  driving  bearing  piles. 
?re  the  work  is  not  very  large,  the  piles  may  be  driven  with 
ly  beetles  or  mauls,  but  this  method  is  extremely  slow  for  thick 
ting.  When  driving  by  steam,  a  good  many  light  blows  of  the 
racr  is  better  than  a  few  heavy  ones  and  the  practice  is  not  so  apt 
ripple  the  planks. 

58  In  commencing  construction  of  a  building,  it  is  customary 
ut  the  trench  around  for  the  outside  walls,  leaving  the  earth 
!h  comes  inside  the  building  for  the  support  of  the  sheeting  until 
wails  are  built  and  set  enough  to  receive  the  outside  pressure. 
19  Coffer  dams  are  built  for  the  exclusion  of  water  while  work 
eing  done.  The  kind  employed  depends  upon  the  nature  and 
nt  of  the  work  and  the  strength  should  be  somewhat  in  propor- 

to  the  amount  of  damage  or  delay  from  failure.  As  the  space 
amount  of  puddling  material  are  usually  limited,  the  best  and 
.1  form  will  be  a  bank  of  puddle  enclosed  and  supported  by  a 
of  sheet  piling  on  each  side.     Experience  has  shown  that  4  to 

is  suflScient  for  the  puddle  to  exclude  the  water;  but  unless  the 

is  supported  independently,  its  width  must  be  in  proportion 
le  depth  of  water,  so  that  it  will  not  be  overturned.  Good  timber 
Id  be  used  here  as  in  ordinary  sheet  piling  and  for  the  same 
)ns.  Where  there  is  room,  a  bank  of  sand  against  the  inside 
ting  will  assist  in  supporting  the  dam. 

0  Single-sheeted  dams  are  sometimes  used  successfully. 
^  are  made  from  planks,  tongued  and  grooved,  or  carefully 
ied,  but  they  can  only  1)0  used  successfully  where  the  soil  is 
)f  a  flowing  nature;  otherwise,  when  the  pressure  is  relieved  from 
nside,  the  flow  will  start  under  the  bottoms  of  the  sheeting  and 
er  the  dam  useless.  This  sort  of  dam  should  never  be  trusted 
e  its  failure  would  cause  much  damage  or  ex])ensive  delay.  A 
)le  dam  will,  in  nearly  all  cases,  pay  for  itself. 

1  Bag  Dams.  Where  the  depth  of  w-ater  is  not  great,  bag 
8  can  be  used  to  advantage.  They  can  be  cheaply  and  quickly 
tructed  and  in  some  cases  are  almost  indispensable.  They  can 
sed  for  shear  dams  for  turning  water  away  from  foundations, 
:?ially  w^here  sheet  pilinp;  cannot  be  driven,  for  repairing  l)reaks 
inks  and  for  many  other  purposes.  Thc^y  are  made  from  strong 
ty  cement  bags  or  gunny  sacks  filled  with  sand  or  other  suit- 
material  and  securely  tied  and  deposited  in  the  place  where  they 
0  be  used. 

2  Disposal  of  materials  of  excavation  should  be  made  in  the 


830  FOUNDATIONS 

cheapest  and  quickest  manner.     If  by  carts,  and  the  inclination 

not  too  great,  a  run  should  be  made  from  the  surface  to  the  hot 

of  the  excavation,  and  the  carts  backed  down  and  filled.     If 

wheelbarrows,  the  run  should  be  the  same.     If  loaded  into  cars  o: 

side  track,  the  material  may,  on  any  sizable  job,  be  hoisted  ^y 

derricks  operated  by  steam  power,  in  scales,  and  dumped  into  ^^tzzrAe 

cars.     If  it  is  impossible  to  load  carts  in  the  excavation  itself,  tbrzm^ey 

may  be  loaded  in  the  same  manner  as  the  cars.     In  excavating  ^""^IkJie 

trenches  in  soft  material,  the  hoisting  method  must  be  used.     WW^^^ere 

the  amount  of  excavation  is  large,  steam  shovels  can  be  used  to 

advantage. 

43  Material  to  be  used  again  for  backfilling  should  be  put  1 
convenient  place,  and  backfilling  should  be  begun  as  soon  as  possi 
to  protect  the  foundation  from  the  weather  and  for  convenieni 
working. 

44  Piling.    Where  the  depth  of  good  bottom  is  too  great  to^^"     ^ 
reached  economically  by  the  foundations,  approximately  10  ft. —        ^' 
more,  it  becomes  necessary  to  use  piles.    The  determination  of         *°* 
type  of  piles  depends  upon  local  conditions.    If  it  is  necessary—         ^ 
spread  the  load  over  as  much  area  of  the  underlying  land  stra 
as  possible,  wood  piles  should  probably  be  used.    If  it  is  not  n< 
to  spread  the  load,  a  fewer  number  of  concrete  piles  with  hij 
bearing  value  can  be  used.     If  the  ground  water  is  comparati 
low  down,  it  may  be  much  more  economical  to  use  concrete  p- 
and  carry  the  foundations  down  to  the  ground  water  level,  th; 
use  wood  piles. 

45  The  kind  of  wood  to  use  for  piles  is  governed  by  the 
which  are  obtainable  at  the  location  under  consideration  and 
character  of  the  soil  through  which  it  is  to  be  driven.    Soft  W( 
like  spruce  and  white  pine  can  be  driven  into  soft  soils  safely, 
in  hard  soils  there  is  danger  of  brooming  the  points  or  crippling 
pile,  and  oak,  southern  pine  or  some  hard  wood  should  be  used. 
stated  above,  an  exploration  of  the  sit€  should  be  made  by 
in  order  to  design  properly  the  pile  work. 

46  The  driving  is  done  by  either  a  drop  hanmier  or  a  steam 
mer.     In  sandy  soils  and  soils  containing  gravel,  the  driving  can 
assisted  by  the  use  of  a  water  jet.     The  final  blows  to  test  the 
of  penetration  should  be  made  after  the  water  is  shut  ofif,     Indi 
tion  of  over-driving  is  shown  by  the  bouncing  of  the  hammer 
by  bending  and  kicking.    The  length  and  size  of  the  piles 
character  of  the  soil  determine  the  weight  and  drop  of  the  hamnoi^^'^' 
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17  In  hard  soils  it  is  well  to  protect  the  tip  of  the  pile  with  a  cast 
or  steel  cap,  and  in  all  cases  where  the  driving  is  at  all  hard  it 

icessary  to  protect  the  butt  with  a  ring  or  cap. 

18  All  wooden  piles  must  be  cut  off  at  or  below  the  ground 
ar  level.     If  they  are  constantly  wet  they  will  last  practically 

[9  Complete  specifications,  definitions  and  principles  of  pile 
ing  are  those  adopted  by  the  American  Railway  Engineering 
relation. 

STRUCTURES 

»0    Of  the  structures  at  the  bottom  of  the  excavation  there  are 

y  forms  and  kinds.     Those  most  commonly  used  are  concrete, 

e  laid  in  cement  mortar  or  bedded  rock,  stone  laid  with  outside 

\s  pointed  and  then  grouted  full',  and  stones  laid  dry. 

il    Dry  rubble  work  is  unfit  for  industrial  buildings.     As  there 

constant  vibration,  the  few  bearing  points  of  the  stone,  when 

dry,  will  get  worn  off  and  thus  cause  slight  settlements,  which, 

igh  perhaps  not  unsafe,  might  lead  to  annoying  cracks. 

]2    The  cheapness  of  suitable  building  stone  in  some  localities 

sometimes  make  it  desirable  to  use  stone  for  the  foundations. 

le  laid  in  cement  mortar,  with  bedded  joints,  is  the  surest  kind 

X)nework.    With  grouted  work  there  is  not  that  surety  of  filling 

he  joints.    Grout,  when  made  thin  enough  to  run  freely,  takes 

ry  long  time  to  set  and  strengthen,  and  never  attains  the  strength 

iment  mortar.    The  sand  is  liable  to  settle  away  from  the  cement, 

making  the  final  strength  variable.     Old  foundations  laid  dry 

be  greatly  strengthened  by  pouring  in  grout,  and  pinning  them 

The  more  recent  method  of  forcing  grout  into  old  work  is 

with  great  satisfaction  in  many  cases. 

3  Whichever  of  the  two  above  described  methods  is  used,  the 
aod  of  laying  in  the  stone  is  the  same.  All  stones  should  be  laid 
heir  natural  beds  to  obtain  the  greatest  strength,  the  largest 
stones  being  used  for  the  footing  courses.  In  order  to  distribute 
pressure  over  several  stones  and  to  tie  the  wall  together,  they 
Jd  be  laid  to  break  joints,  having  no  two  adjacent  vertical 
js  in  the  same  vertical  plane.  The  trench  must  be  prepared 
jceive  the  footing  course,  and  a  bed  of  mortar  should  be  spread 
re  the  stone  is  finally  lowered.  Not  the  slightest  recking  motion 
dd  be  allowed.  Every  stone  should  be  washed  clean,  and  this 
ling  will  moisten  the  stone  so  that  the  moisture  will  not  be 
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absorbed  from  the  mortar.  Joints  should  all  be  filled,  and  care  taken 
that  they  are  as  small  as  possible,  not  more  than  i  the  whole 
contents  being  mortar.  In  stepping  back,  the  lap  should  be  so 
small  that  there  is  no  danger  of  cracking  off  the  courses  below.  The 
step  should  not  exceed  J^  the  depth  of  the  courses.  The  outside 
must  be  laid  up  as  smooth  as  the  inside  if  a  fairly  water-tight  wall  is 
expected.  If  the  outside  is  rough,  water  will  work  into  the  interior, 
tending  to  make  the  entire  mass  disintegrate. 

54  In  some  cases  it  may  be  necessary  or  desirable  to  carry  the 
brick  wall  below  grade  to  the  footing,  in  which  case  the  brick  should 
be  selected,  hard  burned,  and  very  carefully  laid  in  cement  mortar. 

55  The  bricks  should  be  cleaned  and  wetted  before  laying  and 
the  mortar  should  be  fairly  rich  in  cement  and  have  slightly  more 
water  than  usual.  The  bricks  should  be  laid  in  thick  beds  of  mortar, 
shoved  into  place,  tamped  and  all  joints  filled. 

56  Before  backfilling,  it  will  be  well  to  apply  to  the  outside 
of  a  brick  wall  below  grade  a  waterproof  coating  which  may  vary 
in  character  from  the  application  of  hot  tar  to  a  membranous 
coating.  Generally  two  coats  of  hot  tar  or  asphalt  are  sufficient 
protection  against  ground  water,  which  if  allowed  to  get  into  a 
wall  will  probably  keep  the  inside  surface  moist  or  wet  and  discolor  it. 

57  When  putting  an  asphalt  compound  on  a  wall,  it  will  be 
found  desirable  to  make  the  first  coat  of  hot  tar  which  has  a  greater 
penetrating  power  and  acts  as  a  good  bond  between  the  wall  and 
asphalt.  The  latter  is  a  heavier  material  and  is  generally  not  satis- 
factory if  applied  directly  to  a  wall  surface. 

58  There  are  now  on  the  market  a  number  of  damp- proofing 
compounds  which  have  more  or  less  merit,  but,  when  possible,  all 
coatings  which  are  intended  to  permanently  keep  moisture  or  water 
out  should  be  placed  on  the  outside  of  the  wall.  Where  it  is  neces- 
sary to  place  the  waterproofing  on  the  inside,  it  will  be  iound  de- 
sirable to  back  it  up  with  a  lining  of  sufficient  weight  and  strength  to 
prevent  the  hydrostatic  pressure  troni  forcing  it  away  from  the  wall 
surface. 

59  These  remarks  on  damp-proofing  apply  as  well  to  concrete 
or  stone  foundations.  Concrete,  plain  and  reinforced,  is  now  used 
almost  exchisively  for  all  kinds  of  foundations  owing  to  its  economy, 
availability,  suitability,  ease  of  handling  and  rapidity  of  construc- 
tion and  strength. 
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STABIUTY   OF  FOUNDATION   WALLS 

30  The  question  of  the  stability  of  mill  foundation  walla  against 
tsures  of  ground  water  or  a  fill  seldom  troubles  the  designer,  ex- 
>  where  the  building  is  located  on  a  river,  in  an  embankment  or 
lires  a  high  basement  wall  below  grade.  In  such  cases  it  is  ad- 
ble  to  design  walls  for  proper  stability  during  or  immediately 
r  construction,  before  the  superstructure  is  placed,  and  after 
superstructure  is  in  place.  It  is  frequently  the  case  that  a  new 
;rete  wall,  which  has  not  attained  its  full  strength,  has  the 
cfill  placed  against  it  on  one  side  and  must  act  purely  as  a  re- 
ing  wall.  At  such  times  it  may  have  its  greatest  overturning 
lent,  due  to  the  backfilling  having  been  put  in  and  puddled 
i  the  aid  of  water. 

II    A  wall  which  may  be  stable  with  the  superstructure  load 

1  it  may  be  unsafe  without  it.  The  section  of  a  building  wall, 
Dg  the  backfill  in  place  but  no  superstructure  upon  it,  should 
iich  that  the  resultant  line  of  pressure  passes  through  the  middle 
i  of  the  base  or  very  close  to  it.     The  design  would  better  be 

that  when  the  superstructure  load  is  added  to  the  wall  the 
^iani  passes  through  the  base  very  near  its  center  line,  as  this 
lition  gives  a  better  distribution  of  pressures  on  the  soil  and 
eases  the  possibility  of  cracks  in  walls.     This  must  be  care- 

oonsidered  in  soils  having  a  low  supporting  power,  such  as 
wet  sand,  silt,  loam,  soft  clay,  etc.,  as  these  materials  will  read- 
themselves  under  unequal  pressures  and  tend  to  cause  settle- 

2  The  principle  that  should  not  be  forgotten,  especially  for 
lings  used  for  industrial  purposes,  is  that  the  axis  of  pressure 
Id  coincide  with  the  axis  of  resistance,  in  order  that  uneven 
3ments  may  be  avoided  with  their  attendant  evils.  This 
jiple  should  not  only  apply  to  the  cross  section  of  an  outside 
of  a  mill,  but  to  the  longitudinal  sections  of  all  walls.  Cracks 
lilding  walls  are  often  due  to  the  violation  of  this  principle. 

3  Concrete  walls  are  subject  to  shrinkage  as  a  result  of  setting 
drying  out,  which  create  stresses  of  sufficient  strength  to  crack 
I  at  intervals,  unless  heavily  reinforced.  Long  stretches  of 
\  of  plain  concrete  will  crack  at  intervals  of  30  to  50  ft.,  the 
nee  depending  upon  the  area  of  the  cross  section,  and,  in  order 
the  cracks  may  not  appear  directly  under  a  wall  column  or 
^d  pilaster,  it  is  good  practices  to  locate  joints  in  the  foundations 
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according  to  a  design,  thus  making  sure  that  the  line  ot  resistance 
remains  under  the  line  of  pressure. 

64  Reinforced  spread  footings  are  economical  where  g;reat 
spread  is  required  and  where  the  soil  is  poor,  or  where  placed  on 
piling  the  heads  of  which  are  near  the  surface. 

65  The  following  are  rather  brief  specifications  for  concrete, 
plain  and  reinforced.  For  more  complete  specifications,  reference 
should  be  made  to  the  Report  of  the  Special  Committee  on  Cloncrete 
and  Reinforced  Concrete  of  the  American  Society  of  Civil  Engineers 
and  to  text  books  on  concrete. 

Cement.  All  cement  should  meet  the  standard  specifications  for  Portland 
cement  of  the  American  Society  for  Testing  Materials,  as  from  time  to  time 
revised. 

Fine  Aggregate.  This  should  consist  of  sand,  crushed  stone  or  gravel  screeQ- 
ings,  graded  from  fine  to  coarse,  and  passing  when  dry  a  screen  having  holes 
\im,m  diameter.  It  should  be  of  silicious  material,  clean,  coarse,  free  from  dust, 
soft  materials,  vegetable  loam,  or  other  deleterious  matter;  and  not  more  than 
6  per  cent  should  pass  a  sieve  having  100  meshes  per  linear  inch. 

Tests  of  Cement  and  Fine  Aggregates.  Samples  representing  each  car  load 
of  oement  and  furnished  by  the  builders  should  be  tested  and  held  unused  for  at 
least  12  days  for  approval. 

Representative  samples  of  the  fine  aggregates  to  be  used  should  be  furnished 
by  the  builder  for  testing  and  mortars  composed  of  one  (1)  part  Portland  oement^ 
and  three  (3)  parts  fine  aggregates,  by  weight,  when  made  into  briquettes  should 
show  a  tensile  strength  at  least  equal  to  90  per  cent  of  the  strength  of  1-3  mortar 
of  the  same  consistency  made  with  the  same  cement  and  "Standard  Ottawa" 
sand.  If  the  sand  be  of  a  poorer  quality,  the  proportion  of  cement  in  the  mortar 
should  be  increased  to  secure  the  desired  strength.  If  the  strength  developed  by 
the  aggregate  in  the  1-3  mortar  is  less  than  70  per  cent  of  the  strength  of  the 
"Standard"  sand  mortar  it  should  be  rejected. 

Coarse  Aggregate.  This  should  consist  of  crushed  trap  rock,  granite  or 
other  hard  rock.  It  should  be  that  part  which  is  retained  on  a  screen  having 
holes  ^  in.  in  diameter  and  passing  a  screen  having  holes  1  in.  in  diameter  for 
reinforced  concrete,  and  passing  a  screen  having  holes  2 J^  in.  in  diameter  for 
plain  concrete,  and  to  contain  all  sizes  from  the  smallest  to  the  largest  per- 
missible particles.  It  should  be  clean,  hard,  durable,  and  free  from  all  deleterious 
matter.  No  flat,  elongated  or  soft  material  should  be  permitted  and  all  dust 
should  be  excluded. 

Gravel  without  crushing  may  be  used  for  the  coarse  aggregate  in  plain  con- 
crete, providing  it  fulfills  the  above  specifications  and  is  suitable  for  the  place. 

Water.  All  water  used  in  mixing  concrete  should  be  free  from  oil,  add, 
alkalies,  or  organic  matter.  Water  should  be  supplied  to  the  batches  in  a  uni- 
form and  accurate  manner. 

Measuring  Aggregates.    Tlie  measurement  of  the  fine  and  coarse  aggregates 
should  be  done  separately  by  loose  volume  in  a  uniform  and  accurate  manner 
can  be  approved. 
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Unit  of  Measure.  The  unit  of  measure  should  be  the  cubic  foot,  and  a  bag  of 
cement  containing  94  lb.  net  should  be  considered  as  having  1  cu.  ft. 

Proportions.  The  following  mixtures  may  be  varied  slightly  at  the  works  if 
it  is  found  that  a  denser  mixture  will  result: 

For  reinforced  stone  concrete  use  one  (1)  part  cement,  two  parts  (2)  sand,  four 
(4)  parts  stone. 

Concrete  for  reinforced  concrete  may  be  made  richer. 

For  plain  stone  concrete  to  be  used  in  retaining  walls,  foundations,  etc.,  use 
one  (1)  part  cement,  two  and  one-half  (^14)  pai'ts  sand,  and  five  parts  (5)  stone. 

For  large  chimney  foundations  or  other  large  mass  work,  a  rubble  concrete 
is  sometimes  permissible.  This  is  made  by  adding  stones  to  the  regular  concrete 
mixture;  stones  to  be  sound,  hard,  clean,  rough  and  not  less  than  50  lb.  in  weight 
and  placed  in  the  mass  no  nearer  than  8  in.  to  any  surface  or  12  in.  to  each  other. 
All  such  stones  should  be  thorouglily  cleaned  and  wetted  with  a  hose  before 
placing. 

MIXING   CONCRETE 

66  Thorough  and  complete  mixing  should  be  given  all  concrete 
to  get  maximum  density  and  strength.  Machine  mixing  is  pre- 
ferred in  all  cases,  but  a  mixer  producing  uniform  consistency  should 
be  used  and  not  less  than  20  turns  given  the  mixer  after  all  the 
materials  are  assembled  in  it.  If  hand  mixing  is  permitted,  it 
should  be  done  on  a  watertight  platform  and  all  the  ingredients 
should  be  turned  together  at  least  six  times  and  more  if  it  is  necessary 
to  get  them  homogeneous  in  appearance  and  color. 

67  Ordinarily  the  concrete  should  be  wet  enough  to  be  of  such 
a  consistency  as  will  flow  into  forms  and  around  all  reinforcement 
when  used,  but  at  the  same  time  as  can  be  conveyed  from  the  mixer 
to  the  forms  without  separation  of  the  coarse  aggregate  from  the 
mortar. 

68  Retempering  mortar  or  concrete  with  water  should  not  be 
allowed  after  it  has  partly  set  nor  should  the  material  be  used  after 
it  has  partly  set. 

PLACING   CONCRETE 

69  Before  placing  concrete,  and  reinforcement  when  used,  all  de- 
bris should  be  removed  from  the  forms  and  they  should  be  thoroughly 
wetted,  except  in  freezing  weather,  or  oiled  with  mineral  form  oil. 
After  mixing,  concrete  should  be  placed  as  quickly  as  possible,  in 
small  masses  and  in  such  a  manner  as  to  permit  thorough  com- 
pacting b}'  suitable  tools.  The  concrete  should  be  made  compact 
and  dense  and  all  surplus  water  forced  to  the  surface.  Formation 
of  laitance  should  be  avoided  if  possible;  laitance  should  be  removed 
if  formed.    Concrete  should  be  especially  cut  against  the  forms  of 
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all  exposed  surfaces  to  remove  all  voids  and  to  make  it  dense.     AL 
concrete  should  be  deposited   without  separation  of  mortar  tun 
aggregates. 

70  Concrete  should  be  deposited  in  a  continuous  operation  ft 
the  portion  fixed  as  the  day's  work.     When  the  placing  of  concrel 
is  suspended,  all  necessary  grooves  for  joining  future  work  should 
made  before  the  concrete  has  had  time  to  set.     All  horizontal 
vertical  joints  should  have  grooves  of  approved  design  and  wh( 
work  is  resumed  all  joints  should  be  roughened,  cleaned  of  foreij 
material  and  laitance,  thoroughly  wetted,  and  then  slushed  with 

mortar  made  of  1  part  Portland  cement  and  1  part  sand  mixed  wi^ -^StJ 

water  to  a  creamy  consistency. 

71  Freezing  Weather,  In  freezing  weather  all  aggregate  sbou^^^^^ild 
be  heated  and  all  frost  removed  before  mixing  with  the  oemes^^^nt 
and  water,  and  special  precautions  should  be  taken  to  prevent  ^-  he 
concrete  from  freezing  while  it  is  setting  and  hardening. 

72  Placing  Concrete  Under  Water.    If  possible,  concrete  shoe m.    "aid 

not  be  placed  imtil  water  has  been  removed  but  if  it  is  necessary  to 

place  it  in  water  it  should  be  done  under  the  special  supervision  —  of 
the  engineer  in  charge.  It  is  essential  to  maintain  still  water  wh^^^  ^sre 
concrete  is  deposited.  It  is  better  in  such  cases  to  use  a  small  gra —  —  ^^^ 
aggregate  having  a  maximum  size  of  1  in.  and  mixed  very  wet. 

73  The  most  satisfactory  method  of  depositing  concrete 
water  is  to  flow  it  into  place  continuously  by  means  of  good  spot 
keeping  the  mouth  of  the  spout  buried  in  the  concrete  so  as  to 
it  at  all  times,  preventing  water  from  mixing  with  the  concrete 
permitting  a  good  control  of  the  flow. 

FORMS 

74  Forms  should  be  substantial,  tight  and  unyielding,  so  t 
the  concrete  will  conform  to  the  required  dimensions  and  hav 
full  surface  without  porous  places. 

75  Removal  of  Forms,     Forms  should  not  be  removed  imtil 
engineer  in  charge  has  examined  the  condition  of  the  concrete 
pronounced  it  strong  and  safe.     No  exact  time  may  be  stated 
keeping  the  forms  in  place  as  it  differs  with  the  location,  atmosph 
composition,  thickness,  work  the  concrete  is  to  do,  etc. 

76  Concrete  which  has  not  been  frozen  will  generally  be  h 
and^strong  enough  to  uncover  when  it  gives  a  good  ring  imd 
blow  ot  the  hammer.     Frozen  concrete  should  be  supported 
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nis  until  it  has  thawed  out  and  allowed  to  set  up  to  the  proper 
xlness. 

SURFACE   FINISH 

77  Foundations  very  seldom  require  any  special  surface  treat- 
nt.  Ebqposed  walls  may,  however,  be  finished  with  a  simple  and 
xpensive  treatment  in  order  that  they  may  avoid  being  unsightly 
1  may  weather  better.  As  soon  as  the  forms  can  safelj'  be  re- 
ved  from  the  surface  to  be  treated,  remove  all  fins  and  projections 
nortar  and  fill  all  porous  spots  to  an  even  surface,  then  while  the 
Crete  is  still  "green"  give  the  whole  surface  a  thorough  wetting 
h  a  mixture  of  cement  and  water  of  the  consistency  of  cream  and 
lard  rubbing  with  a  carborundum  stone.  The  wetting  with 
lent  and  water  should  not  be  applied  much  ahead  of  the  scrubbing 
t  is  imdesirable  to  have  the  surface  dry  out  before  the  scrubbing 
es  place. 

FOUNDATIONS   FOR   PIERS 

78  Foundations  for  piers  which  support  columns  are  subject  to 
re  shock  than  foundations  for  the  side  walls,  and  the  footings 
)uildings  which  contain  machinery  which  causes  much  vibration 
uld  be  ample  so  that  there  will  be  no  settlement.     In  some  cases 

footing  course  is  made  continuous  for  the  full  length  of  the 
Iding.  If  built  of  concrete  the  location  of  the  joints  should  be 
determined;  they  should  be  about  half  way  between  column 
ters  and  not  over  20  ft.  apart.  Where  the  bays  are  large,  rein- 
ed footings  can  be  used.  It  is  probably  safer  and  more  con- 
ient  for  construction  to  design  independent  piers  of  liberal  area 
i  low  soil  pressure  suited  to  the  load  and  soil. 

79  The  piers  above  the  footings  may  be  of  concrete  or  brick, 
ally  now  of  concrete.  If  of  brick  they  should  be  good  hard 
ned  brick  laid  in  cement  mortar  and  capped  with  stone  or  cast 
I.  The  pressure  should  not  exceed  15  tons  per  sq.  ft.,  and  as  the 
5ht  increases  the  area  should  be  increased  for  stiffness. 

80  With  piers  or  other  footings  of  concrete,  if  built  in  steps,  the 
izontal  lap  should  not  exceed  ]/2  the  thickness  of  the  step. 

DISCUSSION 

M.  M.  Upson  presented  a  written  discussion  in  which  he  stated 
t,  in  his  experience,  on  most  sitas  where  the  problem  of  founda- 
1  is  serious,  it  is  difficult  to  use  the  information  from  either  wash 
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or  dry  borings  unless  they  disclose  a  substantial  bearing  stratum. 
The  reasons  for  this  are  many,  but  in  general  are  due  to  the  inability 
of  the  average  engineer  to  determine  from  a  physical  examination 
of  a  small  sample  of  the  soil  what  safe  bearing  strength  it  has,  or 
what  friction  per  square  foot  of  pile  surface  may  safely  be  imposed 
upon  it.  Many  engineers  of  wide  experience  are  reluctant  to  place 
heavy  structures  on  a  site  where  rock,  hardpan,  or  stiflF  clay  cannot 
be  reached,  and  frequently  valuable  real  estate  remains  unde- 
veloped because  engineers  have  not  been  able  to  find  a  good  bearing 
soil  within  economical  reach  of  the  surface. 

The  idea  of  carrying  heavy  monumental  buildings  or  costly  steel 
structures  on  the  friction  of  piling  has  not  until  recently  been  ac- 
cepted as  good  engineering  practice,  and  there  is  at  the  present  time 
a  large  school  as  yet  unwilling  to  subscribe  to  the  assumptions  on 
which  the  principle  is  based.  Piling  is  usually  conceived  of  as  a 
means  of  carrying  the  loads  from  the  surface  of  the  excavation 
through  a  soft  material  to  a  substantial  underlying  base.  It  is 
therefore  frequently  a  shock  to  be  told  that  the  piles  supporting 
certain  structures  have  their  points  in  a  material  of  no  greater 
density  and  frequently  of  less  density  than  the  material  which  sur- 
rounds their  butts. 

The  engineering  prejudice  against  all  friction  pile  foundations 
is  more  or  less  justifiable,  since  little  information  is  available  in 
engineering  literature  on  the  allowable  friction  per  square  foot  of 
pile,  and  unless  the  individual  has  had  a  wide  experience  in  driving 
various  kinds  of  pile  in  all  characters  of  soil,  it  is  quite  impossible 
to  safely  predetermine  the  length  or  the  proper  pile  for  the  work. 

A  large  percentage  of  piling  work  is  done  in  ground  which  does 
not  have  any  substantial  lower  stratum  to  which  the  point  of  the 
pile  can  reach.  This  means  that  the  pile  must  support  its  load  by 
friction.  The  amount  of  friction  per  square  foot  of  the  surface  of 
the  pile  is  dependent  upon  two  variables,  namely,  the. taper  of  the 
pile  and  the  character  of  the  soil  surrounding  it.  Given  the  same 
soil,  the  surface  friction  increases  as  the  taper  increases.  This  is 
due  to  two  causes. 

a  The  greater  the  taper,  the  greater  the  tendency  to  com- 
press and  increase  the  density  of  the  surrounding  earth, 
since  a  tapered  pile  subjects  the  surface  of  the  ground 
to  the  maximum  initial  pressure  and  thereby  overcomes 
the  tendency  of  the  earth  to  heave  around  the  pile.    The 
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density  of  the  underlying  material  is  thus  greatly  in- 
creased. It  is  obvious  that  a  heaving  of  the  soil  releases 
the  interior  compression,  which  in  turn  reduces  the 
surface  friction. 
b  A  unit  area  on  the  surface  of  a  tapered  pile  naturally  has 
a  greater  vertical  component  than  the  same  unit  on  the 
surface  of  a  straight  pile.  In  the  latter  instance  the 
vertical  strength  can  be  no  more  than  the  shear  of  the 
earth,  while  in  the  former  the  compression  strength  of 
the  earth  becomes  a  material  factor. 
The  above  statements  are  based  on  the  assumption  that  the  type 

of  pile  used  conforms  to  the  essentials  of  a  frictional  piling  member, 

and  may  be  tersely  as  follows : 

(1)  The  form  which  acts  as  a  penetrating  element  or  the 
pile  itself  must  not  be  so  cushioned  that  the  major  part 
of  the  energy  of  the  stroke  of  the  driving  hammer  is 
absorbed  in  the  cushion,  and  must  be  of  sufScient 
strength  to  withstand  severe  abuse. 

(2)  The  compression  of  the  earth  secured  by  driving  the  form 
must  be  maintained  while  the  latter  is  being  removed 
and  concrete  put  in  place.  In  other  words,  the  substi- 
tution of  soft  plastic  and  unset  cement  in  a  hole  made 
by  the  driving  form  will  not  hold  the  compression  of 
the  soil  which  has  been  obtained  in  the  driving. 

From  the  above  it  may  be  observed  that  a  lineal  foot  of  piling 
may  represent  a  supporting  power  of  ^  ton  or  3  tons,  all  depending 
upon  the  resistances  to  which  the  pile  is  driven,  and  on  whether 
the  conditions  which  obtained  while  the  pile  is  being  driven  are 
continued  throughout  the  entire  process  of  placing  the  pile. 

Much  thought  and  money  has  been  expended  in  experimenting 
on  a  simple  and  inexpensive  method  to  quickly  predetermine  the 
probable  length  and  carrying  capacity  of  piles  in  a  given  soil.  The 
most  feasible  method  thus  far  developed  is  the  driving  of  a  series  of 
%-in.  rods  joined  together  by  large  cast  iron  screw  couplings.  This 
driving  is  accomplished  by  the  use  of  a  heavy  sledge  of  given  weight 
and  swung  through  a  definitely  determined  arc.  A  record  is  care- 
fully kept  of  the  number  of  blows  required  for  the  penetration  of 
every  foot,  and  the  test  is  considered  complete  when  the  resistance 
of  the  rods  has  attained  a  certain  number  of  blows  to  the  last  inch. 
The  extending  shoulders  of  the  couplings  are  analagous  to  the  taper 
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of  the  pile  and  test  the  resistance  of  the  various  strata  of  soil  pene- 
trated. By  carefully  comparing  these  tests  with  the  actual  results 
of  driving  piles  on  the  same  site,  a  very  interesting  analogy  is 
formed,  making  it  possible  to  predetermine  with  a  fair  degree  of 
accuracy  the  length  and  the  loading. 

Charles  H.  Bioelow  said  that  a  good  many  times  sufiScient 
attention  is  not  given  to  foundations,  and  he  had  seen  quite  a  num- 
ber of  buildings  under  which  there  had  been  practically  no  founda- 
tions at  all.  The  reason  is  probably  that  foundation  work  is  covered 
up  out  of  sight  and  low  first  cost  desired. 

He  recalled  a  case  in  which  a  building  was  put  up  directly  over 
a  24-in.  water  pipe,  where  the  owner  desired  a  cheap  building  but 
there  was  constant  liability  of  the  pipe  leaking  and  washing  out  the 
entire  structure. 

He  thought  the  matter  of  foundations  required  a  good  deal  of 
attention  and  care,  and  that  the  paper  would  be  of  service  to  any- 
one desiring  to  take  up  the  facts  of  the  subject  on  any  occasion. 

A.  G.  Monks  (written).  It  may  be  worth  while  to  point  to 
the  interesting  complication  that  arises  when  buildings  are  con- 
structed on  land  so  valuable  that  the  outside  walls  or  columns  must 
be  placed  on  the  lot  line  and  the  foundations  must  be  kept  entirely 
within  the  lot,  a  condition  frequently  met  with  in  cities.  It  be- 
comes necessary  then  to  place  a  column  on  the  edge  of  a  foundation, 
the  effect  of  which  is  similar  to  that  of  a  heavy-weight  swimmer 
standing  on  the  edge  of  a  raft.  Two  courses  are  open  to  the  designer. 
He  may  either  construct  the  foundation  large  enough  and  strong 
enough  to  carry  the  column,  notwithstanding  its  eccentric  position, 
or  he  may  combine  the  foundation  with  one  or  more  others  in  such 
a  way  that  the  center  of  the  combined  column  loads  coincides  with 
the  center  of  uniformly  distributed  pressure  on  the  soil  under  the 
combined  foundations. 

Either  of  these  types  is,  of  course,  nmch  more  expensive  than 
the  ordinary  concentric  foundation,  and  they  are  for  that  reason 
to  be  avoided  when  possible.  The  first  method  was  more  prevalent 
some  years  ago  when  heavy  stone  masonry  was  chiefly  used  for 
foundations,  and  still  meets  some  favor  when  the  soil  is  particularly 
firm  or  the  loads  light.  Concrete  reinforced  with  steel  bars,  which 
has  come  so  extensively  into  use  in  recent  years,  both  for  founda- 
tions and  for  the  superstructure  of  buildings,  is  particularly  adapted 
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the  combination  type  of  foundation,  and  this  type  has  conse- 
ently  grown  in  favor  along  with  concrete. 
The  design  of  a  combination  foundation  is  often  intricate,  par- 
ularly  at  the  comer  of  a  building  adjacent  to  two  sides,  both  of 
ich  are  on  the  lot  lines.  Four  columns  have  then  to  be  carried 
one  foundation.  In  some  cities  the  space  below  the  surface  of 
!  street  is  regarded  so  valuable  for  present  or  future  subway  pur- 
ees that  by  the  building  law  foundations  are  not  allowed  to  pro- 
t  beyond  the  street  line,  and  the  combination  foundation  is  more 
quently  required  for  that  reason. 

The  facility  with  which  reinforced  concrete  can  be  handled  by 
'  experienced  designer,  and  its  adaptability  to  a  wide  variation 
conditions  in  the  design  of  foundations,  have  made  possible  the 
y  solution  of  many  problems  formerly  exceedingly  expensive  and 
rfcate. 

Sanford  E.  Thompson  (written).    Almost  as  important  as  the 

iJ^ng  power  of  the  soil  is  the  structural  part  of  the  foundations. 

iere  the  construction  rests  on  columns,  a  thorough  study  of  the 

id-itions  must  be  'made  to  determine  whether  single  or  combined 

tings  are  best.     In   combined  footings,  that  is,  footings  upon 

ich  more  than  one  column  rests,  the  problem  of  obtaining  uniform 

tribution  of  the  column  loads  on  soil  or  piles  is  frequently  so 

iplicated,  especially  where  column  loads  are  unequal,  as  to  call 

the  application  of  principles  which  the  engineer  seldom  meets 

Jwhere.     The    arrangement   of   steel    and    the   computation    of 

isses  also  present  many  difficulties. 

In  general,  where  piles  or  unstable  soil  require  a  large  distribu- 

1  of  area  the  combined  footing  is  preferable.     This  also  applies 

general  to  a  line  of  columns  under  the  conditions  indicated.    The 

ting  of  course  must  be  designed  for  the  upward  reaction  between 

umns.     In  a  floor  the  distributed  loads  are  resisted  bv  concen- 

ted  reactions  of  the  columns.     In  footings  the  concentrated  loads 

the  columns  are  resisted  by  the  distributed  reactions  of  the  soil. 

simplifies  the  problem  for  the  designer  who  is  inexperienced  in 

3  type  of  work  to  think  of  the  footings  as  upside  down  and  to 

^ider  the  supports  to  be  the  colnnins  and  the  loads  to  be  the 

'Vard  pressure  of  the  soil  or  the  piles.     The  reinforcement  of  the 

^l>ined  footing  must  be  placed  in  just  the  reverse  position  from 

^    in  the  ordinary  beam  or  slab.     It  must  be  in  the  top  of  the 
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footing  between  the  columns  and  at  the  bottom  of  the  footing  below 
the  columns.  In  simple  cases  the  computations  then  are  similar  to 
those  required  for  floor  design.  Unequal  column  loads  and  espe- 
cially the  arran^oment  of  three  unequal  columns  on  the  same  foot- 
ing may  further  complicate  the  problem. 

A  retaining  wall,  as  indicated  by  Mr.  Main,  is  frequently  a  part 
of  the  foundation.  A  reinforced  concrete  retaining  wall  must  be 
designed  to  resist  not  simply  the  stresses  due  to  the  pressure  of  earth, 
but  also  the  stresses  due  to  shrinkage  in  concrete  and  changes  in 
temperature  must  be  taken  into  account.  This  is  particularly  nec- 
essary where  the  foundation  wall  projects  above  ground  and  the 
building  is  placed  directly  upon  it.  Of  course,  if  a  structure  per- 
mits, definite  joints  may  be  placed  between  different  sections.  In 
building  construction,  however,  it  is  frequently  necessary  to  avoid 
joints  or  any  noticeable  cracks.  By  placing  reinforcement  to  the 
amount  of  0.3  per  cent,  or  better  still  0.4  per  cent  of  the  cross  sec- 
tion of  the  wall,  it  may  be  built  monolithic  and  noticeable  cracking 
may  be  avoided  even  in  long  walls. 

The  greatest  diflSculty  is  in  providing  for  a  bond  between  sec- 
tions of  the  wall  laid  on  different  days.  Positive  adhesion  cannot 
always  be  assured,  but  by  running  full  or  better  still  excess  rein- 
forcement through  the  end  forms  and  then  spreading  a  bonding 
layer  of  neat  cement  upon  the  vertical  surface  of  the  old  concrete, 
just  before  the  fresh  concrete  is  placed  it  is  usually  possible  to  pre- 
vent separation. 

Of  special  importance  in  the  design  is  the  reinforcement  above 
and  below  openings  in  a  long  retaining  wall.  As  much,  or  prefer- 
ably a  little  more,  cross  sectional  area  of  longitudinal  steel  must  be 
used  in  the  sections  above  and  below  the  opening  as  in  the  total 
section  of  the  blapk  wall.  The  forces  caused  by  shrinkage  and 
temperature,  which  are  proportional  to  the  cross-sectional  area  of 
the  solid  wall,  are  just  as  powerful  at  the  openings  as  in  the  solid 
wall,  so  that  the  section  is- weaker  unless  as  much  steel  (which  means 
a  larger  percentage)  is  used  there  a.s  elsewhere.  In  fact  an  excess 
in  quantity  may  be  needed  because  the  area,  and  therefore  the 
strength,  of  the  concrete  itself  is  reduced  by  the  opening  in  the 
wall.  In  addition  it  is  advisable  to  put  dia«:onal  bars  across  the 
corners  of  openings  to  assist  in  preventing  the  starting  of  any  cracks 
at  these  points. 
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'.  A.  Waldron  (written).  The  use  of  the  Engineering  News 
is  dangerous  unless  full  knowledge  of  the  character  and 
^ori  of  the  underlying  strata  is  at  hand.  Buildings  erected  on 
•^  foundations  in  peat  or  silt  have  been  known  to  go  down  two  or 
feet;  in  fact,  piles  have  sunk  away  from  the  building  from 
own  weight  and  weight  of  soil,  when  driven  to  the  require- 
of  this  formula. 

Special  care  should  be  taken  to  avoid  driving  taper  concrete 
68  in  peat  formation,  as  it  is  like  driving  a  taper  nail  into  a 
t>l>er  heel  and  demands  too  much  punishment  of  the  mandrel. 
^^8e  piles  will  settle  if  given  double  the  amount  required  by  the 
i^S'ineering  News  formula,  unless  driven  to  hard  pan,  which  is 
K^'b.  to  impossible  in  thick  strata  of  peat. 

I^iles  driven  in  peat  or  silt  or  other  formation  of  varying  thick- 
38i^  where  the  mass  is  liable  to  change,  by  the  fill  sliding  and 
ixrting  a  force  sidewise,  should  be  tied  together,  where  driven 
•ly  on  each  side  of  the  building,  or  the  groups  so  arranged  or 
£ned  to  resist  the  unbalanced  lateral  pressures. 
I^articular  care  should  be  taken,  where  soil  is  filled,  in  analyzing 
3.  counteracting  forces  that  tend  to  spread  or  force  the  piles  out 
position  by  lateral  pressure,  due  to  weight  of  fill  on  strata  above 
Til  pan. 
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This  paper  is  a  synopsis  of  a  research  study  to  determine  the 
proper  proportions  of  hot  bulbs  for  oil  engines.  The  study  was 
begun  by  the  author  a  number  of  years  ago  when  he  was  called  upon 
to  fix  vaporizer  dimensions  suitable  for  Hornsby-Akroyd  oil  engines 
of  large  capacity.  At  that  time  the  32  b.h.p.  engine  of  this  type, 
cylinder  16  in.  by  20  in.,  represented  the  largest  size  that  could  be 
made  to  operate  successfully,  and,  while  several  engines  of  50  b.h.p. 
cylinder  capacity  had  been  previously  built,  their  manufacture  was 
abandoned  owing  to  lack  of  knowledge  of  suitable  vaporizer  propor- 
tions. A  careful  investigation  of  the  underlying  principles  brought 
out  finally  the  design  data  here  presented  and  from  these  data  hot- 
bulb  oil  engines  in  sizes  up  to  100  b.h.p.  have  been  built  and  oper- 
ated with  satisfactory  results.  Recently  this  investigation  has 
again  been  taken  up  and  has  been  largely  extended  so  as  to  include 
proportions  for  high  compression  oil  engine  vaporizers. 

2  In  the  hot  biflb  oil  engine,  of  which  the  well  known  Hornsby- 
Akroyd  engine  is  the  prototype,  the  vaporizer  heated  by  the  gases  of 
combustion  provides  a  hot  surface  for  the  double  purpose  of  evapor- 
ating the  heavy  mineral  oils  in  the  fuel  oil  and  of  maintaining  the 
confined  mixture  charge  at  a  temperature  high  enough  to  enable 
self -ignition  to  be  induced  ^ith  moderate  compression.  While  such 
self-ignition  may  be  due,  in  part,  to  direct  contact  of  the  explosive 
mixture  with  the  walls  of  the  hot  bulb,  it  will  be  shown  that  the 
principal  function  of  the  vaporizer  is  to  confine  a  certain  volume  of 
hot  gases  from  stroke  to  stroke,  so  that  when  this  volume  becomes 
mixed  with  the  explogive  charge,  the  resulting  average  temperature 
will  be  raised  to  a  point  which  will  cause  self-ignition  to  take  place 
at  or  near  the  end  of  the  compression  stroke.  In  starting  the  engine, 
the  vaporizer  is  preheated  from  an  external  source. 
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3  Fig.  1  ia  a  sectional  view  of  the  vaporizer  generally  applied 
to  a  sii^le-acti:^  4-Btroke  cycle  Homsby-Akroyd  statiooaiy  oil 
en^e.  The  vaporizer  is  of  cast  iron  and  forms  a  chamber,  the 
outermost  end  or  cap  of  which  is  unjacketed  and  maintained  at 
approximately  incipient  cherry-red  heat  by  the  absorptioa  of  heat 
from  the  working  charge.  The  remaining  portion  of  the  vaporiser, 
which  is  jacketed,  communicates  with  the  engine  cylinder  by  a 
contracted  passage  or  neck.  The  air  is  fed  directly  into  the  cylinder 
through  a  side  port  which  is  in  connection  with  a  suitable  valve  box. 
The  fuel  oil  is  injected  into  the  vaporizer  during  the  suction  stroke 
by  means  of  an  oil  pump.  The  spray  nozzle  is  arrai^ed  to  direct 
the  oil  E^ainst  the  hot  surface  of  the  vaporiser  cap,  as  may  be  seen 
in  Fig.  1.    The  hot  gaees  confined  within  the  vaporizer  from  the 


Fig.  1    Vapouzes  roe.  S.  A.  4-Cyclb  Oil  Enoihi 

previous  chaise  evaporate  the  highly  atomized  particles  of  the 
injected  oil,  while  the  heavier  particles  impinge  against  the  hot  cap 
wall.  Part  of  the  heat  required  for  evaporation  of  the  oil  is  there- 
fore supplied  from  the  gases  in  the  vaporizer  and  part  from  the 
vaporizer  cap;  the  latter  is  the  major  part. 

4  The  essential  principles  of  operation  of  a  low  compression 
4-stroke  Homsby-Akroyd  oi]  engine  are:  The  oil  is  sprayed  into 
the  vaporizer  chamber  in  the  same  period  that  a  volume  of  air  is 
sucked  into  the  power  cylinder.  At  the  end  of  the  suction  stroke, 
the  superheated  oil  vapqr  or  gas  in  the  vaporizer  will  have  been  mixed 
with  approximately  half  of  the  hot  products  of  combustion,  while 
the  body  of  air  in  the  cylinder  is  confined  there  by  the  vaporizer 
neck.     During  the   compression  stroke,  a  certain  portion  of  this 
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forced  through  the  neck  at  relatively  high  velocity,  and  is 
ejected  into  the  center  of  the  highly  heated  oil-gas.  This  results 
first  in  a  supersaturated  mixture  of  oil-gas  and  air  being  formed 
tttin  the  cap  enclosure,  the  mixture  being  kept  at  a  temperature 
^isiderably  above  ignition  point  by  the  heating  effect  of  the  pro- 
C"ts  of  combustion.  Self-ignition  will  occur,  therefore,  at  the 
t^^Lut  the  further  addition  of  air  makes  this  mixture  of  such  pro- 
t^ions  as  to  be  explosive.  Owing  to  this  rather  complicated  action, 
'  A/'aporizer  dimensions  must  be  exactly  suited  to  the  requirements, 
lc  engine  will  not  operate  satisfactorily. 
>  Table  1  presents  some  design  data  deduced  from  a  fully  de- 
eped line  of  horizontal  4-stroke  Homsby-Akroyd  oil  engines, 
the  proportional  analysis  included,  it  was  found  that  the  one 
^X^le  relation  suitable  for  design  purposes  was  that  of  vaporizer 
lvs.me  to  piston  displacement.  The  other  design  factors  depend 
oxi  more  involved  relations  and  center  about  the  average  tern- 
rskture  attained  by  the  unjacketed  cap  portion  of  the  vaporizer 
11.  As  will  be  shown,  this  temperature  depends  principally  upon 
^     proper  adjustment  of  contour  length  to  thickness  of  the  cap 

11. 

©    The  temperature  relations  existing  in  a  hot  vaporizer  cap  are 

rt^  treated  on  the  basis  of  a  thin  flat  disc  receiving  a  uniform  heat 
>\ii  over  one  of  its  faces.     Under  conditions  of  equilibrium,  the 
"tilting  heat  flow  will   cause  a  temperature   drop  between  the 
iter  and  edge  of  the  disc;  this  drop  may  be  quantitatively  deter- 
ged without  the  use  of  complicated  mathematics: 
t  ^1  =  temperature  of  disc  at  center,  deg.  fahr. 
^0= temperature  of  disc  at  edge,  deg.  fahr. 
0  =  fli — flo  =  teinperature  drop  from  center  to  edge  of  disc 
r  =  radius  of  disc,  in. 
«==imiform  thickness  of  disc,  in. 
-fcf  =  uniformly   distributed  gross   heat   input  in   B.t.u.  per  hr. 
per  sq.  in.  of  area 
A:  =  specific  thermal  conductivity  in  B.t.u.  per  hr.  per  sq.  in.  of 
section  at  1  deg.  fahr.  head 
=  about  3.82  for  cast-iron. 

^xx,  since  the  temperature  gradient,  i.e.,  drop  per  inch  of  length, 

^^^oportional  to  the  rate  of  heat  flow,  the  gradient  in  the  case  of  a 

^'t-iron  vaporizer  cap  will  be  equal  to  1  deg.  fahr.  for  each  3.82  B.t.u. 

^  per  hr.  per  sq.  in.  of  section.     Applying  this  to  a  disc  of  radius  r, 

'  heat  input  will  be  measured  by  the  area  enclosed,  multiplied  by 
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the  uniform  rate  of  input  per  sq.  in.  of  surface.  Assuming  all  of 
this  heat  is  to  be  conducted  to  the  edge  of  the  disc,  the  rate  of  heat 
flow  through  the  peripheral  sectional  area  will  be  equal  to 

Tr'ff^27rr«=77- 

Dividing  this  equation  by  the  constant  k,  the  corresponding  tem- 
perature gradient  at  the  edge  radius,  r,  will  be  equal  to 

Hr 

2k8 

This  shows  that  the  temperature  drop  per  unit  of  length  is  directly 
proportional  to  the  disc  radius;  and  since  the  heat  flow  at  the  center 
of  the  disc  is  zero,  the  average  temperature  gradient  will  therefore 
be  J^  that  at  the  full  radius,  r. 

7  The  total  temperature  drop  from  center  to  edge  of  a  thin  disc 
will  then  be  equal  to  the  average  drop  per  imit  length  multiplied  by 
the  disc  radius,  r,  that  is,  for  the  disc 

1  Hr^ 

0=0i—0o  =  ~7".  1 — [1] 

4    A; « 

8  Applying  the  same  reasoning  to  the  case  of  a  relatively  thin 
internally  heated  tube  whose  inner  radius  is  r  and  length  is  I  (both 
in  inches)  and  in  which  all  the  heat  is  conducted  away  at  one  end,  it 
will  be  found  that  the  total  temperature  drop  over  the  full  length 
is  equal  to 

'-'^-''>'iji 12] 

The  temperature  drop  over  a  tube  is  dependent  only  upon  the 
length  of  the  tube,  and  for  unit  length  the  drop  is  twice  that  for  a 
disc  of  unit  radius. 

9  The  corresponding  multipliers  of  equation  constants  for  any 
other  plane  geometrical  figure  will  be  proportional  to  the  ratio  of 
the  heated  input  surface  to  the  peripheral  section  provided  for  the 
heat  outgo,  multiplied  by  the  length  of  heat  travel. 

10  The  temperature  distribution  as  determined  by  either  of 
equations  [1]  or  [2]  is  plotted  in  Fig.  2.  The  maximum  tempera- 
ture, diy  corresponds  to  that  of  the  center  of  the  disc  or  of  the  free 
hot  end  of  the  tube,  while  the  disc  edge  or  attached  tube  end  assumes 
the  temperature  do-  The  latter  temperature  is  dependent  upon  the 
means  provided  for  the  heat  offtake . 

11  Numerical  values  for  the  counter-temperature,  flo,  vary 
with  the  size  of  the  engine  and  the  character  of  joint  between  the 
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cap  and  jacket  part  of  the  vaporizer;  they  should  be  taken  propor- 
tional to  the  change  of  heat  flow  with  load.  In  the  case  of  the 
Homsby-Akroyd  vaporizer  cap,  which  is  bolted  to  the  jacketed 
part  of  the  vaporizer  and  sealed  by  a  copper  wire  gasket,  a  fair 
average  value  for  do  is  450  deg.  fahr.  under  full  load  conditions. 

12  If  to  the  counter-temperature,  0q,  be  added  the  average 
temperature  ordinate  under  the  curve,  Fig.  2,  then  the  average 
temperature,  te,  attained  by  the  cap  may  be  taken  as  approximately 
equal  to 


tc^-f(0L-eo)+eu- 


[3] 


13    The  various  equations  given  above  apply  only  to  caps 


LENGTH  OF  HLAT  TRAVtL 

Fio.  2    Vaporizer  Cap  Temperature  Head 


whose  thickness,  s,  is  small  in  proportion  to  their  radius,  r.  The 
derivation  of  formulse  for  thick  internally  heated  tubes  is  somewhat 
involved,  and  for  usual  vaporizer  proportions  numerical  values 
obtained  would  differ  but  little  from  those  derived  from  the  formulae 
given. 

14  In  deducing  corresponding  formulae  for  vaporizers  with 
more  complicated  outlines,  such  as  relatively  thin  hemispherical 
shapes,  due  allowance  must  be  made  for  the  more  involved  relation 
of  the  average  to  the  maximum  temperature  gradient.  A  value  of 
this  relation  for  such  shapes  may  be  conveniently  determined  by 
dividing  the  contour  length  of  heat  travel  into  an  equal  number  of 
parts,  finding  the  temperature  gradient  for  each  part  and  plotting 
each  as  an  ordinate  on  a  contour  length  base.  For  thin  hemi- 
spherical shapes,  this  constant  is  about  0.45  as  compared  with  0.50 
for  a  disc  or  tube.  Since  the  input  surface  of  a  hemisphere  is  twice 
that  of  a  disc  of  equal  radius,  and  the  contour  length  of  heat  travel 
t/2  as  long,  the  temperature  drop  will  be  0.9X2X7r/2  =  2.8  that  of  a 
disc.    Accordingly,  the  temp>erature  drop  from  center  to  edge  of  a 
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thin  hemispherical  shape  having  an  inner  radius  r  is  approximately 
equal  to 

e  =  e,«e,  =  0.7^ [4] 

15  In  treating  the  case  of  a  bumped  head,  such  as  is  shown  in 
Fig.  1,  a  simple  and  fairly  reliable  method  is  to  resolve  the  cap 
volume  into  an  equivalent  cylindrical  depth,  l^,  enclosed  by  a  flat 
plate  end,  as  indicated  by  the  dotted  line  in  the  figure.  The  cor- 
responding contour  length  for  heat  travel,  taken  in  terms  of  tube 
length,  will  then  be  equal  to 

-J+l'  =  l» IB) 

where  Ze= equivalent  tube  length  in  in.  of  the  combined  contour  of 
tube  and  disc 

16  The  input  surface  in  this  case  will  be  the  area  of  the  disc 
plus  the  area  of  the  cylindrical  length  l^,  which  is  exactly  equal  to 
the  interior  surface  of  a  cylinder  having  a  length  {e*  Hence  this 
factor  may  be  inserted  into  equation  [2]  without  further  surface 
correction,  thus 

'-'^-'"-Wl f2a] 

17  It  will  be  seen  that  the  thickness,  Sj  is  an  important  factor 
in  fixing  the  temperature  assumed  by  the  vaporizer  wall.  In  larger 
engines  this  dimension  is  dependent  upon  strength  considerations, 
and  on  account  of  heavy  internal  temperature  strains  the  allowable 
tension  stress,  as  based  upon  the  maximum  explosive  pressure, 
should  be  limited  to  about  1500  lb.  per  sq.  in.  Owing  to  casting 
considerations,  smaller  daps  must  be  made  relatively  thicker,  and 
in  the  line  of  Homsby-Akroyd  engines  referred  to,  the  uniform 
thickness  of  cap  metal  is  fairly  well  represented  by  the  relation 

«  =  0.075Ze [6] 

Where  the  cap  thickness  is  not  uniform,  a  limited  variation  may  be 
approximately  compensated  for  by  substituting  the  average  thick- 
ness of  metal  as  taken  over  the  entire  contour  length  of  the  cap  wall. 

18  Internal  vaporizer  ribs  serve  to  increase  the  average  tem- 
perature of  the  cap,  the  effect  being  equivalent  to  an  increase  in  the 
tubular  length  factor,  Z,.  It  is  better  practice,  however,  to  avoid 
the  use  of  ribs  and  to  work  with  plain  surfaces. 
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19  When  the  cap  is  projected  into  the  vaporizer  and  receives 
heat  over  a  portion  of  its  face  in  the  manner  indicated  in  Fig.  3,  the 
counter-temperature,  ^o,  is  inci eased.  The  derived  formula  apply 
only  to  the  disc  portion  of  the  surface  which  is  directly  exposed  to  the 
heating  action  of  the  hot  gases,  while  the  temperature  drop  over 
the  length,  d,  of  the  protected  tubular  section  of  Fig.  3  should  be 
taken  proportional  to  the  amount  of  heat  conducted  to  the  edge  of 
the  disc. 

20  The  case  of  an  offset  cylinder  head,  Fig.  4,  receiving  heat 
at  a  uniform  rate  of  input  over  its  entire  surface  is  best  treated  by 
considering  the  shape  as  a  whole  and  finding  its  equivalent  tube 
length  having  an  internal  radius  ri,.  The  equivalent  tube  length 
to  be  added  to  compensate  for  the  flat  closing  head  is  given  by  the 
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Fig.  3    Vaporizer    Cap    Projecting 

Inwards 


Fig.  4    Vaporizer    Cap    Projectino 
Outwards 


above  formulae;  but  in  determining  the  equivalent  length  to  be 
added  for  the  aimulus  at  the  other  end  of  the  tube,  due  allowance 
must  be  made  for  difference  of  thickness,  area  and  contour  length 
as  compared  with  that  of  a  disc. 

21  Before  numerical  results  can  be  obtained  by  means  of 
equation  [2a],  a  value  must  be  fixed  for  the  heat  input  factor,  H, 
Owing  to  the  cyclic  nature  of  the  heat  flow,  the  quantity  of  heat  that 
will  pass  into  the  vaporizer  cap  wall  may  be  taken  as  proportional 
to  the  average  temperature  head  maintained  with  respect  to  the 
hot  cap  multiplied  by  the  square  root  of  the  rate  of  such  temperature 
applications.  Other  factors  of  lessor  importance,  having  to  do  with 
the  ratio  of  surface  per  imit  of  volume,  etc.,  will  not  be  taken  into 
account  here  because  of  their  rather  involved  and  uncertain  effect. 

22  For  the  purpose  of  further  simplification,  it  is  assumed  that 
the  temperature  of  the  exhaust  gases  is  approximately  equal  to  that 
of  the  cap,  so  that  the  interchange  of  heat  to  and  from  the  cap  during 
all  but  the  power  strokes  may  be  regarded  as  negligible.     This  holds 
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true  for  Hornsby-Akroyd  engines,  because  the  temperature  of  the 
hot  exhaust  gases  enclosed  by  the  cap  is  approximately  1300  deg. 
fahr.  at  full  load. 

23  Under  the  assiuned  conditions,  fairly  reliable  values  for  the 
uniformly  distributed  heat  input  factor,  H^  may  be  based  upon 
experimental  determinations  of  gas  engine  jacket  losses  and  may  be 
taken  as  follows: 

24  For  2-stroke  cycle  engines 


"-Urn "^ 

and  for  4-stroke  cycle  engines 

jj  =  A    \IL [8] 

^     11\200  ^^ 

where  iV  =  engine  speed  in  r.p.m. 

^h= effective  temperature  head  in  deg.  fahr.  as  measured  by 
the  average  temperature  maintained  during  expansion 
with  respect  to  the  heat-absorbing  jacket  wall 
H  is  in  B.t.u.  per  sq.  in.  of  cap  surface  per  hr. 

25  These  formula?  hold  good  only  for  relatively  hot  caps,  for 
should  the  jacket  wall  be  comparatively  cold,  it  would  result  in  a 
material  increase  in  the  heat  absorbed  due  to  the  temperature  head 
existing  with  respect  to  the  jacket  during  the  idle  or  non-power 
strokes. 

26  In  Ci:se  the  vaporizer  is  subjected  to  external  radiation, 
all  of  the  heat  absorbed  by  the  vaporizer  cap  wall  will  not  be  con- 
ducted to  the  edge  of  the  disc,  as  is  assumed  in  the  derivation  of  the 
above  formula?  The  radiation  loss  of  a  vaporizer  at  red  heat  may 
be  approxinmtely  compensated  for  on  the  basis  of  10  B.t.u.  per 
sq.  in.  per  Kr.  uniformly  distributed  over  the  interior  cap  surface. 

27  Another  modif^dng  factor  of  heat  flow  is  the  cooling  action 
due  to  the  evaporation  of  such  portion  of  the  injected  fuel  oil  as 
may  take  heat  out  of  the  cap  wall.  This  loss  is  likewise  most  con- 
veniently allowed  for  by  assuming  it  to  be  uniformly  distributed 
over  the  entire  surface  of  the  cap. 

28  As  previously  pointed  out,  the  injection  of  fuel  oil  tends 
to  cool  the  hot  products  of  combustion  confined  within  the  vaporizer. 
The  degree  to  which  these  hot  gases  contribute  to  the  evaporation 
of  the  fuel-oil  depends  in  part  upon  the  thoroughness  of  atomization. 
Without  elaborating  on  this  point,  it  might  be  said  that  in  the 
Homsby-Akioyd  engine  apparently  about  \  of  the  full  load  oil  is 
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vaporized  by  the  hot  gases  and  the  hot  cap  imparts  the  necessar}' 
heat  of  evaporation  to  the  remaining  f  of  the  full  load  fuel  oil  and 
sup)erheats  this  oil  gas  to  a  temperature  of  about  900  deg.  fahr. 

29  The  quantity  of  oil  required  by  an  oil  engine  operating  on 
the  explosive  cycle  can  be  determined  approximately  from  the  fol- 
lowing full  load  indicated  efficiency  formula: 

^'=i-fti^. 191 

where  E^  =  indicated  efficiency 

fi  =  ratio  of  expansion  (about  3|  for  the  Hornsby-Akroyd 
engine) 

n= exponent  in  formula  P  F°  =  C  as  based  upon  the  expan- 
sion line.  For  most  exj^losive  oil  engines  of  the  vaporizer 
type,  n  may  be  taken  at  about  6/5. 

30  The  Hornsby-Akroyd  oi  engine  to  which  the  tabulated 
proportions  apply  is  essentially  of  the  low  compression  type,  be- 
cause the  early  injection  of  the  fuel  oil  does  not  permit  the  com- 
pression to  exceed  about  50  lb.  per  sq.  in.  gage  without  causing 
pre-ignition.  For  this  low  limit  of  compression,  the  indicated  effi- 
ciency is  only  about  21  per  cent,  making  the  full  load  fuel  oil  con- 
sumption at  82  per  cent  mechanical  efficiency  equal  to  about  0.8  lb. 
per  b.h.p-hr. 

31  The  total  heat  of  evaporation  for  fuel  oil  remains  fairly 
constant  throughout  a  wide  range  of  densities,  and  for  the  purpose 
of  the  present  investigation  it  may  be  taken  as  approximately 

(?  =  165-h|- [10] 

where  5  =  total  heat  in  B.t.u.  required  to  evaporate  1  lb.  of  fuel  oil 
from  70  deg.  fahr. 
if  =  deg.  fahr.  to  which  the  oil-gas  is  heated. 

32  An  estimate  can  now  be  made  of  the  total  cooling  action 
resulling  from  external  radiation  plus  that  due  to  the  gasification  of 
fuel  oil  by  the  cap.  This  heat  taken  on  the  basis  of  unit  cap  area, 
will  be  designated  by  /i,  and  its  numerical  value  as  given  in  column  15 
of  Table  1,  varies  from  10  to  25  per  cent  of  the  gross  input  heat,  H. 

33  Having  thus  fixed  upon  that  i)ortion  of  the  input  heat  that 
is  not  conducted  to  the  edge  of  the  disc,  a  correction  for  the  dissi- 
pated heat  can  be  embodied  in  equation  [2al  by  taking  the  tem- 
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perature  drop  from  end  to  end  of  the  tube  proportional  to  the  net  or 
actual  heat  flow,  thus 

'-'•-'-- {'¥)t. '"1 

where  A  =  dissipated  heat  in  B.t.u.  per  hr.  per  sq.  in.  of  cap  area, 
i.e.,  difference  between  the  gross  input  heat  and  the 
net  quantity  actually  conducted  to  the  end  of  the  tube. 

34  By  the  terms  of  equation  [8],  the  factor  H  of  the  equation 
[111  is  proportional  to  the  temperature  head,  <h>  which  in  turn  is 
approximately  equal  to  the  difference  of  the  average  temperature 
during  the  expansion  stroke  and  that  of  the  cap,  t^.  Numerical 
values  for  the  average  expansion  temperature  may  be  fixed  by 
the  folio  whig  considerations: 

35  The  heat  consumption  of  an  engine  per  cubic  foot  of  cylinder 
displacement  can  readily  be  shown  to  be  equal  to 

0.185^ [12] 

where  P^  =  mean  effective  pressure  in  lb.  per  sq.  in. 

3G  The  maximum  attainable  mean  effective  pressure  is  de- 
pendent, in  part,  upon  the  amount  of  fresh  air  per  cubic  foot  of  dis- 
placement that  is  available  for  fuel  combustion.  In  a  4-fitroke 
cycle  explosive  oil  engine  in  which  the  compression  pressure  crosses 
the  atmospheric  line  at  about  9/10  stroke  the  full-load  mean  effective 
pressure  to  be  expected  from  a  properly  proportioned  explosive 
mixture  bears  a  constant  relation  to  the  indicated  efficiency,  and 
may  be  taken  as  approximately  equal  to 

P^  =  200£i     [13] 

37  Combining  [12]  and  [13],  it  will  be  seen  that  the  full  load 
heat  consumption  of  a  4-stroke  cycle  oil  engine  is  practically  con- 
stant at  37  B.t.u.  per  cu.  ft.  displacement,  and  that  this  is  inde- 
pendent of  the  compression  pressure.  This  means  that,  in  terms  of 
fuel  pil  having  a  heating  value  of  about  18,500  B.t.u.  per  lb.,  a 
4-stroke  cycle  engine  may  be  expected  to  bum  about  0.002  lb.  oil 
per  cu.  ft.  of  displacement  at  full  load,  a  limit  that  can  be  readily 
exceeded  when  all  the  air  is  thoroughly  and  uniformly  mixed  with 
the  oil-gas. 

38  The  theoretical  air  required  for  the  combustion  of  oil-gas 
is  about  15  lb.  per  lb.  of  oil,  and  in  an  oil  engine  the  excess  air  de« 
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sired  to  insure  rapid  and  complete  combustion  is  usually  taken  at  a 
factor  of  3/2  for  full  load  conditions. 

39  The  maximum  temperature  of  combustion  may  be  approxi- 
mately estimated  on  the  basis  of  a  full-load  heat  input  of  37  B.t.u. 
per  cu.  ft.  displacement,  as  found  above.  The  air  sucked  into  a 
hot  4-stroke  cycle  cylinder  may  be  taken  at  about  0.05  lb.  per  cu.  ft. 
displacement,  and  allowing  for  the  high  temperatures  prevailing  in 
the  cylinder  after  the  instant  of  explosion,  the  specific  heat  at  con- 
stant volume  may  be  assumed  at  0.25.  The  resulting  theoretical 
temperature  rise  must  be  reduced  to  allow  for  the  considerable 
cooling  action  of  the  cap  wall;  in  the  case  of  the  Homsby-Akroyd 
engine,  the  actual  temperature  rise  does  not  exceed  ^  that  expected 
on  the  imjacketed  basis. 

40  As  will  be  shown,  the  full  load  working  charge  in  the  vaporizer 
of  the  Homsby-Akroyd  engine  reaches  a  temperature  close  to  800  deg. 
fahr.  at  the  end  of  the  compression  stroke.  During  combustion, 
the  temperature  rise  of  the  preheated  gases  within  the  vaporizer  will 
be  further  augmented  by  the  supersaturated  condition  of  the  ex- 
plosive mixture.  From  a  study  of  the  rather  complex  conditions 
existing  at  this  time,  it  appears  that  the  full  load  temperatures 
occurring  in  the  vaporizer  are  from  10  to  20  per  cent  higher  than 
those  corresponding  to  the  resultant  average  pressures  of  the  entire 
cylinder  charge  as  determined  from  the  indicator  card.  The  full- 
load  temperature  rise  in  the  cap  of  the  nornsl)y-Akroyd  vaporizer, 
resulting  from  the  combustion  of  the  oil-gas  mixture,  is  probabh'  not 
far  from  2000  deg.  fahr.  and  if  this  be  added  to  the  initial  temperature, 
the  maximum  temperature  of  coinlnistion  may  be  fixed  at  about 
2800  deg.  fahr.  At  lighter  loads  the  temperature  rise  will  naturally 
be  reduced  in  proportion  to  the  oil  requirements. 

41  The  temperature  at  point  of  release  or  end  of  expansion 
period  is  then  equal  to 

T,^{l-E,)  T,     [141 

where  7^4  =  temperature  of  release,  absolute 

Ts  =  temperature  of  combustion,  absolute 

and  hence  the  desired  net  temperature  head  driving  the  heat  into 
the  cap  wall  is  given  by  the  equation 

/.,  =  /,.-/,.=  (^-'^ -»>")-' [151 

where  ^= average  temperature  during  expansion  stroke,  deg.  fahr. 


U)UIS   ILLMER  857 

42  Numerical  values  for  all  the  required  factors  having  been 
finally  fixed  upon,  the  various  equations  may  now  be  combined  to 
find  a  value  for  the  cap  temperature,  <t.  This  must  be  taken  with 
due  allowance  for  the  decreased  heat  input  with  rise  of  temperature 
in  the  cap  wall.  For  a  4-stroke  cycle  engine,  this  condition  is 
satisfied  by  substituting  in  equation  [3],  thus 
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Transposing, 
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43  Taking  k  for  cast  iron  equal  to  3.82  and  confining  the  equa- 
tion to  the  line  of  Homsby-Akroyd  oil  engines,  the  above  can  be 
further  simplified  by  substituting  for  the  thickness,  s,  equation  [6). 
Accordingly  at  full  load, 


\l4-l^*) 


+450 

[17] 


l-f0.13/oxl  — 
\  200 

44     The    corresponding    derivation    based    upon    equation    [7] 
shows  the  cap  temperature  for  a  2-stroke  cycle  engine  to  be 


^  ^  ^\'m-^)2f^s'^^''  [18] 

\  100 '24^8 

45  From  these  formula,  the  expected  cap  temperature  for  an 
oil  engine  vaporizer  may  readily  be  estimated.  The  equations  also 
hold  good  for  partial  loads,  provided  the  numerical  values  of  /» 
and  ^0  are  suitably  modified.  A  check  shows  the  cap  temperatures 
to  vary  approximately  as  the  square  root  of  the  per  cent  of  full-load 
oil  used. 

46  It  will  ht  seen  that  since  the  cap  temperature  formula* 
contain  a  speed  factor,  the  cooling  off  of  the  cap  under  slow  speed 
and  light  loads  tends  to  limit  the  speed  control  of  the  engine. 
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47  Column  16  of  Table  1  shows  the  full-load  cap  temperatures 
for  the  Ime  of  Homsby-Akroyd  oil  engines,  as  determined  by  equa- 
tion [17]  for  rated  speeds.  The  average  cap  temperature,  U,  is 
found  to  be  about  1275  deg.  fahr.,  which  corresponds  to  a  maximum 
temperature,  9i,  of  approximately  1690  deg.  fahr.,  or  cherry  red  heat. 

48  Table  1  further  shows  that  the  total  vaporizer  volume  is 
equal  to  about  0.3  of  the  piston  displacement,  or  about  §  the  clear- 
ance volume  of  the  engine.  The  jacket  portion  of  the  vaporizer 
allows  the  relation  of  contour  length  to  cap  thickness  to  be  propor- 
tioned independently  of  the  volume  content. 

49  The  air  sucked  into  the  hot  cylinder  of  a  Homsby-Akroyd 
engine  may  be  assumed  to  have  an  initial  temperature  of  about 
250  deg.  fahr.  This  air,  taken  at  0.05  lb.  per  cu.  ft.  piston  dis- 
placement, when  compressed  to  about  45  lb.  per  sq.  in.  gage,  will  be 
confined  in  a  volume  just  about  equal  to  that  of  the  vaporizer. 
Since  a  portion  of  this  air  must  remain  in  the  clearance  space  behind 
the  piston,  only  about  J^  of  the  cylinder  intake  air  will  be  forced 
into  the  vaporizer  by  the  time  the  pistOn  reaches  its  inner  dead 
center.  This  amount  of  air  weighs  only  about  12  times  as  much  as 
the  injected  full-load  oil  and  is  insufficient  for  complete  combustion. 
However,  immediately  after  explosion  of  this  charge,  a  portion  of  the 
ignited  supersatiu'ated  mixture  is  sent  forth  through  the  contracted 
neck,  when  it  is  made  to  intermingle  with  the  required  amount  of 
surplus  air  lying  in  the  space  behind  the  receding  piston. 

50  Oil-gas  assumes  explosive  proportions  when  the  air  content 
of  the  mixture  reaches  about  |  of  the  air  required  for  complete  com- 
bustion, i.e.,  about  10  parts  of  air  to  one  of  oil  by  weight.  Such  a 
mixture  will  ignite  of  itself  at  a  teini)erature  of  about  750  deg.  fahr. 
Assuming  that  air  in  proportion  of  about  10  times  the  fuel  weight 
to  have  been  forced  into  the  vaporizer  at  the  end  of  the  compression 
stroke,  the  hot  products  of  combustion  may  be  expected  to  raise  the 
temperature  of  the  entire  vaporizer  content  of  a  Homsby-Akroyd 
engine  to  750  deg.  fahr.,  ignition  temperature  when  running  on  I 
to  J^  of  the  oil  used  at  full  load.  Below  this  critical  point,  the 
temperature  head,  t^,  is  reduced  to  such  an  extent  that  the  cap  no 
longer  keeps  the  enclosed  gases  sufficiently  preheated  to  reach  the 
ignition  temperature  at  the  end  of  the  c()ni])ression  period. 

51  A  corresponding  check  made  for  full-load  conditions  shows 
that,  due  to  the  higher  exhaust  and  cap  temi)oratures,  the  average 
mixture  temperature  in  the  vaporizer  will  be  raised  to  about  800  deg. 
fahr.    This  increase  of  temperature  causes  an  advance  in  the  ignition 
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timing,  and  at  heavy  loads  may  lead  to  the  characteristic  pounding 
that  accompanies  serious  pre-ignition  unless  counteracted  by  water 
injection. 

52  As  stated,  the  Homsby-Akroyd  engine  is  essentially  a  low 
compression  engine.  Notwithstanding  its  praiseworthy  reliability 
in  service,  especially  under  non-fluctuating  load  conditions,  its  limit 
of  indicated  efiiciency  and  resulting  mean  effective  pressure  are  so 
restricted  as  to  make  it  quite  cumbersome  in  sizes  of  50  b!h.p.  and 
upward.  From  a  design  standpoint,  the  large  vaporizer  propor- 
tions are  also  objectionable.  These  inherent  limitations  may  be 
overcome  by  injecting  the  fuel-oil  near  the  end  of  the  compression 
stroke,  which  allows  the  use  of  higher  compression  and  so  increases 
both  the  efficiency  and  capacity  of  the  engine. 

53  The  timed  injection  of  the  fuel-oil  affords  the  further  ad- 
vantage that  the  ignition  timing  is  made  independent  of  the  vaporizer 
proportions.  On  the  other  hand,  the  delayed  injection  of  oil  so 
reduces  the  available  time  for  forming  a  thorough  explosive  mixture 
that  it  generally  becomes  necessary  to  inject  the  fuel-oil  by  means 
of  highly  compressed  air;  in  that  event,  the  hot  vaporizer  gases  must 
be  raised  to  at  least  900  deg.  fahr.  prior  to  injection,  in  order  to 
compensate  for  the  resulting  cooling  action  and  still  have  sufficient 
temperature  left  for  self -ignition. 

54  When  the  temperature  of  900  deg.  fahr.  is  reached  solely  by 
high  compression  of  the  working  charge,  as  in  the  Diesel  engine,  this 
will  necessitate  carrying  the  compression  to  at  least  400  lb.  per 
sq.  in. ;  and  in  practice,  the  pressure  must  be  raised  beyond  this  to 
allow  for  cold  starting  and  other  contingencies. 

55  When  the  temperature  rise  by  mechanical  compression  is 
insufficient  to  reach  ignition  temperature,  the  difference  may  be 
made  up  by  preheating  a  portion  of  the  working  charge  by  the 
vaporizer  method,  as  explained.  The  vaporizer  volume  required 
for  a  high  compression  engine  is  relatively  small,  due  to  the  fact  that 
after  a  sufficient  quantity  of  fuel-oil  has  been  injected  and  burned 
within  the  vaporizer  proper,  the  resulting  expansion  of  the  products 
of  combustion  will  cause  the  rest  of  the  working  charge  to  imdergo 
adiabatic  compression  to  a  degree  that  will  allow  the  remaining 
portion  of  fuel  oil  to  be  injected  directly  into  the  air  lying  outside 
of  the  vaporizer,  where  it  may  be  ignited  in  the  manner  of  a  Diesel 
engine. 

56  The  application  of  this  principle  to  high  compression  oil 
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engines  requires  certain  critical  proportions  for  the  vaporizer,  which 
may  be  deduced  on  the  following  basis: 

If  Vo  =  total  clearance  volume  of  engine  (Fig.  5) 
Vv= required  volume  of  vaporizer 
Vo  =  clearance  volume  external  to  vajwrizer 
Vv^= volume  of  combustion  products  of  the  vaporizer  charge, 

Vyf  after  pressure  equalization 
Vo*  =  volume  of  charge  Vc  after  compression  by  the  expanded 
combustion  products 
On  the  basis  of  the  exponent  n  =  5/4,  the  critical  compression  pres- 
sure required  to  reach  the  ignition  temperature  of  900  deg.  fahr.  is 


r< W 


Vc-*y 


*< Vi  •  Clearance  -  -  ■*< 


Fig.  5    Vaporizer  and  Clearance  Volumes 


about  400  lb.  per  sq.  in.  absolute,  assuming  the  initial  charge  tem- 
perature in  a  hot  4-stroke  cycle  cylinder  to  be  about  250  deg.  fahr. 
At  constant  volume,  the  maximum  attainable  explosion  pressure  is 
directly  proportional  to  the  relative  temperature  increase  as  ex- 
pressed by  the  following 


[19] 


where  P3  =  niaximuni  exj^losion  pressure,  absolute 
P2  =  compression  pressure,  absolute 

r2  =  compression  temperature,  absolute,  at  full  load  as  mea- 
sured in  the  vaporizer 
Ts  =  r2+2000  =  corresponding   explosion    temperature,    abso- 
lute. 
57     Accordingly,  the  relation  between  the  volume  of  the  gases 
in  the  vaporizer  before  and  after  they  have  been  expanded  adia- 
batically  to  the  equalization  pressure  of  400  lb.  absolute,  may  be 
fixed  thus 


»     V 


/ 


58    Assuming  the  vaporizer  to  be  of  such  proportions  that  the 
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adiabatic  expansion  will  just  raise  the  gases  in  the  remaining  clear- 
ance space  to  the  equalized  pressure  of  400  lb.  absolute,  then, 


hence, 


400 


p  \    1        /  p  \    1 


400/  \400 

and,  by  transposing,  the  desired  relation  may  be  expressed  as 


n 


{Sh) "  -(4^^° 


[20] 


59  The  minimum  allowable  vaporizer  volumes  for  high  com- 
pression engines  are  given  by  equation  [20].  Instead  of  using  two 
separate  fuel-oil  nozzles,  the  clearance  space  may  be  so  arranged 
that  a  singe  nozz  e  will  serve  the  space  both  within  and  without 
the  vaporizer,  as  done  for  instance  in  the  De  La  Vergne  oil  engine, 
type  FH. 

60  Numerical  results  derived  from  equation  [20]  are  shown 
plotted  in  Fig.  6,  from  which  it  is  evident  that  equalization  of  pres- 
sure cannot  occur  in  the  sense  assumed  unless  the  compression  pres- 
sure exceeds  135  lb.  per  sq.  in.  gage.  Hence  engines  operating  at 
less  than  this  compression  should  have  their  vaporizer  volume  made 
equal  to  the  entire  clearance  space.  This  requirement  may  be 
obviated  and  the  vaporizer  volume  reduced  by  about  J,  when  working 
with  a  supersaturated  mixture  and  projecting  the  ignited  oil-gas 
into  the  surplus  air  lying  outside  the  vaporizer,  as  practiced  in  the 
Hornsby-Akroyd  oil  engine. 

61  The  moderate  preheating  requirements  of  the  high  com- 
pression oil  engine  allow  self-ignition  to  be  attained  without  main- 
taining the  vaporizer  cap  at  full  red  heat.  This  reduces  internal 
strains  .  nd  makes  the  cap  better  able  to  withstand  fatigue  without 
cracking.  Furthermore,  the  increased  ratio  of  expansion  in  the 
high  compression  engine  lowers  the  exhaust  temperature,  and  in 
case  the  vaporizer  cap  is  to  be  maintained  at  an  average  temperature 
considerably  higher  than  that  of  the  exhaust  gases,  due  allowance 
must  be  made  in  the  given  formulae  for  the  cooling  action  occurring 
during  the  idle  strokes. 


S62  OIL   BNQINE  VAFOBIZEB  FBOPORTIOHB 

62  The  elimination  of  the  idle  suction  and  exbaust  stnAe 
make  the  2-Btroke  cycle  especially  appUcable  to  hot-bulb  oil  engina 
it  not  only  improves  the  frequency  of  impulse,  but  also  admits  ( 
wider  speed  variation  without  ignition  failure.  By  carrying  tti 
compression  in  the  vaporizer  beyond  the  self-ignition  limits,  tfa 
enpne  can  be  proportioned  to  operate  through  a  much  grestc 
speed  range  than  is  possible  with  the  low  compression  Hom^j 
Akroyd  type  of  engine. 

63  Comparing  the  high  compression  vaporiser  type  of  oil  ei 
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gine  with  the  Diesel  engine,  It  may  be  pointed  out  that  the  fonner 
lower  in  first  cost  and  the  net  fuel  economy  is  little,  if  at  all,  inferi* 
when  working  with  a  compression  pressure  above  300  lb.  per  sq.  iz 
gage.  Among  other  advantages,  the  vaporizer  en^e  embodi* 
simplified  construction,  obviates  extremely  high  pressures,  increas* 
mechanical  efficiency,  lowers  the  power  loss  required  for  air  injectic 
of  the  fuel  oil,  lessens  operating  skill  required  on  the  part  of  tl 
attendant  and  to  a  considerable  degree  reduces  the  danger  ■ 
destructive  explosion. 

DISCUSSION 

Wu.  T.  Price  (written).  The  author  has  invaded  a  very  di£ 
cult  field  and  has  carried  bis  calculations  as  far  as  reasonable  gener" 
assumptions  will  permit. 

The  subject  of  vaporizer  proportions  involves  so  many  faetoa 
requiring  for  practical  mathematical  treatment  so  many  specif 
assumptions,  that  the  only  safe  method  to  follow  is  backward  calcK 
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ixi    snd  interpolation.    Exterpolation,  even  to  a  moderate  degree, 
^▼^   found  to  be  not  very  reliable. 

M^.  Dlmer  assumes  for  the  Homsby-Akroyd  vaporizer  a  uniform 

»ut;  of  heat  over  the  entire  inner  surface  of  the  cap  and  a  marked 

^po«iture  gradient  from  center  to  edge.     This  is  not  correct. 

^  tJiis  engine  the  spray  strikes  the  cap  on  the  side  at  an  angle, 

I  a-t  this  point  instead  of  an  input  of  heat  there  is  a  momentary' 

•traction,  as  heat  is  given  up  to  gasify  the  liquid  fuel.     At  full 

d  a  dark  area  is  usually  plainly  evident ;  around  this  region  the 

^perature  is  higher,  and  then  the  color  dies  out  to  a  black  at  the 

?©-     Mr.  Illmer  has  pointed  out  that  the  contact  of  the  cap  with 

Water-cooled  portion  is  only  over  the  area  of  a  narrow  copper 

ket;  the  temperature  gradient  must  therefore  be  explained  as 

cig  due  to  radiation  and  convection  from  the  large  flange  area. 

With  the  De  La  Vergne  type  PH  engine,  using  air  injection, 

input  of  heat  to  the  vaporizer  does  appear  to  be  uniform  over 

interior  surface,  but  examination  of  the  hot  vaporizer  shows  no 

'ceptible  temperature  gradient.     At  full  load  in  a  dark  room  there 

isiially  a  dark  red  color  of  uniform  shade  from  end  to  end.    The 

put  of  heat  seems  to  be  uniform  over  the  whole  surface,  therefore, 

flow  of  heat  to  the  edge  being  negligible. 

There  is  a  great  difference  in  oils  and  often  with  Hornsby- 

royd  engines  the  caps  must  be  changed  to  suit  the  different  fuels. 

e  writer  has  known  cases  where  it  was  necessary  to  insert  a  metal 

I   in  the  vaporizer  to  maintain  the  temperature  at  light  loads. 

xen  the  temperature  of  a  Hornsby-Akroyd  vaporizer  shows  symp- 

18  of  dying,  first  the  water  circulation  is  reduced,  then  the  com- 

ission  is  increased  by  inserting  plates  between  crank  pin  box  on 

meeting  rod,  then  a  ribbed  cap  is  substituted  for  the  plain  cap. 

The  author's  comparison  of  the  high  compression  engine  with  the 

>orizer  engine  is  in  the  writer's  opinion  entirely  correct,  but  he 

3ears  to  lean  toward  a  2-cycle  vaporizer  engine  with  a  compres- 

a  pressure  of  about  300  lb.  per  sq.  in.  and  with  air  injection. 

The  addition  of  the  vaporizer  to  allow  of  reducing  the  compres- 

a  from  500  to  300  lb.  per  sq.  in.  is  only  a  half-way  measure.    The 

upression  must  be  reduced  still  lower  and  then  we  must  go  further 

i  eliminate  the  air  compressor.     Already  there  is  in  fairly  wide 

nmercial  operation  a  new  oil  engine  which  operates  without  air 

action  with  compression  of  150  lb.  and  with  fuel  consumption 

<ier  favorable  conditions  very  slightly  below  i/>  lb.  per  b.h.p-hr.. 


864  OIL   ENGINE  VAPORIZER  PROPORTIONS 

a  eoiisuinptioii  uf  0.55  lb.  at  three  quarters  to  full  load  being  a 
conservative  guarantee. 

Mr.  lUiner  has  pointed  out  the  advantages  of  timed  injection 
and  has  explained  th(»  difficulty  of  forming?  a  thorouprh  explosive 
mixture  in  the  reduced  time  interval  allowed.  The  logical  solution 
of  the  problem  is  first,  an  abundance  of  oxygen  to  increase  the  com- 
bustion rapidity,  suggesting  at  once  a  4-cycle  design.  Second,  an 
efficient  mechanical  spray  to  divide  the  oil  into  the  smallest  possible 
particles  so  as  to  present  the  greatest  oil  surface  to  the  oxygen ;  this 
suggests  a  certain  shape  of  spray  and  a  uniform  distribution  of  oil 
particles  throughout  the  spray  volume.  Third,  a  combustion 
chamber  conforming  as  perfectly  as  construction  considerations 
will  allow  to  the  natural  shape  of  the  spray.  Fourth,  as  completely 
as  possible  confine  the  entire  charge  of  air  in  the  vaporizer  at  the 
time  of  injection.  Fifth,  a  vaporizer  cap  located  so  as  to  complete 
the  vaporization  of  heavy  oil  particles  and  ignite  the  charge. 

The  Author.  In  deriving  the  formulae  presented  a  series  of 
alternative  assumptions  was  tried  out,  but  the  given  equations  were 
found  to  be  in  best  agreement  with  the  Hornsby-Akroyd  vaporizer 
proportions.  The  primary  aim  has  been  to  show  that  rational 
vaporizer  proportions  must  rest  upon  something  better  than  a  purely 
empirical  basis. 

The  exception  taken  by  Mr.  Price  to  the  assumption  made  as  to 
the  uniform  input  of  heat  over  the  entire  inner  cap  surface  of  the 
vaporizer  cap  appears  to  be  valid  inasmuch  as  the  theoretical  tem- 
perature gradient  would  not  occur  in  practice.  The  discrepancy 
noted  resulted  from  the  simplification  resorted  to  in  deriving  the 
formulae.  A  more  refined  basis  for  derivation  should  make  allow- 
ance for  the  fact  that  this  temperature  head,  <,^,  is  not  uniform  over 
the  entire  cap  surface,  but  is  actually  smaller  at  the  center  than  at 
the  edge  of  the  cap. 

In  addition  the  oil  sprny  is  usually  directed  against  the  hot 
center  portion  of  the  cap,  which  sets  up  localized  cooling  and  thus 
further  contributes  to  a  reduction  of  the  temperature  drop  from 
that  expected  on  the  assumed  basis  of  a  uniform  distribution  of 
input  and  output  heat. 

A  more  complete  analysis,  taking  into  account  the  varying  rate 
of  heat  input  from  center  to  edge  of  th(»  cap,  would  no  doubt  show 
a  temperature  distribution  more  nearly  in  accord  with  Mr.  Price's 
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observations,  but  it  is  thought  that  such  rather  involved  basis  of 
calculation  would  not  materially  alter  the  average  cap  temperature 
t^  as  given.  This  view  is  based  in  part  upon  Professor  Hopkinson's^ 
aeries  of  non-cooled  piston  temperature  determinations,  which  show 
a  temperature  gradient  for  the  head-plate  to  be  in  fair  agreement 
with  the  drop  indicated  in  the  present  paper. 

Experimental  measurement  along  the  lines  of  Hopkinson's  in- 
vestigations on  pistons  would  no  doubt  offer  the  most  satisfactory 
method  of  finding  the  actual  temperature  gradient  in  vaporizers. 
Such  data  would  readily  make  it  possible  to  fix  upon  the  degree  of 
cooling  due  to  the  fuel  injection  and  show  its  effect  in  reducing  the 
ratio  of  maximum  to  average  cap  temperature,  besides  providing 
a  check  for  the  series  of  other  dependent  assumptions  which  had 
to  be  made  as  to  existing  temperature  relations. 

In  closing,  the  heat  flow  from  center  to  edge  of  the  cap  is  not 
due  primarily  to  the  increased  external  radiation  into  the  atmos- 
phere from  the  flange  surface,  as  indicated  by  Mr.  Price,  but  is 
rather  to  be  explained  by  direct  metallic  conduction  of  heat  from 
the  cap  flange  into  the  jacketed  portion  of  the  vaporizer.  While 
the  contact  surface  of  the  copper  gasket  is  small,  the  conducting 
power  of  such  restricted  metallic  contact  may  nevertheless  be  rela- 
tively quite  large  under  the  existing  temperature  head,  the  effect 
being  analogous  to  the  cooling  action  exerted  by  the  seat  upon  the 
bead  portion  of  a  poppet  valve. 

As  indicated  by  the  quantitative  figures  given  in  the  paper,  the 
external  radiation  of  heat  into  the  atmosphere  can  at  best  account 
for  but  a  relatively  small  portion  of  the  total  heat  input  into  the 
c«ip.  Hence  while  the  restricted  gasket  contact  does  serve  to  prevent 
excessive  cooling  of  the  cap  edge,  it  still  has  suflScient  capacity  to 
oonduct  away  the  major  portion  of  the  heat  received  by  the  cap 
^w^all. 

K)n    Heat-Flow   and    Temperature-Distribution    in    the   Gas-Engine,   Proe. 
Tuftt.  C.  E.,  Feb.  2,  1909. 
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STANDARDIZATION  OF  SAFETY 

PRINCIPLES 

By  Gael  M.  Hansen,  New  York,  N.  Y. 
Member  of  the  Society 

During  the  last  half  of  the  nineteenth  century,  a  complete  revolu- 
OTk  took  place  in  the  industries  of  the  world  and  particularly  of  the 
nited  States.  Efforts  of  engineers  in  all  lines  of  production  were 
ricentrated  on  the  one  single  problem — efficiency. 

2  With  the  dawning  of  the  twentieth  century,  it  was  seen  that 
??  had  achieved  an  efficiency  in  our  industries,  surpassing  that  in 
^  other  countries.  The  machine  tools  of  the  United  States,  for 
stance,  were  recognized  as  superior  to  any  manufactured  elsewhere, 
trough  the  clogging  of  our  courts  with  litigation  involving  injuries 
^F>erators  of  these  machines,  however,  we  began  to  ask  ourselves 
^ix  our  zeal  for  productive  efficiency  of  machines  we  had  not  over- 
^^^d  one  vital  factor.  Were  these  machines  reasonably  safe  for 
ose  workers  who  had  to  give  them  constant  or  intermittent  atton- 

3  With  an  annual  toll  of  upward  of  fifty  thousand  workers  killed 
approximately  two  million  other  more  or  less  serious,  but  non- 
'**>!  a  ccidents,  we  realized  that  we  were  rapidly  on  the  road  to  creat- 
^  ^  nation  of  cripples,  and  that  in  order  to  measure  true  efficiency 
^^^r  industries  it  would  be  necessary  to  take  into  account  the 
^^^omic  loss  occasioned  by  all  these  work  accidents.  In  taking 
^^Jc  to  that  end  we  found  that  an  amount  of  between  five  and  six 
^^red  million  dollars  had  to  be  added  to  our  cost  of  production  in 
to  collate  an  exhibit  of  our  true  efficiency. 
Some  of  our  larger  corporations,  particularly  the  United 
Steel  Corporation,  The  International  Harvester  Company 
^  Several  others,  at  the  same  time,  and  even  earlier  began  to  study 

X'QBented   at   the    Annual    Meeting,    December    1915,    of    The   American 
OP  Mechanical  Engineers.     Contributed  by  the  Sub-Committee  on 
ion  of  Industrial  Workers. 
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lutely  prevent  Bomething  from  being  done,  rather  than  simply  serv- 
ing as  a  suggestion.  That,^iii'|  other  words,  they  can  be  depended 
upon  for  unfailing  actioniwith  as. little  consideration  as  possible  for 
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Fio.  1    Safe  Aebas  or  Buildings  on  Cin  Lots 

the    universally  uncertain   human    factors,    such    as    knowledge, 
*Oemory  and  involuntary  acts,  etc. 

II     In  the  following  an  attempt  will  be*^raade  to  illustrate  these 
principles  in  actual  application.    Commencii^  with  a  typical  factory 
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building,  the  supposition  is  that  the  site  has  been  selected  and  that 
the  problem  is  to  design  and  equip  the  building  for  maximum  safety 
without  interfering  with  efficiency  or  convenience. 

12  An  isolated  factory  presents  few  difficulties,  but  the  city 
factory  oflfers  problems  in  planning,  due  to  the  proximity  of  other 
buildings,  which  must  be  regulated  by  standards.  It  has  been 
determined  that  a  certain  percentage  of  the  lot  must  remain  un- 
covered in  order  to  provide  sufficient  air  and  light.  What  that 
area  ol  unoccupied  space  should  be,  given  the  size  of  the  lot,  is  indi- 
cated in  tables  in  Fig.  1.  This  illustration  shows  the  percentage  of 
area  which  can  safely  be  occupied  with  any  class  of  building  on  any 
type  of  a  city  lot. 

13  Having  determined  the  outline  of  the  plan,  the  next  step  is 
to  determine  means  of  rapid  and  safe  egress  which  at  the  same  time 
will  not  interfere  with  the  efficiency  of  the  manufacturing  processes 
and  are  based  on  .total  occupancy  of  building.  Figs.  2,  3  and  4 
show  suggested  arrangements  ot  such  a  plan  by  means  of  stairs  en- 
closed in  fire  resisting  walls  and  smoke  proof  towers. 

14  As  will  be  noted,  the  power  plant  and  the  vertical  trans- 
mission shafts  are  separated  from  the  rest  of  the  building  to  prevent 
the  spread  ot  fire,  and  the  elevator  shafts  are  inclosed  in  fire  re- 
sisting walls  and  equipped  with  automatic  fire  doors. 

15  The  windows  exposed  to  fire  hazard  from  other  buildings 
are  glazed  with  wire  glass  set  in  metal  sash.  All  lintels  are  far 
enough  below  the  ceiling  so  that  the  heated  gases  will  be  contained 
to  operate  automatic  extinguishers  and  so  that  flames  breaking  out 
through  the  window  are  diverted  from  the  other  wall  openings. 

16  Even  allowing  for  this  and  for  the  minimum  width  of  piers, 
ample  lighting  facilities  are  obtained.  Space  is  provided  for  toilets 
and  wash  rooms  having  outside  liglit  and  ventilation  and  with  a 
sufficient  number  of  wash  basins  and  other  toilet  facilities  to  accom- 
modate the  employes. 

17  The  construction  should  be  fire  resisting  to  a  high  degree, 
as  illustrated  in  Fig.  5,  but  in  case  this  should  prove  too  expensive, 
owing  to  location  or  other  circuuistances,  a  good  type  of  slow-burning 
construction  as  indicated  in  Fig.  6  may  safely  be  adopted.  Whether 
it  be  fire  proof  or  slow-burning  mill  construction,  fire  fighting  equip- 
ment should  be  provided,  such  as  automatic  sprinklers,  wall  and  yard 
hose  and  portable  extinguishers,  etc. 

18  It  is  admitted  that  no  specific  standard  can  be  laid  down 
which  will  embody  specifications  covering  any  or  all  of  the  foregoing. 
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All  that  the  author  is  eDdeavoriog  to  show  in  these  illustrations  is  the 
principle  which  must  be  applied  to  the  particular  problem  con- 
fronting the  architect  or  engineer  in  designii^  a  building  and  he 
desires  to  emphasize  the  fundamental  fact  that  these  principles  are 
essential. 

19    It  may  be  maintained  that  all  these  factors  are  having  careful 
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attention  at  this  moment  and  arc  being  embodied  in  modem  struc- 
tures. It  is  admitted  that  such  is  the  case  in  in(livi<lual  instances, 
but  as  a  general  rule — Xo!  Facta  are  against  such  a  contention. 
Very  few  factories  and  I'ven  few  office  buildings  which  have  been 
designed  and  built  in  this  country  in  the  last  few  years  are  truly  safe 


876  STANBABDIZA.TION    OF  SAFBTT  PBINOIPLSB 

for  the  occupants.  It  ie  not  asserted  that  they  fail  to  comply  with 
existing  codes,  laws  and  regulations,  but  as  long  as  each  iadividual 
city  has  its  owa  building  code,  often  based  upon  the  particular 
tnarket  of  its  locality  and  dominated  by  the  building  products  of  the 
controllii^c  political  parties,  is  it  not  too  much  to  assume  that 
sciebtific  results  will  be  obtained? 


20  As  practical  men,  however,  it  would  be  impossible  to  con- 
(Ifmn  all  buildings  now  in  existence  which  do  not  embody  the  ideal 
safety  principle.  Our  plan  must  therefore  include  existing  buildings 
as  well. 

21  Taking  the  building,  for  example,  where  adequate  means  of 
egress  has  not  been  pruvi<lcd,  it  may  be  necessary  to  overcome  this 
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deficiency  by  means  of  outside  exit  stairways  of  a  type  as  shown  in 
Fig.  7,  but  under  no  circumstances  should  the  so-called  "fire  escapes" 
as  commooly  known  be  countenanced,  that  is,  exits  with  such  ob- 
jectionable features  as  grid-iron  balconies  connected  by  open  stairs 
or  ladders,  or  exits  so  located  that  they  adjoin  windows. 

22     The  horizontal  exit  obtained  by  means  of  bridges  connecting 


i 
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adjoining  buildings,  or  in  the  case  of  lat^e  floor  areas  the  breaking 
up  of  the  area  with  fire  resisting  partitions  and  automatic  fire  doors, 
are  very  effective  means  for  promoting  safety  from  the  fire  hazard 
in  many  existing  buildings  and  it  is  quite  incomprehensible  why 
those  plans  are  not  more  extensively  used.  This  method  places 
safety  zones  immediately  next  to  the  dai^r  sonea. 
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23  It  is  naturally  impossible  in  a  paper  of  this  nature  to  go 
largely  into  details.  Thcrt-  are  inany  more  questions  which  prop- 
erly shouk)  Ih>  considered  in  connection  with  buildings,  but  it  is 
hoped  the  foc-rgoing  will  illuRtratv  the  points  involved. 

24  \\'e  next  come  to  the  selection  and  installation  of  machinery 
and  e<iuipinent  (jenerally.  W'lirre  machine  twols  arc  to  Iw  used,  only 
those  should  be  specified  which  have  all  possible  safeguards  em- 
bodied in  original  design;  that  is,  as  an  integral  part  of  the  machine 
itself.  A  safegiiiird  on  ii  niaeliine  should  not  be  an  extra  attach- 
ment or  an  after-tliought ;  it  sliould  bo  as  much  an  original  part  of 
that  machine  t;s  ;!re  the  geara  or  the  pulleys.     A  manufacturer  of 


machine  tools  wlmuld  e.irisiiler  ii  an  insvili  In  have  a  purchaser  ol  his 
product  add  p:»rt>  Ui  it  after  it  lia^^  ijeen  iii>-lalled. 

25  deais  are  tieee.-;siiry  lui  cfrljiiii  clusscs  of  machines  for  the 
transmissiiin  i>f  power,  bin  im  eujiimiT  will  adtTiil  thai  these  gears 
have  to  run  openly  in  order  lo  pcrfurm  their  function.  Knowing 
that  !VS  long  as  they  run  (j])eiiK  lln'v  iirewciU  a  ha/anl.  and  knowing 
further  that  it  is  an  unneci'ssiiry  ba/ar-I  anil  (hat  it  will  njt  reduce 
the  efficiency  oi  the  machine  to  ilinhiiate  it,  ii  mu.^l  iippeal  as  a 
logical  projiosition  that  such  rliniiti;ilii.ii  wlioiild  lie  effected  in 
origiusl  design  ratlier  than  aftei  the  ir  :ieliiiie  has  been  installed. 
This  applies  eqmilly  to  all  .tther  poini.-  crcaiint,  an  accident  hazard. 

26  In  order  to  meet  the  jiriin'ipie  of  >;ilely  a  tLuani  for  a  machine 
should  be  so  construeled  as  to  pn  \en1  llir  removal  iir  misuse  of  its 
essential  parts.     Wherever  p:)ssibh!.   it   should   be  so  designed  in 
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relation  to  the  machine  to  which  it  is  applied  that  the  machine  cannot 
be  operated  unless  the  safeguard  is  in  position.  This  may  seem  to 
present  insuperable  difficulties  in  the  design  of  certain  types  of 
machines.  It  has  been  the  author's  experience,  however,  that 
where  concentrated  study  has  been  given  to  that  particular  principle 
in  machine  design,  it  has  been  met  in  every  instance.  Fig.  8  indi- 
cates the  principle  applied  in  the  door-lock  on  a  laundry  extractor. 
As  formerly  stated,  it  is  the  human  element  which  must  be  over- 
come in  the  application  of  safeguards.  It  is  often  noted  in  ad- 
vertisements of  certain  guards  that  arguments  are  used  such  as: 


Fig.  lOa    Staupiho  Pbbhs  Qiuvitt  Feed  Cau  Actuated  Ejector 

"Can  easily  be  removed";  "Can  be  thrown  out  of  the  way  at  will"; 
and  so  forth.  The  real  arguments  tor  superiority  of  safeguards 
should  be:  "Cannot  be  removed;"  "Can  only  be  removed  or 
adjusted  bj'  key";  "Is  necessarj'  for  the  operation  of  the  machine"; 
etc.     This  principle  is  again  illustrated  in  Fig.  9. 

27     A  further  study  of  the  question  of  safeguarding  hes  brought 
out  the  fact  that  the  application  of  a  safety  principle  often  increases 
the  efficiency,  as,  for  instance,  in  the  case  of  stamping  presses  equipped   ■ 
with  slide  and  gravity  feeds,  as  shown  in  Fig.  10.     It  is  a  fact  well 
established  in  stamping  press  operations  that  that  method  of  feed 
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naturally  increases  the  output  on  the  machines  where  appliec 
often  produces  that  result.  It  must  be  noted,  however,  titia 
automatic  feed  as  such  does  not  in  itself  form  a  complete  giu 
of  that  press.  Some  further  protection  must  be  provided,  m 
it  impossible  for  the  attendant  to  put  his  or  her  hands  in  the  i 
danF;er  zone  during  the  downward  stroke  of  the  ram. 

28  If  from  a  construction  standpoint  the  building  is  pit 
provided  with  all  safety  features,  and  the  machineiy  and  equii; 
with  its  belts,  pulleys,  gears,  set-screws,  couplings,  etc.,  anboi 
safety  principlesTthere  are'  still  other'hasards  which  must  be 


fully  considered  imfl  tlie  principle  for  elimination  of  these  hi 
established.  The  slippiiii;  hazard  is  one  of  the  most  importan 
careful  study  of  many  accidents  as  rejjorted  has  brought  out  th 
that  slippery  surfaces  constitute  one  of  our  largest  contril 
causes  to  such  accidents.  That  the  slipping  hazard  is  easil; 
can  be  practicaiilj'  eliiriinated  by  the  introduction  of  anti-slip  su 
on  all  stairs  and  on  all  floor  surfaces  where  employes  or  other 
pants  of  buildings  frequent  is  an  establi8he{l  fact.  It  is  partic 
necessary  that  such  anti-slip  surfaces  he  used  around  machiner 
29  Poor  light  is  also  a  pot-cut  contributory  cause  to  accii 
It  must  be  admitted,  however,  that  more  has  been  done  u 
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particular  phase  of  hazard  elhnination  than  in  any  other,  thanks  to 
our  exceedingly  efficient  illuminating  engineers. 

30  Having  proven,  so  the  author  hopes,  the  necessity  of  safety 
as  an  essential  principle  in  the  design  of  buildings  and  their  equip- 
ment; having  further  proven  the  practicability  of  such  safety  prin- 
ciples; and  having  reinforced  this  by  showing  the  apparent  need  of 
standardization  in  the  premises,  the  question  is  before  us  of  where 
and  how  shall  we  obtain  such  standards?  The  answer  lies  in  another 
question:  Where  did  we  get  our  industries?  Who  is  responsible 
for  the  hazards  in  these  industries?  We — ^the  engineers.  We  have 
created  the  machines  used  and  it  is  up  to  us  to  eliminate  any  un- 
necessary hazard  which  these  machines  have  introduced. 

31  The  unfortunate  phase  of  the  whole  subject  is  that  up  to  now 
safety  has  been  dealt  with  as  a  legal  subject.  We  have  left  it  to  our 
courts,  to  our  lawyers,  to  decide  whether  or  not  a  building  or  a 
machine  was  safe  for  its  occupants  or  operators.  Now,  the  author 
maintains  that  safety  never  was  and  never  should  have  been  made  a 
legal  question.  It  is  not  a  question  of  law;  it  is  in  every  instance  a 
question  of  fact  and  who  is  more  competent  to  deal  with  questions  of 
fact  than  engineers,  especially  when  these  facts  pertain  to  their  own 
business? 

32  To  give  a  typical  illustration  of  legal  and  engineering  stan- 
dards: The  hazard  of  moving  elevators  and  open  shaft  doors  has 
long  been  recognized  through  occurrence  of  hundreds  of  fatal  and 
serious  non-fatal  accidents.  Legislators  in  different  municipalities 
and  states  have  passed  statutes  to  the  effect  that  it  shall  be  deemed 
unlawful  for  an  elevator  operator  to  start  his  car  until  the  doors  of 
the  shaft  are  closed  and  latched.  This  is  a  typical  standard  produced 
by  legislators.  But  does  this  prevent  the  occurrence  of  elevator 
accidents  from  open  doors?  It  does  not,  because  it  is  impossible 
to  enforce  the  act  in  time  to  prevent  the  accident.  The  only  thing 
that  such  a  statute  accomplishes  is  to  establish  responsibility  for  the 
accident  after  it  has  occurred. 

33  Let  us  consider  briefly  how  an  engineer  would  solve  the 
same  pr()})lem.  He  would  analyze  the  mechanism  of  the  elevator, 
the  door,  and  the  motive  power.  He  would  find  the  contributing 
causes  which  produced  the  hazard  and  re-design  his  elevator  so  that 
it  would  become  impossible  for  the  operator  to  reproduce  the  dangerous 
conditions,  and  would  compel  him  to  perform  a  certain  act  before^he 
could  get  motive  power — the  act  in  this  case  consisting  in  closing 
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tho  door  in  order  to  move  his  operating  lever.     A  device  to  illustrate 
^t^is  point  is  indicated  in  Fig.  11. 

34  When  engineers  have  developed  such  a  principle  and  shown 
*^  "tro  be  a  practical  one,  our  legislators  may  well  assist  them  in  giving 
^^Kal  force  to  it,  but  this  should  be  done  without  any  imnecessary 
PlxTaseology.  To  write  a  law  book  on  a  question  of  fact  which  can 
^^^  expressed  in  a  line  is  folly. 

35  Before  closing,  it  is  desired  to  express  a  further  word  in 
'"^^pect  to  building  design.     Our  architects  may  well  say  this  is  an 
^•^chitectural  problem^ind  one  which  should  be  left  to  them  to  deal 
^^^th  and  solve.     Let  it  be  clearly  understood  there  is  no  desire  upon 
^lie  part  of  the  author  to  dictate  what  is  and  what  is  not  proper  build- 
^^:^  design.     Let  it  further  be  understood  that  there  is  no  intention 
t.o  advocate  that  our  architects  should  sacrifice  art,  utility  or  any 
other  desirable  feature  ot  building  construction  in  the  interest  of 
Sidfety.     But  it  is  maintained, — and  this  with  a  fair  degree  of  con- 
viction,— that  the  architect  of  the  future  must  combine  safety, 
oonvenience,  efficiency  and  art  in  order  properly  to  serve  the  in- 
terests of  society,  with  always, — ^as  in  the  case  of  the  engineer, — 
* 'Safety  First." 

36  Let  it  be  further  understood  on  the  part  of  the  author's 
brother  engineers  that  no  attempt  is  made  or  will  be  made  on  the 
part  of  the  organization  which  he  represents,  namely,  the  Work- 
men's Compensation  Service  Bureau,  to  enter  into  specification 
details  in  any  standards  which  that  organization  may  be  responsible 
for.  In  fact,  the  term  **standard''  as  used  under  the  auspices  of  that 
organization  refers  solely  to  standardization  ot  principles,  leavmg  it 
then  to  the  engineers  of  the  various  industries  to  apply  these  principles 
in  their  particular  field,  a  task  for  which  they  are  far  better  qualified 
than  any  one  else. 

37  The  Workmen's  C^ompensation  Service  Bureau,  however, 
has  a  vital  economic  interest  in  the  premises.  It  is  an  organization 
composed  of  the  leading  liability  insurance  companies  on  this  conti- 
nent. It  deals  with  the  matter  in  a  concrete  sense  in-so-far  as  its 
constituent  company  members  insure  the  liability  occasioned  by  any 
hazard  present  in  buildings  and  equipment.  To  value  these  hazards 
properly  and  to  eliminate  them,  as  well  as  to  avoid  discrimination, 
specific  standardization  is  essential.  We  have  imdertaken  it  in  the 
interest  of  our  own  business,  but  the  interest  is  equally  as  great  on 
the  part  of  the  industries  insured  because  the  rates  for  insurance  are 
m  direct  ratio  to  the  presence  or  absence  of  any  hazard. 
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38    In  conclusion,  the  author  believes  it  a  self-evident  fact  that 
the  engineers  as  creators  of  our  industries  owe  it  as  a  duty  to  these 
industries  and  the  nation  of  which  they  form  so  important  a  part  to 
exert  their  utmost  efforts  in  the  conservation  of  life  and  property 
which  are  so  essential  to  the  economy  of  the  individual  plant  and  so 
essential  to  the  nation  as  a  whole.    The  subject  should  be  treated 
with  the  consideration  which  some  of  us  at  least  feel  it  justly  deserves. 
Our  methods  for  reducing  waste,  whether  it  be  material  or  vital,  must 
be  improved  through  preventive  methods  and  none  is  better  fitted 
to  lead  such  a  movement  than  the  engineens.     It  is  not  proposed 
that  a  new  branch  of  engineering  shall  be  established  for  this  prob- 
lem.    It  is  not  proposed  that  any  new  societies  shall  be  formed  to 
deal  with  the  question.     We  have  too  great  a  variety  of  societies 
already.     The  real  object  must  be  to  make  each  branch  of  the  eng^' 
oeering  profession  in  the  true  sense  of  the  word  "Safety  Engineer- 
ing." 

DISCUSSION 

Frederick  R.   Hutton.     In  the  historic  development  of 
productive  industry,  the  first  consideration  had  to  be  to  make 
thing  that  would  do  the  work,— that  was  the  condition  for  the 
ties  to  the  nineties.     Then  came  the  period  of  improving  the 
ciency  with  which  the  result  was  attained.    In  the  early  part     ^' 
the  twentieth  century,  the  third  stage  was  reached ;  that  is  the  evo^^' 
tion  takes  the  forms  of,  first ,  getting  the  result;  second^  getting"   ^^ 
economically  and  efficiently,  and  third,  getting  it  with  safety  to 
men  concerned. 

Mr.  Hansen  has  not  mentioned  what  I  know  he  very  clearly 
and  that  is  that  the  most  effective  way  for  designing  engineers     ^ 
attain  the  desired  results  is  by  means  of  what  is  called  the  in**!^^' 
locking  principle.     In  a  laundry  machine,  for  example,  it  should-^      *^ 
impossible  to  shift  the  belt  to  start,  until  you  have  closed  the  ^cr:^*' 
chine  and  locked  it,  and  got  your  hand  out.     It  should  be  imposs^S^ 
to  start  the  elevator  until  the  door  has  been  closed ;  rnrrnpfindinir'"'"^ 
it  should  be  impossible  to  open  the  door  until  the  elevator  has  b^  ^^ 
stopped. 

Mr.  Hansen  has  not  referred  to  one  unfailing  method  of  secmi^^tir' 
ing  safety,  and  that  is  that  it  should  require  the  use  of  both  h&^  xx*^ 
to  start  a  machine.     If  the  operator  must  pull  a  lever  with  the  r^S-^^ 
hand  and  then  pull  a  lever  with  his  left,  to  either  start  or  stop         ^'^ 
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machine,  he  has  no  hand  free  which  he  can  get  in  the  way  of  maim- 
ing forces. 

Supplementing  the  author's  statement  of  basic  principles,  and 
his  definition  of  "practical''  safety  devices,  I  would  say  that  these 
devices  must  be  such  that  they  do  not  diminish  production. 

In  closing,  may  I  express  my  pleasure  that  the  Society  should 
have  devoted  a  session  at  this  meeting  to  the  discussion  of  this  most 
important  subject.  I  have  been  interested  in  the  subject  of  safety 
since  about  1895,  when  nobody  thought  much  about  safety  engi- 
neering. I  did  not  myself  until  it  was  brought  to  my  attention 
that  the  practice  in  Europe  was  far  ahead  of  our  own.  We  are 
catching  up,  and  it  is  to  the  credit  of  the  engineer  that  this  result 
should  come  about,  and  to  organizations  such  as  those  of  which  Mr. 
Hansen  is  representative. 

Frank  E.  Law  contributed  a  written  discussion,  stating:  I 
doubt  whether  safety  standards  should  be  absolute,  should  be  hard 
and  fast.  It  seems  to  me  that  there  are  often  several  ways  of  ac- 
complishing a  desirable  end,  and  one  way  should  not  be  adopted  to 
the  exclusion  of  others.  All  that  should  be  necessary  is  that  the 
particular  way  adopted  will  achieve  the  desired  end.  If  some  lati- 
tude is  allowed  in  the  choice  of  means,  we  can  often  secure  the  co- 
operation of  a  workman  through  his  pride  of  authorship.  A  work- 
man is  much  more  likely  to  use  willingly  and  effectively  a  guard 
devised  by  himself  than  one  imposed  upon  him  by  authority.  I 
think,  therefore,  that  Mr.  Hansen  is  proceeding  along  the  right 
lines  when  he  announces  **that  no  attempt  is  made  or  will  be  made 
on  the  part  of  the  organization  which  he  represents,  namely,  the 
Workmen's  Compensation  Service  Bureau,  to  enter  into  specifica- 
tion details  in  any  standards  which  that  organization  may  be 
responsible  for.  In  fact,  the  term  *  standard'  as  used  under  the 
auspices  of  that  organization  refers  solely  to  standardization  of 
principles,  leaving  it  then  to  the  engineers  of  the  various  industries 
to  apply  these  principles  in  their  particular  field.     .     .     ." 

I  would  urge  upon  engineers  the  propriety  and  desirability  of 
checking  all  designs  of  structures  and  machinery  prepared  in  their 
offices  from  the  safety  standpoint,  and  when  purchasing  machinery 
to  include  safety  requirements  in  the  specifications. 

I  would  express  doubt  as  to  the  advisability,  in  legislating  with 
regard  to  safety  measures  required  of  employers,  of  setting  forth  in 
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detail  the  guards  to  be  provided,  but  would  instead  recommend  a 
statement  of  the  principles,  imposing  upon  the  Commissioner  of 
Labor  the  duty  of  issuing  regulations  covering  the  details. 

It  constitutes  a  distinct  reproach  to  the  engineer  that  he  has 
done  so  little  in  the  field  of  safety  engineering.  At  the  same  time 
it  is  only  fair  to  bear  in  mind  that  he  has  often  been  hampered  by 
his  employers  and  by  the  limitations  imposed  by  competition  and 
expense. 

It  is  interesting  to  note,  however,  to  what  a  considerable  degree 
the  work  of  the  Society  has  had  to  do  with  things  that  lie  within 
the  realm  of  safety  engineering.  The  design  and  construction  of 
structures  and  machines  to  secure  maximum  strength,  the  choice 
of  proper  materials,  is  safety  engineering.  A  large  part  of  the 
work  of  the  Boiler  Code  Committee  had  to  do  with  the  proper  de- 
sign and  construction  of  boilers  from  the  safety  standpoint  and  the 
choice  of  proper  steel  for  the  shell,  furnaces,  stays,  rivets,  and  other 
component  parts.  But  there  is  much  more  that  the  members  of  the 
Society  can  do,  and  the  field  of  subjects  for  papers  dealing  with 
safety  problems  is  practically  unlimited. 

Safety  engineering,  unfortunately,  like  every  other  effort  for 
betterment,  often  runs  afoul  the  matter  of  expense.  The  expense 
of  perfect  design,  materials,  construction,  conditions,  is  prohibitive. 
We  have  constantly  to  bear  in  mind,  therefore,  the  distinction  be- 
tween what  is  desirable  and  what  is  feasible,  having  regard  to  the 
matter  of  expense.  The  problem  of  the  engineer  is  to  secure  the 
maximum  of  safety  at  the  minimum  of  cost.  It  is  easy  to  wreck 
a  promising  safety  program  on  the  rock  of  expense. 

The  insurance  companies  have  done  and  are  doing  a  great  deal 
to  help  solve  the  problem  of  the  prevention  of  accidents.  They  have 
published  literature  on  the  subject,  have  made  and  are  making 
safety  inspections,  and  have  established  service  bureaus  and  in- 
spection boards  to  make  merit  or  schedule  rating  inspections  for  the 
purpose  of  determining  discounts  and  additions  to  the  rates,  as 
safety  measures  are  or  are  not  adopted  by  employers.  The  com- 
panies earnestly  hope  that  they  will  have  the  full  and  complete 
cooperation  of  engineers  everywhere  in  the  great  work  of  promoting 
industrial  safety.  Mistakes  will  be  made  at  the  outset,  for  we  are 
doing  pioneer  work,  but  we  hope  these  will  be  as  f^w  as  possible, 
and  we  hope  also  that  we  shall  have  the  benefit  of  constructive. 
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not  destructive,  criticism  of  our  friends  and  fellow-workers,  the 
engineers. 

John  H.  Babr  (written).  The  author  states  that  only  those 
tools  should  be  specified  which  have  all  possible  safeguards  em- 
bodied in  original  design.  It  may  be  diflScult  at  the  present  day 
to  get  always  the  machine  required  with  all  danger  points  guarded 
in  accordance  with  modern  ideals,  but  the  statement  that  safe- 
guards should  be  included  by  the  maker  and  as  a  part  of  the  original 
design  is  absolutely  sound.  Not  only  on  aesthetic  considerations, 
but  in  the  interests  of  effectiveness  and  true  economy  should  this 
be  done.  Until  builders  generally  adopt  the  practice  of  supplying 
'* built  in"  safeguards  (and  for  some  years  afterwards  while  old 
machines  are  still  in  action)  the  poultry  netting,  picket  fence  and 
ashcan  types  of  makeshifts  will  persist  in  offending  the  eye.  It 
is  not  necessary  to  dwell  on  the  unsightliness  of  these  contraptions, 
much  as  we  may  rejoice  to  see  them  where  no  protection  previously 
existed.  In  many  cases  they  are  not  as  effective  as  would  be  well- 
considered  designs  made  in  the  shops  of  the  builders. 

It  is,  however,  the  consideration  of  real  economy  which  may 
be  expected  to  make  consistent  well  designed  safeguards  the  rule 
rather  than  the  exception.  In  the  first  place,  the  introduction  of 
the  *' merit  rating  system"  will  be  an  incentive  to  purchasers  to 
call  for  all  necessary  safeguards  with  the  original  purchase.  The 
history  of  factory  fire  insurance  proves  that  owners  will  respond 
to  higher  requirements  when  convinced  that  there  **is  money  in  it." 
When  purchasing  agents  show  a  preference  to  the  bidder  whose 
product  has  these  features  properly  incorporated,  the  seller  will 
begin  to  take  notice. 

I  believe  the  progressive  builder  is  dispased  to  anticipate  such 
demands  and  that  he  would  voluntarily  go  much  further  in  the 
matter  than  he  has  yet  done  if  there  were  adequate  assurance  that 
any  design  he  can  offer  will  meet  the  statutory  requirements,  the 
insurance  standards  and  the  idiosyncracies  of  inspectors  wherever 
his  product  is  sold.  At  present,  unfortunately,  he  has  no  such 
assurance.  The  chaotic  condition  of  today  must  be  remedied  before 
the  situation  can  become  really  satisfactory. 

Such  work  as  that  done  by  the  National  Machine  Tool  Builders 
Association,  the  Abrasive  Wheel  Manufacturers  and  the  Machine 
Shop  Practice  Committee  of  this  Society,  on  the  Safety  Code  for  the 


888  STANDARDIZATION   OF  SAFETY  PBINGIPLEB 

Use  and  Care  of  Abrasive  Wheels^  will  have  great  inflnenoe  on  legis- 
lation in  the  various  states  and  will  tend  strongly  toward  uniformity 
of  requirements. 

In  a  letter  to  the  sub-committee  of  this  Society  on  Protection 
of  Industrial  Workers,  Dr.  S.  W.  Stratton,  director  of  the  U.  S. 
Bureau  of  Standards,  said: 

We  are  in  entire  sjinpathj  with  your  feeling  that  the  great  obstacle  to  the 
adoption  of  more  complete  standardisation  from  the  safety  standpoint  by 
manufacturers,  is  the  diversity  of  requirements  and  the  conflict  with  existing 
regulations  in  different  sections  of  tiie  country  and  even  by  different  juris- 
dictions in  the  same  territory. 

This  statement  sums  up  the  matter  quite  conclusively. 

Adequate,  yet  reasonable  and  practicable  codes,  generally  ac- 
ceptable to  all  interests,  must  be  worked  out  for  each  class  of  me- 
chanical equipment.     If  this  work  is  well  done,  it  is  not  unreasonable 
to  expect  that  eventually  it  may  be  generally  adopted.    "While  other 
organizations  may  be  better  adapted  to  promote  the  important  work 
of  safety  propaganda  and  while  the  prosecution  of  various  phases 
may  be  properly  left  to  different  agencies,  it  is  believed  that  tliis 
Society  is  peculiarly  called  upon  to  take  a  leading  part  in  formulate- 
ing  several  of  these  standard  codes  and  in  exerting  its  influeaoe 
toward  securing  their  adoption  throughout  the  United  States. 


John  W.  Irwin*   (written).    The  effort  to  standardize 
guards  would  be  more  immediately  effective  if  there  could  be 
vised  some  way  to  show  manufacturers  the  waste  resulting  from 
lack  of  standards.     There  are  so  many  men  who  have  their  o'^'^^ 
ways  of  doing  things,  and  who  are  unwilling  to  look  about  thexn 
and  see  what  has  already  been  done  by  others.    Many  know  the  etx^^ 
to  be  attained  and  have  a  general  idea  of  how  to  reach  it,  but  b^^^ 
neither  the  knowledge  nor  the  equipment  of  the  organizations  wYi^* 
specialize  on  the  subject. 

The  matter  of  mechanical  safeguards  and  their  standardiza'^ 
is  an  engineering  question  in  the  sense  brought  out  in  the  pa 
but  the  profession  can  render  a  further  service  for  industrial  saJ 
Engineers  can  develop  methods  of  guarding,  but  they  can  als^^  . 

teachers  and  leaders.    They  can  disseminate  information  about  -^^^^    . 
has  already  been  done.     They  can  utilize  countless  opportuniti^^ 
pointing  out  the  wa.ste  of  experimental,  haphazard 

^Published  in  this  volume. 

*Vice-Pres.  and  Secy.,  Universal  Safety  Standards  Co.^  Philadelpliia, 
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The  waste  from  ignorance  in  guarding  is  not  to  be  compared 
with  the  cost  of  industrial  accidents,  but  it  is  suflSciently  large  to 
warrant  the  attention  both  of  engineers  and  safety  men  generally. 
This  waste  may  be  reduced,  and  gradually  eliminated,  by  concerted 
action  on  the  part  of  all  who  come  in  contact  with  people  who  are 
trying  to  find  their  own  ways  of  doing  things  that  have  already 
been  successfully  accomplished. 

The  desirability  of  standards  is  quite  suflBciently  obvious.  The 
thing  that  is  now  needed  is  a  widespread  knowledge  that  a  long 
step  in  standardization  has  already  been  taken.  I  refer  to  the 
Universal  Safety  Standards  as  already  developed  by  Mr.  Hansen 
and  his  associates. 

Our  company  takes  the  attitude  that  mechanical  safeguards 
constitute  the  beginning  of  accident  prevention ;  and  the  education 
of  the  workmen  towards  the  elimination  of  accidents  resulting  from 
ignorance  and  carelessness  is  of  equal,  if  not  of  more  importance. 

We  have  found  that  safety  work  as  a  whole  must  comprise  the 
application  of  mechanical  guards,  the  elimination  of  such  general 
hazards  as  may  exist  in  a  plant,  and  then  a  systematic,  progressive, 
never-ending  campaign  to  develop  the  minds  of  the  men  in  the 
direction  of  safety— of  carefulness  through  force  of  habit. 

The  men  must  be  reached  by  varying  methods.  Frequently, 
jjfeneral  welfare  work,  plant  sanitation,  social  features  and  the  like, 
are  effective  in  proving  good  faith  on  the  part  of  employer,  and 
bringing  the  men  to  believe  that  the  influences  for  safety  are  for 
their  own  good. 

An  educational  plan  cannot  be  operated  until  the  matter  of 
mechanical  guards  has  been  covered.  You,  as  an  employer,  cannot 
consistently  ask  and  require  that  your  employes  exercise  caution, 
and  cultivate  the  spirit  of  universal  safety,  until  you  have  proved 
your  good  intentions  by  doing  what  you  can  to  make  accidents 
impossible.  In  a  recent  issue  of  a  prominent  magazine  an  illustra- 
tion showed  a  workman  operating  a  machine  bearing  a  placard: 
** Think  Safety'*— a  flywheel  revolved  within  a  foot  of  the  opera- 
tor's head,  and  it  was  not  guarded ;  there  were  no  belt  guards  visible, 
and  exposed  gears  were  easily  discernible  in  the  picture.  This 
merely  shows  that  there  are  multitudes  of  little  things,  and  big 
things  too,  yet  to  be  learned,  both  by  the  average  plant  operator  and 
by  the  one  supposed  to  know  better. 

No  better  ** Safety  Method"  can  be  conceived  than  an  ideal 
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combination  of  high  engineering  skill,  100-point  common  sense,  and 
the  experience  of  the  successful  teacher.  The  devising  of  efficient 
guards,  removal  of  building  hazards,  and  the  like,  are  engineering 
subjects  purely.  What  we  urge  upon  aU  engineers  is  to  go  further 
than  that,  and  lend  influence,  example,  and  earnest  cooperation  in 
extending  the  work  beyond  the  point  of  engineering  as  such,  thus 
advancing  the  ideal  condition  where  there  is  no  machine  unguarded, 
no  unprotected  building  hazard,  and  where  every  workman  knows 
what  to  do  to  protect  himself  and  his  fellows— and  invariably  does 
it. 

Walter  M.  Kidder  contributed  a  written  discussion,  viewing 
the  question  from  the  commercial  standpoint.  He  stated  that  oppo- 
sition to  measures  intended  to  prevent  accidents  arises  from  self- 
interest  both  of  workers  and  of  those  in  authority  over  them. 

The  owner,  the  stockholder,  fears  in  the  compulsory  adoptioxm 
of  accident  preventive  appliances  and  measures  a  new  drain  upoxm 
the  earnings  of  his  business.     Nevertheless,  he  may  become  a  poweir- 
ful  ally  of  this  latest  move  toward  industrial  efficiency  when 
realizes  the  practical  economy  of  accident  prevention  in  the  loim.] 
run. 

To  every  serious  accident  there  are  many  minor  ones  and 
represents  an  interruption  of  industry— idle  machines  while  fellc 
workers  aid  the  injured  one,  damage  to  product,  damage  to  machixi— 
ery,  and  often  a  gang  or  a  department  thrown  out  of  balance  l>y 
the  absence  of  an  essential  worker.  These  things  do  not  merely  add 
to  the  difficulties  of  the  foreman  in  charge  and  of  his  superintea<i- 
ent;  they  cost  the  stockholder  money.  Just  so  far  as  he  reali^^® 
this  will  he  desire  accident  prevention,  because  it  increases  ^^ 
profits  by  decreasing  their  impairment. 

If  the  possible  potent  aid  of  the  stockholder  is  utilized  by  ety&' 
neers  and  a  broad  view  is  taken  of  the  commercial  aspect  of    '^^ 
.standardization   of  vsafety   principles,   the  added  impetus  of    1^1^^ 
powerful  influence  will  lighten  the  task  of  the  engineer  and  l^^'^^ 
him  the  more  free  to  deal  with  the  technical  side  of  the  mat^"^^^' 
which  holds  quite  enough  problems  to  engage  his  best  energies- 

David  S.  Beyer^  (written).     The  author,  in  stating  that  the  tr^^ 
goal  must  be  to  make  each  branch  of  the  engineering  profess^^^ 

iMgr.  Accident  Preveution  Dept.,  Mass.  Employees  Insurance  Assn.,  Bo«^^^ 
Mass. 
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Safety  Engineering,  has  established  a  motto  which  might  well  hang 
over  the  desk  of  every  engineer  in  the  country.  It  is  a  primary  duty 
of  the  engineer  to  eliminate  needless  expense  and  waste,  and  during 
the  past  few  years  it  has  been  shown  conclusively  that  one  of  the 
most  appalling  wastes  in  industry  is  that  caused  by  preventable 
accidents. 

The  most  effective  time  to  prevent  accidents  is  when  the  con- 
struction drawings  are  being  evolved  under  the  pencil  of  the  engi- 
neer. Then  the  erasure  of  a  line,  or  a  few  additional  strokes  of  the 
pencil,  may  mean  the  saving  of  a  human  life  or  the  elimination  of 
hundreds  of  dollars  of  unnecessary  expense  in  making  changes  later. 

It  might  be  said  that  there  are  two  equal  doors  to  the  House  of 
Safety,  the  first  marked  Mechanical  Safeguards,  the  second  Safety 
Education.  The  engineer  has  always  held  the  key  to  the  former 
through  his  control  of  the  design  and  construction  of  new  buildings 
and  machinery.  This  phase  of  his  work  is  usually  most  prominent 
in  our  minds,  and  I  notice  Mr.  Hansen  has  confined  his  remarks  to 
it.  The  attitude  of  the  man  who  runs  a  machine  is  just  as  im- 
portant, however,  from  the  standpoint  of  accident  prevention,  as 
the  condition  of  the  machine.  On  account  of  the  ever-increasing 
influx  of  engineers  into  all  industrial  lines  and  the  fact  that  execu- 
tive positions  are  being  filled  more  and  more  by  men  of  engineering 
training,  the  matter  of  safety  education  of  employes  should  ac- 
cordingly be  mentioned  as  a  vital  form  of  standardizing  safety  prin- 
ciples. 

The  safety  organization  has  become  an  integral  part  of  the  work- 
ing organization  of  hundreds  of  our  foremost  industrial  plants,  and 
the  knowledge  of  how  to  organize  the  working  force  for  safety  and 
how  to  interest  the  employes  in  accident  prevention  is  an  essential 
part  of  the  engineer's  equipment,  if  he  aspires  to  the  largest  fields 
of  usefulness. 

James  0.  Gibbons  (written) .  One  of  the  most  interesting  points 
brought  out  in  this  paper  is  that  safety  should  be  considered  as  an 
essential  element  of  good  engineering  design,  rather  than  as  some- 
thing to  be  added  just  because  the  customer  or  the  law  demands  it. 
Of  course  this  idea  has  been  gaining  ground  for  some  time,  but  if  it 
can  be  shown  that  the  liability  of  a  machine  to  cause  injury  calls 
for  an  actual  cash  charge  against  it  as  insurance  of  the  risk,  we  are 
putting  safety  efficiency  on  the  same  plane  as  production  efficiency. 
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As  has  been  pointed  out,  the  loss  to  the  community  through 
preventable  injuries  is  very  great.  It  is  perhaps  not  quite  so  eai^ 
to  show  just  what  the  loss  to  the  individual  employer  is,  because  in 
addition  to  the  time  taken  laying  off  for  recovery,  there  is  the  moral 
effect  produced  by  accidents,  the  effect  of  which  on  effiicienoy  is  hard 
to  estimate. 

Knowledge  on  this  subject  of  safety  is  a  great  help,  because 
however  much  we  may  wish  to  do  the  right  thing  for  its  own  sake, 
the  surest  way  to  put  safety  on  a  sound  foundation  is  to  show  that 
it  pays  as  a  business  proposition. 

Geo.  M.  Price-  (written).  I  regard  this  movement  for  the 
standardization  of  safety  principles  by  safety  engineers  as  one  in 
the  right  direction  and  an  important  advance  in  the  safety  and 
sanitation  of  industrial  establishments.  Your  Society  and  the  Work- 
men's  Compensation  Service  Bureau  are  doing  what  the  (Jerman 
Trade  Associations  have  been  doing  for  a  great  many  years,  and  the 
results  of  such  standards  of  safety  devices,  etc.,  are  bound  to  be  a 
great  improvement  in  the  safeguarding  of  the  workers*  lives  and 
limbs  in  factories  and  workshops. 

May  I  not  suggest  that  there  is  also  a  great  need  in  extending 
the  standards  not  only  to  safeguards  and  safety  devices,  but  also 
to  the  sanitation  and  general  hygienic  environment  in  industrial 
establishments.  May  I  also  make  the  suggestion  that  your  Society 
endeavor  to  introduce  the  study  of  safety  engineering  in  the  various 
technical  and  engineering  schools  so  that  the  future  managers  and 
heads  of  industrial  establishments  should  be  fully  prepared  to  put 
into  practice  all  possible  safety  devices  for  protection  of  workers. 

Another  suggestion  would  be  that  the  description  of  safety 
devices  should  be  couched  in  a  simple  and,  if  possible,  non-technical 
language  so  that  the  workers  and  mechanics  may  be  able  to  under- 
stand them  and  put  them  into  practice. 

The  Author.  I  desire  to  express  my  appreciation  of  the  in- 
terest which  my  paper  has  created,  as  indicated  by  the  discussion. 

"Director,  Joint  Board  of  Sanitary  Control,  New  York,  N.  Y. 
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MODERN  MOVEMENT  FOR  SAFETY  FROM 
STANDPOINT  OF  MANUFACTURER 

Bt  Melville  W.  Mix,  Mishawaka,  Ind. 
Member  of  the  Society 

The  successful  salesman  is  the  man  who  first  sells  liimself  on  bis 
proposition,  who  becomes  so  saturated  with  its  merits,  so  enthusiastic 
in  his  beliefs  that  conviction  is  automatically  transmitted  to  the 
buyer.  Substantially  the  same  principle  holds  with  the  modern 
safety  movement;  no  manufacturer  will  make  real  progress  in  the 
movement  until  he  takes  a  personal  interest  in  it,  and  is  able  to 
transfer  his  enthusiasm  and  earnestness  to  those  directly  in  charge 
of  work  and,  through  them,  in  turn,  to  the  workers  themselves.  A 
form  of  evangelism  is  required  that  arouses  the  spirit  of  all  concerned. 

2  In  these  days  of  Workmen's  Compensation  and  high  damage 
awards  in  employer's  liability  suits,  the  manufacturer  will  not  be 
slow  to  grasp  the  main  idea  that  "saving  is  earning,"  and  act  ac- 
cordingly. He  will  find  that. the  market  is  full  of  "guards"  of  all 
kinds  for  all  sorts  of  protecting  purposes  and  places,  and  a  large 
supply  of  propaganda  calculated  to  encourage  him  to  spend  money 
in  an  endless  way  on  preventive  appliances.  He  will  find  an  army 
of  inspectors  ready  and  active  with  unlimited  recommendations  and 
orders  for  every  machine  and  for  every  nook  and  comer  of  his 
factory.  He  may  be  persuaded  to  buy  them  all  and  to  protect 
without  limit,  but  if  he  is  not  himself  converted  to  their  efficiency 
and  need,  and  if  he  has  not  the  cooperation  in  spirit  of  his  employes, 
foremen  and  superintendents,  his  financial  investment  in  them 
counts  for  little. 

3  In  no  place  is  there  a  better  or  more  practical  way  to  develop 
the  "save  my  pal"  movement  than  in  a  factory  or  mill.  Not  only 
must  the  worker  look  out  for  himself,  but  his  every  thought,  when 
engaged  in  hazardous  work  involving  operations  with  which  others 

Presented  at  the  Annual  Moeting,  December,  1915,  of  The  American 
Society  of  Mechanical  Enoinkkrs.  Contributed  by  the  Sub-Committee  on 
Protection  of  Industrial  Workers. 
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have  to  do,  must  be  *'how  about  my  fellow  worker?"  When  in  a 
factory  organization  such  thoughts  become  automatic  from  presi- 
dent to  **sweep"  then  money  spent  for  guards  becomes  a  real  capital 
investment;  but  without  that  spirit  its  principal  effectiveness  is  to 
expand  the  inventory  and  keep  up  the  insurance  rates. 

4  We  spend  thousands  of  dollars  in  fire  protection  in  order  to 
reduce  the  hazard  and  save  in  operating  expenses.  We  drill  our 
factory  fire  brigades  without  thought  of  the  cost,  because  we  are 
educated  by  actual  experience  to  realize  what  such  losses  mean  in 
actual  money  and  stoppage  to  business.  It  has  taken  years  to  learn 
the  lesson,  but  we  have  done  so,  and  fire  protection  is  a  recognized 
essential  part  of  wise  business  administration.  We  do  not  stop  at 
the  installation  of  fire  prevention  appliances,  but  we  put  them  under 
constant,  careful  inspection;  we  instruct  every  man  in  their  location 
and  uses;  we  leave  no  stone  unturned  to  insure  the  effectiveness  of 
the  apparatus  when  called  upon. 

5  But,  with  safety  '^guards/'  until  we  can  see  the  same  benefits 
in  providing  the  same  relative  protection  to  the  individual,  until  we 
can  bring  him  to  see  how  it  affects  him  physically  and  financially  to 
'^keep  right  with  the  guards/'  we  fail  to  realize  the  full  benefit  of  the 
investment  of  money  and  time  spent  in  education.  As  a  concrete 
example  of  what  may  be  accomplished  in  this  direction,  I  give  here 
figures  (Table  1)  showing  the  experience  for  th(»  past  five  years  of 
the  company  with  which  I  am  associated. 


TABLE   1     COST  OF  ACCIDENTS  COMPARED  WITH  PAYROLL,  AND   TIME  LOST 

COMPARED  WITH  TIME  WORKED 


Five 

Year  Record 

Year 

1910 

• 

1911 

1912 

1913 

1914 

Total  coat  of  accidents  for 

Score 

Score 

Soore 

each  one  hundred  dollars 

board 

board 

board 

of    annual    payroll,    in- 

1 

adopted 

in  use. 

m  use. 

cluding  first  aid  .hospital,  i 

Actual  cost 

bills  and  claims,  if  ^ny.  .  . 

$0,503       1 

SO. 228 

i       $0,112 

$0,079 

$0,070 

Time  lost  due  to  accidents 

beyond   the   fraction   of 

No 

No 

Fraction 

Fraction 

Fraction 

the  first  day.  Percentage 

record        ' 

record 

of  1  per  cent 

of  1  per  cent 

of  1  per  cent 

of  number  of  men-days 

kept 

kept 

0.394 

0.1924 

0.1165 

lost  to  the  total  number 

1 

of  men-days  worked 

1 

A  wage  bonus  of  two  days  extra  pay  for  all  men  in  a  department 
having  a  perfect  score  for  one  year  was  based  on  the  general  effect 
of  a  cash  bonus,  but  more  particularly  on  the  fact  that  a  man  will 
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do  for  the  benefit  of  the  gang  or  department  what  he  would  consider 
beneath  his  dignity  to  do  to  safeguard  himself  against  minor  acci- 
dents. 

6  We  have  numerous  cases  on  record  where  men  have  cau- 
tioned each  other  with  the  admonition  that  such  recklessness  would 
endanger  the  standing  of  the  department.  One  instance  where  a 
foolish  act  of  one  man  lost  two  days*  pay  for  a  whole  department 
has  proven  a  wonderful  object  lesson  to  the  entire  plant. 

7  In  these  days  of  scientific  management  and  administration, 
there  may  be  a  tendency  to  the  thought  that,  as  such  things  do  not 
seem  to  show  immediate  cash  credits  on  the  balance  sheet,  their 
importance  may  be  set  back  for  the  moment  for  motion  studies, 
rewards  on  operations,  etc.,  but  there  is  no  economy  in  tolerating  a 
condition  that  may  require  new  men  to  be  broken  in  to  replace  those 
impairments  that  a  little  time  spent  in  educating  men  and  in  arousing 
them  to  the  Safety  First  pitch  might  have  avoided.  It  is  impossible 
to  place  a  money  value  on  a  pair  of  eyes,  a  leg  or  an  arm;  and  while 
the  expression  **the  human  scrap  heap"  displeases  us,  we  must  know 
that  there  is  such  a  thing,  and  that  the  right  word  at  the  right  time 
may  be  effective  in  saving  a  fellow  worker  from  that  untimely  and 
unseemly  misfortune. 

8  Why  not  be  practical  and  do  all  we  can  whenever  we  can  to 
prolong  the  usefulness  from  the  physical  standpoint,  if  from  no 
other,  of  every  man  or  woman  that  we  employ.  Experience  has 
developed  that  guards  are  not  especially  effective  if,  with  them,  we 
do  not  have  the  co6peration  of  the  workman.  If  we  make  things 
automatically  safe,  we  are  quite  as  apt  to  do  the  worker  an  injustice 
in  weakening  his  own  spirit  of  self-preservation.  Workers  must 
recognize  danger, — ^they  must  respect  it,  and  be  ever  watchful  in 
every  phase  of  life  as  well  as  when  at  work.  The  family  must  have 
it  drilled  into  them;  schools  must  preach  and  teach  it;  the  citizen 
must  be  a  party  to  the  campaign  of  education,  as  only  in  that  way 
may  we  be  assured  that  ^Thinking  First''  comes  before  Safety  First. 

9  Out  of  30,000,000  male  workers  in  the  United  States,  about 
7,250,000  are  engaged  in  the  general  manufacturing  lines.  The 
annual  loss  due  to  fatal  accidents  is  about  one  to  four  thousand,  the 
lowest  of  the  eighteen  principal  occupational  groups;  yet  from  the 
standpoint  of  public  attention,  the  manufacturer  is  held  up  as  the 
cause  of  nearly  all  physical  suffering  and  loss  due  to  occupational 
disaster. 

10  This  situation  would  not  exist  if  the  manufacturer  were 
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more  personally  jnterestedaiid^clined;|to*^fight  for  his  rights  and  a 
proper  recognition  of  bis  standing  on  the  score  board  of  national 
employment.  Out  of  22,500  fatal  accidents  in  1913,  only  1,819 
are  attributed  to  the  ^manufacturing  occupations, — comparatively 
small  indeed.  Yet  it  can  be  much  smaller  if  we  will  only  approach 
the  subject  from  the  personal  standpoint,  evangelize  with  our  em- 
ployes, and  arouse  in  them  a  spirit  of  cooperation  and  thoughtful, 
prudent  regard  for  themselves  and  their  fellow  workers  that  will  be 
automatic,  and  a  habit  for  protection  and  carefulness,  of  which  they 
cannot  break  themselves  even  if  they  should  wish  to.  That  is  the 
manufacturer's  work  today. 

11  Numerous  plans  have  been  devised  for  arousing  and  main- 
taining this  personal  interest;  score  boards,  bonuses,  special  favors  to 
winners,  lectures,  moving  pictures  and  many  other  plans  are  being 
used.  To  the  extent  that  a  management  believes  in  these  plans 
and  encourages  their  uses,  just  to  that  extent  will  it  be  rewarded 
with  the  association  of  an  unimpaired,  efficient  organization  of 
contented,  prosperous  workers. 

DISCUSSION 

Luther  D.  Burlingame  agreed  that  while  we  are  giving  atten- 
tion to  the  matter  of  guarding  and  protecting  our  machinery  and 
buildings,  we  should  give  equal,  if  not  greater,  attention  to  en- 
gendering the  spirit  of  safety  among  our  employes,  and  should 
consider  the  various  means  which  can  be  used  to  develop  the  safety 
habit  among  the  workmen. 

He  was  not  fully  in  accord  with  the  author  as  to  the  statement 
that  putting  guards  on  machines  might  make  the  workmen  lax  in 
regard  to  safety  matters,  and  therefore  increase  the  hazards  rather 
than  otherwise.  He  believed  we  should  do  all  the  guarding  possible, 
and  protect  the  machines  as  fully  as  possible.  Even  then  there  will 
be  hazards  enough  to  keep  the  workman  alert  and  make  it  advisable 
to  preach  safety  in  the  organization,  and  preach  it  so  hard  that  the 
spirit  of  the  workman  shall  be  that  a  part  of  his  value  lies  in  work- 
ing in  a  safe  way,  and  that  the  spirit  of  the  foreman  shall  be  that  a 
part  of  his  value  lies  in  seeing  that  his  workmen  work  in  a  safe  way. 

Frederick  R.  Hutton.  I  would  like  to  contribute  commenda- 
tion to  the  statement  that  '*a  man  will  do  for  the  benefit  of  the  gang 
or  department  what  he  would  consider  beneath  his  dignity  to  do  to 
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safeguard  himself  against  minor  accidents.''  There  is  a  splendid 
philosophy  in  that  sentence.  The  difficulty  with  many  of  us  is  that 
we  are  inclined  to  take  the  position  that  we  are  immune  from  acci- 
dents which  might  befall  someone  else  less  fortunate.  If,  therefore, 
we  can  safeguard  the  less  gifted  alongside  of  ourselves  and  make 
that  protection  our  responsibility,  we  shall  have  done  a  great  deal 
in  securing  safety. 

To  this  end,  I  would  like  to  emphasize  the  creation  among  the 
working  people  themselves  of  committees  of  safety.  After  a  work- 
man has  served  on  such  a  committee,  and  has  himself  seen  the  phi- 
losophy and  importance  of  the  habit  of  safety,  he  will  not  only  find 
it  very  much  easier  to  protect  his  reckless  neighbor,  but  he  himself 
will  not  offend.  He  will  keep  himself  from  doing  that  which,  as  a 
member  of  the  safety  committee  and  serving  to  prevent  accidents 
for  a  week,  or  for  a  month,  he  was  called  upon  in  an  administrative 
way  to  prevent  in  someone  else. 

FiiANK  E.  Law  emphasized  the  point  that  securing  the  coopera- 
tion of  the  workmen  was  often  more  important  in  preventing 
accidents  than  installing  safety  devices.  He  instanced  the  case  of 
a  large  manufacturing  corporation  which  had  spent  upwards  of  five 
million  dollars  in  safety  work.  It  had  been  estimated  that  not  more 
than  15  per  cent  of  this  vast  sum  had  been  directly  effective  in 
preventing  accidents,  but  the  money  had  been  well  spent  because 
the  expenditure  resulted  in  securing  the  cooperation  of  the  workmen. 
When  the  employer  himself  does  all  that  is  reasonably  possible,  he 
is  pretty  certain  to  evoke  cooperative  response  from  his  employes. 

John  H.  Bark  fully  agreed  that  the  importance  of  the  educa- 
tional work  is  freciuently  greater  than  that  of  merely  providing 
guards.  He  said,  however,  that  the  Committee  on  Protection  of 
Industrial  Workers  had  decided  its  work  should  be  confined,  at 
least  for  the  present,  to  an  attempt  to  develop  and  bring  about  the 
adoption  of  standard  Safety  Codes,  because  so  many  other  organi- 
zations and  agencies  are  working  effectively  on  the  educational  side. 

The  influence  of  this  Society,  he  believed,  would  help  in  the 
adoption  of  such  standards,  whereas  other  organizations  have  made 
a  specialty  of  propaganda  work.  He  said  the  conunittee  is  fully  in 
sympathy  with  ttis  work  and  desires  to  cooperate,  but  it  has  selected 
what  is  conceded  to  be  the  narrower  field,  because  it  seemed  to  be 
the  one  in  which  it  can  work  with  the  best  effect  at  the  present  time. 
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F.  D.  Patterson^  said  that  from  the  standpoint  of  manofao- 
turingy  safety  paid  dividends  not  only  in  dollars  and  cents,  but 
also  as  a  matter  of  fact  in  added  happiness  to  every  employe,  by 
the  prevention  of  industrial  accidents. 

He  dwelt  on  his  experience  at  the  plants  with  which  he  is  con- 
nected, showing  that  before  active  safety  work  was  undertaken  the 
accident  curves  were  mounting  upwards,  but  upon  adoption  of 
safety  measures,  these  plants  not  only  had  their  experienced  men 
saved  from  injury  and  available  for  productive  labor,  but  thereby 
avoided  the  necessity  of  having  inexperienced  workmen  laboring  in 
their  place;  and  he  emphasized  the  fact  that  from  the  accident 
standpoint  the  new  employes  form  one  of  the  perils  of  modem 
industry. 

He  considered  that  the  work  in  accident  prevention  in  indus- 
trial plants  comprises  two  distinct  features : 

a  Guarding  of  all  accident  hazards  by  mechanical  guards 
which  will  reduce  the  number  of  accidents  20  per  cent. 

b  A  campaign  of  education  bringing  home  to  every  workman 
the  facts  that  he  is  personally  responsible  for  the  acci- 
dents that  occur  and  that  he  ought  to  constitute  himself 
a  safety  committee  of  one  to  see  that  accidents  do  not 
occur  either  to  himself  or  to  his  fellow  employes. 

Leonard  Waldo  said  that  he  had  noticed  that  in  some  of  the 
great  steel  works  the  Safety  First  idea  has  so  permeated  the  admin- 
istrative staff  and  the  men  that  you  will  find  notices  constantly 
posted  for  semi-weekly,  weekly  and  bi-monthly  meetings  on  safety 
subjects.  Prizes  are  offered  for  the  best  safety  work;  certain  men 
are  appointed  to  supervise  safety  matters  around  the  different  parts 
of  the  plant;  highly  organized  hospitals  are  established,  and  there 
is  a  wonderful  movement  on  the  part  of  the  intelligent  control  of 
great  works  towards  safety  among  operatives. 

A  bad  accident  almost  invariably  occurs  when  the  sense  of 
danger  is  not  present  because  of  some  new  modification  or  some 
novelty  of  the  process.  If  we  codify  the  principles  of  our  rules  of 
safety,  we  are  of  the  greatest  possible  help  to  the  administration 
of  the  Safety  First  movement. 

r 

^Director,  Dept.  Sanitation  &  Accident  Prevention,  Harrison  Bros.,  Phil- 
adelphia, Pa.,  The  J.  G.  Brill  Co.,  and  the  Elec.  Storage  Battery  Co. 
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There  was  a  time  when  workmen  were  expected  to  assume  the 
hazards  of  their  work,  and  employers,  through  insurance  companies, 
paid  as  little  as  possible  for  accidental  injuries  or  deaths.  In  one 
State  only  seven  deaths  in  the  himdred  were  paid  for.  Employers 
were  not  inhuman — ^workmen  were  careless  or  reckless  and  simply 
suffered  for  their  foolishness. 

2  This  condition  has  changed.  In  thirty  States  the  demo- 
cracy has  said  that  the  financial  burden  shall  be  borne  by  the  in- 
dustry. This  meant  social  and  industrial  revolution.  Many 
employers  predicted .  that  the  whole  movement  was  a  transient 
outburst  of  humanitarianism  and  that  it  would  die  out  in  the  course 
of  time,  just  as  fashions  in  clothes  changed.  There  were  others, 
however,  who  had  an  overwhelming  sense  of  the  safety  movement, 
who  realized  that  it  spelled  industrial  efficiency  and  justice  and  was 
a  symptom  of  progress  in  civilization. 

3  The  census  reports  do  not  show  the  number  of  employers  for 
or  against  Workmen's  Compensation  Laws,  or  industrial  safety 
measures,  but  a  radical  transformation  in  relationships  to  this 
problem  has  brought  about  many  and  varying  attitudes  towards*it. 
This  paper  is  an  attempt  to  interpret  these  tendencies  in  as  unbiased 
a  manner  as  possible. 

4  Interest  in  accident  prevention  is  not  new.  For  many  years 
our  Government  has  been  a  leader  in  providing  a  measure  of  protec- 

^Secretary,  National  Safety  Council. 
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tion  for  mariners  through  the  lighthouse  and  life  saving  serviceSj 
the  Interstate  Commerce  Commission  has  ordered  the  use  of  certain 
safety  appliances  for  railroad  cars,  and  other  agencies  have  cot»- 
tributed  to  the  general  movement. 

5  About  twelve  years  ago,  however,  America  began  to  reali^^ 
that  preventable  industrial  accidents  were  a  national  evil  of  appalliii-^ 
magnitude.     The   agitation   for   Workmen's   Compensation  Law^^ 
brought  forth  astounding  facts  and  figures.     It  was  shown  thju'^ 
both  the  number  of  accidents  and  the  economic  losses  occasioned  hy^ 
them  were  increasing  in  ratio  more  rapidly  than  the  output  of  o^x^^ 
industries,  but  it  was  not  until  the  extent  of  the  evil  became  fuUy^ 
apparent  that  the  safety  campaign  began. 

6  For  many  years  labor  unions  had  demanded  safeguards  for 
machinery,  and  we  had  on  our  statute  books  various  kinds  of  safety 
requirements,  which,  though  perfunctorily  observed,  were  not  really 
enforced.  As  soon,  however,  as  Workmen's  Compensation  Laws 
transferred  the  burden  of  industrial  accidents  from  the  workman  to 
the  industry  the  '^Safety  First"  movement  began.  Mention  should 
be  made,  however,  of  some  of  the  large  corporations  who  had  "seen 
the  light"  several  years  previously,  and  had  voluntarily  taken 
decisive  steps  not  only  to  safeguard  their  employes,  but  to  com- 
pensate every  injured  workman. 

7  Under  the  stinmlatioii  of  self-interest,  national  commissions, 
Govenimental  bureaus,  employers'  organizations  and  chambers  of 
commerce  began  a  serious  study  of  the  causes  of  accidents  and  a 
possil)le  means  of  prev(;nting  thorn  —the  methods  of  minimizing  the 
losses  from  accidents.  Finally,  there  hfls  resulted  a  full  and  free 
interchange  of  ideas  through  various  engineering  and  industrial 
organizations  and  through  the  National  Safety  Council,  which  has 
made  the  work  immensely  more  effective. 

8  The  effects  of  this  work  wer(^  another  triumph  for  method  when 
applied  to  the  social  and  industrial  question.  The  work  had  previ- 
ously been  done  in  a  haphazard  and  unscientific  way,  and  was,  in 
consequence,  very  unsatisfactory. 

9  It  should  l)e  further  stated  that  it  was  commonly  assiuned 
that  the  rapid  increase  in  industrial  accidents  was  inevitably  caused 
by  the  growing  use  of  power  driven  machinery.  This  view  has  been 
shown  to  b(?  far  from  th§  truth,  because  the  majority  of  industrial 
accidents  are  not  caused  so  much  by  machinery  as  by  carelessness  in 
its  use — carelessness  proven  to  be  very  largely  preventable  through 
extensive  and  thorough  educational  methods.     The  employe  "took 
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chances"  and  the  employer  expressed  his  attitude  on  the  subject 
by  the  slogan  ''Get  out  the  work."  The  man  who  received  his 
approbation  was  the  man  who  **did  things"  and  accidents  were 
accepted  as  part  of  the  price  of  success.  This  fallacy  had  to  be  very 
obvious  before  it  was  exploded. 

10  This  attitude  of  mind  was  reflected  in  the  state  of  the  law, 
which  held  that  while  the  employer  was  bound  to  carry  on  his  work 
in  a  reasonably  safe  maimer,  in  a  reasonably  safe  place,  with  reason- 
ably safe  tools  and  reasonably  safe  workmen,  reasonable  safety  did 
not  require  him  to  take  undue  precautions,  th(»  hazard  being  put  oii 
the  workmen  through  the  three  archaic  conunon  law  defenses,  viz., 
the  fellow  servant  doctrine,  acceptance  of  risk,  and  contributory 
negligence.  In  other  words,  the  employer  was  not  bound  to  abolish 
the  danger  spots  even  if  they  were  vital  to  production,  and  did  not 
place  him  outside  of  the  ''reasonableness"  test.  The  common  law 
held  that  the  employer  was  not  under  any  obligation  to  provide 
guards,  unless  they  were  required  by  a  special  statute.  The  real 
cause  of  the  acceptance  and  growth  of  accidents  was  the  general  and 
philosophical  acceptance  on  the  part  of  both  employers  and  work- 
men that  nearly  all  accidents  were  due  to  the  "human  equation" 
and  an  inevitable  j)art  of  the  business,  and  that  it  was  impracticable 
to  guard  against  or  i)revent  them.  There  was  no  true  appreciation 
of  the  causes  of  accidents,  and,  therefore,  no  logical  plan  put  forward 
as  a  remedy. 

11  The  first  step  in  accident  prevention  was  to  disprove  this 
doctrine  and  to  show  that  accidents  were  unnecessar>'.  This  could 
only  be  done  l)y  serious  study  of  the  causes  of  accidents,  and  a  will- 
ingness to  invest  time,  money  and  brains  in  remedial  methods. 
Sentiment  may  make  men  anxious  to  abolish  accidents,  but  "self 
interest"  spurs  them  on  to  collect  and  classify  accident  statistics, 
to  hire  competent  engineers  to  devise  methods  of  accident  preven- 
tion, and  to  si)end  a  great  deal  of  money  in  making  these  methods 
productive.  That  is  why  effective  safety  work  coincided  with  the 
introduction  of  Workmen's  Compensation  Laws.  Credit  should 
be  given,  however,  to  the  concurrent  growth  of  a  larger  belief  in  the 
doctrine  of  fellowshi]);  and  f(H»line:  of  responsibility  for  tl\e  welfare 
of  their  men  on  the  i)art  of  a  large  number  of  employers  has  been  a 
powerful  adjunct  to  the  force  of  necessity  in  bringing  activity  to  a 
focus. 

12  It  was  also  feared  that  if  machinery  could  be  safeguarded, 
or  changed  in  character,   or  operated  at  lower  speed,   economic 
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operation  of  industry  would  be  interfered  with.  This,  too,  has 
happily  been  proven  untrue,  for  good  safety  work  has  been  found 
the  partner  and  part  of  efficiency;  for,  being  simply  the  study  of  the 
right  and  orderly  way  to  do  things,  it  has  aided  shop  methods  and 
economy  in  a  very  marked  degree.  Safety  work  has,  therefore, 
evolved  as  a  great  constructive  economic  force  in  industry,  as  weD  as 
a  social  and  humanitarian  one. 

13  What  then  is  the  present  attitude  of  employers  toward 
eflfective  methods  for  reducing  industrial  accidents,  and  pa3ring  for 
every  personal  injury  suffered  by  workmen  under  Workmen's 
Compensation  Laws  ? 

14  The  ultra-conservative  type  of  employer  is  not  yet  awake  to 
the  modem  methods  of  accomplishing  results.  He  is  often  the 
man  who  has  come  up  from  the  ranks,  or  the  one  who  has  inherited 
the  established  customs  of  his  forefathers — ^the  employer  who  feels 
that  he  only  gets  as  much  work  out  of  a  man  as  he  can  force  out  of 
him — that  industry  is  a  struggle  between  two  men  as  to  who  will  get 
the  **bcst  of  the  bargain.''  This  type  of  employer  has  not  taken 
kindly  to  the  suggestion  of  his  responsibility  for  safe  methods  of  doing 
work  in  his  shop.  His  attitude  is  that  he  owns  the  business, — ^that 
he  has  the  exclusive  privilege  of  directing  it,  and  the  suggestion  that 
his  foremen  or  workmen  be  asked  to  tell  him  where  the  dangers 
of  the  business  may  lie  is  obnoxious  to  him  and  wrong  in  principle. 
He  is  afraid  that  if  his  workmen  are  organized  into  accident  pre- 
vention committees  this  will  encourage  the  union  idea  among  his 
men.  The  W^orkmen's  Compensation  Law  forces  this  type  of  em- 
ployer to  study  more  carefully  the  causes  of  accidents  suffered  by 
his  employes,  and  because  he  has  to  pay  the  cost  of  the  accidents  he 
may  be  converted  and  study  the  results  secured  by  other  employers 
through  more  humane  measures.  He  will  first  have  to  learn  to  do 
business  by  the  co6i)erative  method,  and  if  he  wants  to  eliminate  the 
excessive  cost  of  accidents  he  must  realize  that  his  employes  should 
be  recognized  as  having  a  part  in  the  organized  plan  to  eliminate 
accidents.  He  must  be  willing  to  educate  his  workmen  in  safe 
practices — the  right  way  of  doing  things — to  study  their  operation  of 
the  work  -in  his  shop  from  the  standpoint  of  safety,  and  make  his 
workmen  understand  that  '^Safety  must  be  the  first  consideration." 

15  A  second  group  of  employers  may  be  said  to  occupy  the 
''middle  ground.''  These  are  the  employers  owning  modemly 
constructed  plants,  well  ventilated  and  illuminated  and  clean  and 
orderly — and  who  take  a  moderate  interest  in  the  safeguarding  of 
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machinery,  if  it  does  not  cost  too  much  money — but  who  do  not 
believe  in  **new-fangled  notions.''  This  employer  is  shocked  by  the 
horrible  details  of  an  accident,  but  considers  himself  to  be  a  model 
of  propriety  in  his  own  personal  relationships.  He  would  resent 
any  insinuation  that  he  was  not  vitally  interested  in  the  welfare  of 
his  employes.  At  the  same  time  he  is  rather  slow  to  accept  new 
conditions — he  believes  in  all  the  rights  of  the  "boss."  He  is  averse 
to  publicity  methods  of  accidents;  he  dislikes  criticism  or  any  in- 
timation that  there  may  be  anything  wrong  with  the  operation  of 
his  plant.  A  large  percentage  of  the  owners  of  small  plants  may 
be  included  in  this  category.  This  applies  particularly  to  em- 
ployers whose  businesses  are  not  generally  considered  to  be  of  an 
especially  dangerous  character.  Employers  in  this  group  have  not 
actively  opposed  Workmen's  Compensation  Law^  but  are  apt  to 
support  associations  who  boost  propaganda  against  radical  legisla- 
tion. 

16  The  attitude  of  the  third  group  may  be  termed  that  of  the 
progressive  type — the  pioneers  in  the  accident  prevention  movement. 
The  large  employers  of  labor,  the  leaders  in  industrial  life,  and  the 
employer  who  is  himself  working  earnestly  for  the  welfare  of  the 
race,  are  among  those  who  have  taken  the  lead  in  making  an  effort  to 
solve  the  accident  prevention  problem.  They  are  in  favor  of  a  fair 
and  equitable  Workmen's  Compensation  Law.  They  have  equipped 
their  plants  with  sanitary  toilets,  locker  facilities,  modem  washrooms 
and  recreation  centers,  and  do  everything  within  their  means  to 
make  their  work  places  attractive  and  comfortable. 

17  This  class  of  employers  asks  safety  engineers  to  review  plans 
for  new  shop  buildings  from  the  standpoint  of  safety  and  comfort- 
able working  conditions.     Tacitly  they  confess  to  their  employes 
that  they  may  not  have  done  their  full  duty  towards  them  in  the 
past  in  providing  safe  working  conditions,  and  urge  cooperation  by 
encouraging  the  men  to  work  with  them  in  establishing  safe  working 
practices  to  eliminate  as  many  of  the  hazards  of  the  industry  as  may 
fce  possible.     They  organize  their  workmen  into  committees  for  the 
purpose  of  getting  their  suggestions  in  making  conditions  safe,  and 
carry  on  a  vigorous  educational  campaign  to  teach  the  workmen  the 
real  causes  and  remedies  for  accidents.     These  are  the  employers 
^ho  reduce  accidents  in  their  plants  from  25  to  85  per  cent,  and 
whose  efficiency  account  shows  savings  up  to  many  million  dollars 
per  year.     These  employers  unanimously  declare  that  results  are 
securable  from  safety  work  commensurate  with  th(»  time  and  effort 
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put  into  the  task.     One  of  them  has  recently  stated  that  his  mvest- 
ment  for  safety  has  brought  a  tangible  return  of  80  per  cent. 

18  The  increase  in  insurance  rates  for  protection  from  liability 
under  workincjn's  compensation  has  brought  about  a  revision  in  tlie 
methods  of  establishing  premium  rates,  and  now,  through  the    C^o- 
call(d)  ''merit  rating  system/'  this  group  of  employers  realizes  t-he 
benefits  of  making  their  plants  safe. 

19  To  summarize,  from  the  anciently  accepted  attitude  of  indif- 
ferent or  ignorant  acquiescence  in  accidents  has  come 

I  An  awakening,  caused  by 

a  publicity  that  has  compelled  a  realization  of  the  ii** 
humanity  and  fearful  economic  waste  of  accidents 

b  the  discovery  and  growing  conviction  that  accidents 
are  preventable. 

II  Th(»  (employer  has  proceeded  to  prevent  accidents 

a  impelled  by  his  humanitarian  impulses 

h  spurred  by  compensation  laws  that  put  the  burden  an<^l 
responsibility  on  the  industry  and  employer,  a.xi<^ 
sweeping  away  the  old  outgrown  customs  and  laws 

III  The  result  has  been 

a  a  great  and  gratifying  reduction  of  accidents  throuK*^ 
mechanical  safeguarding  and  education  of  workmen 

b  the  discover^'  that  good  safety  work  has  been  a   t>iS 
money  sav(T  over  the  old  accident  conditions 

c  i\w  discovery  of  the  great  c<mstructive  value  of  saf^"*'^ 
work,  it  })roving  to  be  a  study  of  the  proper  way     '^^^ 
accomplish   manufacturing  results   and,   therefore, 
great  aid  to  industrial  efficiency  and  economy 

(I  th(»  bringing  of  employer  and  employe  together  oi^ 
conmioii  ground  of  nnitual  interest,  thus  producing 
fellowship  and  good  feeling  and  cooperation  in  indust:- 
that  nothing  (^Ise  could  have  accomplished. 

20  Aside  from  th(j  attitude  of  the  three  groups  of  employ^ 
referrecl  to,  it  sliould  l.)e  stated  in  all  fairness  that  when  the  hist 


of  the  safety  movement  is  written  a  great  deal  of  credit  will  be  gi'^"'  ^^ 
to  the  (Mni)loycr.     It  has  Ixmju  due  to  his  study  and  interest  that    '^-^^ 
caus(^  of  accident  prevention  lias  grown  to  innnense  proportions  in^     '^'^' 
amazingly  short  time. 

21     Many  illustrations  could  be  cited  to  indicate  the  rapid 
widespread    development    of    the    safety    movement    through        x:- -»--* 
establishment  of  new  businesses  to  provide  such  safety  equipmerifc 
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safety  spectacles,  safety  devices,  articles  of  clothing,  etc.,  and  the 
testimony  of  these  salespeople  is  that  their  customers  are  weli  satisfied 
with  the  results  secured  through  the  use  of  such  preventative  de- 
vices. Generally  speaking,  however,  the  safeguard  devised  in  the 
shop  or  factory  where  it  is  to  be  utilized  is  the  most  effective  educa- 
tional feature  of  safety  work. 

22  No  better  evidence  could  be  given  of  the  attitude  of  em- 
ployers toward  real  interest  in  accident  prevention  than  the  de- 
velopment and  growth  of  the  National  Safety  Council.  The  council 
was  organized  by  a  group  of  representative  employers  as  the  result 
of  a  safety  meeting  held  in  Milwaukee  in  1912.  The  headquarters 
of  the  council  were  not  opened  until  October  1913,  but  within  a 
period  of  two  years  this  organization  has  secured  a  membership 
of  over  1600  employers,  representing  150  industries,  included  within 
which  are  5500  representatives  located  in  every  State  of  the  Union, 
except  two,  and  in  many  foreign  countries.  These  employers 
have  voluntarily  joined  the  council  for  the  purpose  of  formulating 
information  to  promote  the  cause  of  accident  prevention.  Through 
the  dissemination  of  the  collective  experience  of  the  members  of 
the  council  of  various  methods  adopted  to  eliminate  accidents,  a 
great  deal  of  light  has  been  thrown  upon  these  problems.  The 
National  Safety  Council  has  organized  twenty-three  active  local 
councils  in  various  parts  of  the  country  from  San  Francisco  to 
Boston.  The  Fourth  Annual  Congress  was  attended  by  over  1500 
employers,  or  their  representatives,  and  for  attention  and  interest 
this  meeting  has  rarely  been  excelled. 

23  Some  employers  predict  the  most  far-reaching  effect  from 
the  safety  organization  plan  in  bringing  the  employer  and  employe 
together  into  closer  relationship,  by  obliterating  the  class  feeling 
which  has  kept  employer  and  employe  apart.  When  both  sit  down 
at  a  safety  mc^eting  to  discuss  a  problem  of  conunon  interest,  there 
is  apt  to  grow  up  a  better  understanding  of  the  aims  and  purposes  of 
each  party.  If  the  employe  has  imagined  in  the  past  that  the  em- 
ployer's indifference  has  been  the  cause  of  accidents,  he  soon  learns 
that  the  remedy  lies  principally  within  himself. 

24  While  it  is  realized  ♦^hat  many  employers  are  not  yet  in  sym- 
pathy with  many  of  the  aspects  of  the  accident  prevention  problem, 
and  that  the  Workmen's  Compensation  Laws  are  defective  in  many 
ways,  it  is  believed  that  both  employer  and  employe  will  profit  by 
the  new  status  of  the  work  and  will  gain  a  new  and  better  view  of 
their  industrial  obligations. 
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DISCUSSION 

John  Price  Jackson.  I  believe  that  this  paper  is  a  dear  review 
of  the  attitude  of  the  employer  in  Pennsylvania  toward  safety,  and 
the  work  that  is  being  done.  From  the  point  of  view  of  safety 
legislation,  the  situation  today  is  that  practically  every  State  in 
the  Union  now  has  something  in  the  nature  of  what  may  be  called 
an  Industrial  Board.  In  many  cases  there  are  obligatory  laws 
which  are  enforced  by  these  boards  and  the  accompanying  inspec- 
tion forces,  but  many  of  these  laws  are  often  imperfect  and  without 
uniformity  over  the  whole  country.  Suppose  Pennsylvania,  through 
its  Board,  calls  for  a  certain  kind  of  guarded  lathes,  and  Illinois 
calls  for  another  kind,  and  Indiana  for  a  third  kind,  then  undoubt- 
edly waste  and  useless  expense  is  involved.  There  are  a  great  many 
kinds  of  machinery  where  a  great  many  types  of  guards  can  be  used, 
and  therefore,  where  the  Boards  can  make  a  great  differentiation 
and  cause  unnecessary  lack  of  uniformity  by  specific  requirement. 

If  such  a  body  as  this  Society,  through  its  Committee  on  Protec- 
tion of  Industrial  Workers,  can  put  on  record  a  reasonably  sound 
practice  for  providing  all  of  our  industrial  machinery  with  safety 
devices,  then  the  Boards,  instead  of  making  haphazard  rules  and 
regulations,  may  be  guided  to  make  rules  according  to  this  practice. 

We  have  another  group  of  laws  growing  up— compensation  laws 
—which  have  been  adopted  in  nearly  every  State.  Under  these 
laws  an  employer  who  saves  human  loss  of  life  and  capacity  as  care- 
fully as  he  now  saves  fuel  loss,  is  actually  going  to  save  many  dol- 
lars in  his  outlay,  and  also  in  his  insurance  rate. 

There  is  a  very  material  opportunity  for  financial  saving  by 
having  available  acceptable  practices  for  the  installation  of  safe- 
guards and  safety  devices. 

The  subject  of  safety  orpranizations  and  safety  methods,  though 
more  a  matter  of  management  than  desi^,  is  of  even  greater  im- 
portance than  that  of  safepruards.  It  should,  therefore,  have  the 
careful  consideration  of  this  Society  in  order  that  the  best  methods 
may  be  outlined  for  the  development  of  carefulness  on  the  part  of 
all  connected  with  an  industrv. 

Summarizing,  niy  thought  is  that  this  Society,  with  the  help  of 
its  whole  membership,  should  put  on  record  conclusions  and  opinions 
which  will  be  the  directive  force  in  the  safety  movement  of  the 
Nation,  and  will  keep  this  movement  in  the  right  direction,  both 
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as  to  the  laws  that  may  be  passed  in  the  several  States,  and  as  to 
the  methods  that  may  be  used  by  the  manufacturers  themselves,  and 
by  the  Industrial  Boards  and  safety  and  inspection  ofScers. 

Charles  Whitinq  Baker.  In  the  general  discussion  of  safety, 
a  fact  which  is  often  ignored,  is  that  safety  is  always  a  relative  term, 
and  that  there  is  no  such  thing  as  absolute  safety. 

« 

We  cannot  prevent  all  accidents,  but  what  we  can  do  is  to  make 
reasonable  requirements  that  will  raise  our  standards  of  safety. 
The  question  then  arises  as  to  where  shall  we  draw  the  line.  This 
is  a  matter  which  can  only  be  determined  by  the  engineer  from 
experience  and  expert  knowledge. 

There  is  another  serious  side  of  this  subject,  and  that  is  the 
question  of  fixing  responsibility  for  accidents.  As  engineers,  we 
should  always  remember  to  have  some  charity  for  the  men  who  are 
responsible.  It  very  often  happens  that  the  accidents  which  occur 
may  have  come  from  some  cause  for  which  any  of  us  might  have 
been  responsible.  Ignorance  of  some  of  the  simple  principles  of 
physics  on  the  part  of  some  of  the  wisest  is  sometimes  responsible 
for  serious  accidents. 

Lew  Russe!ll  Palmer.^  The  engineer  is  playing  a  greater  part 
every  day  in  the  work  of  accident  prevention.  Engineers,  as  a  rule, 
stand  for  eflBciency.  There  is  nothing  that  indicates  ineflSciency  in 
such  a  marked  degree  as  a  useless  waste  in  human  energy.  Plant 
managements  woke  up  several  years  ago  to  the  fact  that  they  could 
produce  double  the  amount  of  material  with  the  same  number  of 
men  if  they  installed  proper  appliances  and  safeguards.  Safety 
work  is  another  application  of  the  eflSciency  idea. 

Mr.  Cameron  states  that  cooperation  is  the  keynote  of  the  work, 
and  we  need  cooperation,  both  from  safety  organizations  and  State 
and  National  organizations  of  engineers. 

*Ch.  iDspr.  Pa.  Dept.  Labor  and  Industry,  Wilkea-Barre,  Pa. 
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INDUSTRIAL  SAFETY  AND  PRINCIPLES 

OF  MANAGEMENT 

By  W.  p.  Babba,  Philadelphia^  Pa. 
Member  of  the  Society 

The  matter  of  accident  prevention  has  come  to  be  considered  as 
a  point  vital  to  the  success  of  any  business— through  the  operation 
of  reasons,  economic,  humanitarian  and  sociological.  Only  a  few 
years  ago,  say  ten  years,  little  was  heard  in  this  country  of  more 
than  desultory  efforts  to  minimize  the  waste  of  human  effort  through 
accidents.  Now  the  slogan  Safety  First  has  been  given  widespread 
currency,  and  has  lately  been  improved  by  coupling  with  it  an- 
other, without  which  the  first  is  really  of  little  value,  hence  we  now 
hear  Safety  First— Safety  Always. 

2  It  requires  no  detailed  presentation  to  make  manifest  the 
waste  to  the  world  of  productive  power  through  the  suspension  from 
daily  labor  of  men  injured  therein,  of  the  consumption  of  materials 
without  the  corresponding  production  which  normally  would  result 
therefrom,  of  the  real  suffering— both  of  the  injured  man  and  those 
dependent  upon  him,  or  of  the  investment  laid  aside  and  idle  with 
every  man  injured.  As  part  of  a  study  of  the  principles  of  man- 
agement (which  should  accompany  the  technical  education  of  every 
man  called  to  work  amongst  his  fellows)  much  too  little  attention 
is  given  to  the  subject  of  methods  of  employing  labor,  both  trained 
and  untrained,  and  too  little  weight  is  laid  upon  the  cost  of  training 
any  new  employee  into  the  duties  for  which  he  is  hired.  Few  realize 
that  each  man  hired  into  a  plant  is  the  subject  of  investment  for 
quite  a  time  before  he  is  sufficiently  trained  to  the  work  he  is  to 
perform  as  to  return  a  profit.  It  is  probable  that  a  study  of  the 
subject  would  produce  a  figure  of  $150.00  average  of  investment 
in  each  man  before  he  becomes  productive. 

3  So  when  true  principles  of  management  are  but  little  under- 
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stx)od  and  rarely  taught,  it  is  customary  to  witness  many  discharges 
as  corrective  of  offenses  which  are  perhaps  trivial  at  best,  but  which 
discharges  in  any  case  only  act  as  correctives  for  the  benefit  of  the 
employer  with  whom  the  discharged  workman  may  next  engage 
for  employment.  A  better  way,  for  instance,  is  to  call  up  the  man, 
convict  him  to  his  own  satisfaction  and  yours,  of  the  wrongdoing 
in  question,  and  then  and  there  apply  the  punishment  which  should 
correct  the  offense,  using  means  which  will  inure  to  the  benefit  of 
the  employee  as  well  as  the  employer.  This  can  be  effected  by  lay- 
off or  fine;  discharge  should  be  rare,  and  only  for  major  offenses. 
Fines  should  be  used  most  often  in  preference  to  either  of  the  other 
more  usual  means.  Fines  should  be  laid  with  great  care  for  the 
proper  amount  needed  to  effect  the  corrective,  and  a  relatively  small 
sum  usually  is  sufficient.  In  no  case  should  fines  accrue  to  the 
benefit  of  the  company,  this  having  a  very  disturbing  effect  upon 
the  value  of  the  corrective,  but  fines  in  all  cases,  both  for  spoiled 
work  and  for  discipline,  should  be  converted  into  a  fund  for  the 
benefit  of  the  whole  body  of  workers.  Some  mutual  benefit  plan, 
such  as  is  now  happily  established  in  most  up-to-date  works,  should 
receive  the  results  of  all  fines.  The  result  is  then  doubly  beneficial, 
and  has  a  balmy  effect  which  removes  all  soreness  and  sense  of 
personal  injury  from  the  transaction. 

4  Referring  again  to  the  loss  of  investment  from  removal  of 
trained  men  from  production  by  discharge,  let  us  also  look  at  this 
loss  through  physical  injury,  and  especially  those  arising  from  pre- 
ventable causes.  It  is,  of  course,  plain  that  the  investment  loss 
through  injury  can  become  a  permanent  loss  of  producing  power, 
the  loss  of  investment  causing  the  employer  to  suffer,  and  the  loss 
of  producing  power  causing  the  injured  man  to  suffer  permanently, 
as  well  as  through  the  physical  pain  he  bears,  meanwhile ;  his  pro- 
ducing power  and  income  reduced  or  gone,  his  expenses  continue 
even  on  a  reduced  scale,  his  mental  condition  is  much  disturbed  and 
he  wonders  what  can  be  done,  and  so  the  rapid  but  all  too  slow 
growth  of  the  safety  movement,  the  liability  and  compensation  laws, 
the  preventive  measures,  but  most  powerful  of  all,  and  as  yet  but 
little  developed,  the  education  of  every  person  engaged  or  even 
interested  in  industry,  to  the  end  that  all  preventives  be  used  both 
tvithout  and  within  the  person  of  the  operator  subject  to  injury. 

5  Figures  compiled  during  a  term  of  years  point  most  strongly 
to  the  lack  of  proper  education  as  the  prime  cause  of  injury— loss 
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of  productive  power,  and  all  the  attendants  of  this  condition. 
Hence,  industrial  safety  and  sound  principles  of  management  are 
without  doubt  most  closely  bound  together,  and  cannot  with  success 
be  considered  apart.  Commissioner  John  Price  Jackson,  of  the  De- 
partment of  Labor  and  Industry  of  Pennsylvania,  has  shown  in 
dollars  and  cents  just  what  the  large  number  of  accidents  that  are 
occurring  in  the  industries  of  the  State,  are  costing  the  workers. 
He  has  not  figured  what  they  cost  the  employers. 

6  During  1914  accidents  cost  employers  in  a  score  or  more  of 
the  larger  industries  in  Pennsylvania  the  sum  of  $1,048,503.96, 
which  total  is  computed  on  the  daily  wage.  There  were  38,126  men 
thrown  out  of  work  and  each  of  these  men  lost  on  the  average  $27.50. 
The  accidents  from  which  Commissioner  Jackson  has  computed  the 
figures  do  not  include  those  reported  to  the  State  Department  of 
Mines  or  the  Public  Service  Commission.  The  report  shows  that 
about  one  man  in  every  28  lost  time  because  of  accidents,  as  there 
were  1,086,508  employees  in  the  industries  from  which  statistics 
were  gathered.  The  average  daily  wage  was  $2.45  and  the  total 
number  of  working  days  lost  was  426,824. 

7  This  brief  report  gives  one  an  idea  of  the  extent  to  which 
accident  prevention  may  go,  the  aggregate  for  this  State  only  being 
so  large  as  to  appall  one,  and  still  does  not  include  mining  risks  that 
are  notoriously  great.  Indeed,  most  of  the  opposition  which  was 
disclosed  in  an  organized  way  to  the  enactment  of  a  workmen's 
compensation  act  has  been  from  the  smaller  operators  of  mines, 
whose  whole  capital  could  be  annihilated  by  the  liabilities  arising 
from  one  accident  on  a  small  property. 

8  Prom  the  operation  of  these  causes,  motives  and  products 
alone,  there  has  within  the  last  eight  years,  come  into  being  a 
general  safety  movement,  looking  more  toward  the  possibilities  of 
prevention  than  ever  before.  Out  of  all  the  upward  striving  of 
humanity  toward  better  things  and  better  conditions  comes  a  new 
principle:  namely,  that  a  trade  should  bear  the  charges  and  costs 
of  its  casualties,  and  from  this,  the  employers'  liability  and  work- 
men's compensation  movements  have  gained  much  force.  Rarely 
has  there  come  before  the  public  a  movement  involving  so-called 
capital  and  labor,  but  in  reality  employer  and  employed,  which  has 
met  with  such  complete  support  from  both  sides.  But  there  are 
no  *' sides  "—the  interests  of  aU  employed  in  the  world's  productive 
work  are  entirely  identical.     To  enlarge  upon  this  thought^  for 


with  operating  a  large  inanufaetiiring  plant  has  as  his  first  pra 
tical  concern,  the  securing  and  retaining,  as  Well  as  maintaining  iS 
good  efficient  condition,  a  well  satisfied  body  of  workmen,  eontenteo 
well  paid,  and  their  physical  condition  well  in  hand. 

10  After  this  the  managing  executive  may  take  up  his  finano 
ing,  his  raw  materials,  manufacturing  methods,  selling  organizatioc: 
etc.,  but  no  manufacturer  can  possibly  succeed  without  this  satifi 
fied  body  of  operating  workmen— fellow  employees  as  just  outlines 
—  to  secure  and  maintain  this  condition  as  a  prerequisite  to  anj 
further  success. 

11  The  economic  as  well  as  the  social  side  of  this  problem  mur 
be  just  as  carefully  looked  after,  now  that  Pennsylvania  has  a  work 
men's  compensation  act,  the  twenty-fourth  in  the  United  States 
which  country  followed  quite  a  long  way  behind  both  Germany  am 
England.  No  longer  will  industrial  safety  be  thought  a  fad,  nc 
longer  will  the  courts  be  filled  with  cases  crying  for  just  relief,  m 
more  will  the  cheap  lawyer  haunt  the  hospitals  to  prey  vulture-lik( 
upon  the  unfortunate.  Each  trade  is  to  bear  its  share  of  the  coS' 
of  its  casualties,  and  the  ultimate  consumer  will  pay  the  bill.  Al 
this  is  exactly  as  it  should  be,  the  only  danger  lying  in  the  chance 
a  real  danger  too,  of  the  whole  game  being  absorbed  into  some  fom 
of  political  spoils,  which  God  forbid. 

12  Much  is  being  said  and  printed  about  foreign  trade,  foreigi 
competition,  foreign  methods,  and  many  have  objected  that  th( 
securing  of  this  foreign  trade  in  normal  times  was  difficult,  due  U 
the  dilTerence  in  labor  conditions,  rates  of  pay,  etc.     It  is  ven 
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his  plant  safe;  and  the  penalty  for  failure  to  achieve  safety  of 
equipment  will  be  very  great.  There  are,  however,  other  features 
in  the  case:  present  and  proposed  laws  provide  greater  compensa- 
tion for  a  man  with  a  family  than  a  lone  bachelor  without  depend- 
ents, some  laws  providing  compensation  for  the  grandfather  of  a 
man  injured,  when  dependent.  The  natural  result  will  be  to  select 
for  employment  men  who  offer  the  lowest  risk,  both  as  to  compensa- 
tion penalties  and  as  to  physical  condition  of  the  applicant,  which 
condition  exactly  reflects  chances  of  injury,  and  consequently,  the 
rate  of  risk.  The  compulsory  insurance  laws  of  Great  Britain, 
placed  in  operation  in  1912,  immediately  resulted  in  selection  of 
employees  whose  rate  of  risk  was  the  lowest,  and  thousands  of  per- 
fectly good  workpeople  were  turned  adrift  for  this  reason. 

14  This  is  one  of  the  consequential  results  our  legislators  and 
agitators  should  consider  most  carefully.     There  will  inevitably 
result,  a  careful  selection  of  the  best  insurance  risks,  and  defectives 
of  all  kinds  will  find  it  most  diflScult  to  obtain  and  retain  employ- 
ment.    A  defective  in  this  sense  may  be  a  man  physically  unfit, 
incipient  hernia,  a  tendency  to  joint  dislocation,  etc.     He  may  be 
Oefective  in  the  sense  that  he  just  cannot  keep  out  of  trouble,  and 
this  kind  of  a  man  soon  cannot  keep  himself  in  a  job.    He  will  be 
selected  to  be  always  out  of  a  job,  until  he  learns  to  think  enough 
\o  keep  himself  from  unnecessary  injury.     Study  of  the  figures 
showing  frequency  of  accident  to  the  individual  no  matter  when? 
working,  inevitably  searches  out  such  men,  and  then  the  employer 
must  move  the  man,  either  to  another  job  or  else  mit,  both  ways 
meaning  a  loss  of  investment,  production  and  earning  power.    Again 
education,  both  of  the  man  and  his  employer,  most  necessarily  his 
immediate  foreman,  is  needed  and  just  how  best  to  supply  tlie  lack 
is  a  task  worthy  the  best  mind  in  your  employ. 

15  The  works  with  which  the  author  is  intimately  iissociated, 
has  for  years  made  a  careful  physical  examination  of  each  man 
offering  for  employment,  having  in  mind  his  condition  with  refer- 
ence to  health,  present  and  potential,  his  record  as  to  previous  in- 
juries and  their  results,  his  eyesight,  hearing?  and  whatever  condition 
will  affect  his  value  both  as  an  individual  and  as  affecting  his  fellow 
workmen. 

16  At  one  works  tliore  were  ofTered  for  employment,  practically 
hired,  then  turned  over  to  the  physicians  for  this  examination  2,56J) 
men  during  the  year  1913 ;  of  these  391,  or  20  per  cent  were  rejected 


914  INDUSTRIAL   SAFETY  AND  liANAQEMENT 

for  various  reasons.  Of  course,  a  man  may  pass  inspection  upon 
employment,  and  then  find  his  health  go  down.  He  may  become 
the  subject  of  some  form  of  communicable  disease.  The  answer  for 
this  is  the  growing  need  for  periodical  examination  of  each  indivi- 
dual worker,  and  his  .elimination  when  his  risk  becomes  too  great. 
This  periodical  examination  of  employees  has  been  undertaken  to 
much  too  small  an  extent,  and  needs  attention  and  developing.  The 
benefits  are  numerous,  the  first  and  chief  being  the  aid  and  assist- 
ance to  full  recovery,  and  checking  in  advance  of  disease  which  a 
man  unconsciously  fights  off  until  he  drops— mastered.  Beaten  by 
exposure  to  a  blizzard  or  heavy  storm  when  in  a  reduced  condition, 
many  a  good  man  is  lost,  who,  by  a  regular,  even  though  cursory, 
examination  might  have  been  saved  through  timely  catching,  check- 
ing and  conquering,  through  advice  and  aid,  of  an  ailment  creeping 
up  on  a  man  almost  without  his  knowledge  of  anything  going  wrong. 
In  this  connection  arises  the  demand,  a  just  one,  for  some  form  of 
insurance,  preferably  mutual,  and  upon  a  sliding  scale,  according 
to  the  risk  offered  by  each  man.  This  is  but  one  of  the  many 
problems  each  executive  is  going  to  face  in  the  future  handling  of 
employees'  matters. 

17  When  a  man  is  hired,  he  should  be  taken  to  his  foreman 
for  careful  instruction  in  his  duties,  its  dangers  and  their  safe- 
guards  pointed  out,  and  every  effort  made  to  prevent  the  new 
employee  from  becoming  worse  than  a  normal  risk.  As  one  con- 
crete illustration  of  this,  in  a  certain  large  works  much  fuel  oil  is 
used  for  heating  purposes,  and  a  comprehensive  system  of  storage 
and  distribution  is  installed.  Ijcakage  is  impossible  to  entirely 
prevent,  and  numerous  explosions  and  small  fires  have  occurred. 
It  is  necessary  at  times  to  descend  into  the  pits  in  which  the  appa- 
ratus is  placed,  and  the  explosive  fumes  of  oil  and  air  are  frequently 
present;  stfiam  pipes  (not  air— because  of  the  danger  of  air)  are 
rigged  in  all  such  places  and  at  stated  intervals  the  steam  is  sent 
through  these  chambers  entirely  and  safely  displacing  all  noxioas 
gases. 

18  Again,  the  burners  for  fuel  oil  are  merely  a  combination  of 
jets  and  valves— some  of  the  jets  embodying:  the  injector  principle. 
Each  man  who  is  called  upon  to  work  with  this  apparatus  is  taken 
into  the  bureau  of  Safety  First  by  his  foreman,  and  with  the  safety 
engineer  (a  high  priced  executive)  is  taken  through  a  course  in  his 
particular  oil  burning  apparatus.    The  collected  unit  is  there,  it  is 
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disassembled  and  reassembled  by  the  man,  and  a  partly  cut-out  sec- 
tion is  shown,  so  that  all  the  functions  of  the  system  are  fully  under- 
stood by  the  workman.  Since  the  introduction  of  this  system  of 
instruction,  the  number  of  burns  and  fires  from  ignorant  handling 
has  been  very  much  reduced.  It  is  impossible,  however,  to  eliminate 
entirely  the  accidents  from  careless  handling.  Here,  as  elsewhere, 
the  adage  ** Familiarity  breeds  contempt"  is  true,  and  it  would  be 
easy  to  multiply  concrete  illustrations  of  this  statement. 

19  In  1907,  in  a  nearby  large  works,  the  safety  movement  was 
given  a  real  start,  by  the  appointment  of  a  safety  ofScer,  whose 
whole  duty  was  to  report  hazardous  conditions  of  plant  and  equip- 
ment and  see  that  the  conditions  were  corrected.  It  has  lately  been 
more  generally  recognized  as  the  function  of  the  factory  inspector 
of  the  state  to  keep  every  manufacturing  establishment  in  a  safe 
condition,  so  far  as  equipment,  etc.,  is  concerned.  The  present 
incumbent  in  Pennsylvania,  Dr.  John  Price  Jackson,  has  given  real 
value  to  this  function  for  the  first  time,  but  even  he,  up-to-date  and 
progressive  as  he  is,  recognizes  that  the  correct  way  is  to  make  each 
factory  safe  automatically  by  having  liability  laws  which  properly 
penalize  the  lax  employers. 

20  The  attempt  of  1907  to  effect  safety  of  equipment  by  the 
appointment  of  a  safety  officer  and  his  staff,  in  the  works  mentioned, 
was  soon  superseded  by  a  plan  to  make  the  worker  himself  feel  his 
share  of  the  responsibility,  and  a  committee  of  70  men  was  chosen 
from  among  the  employees,  there  being  upward  of  5,000  employees. 
These  men  were  always  on  duty  while  regularly  working  and  seven 
of  them  were  chosen  each  week  and  with  the  safety  engineer  gave 
up  a  whole  day  in  the  company's  time  and  pay  to  acti^l  examina- 
tion of  conditions  of  plant  and  equipment.  Their  recoubnendations 
were  given  priority  by  heads  of  departments  and  the  works  were 
soon  found  in  such  good  physical  shape  that  the  coiimittees  had 
little  or  nothing  more  to  report. 

21  The  number  of  accidents  was,  of  course,  reduced,  but  not 
to  a  point  which  was  thought  commensurate  with  the  efforts  put 
forth.  During  all  of  this  time  (five  years)  careful  study  and 
analysis  were  given  the  daily  accident  reports,  with  the  result  that 
they  soon  segregated  into  three  groups: 

1  Hazards  of  occupation 

2  Hazards  due  to  faulty  equipment 

3  Hazards  due  to  personal  carelessness  and  disregard  of 

safety  appliances. 
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22  These  regularly  occurred  in  almost  unchanging 
even  though  the  sum  total  went  steadily  downward: 

The  first  class— Hazards  of  occupation,  24  per  cent. 

The  second— Faulty  equipment,  3  per  cent. 

The  third— Carelessness  and  neglect,  73  per  cent. 

23  This  large  proportion,  73  per  cent,  is  purely  a  result  of 
operation  of  the  personal  equation,  and,  at  once  suggested  itself 
the  point  of  attack. 

24  To  meet  this  a  total  change  of  programme  was  inaogura 
The  plant  was  divided  into  seventeen  distinct  units  or  geographic 
districts  and  a  committee  of  three  was  appointed  in  each  for  a 
of  two  montlis.     A  datum  line  for  each  district  was  established  fro 
history  which  showed  the  frequency  of  accidents  in  each  distrie 
The  figures  were  worked  out  in  units  per  one  hundred  men 
ployed  for  the  period  of  two  months,  thus  affording  easy  compariso: 

25  The  task  aet  was  for  each  district  to  equal  or  beat  its  p 
vious  record.    No  district  was  set  against  another,  its  record  bein 
wholly  within  itself.    This  is  a  vital  point.    Each  sixty  days'  reco 
is  merged  into  the  previous  total  and  thus  a  new  record  automaticall; 
set.     For  a  committee  which  equalled  or  beat  its  district  reco: 
during  the  committee's  sixty-day  term,  there  was  established  fo: 
each  man  a  cash  prize  of  a  ten  dollar  gold  piece,  or  $30.00  for 
winning  district  each  sixty  days  (incidentally  the  amount  thus  paii 
during  the  year  1914  was  $3,200.00,  and  no  sum  was  ever  mor 
cheerfully  paid  out).     In  addition,  the  committee  which  made  th 
p^i-eatest  improvement  upon  its  own  record  was,  each  period,  grantee 
a  double  prize,  or  $20.00  to  each  of  the  three  men. 

26  The  experience  of  the  first  year  was  that  out  of  the  seve 
teen  districts  there  were  paid  prizes  all  the  way  from  four  up 
sixteen  districts,  the  four  being  midway  in  the  year,  and  the  treat^ 
ment  applied  by  the  management  when  this  low  score  occurre 
broup:ht  the  score  right  up,  so  that  at  the  last  period  fourteen  set" 
of  prizes  were  paid.    The  personnel  of  these  committees  is  chan, 
each  period  so  that  the  experience  gained  is  accumulated  by  a  larj 
number  of  men. 

27  The  tr«  atnicnt  in  this  case  was  simply  for  the  general  mar 
ager  to  talk  to  tlie  assembly  of  the  men  later  referred  to,  and  poi::^ 
out,  from  knowledge  of  the  accidents  occurring  during  the  peri-^ 
wlien  low  sct)res  were  made,  how  greater  vigilance,  less  laxness,  m 
attention  to  the  men  seen  to  take  hazards  carelessly,  would 
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in  better  scores,  more  gold  pieces,  less  suflfering,  to  risk  of  which 
eaclr^  of  the  whole  number  of  employees  is  subject,  whenever 
vijxilsLince  in  these  particulars  is  relaxed. 

l^S      There  is  also  a  collateral  advantage  which  is  a  large  part  of 
the    "\rfiLlue  of  this  new  scheme.    The  management  hires  a  large  and 
coa^v^xiient  hall  for  a  meeting  place,  provides  cigars  and  light  re- 
freshiTiente,  invites  all  the  men  the  hall  will  contain  (about  400)  and 
makt^s  a  public  occasion  of  the  presenting  of  the  prizes.    A  free  dis- 
cussion of  methods  and  experience  is  had,  and  from  8  o'clock  to 
9:30     an  evening  is  spent  which  is  most  profitable  in  every  way. 
Stimulation  is  given  the  safety  movement,  the  managers  are  all  there, 
an<i  a  great  feeling  of  the  community  of  interest  of  all  concerned  is 
^» gendered.     The   spirit   of    full   cooperation    is    established   and 
fostei-ed,  a  better  and  closer  acquaintance  is  had  on  all  sides,  and 
the  '^^'hole  effect  is  most  beneficial. 

29      The  net  result  in  figures  is  curious  and  interesting.     By  an 
^eeident  is  meant  the  state  requirement  or  definition— that  a  man 
*^    ^"vvay  from  his  work  more  than  two  days.     The  number  of  acci- 
^^O.ts  during  the  year  just  closed  was  reduced  by  59  per  cent,  the 
_     ''^^  above  classes  being  represented  by  26.8  per  cent,  2.23  per  cent 
71  per  cent,  clearly  showing  that  there  is  still  more  work  to  be 
-    in  fully  bringing  home  to  the  individual  his  personal  share 
^     ti-lie  responsibility  for  his  injury. 

•30     This  responsibility  is  going  to  be  more  closely  brought  home 

^^^f  compensation  acts,  since  it  will  mean  the  elimination  of  men 

*^^    are  thus  injuivd  through  their  own  fault  too  frequently;  these 

^"^Xzfc     will  be  compelled  to  seek  other  employment.     It  then  becomes 

.     ^-^  ^oe  point  of  judgment  for  the  management  to  determine  whether 

.  i^^i vestment  in  such  a  man,  i.e.,  his  trained  capacity  for  his  work, 

P     ^^    sufiicient  offset  against  his  increased  risk,  due  to  his  propensity 

^  ^*     Acquiring  injuries  to  an  undue  degree.    Some  of  the  compensa- 

.    ^^^^    laws  refuse  a  man  any  payment  if  it  be  shown  that  he  was 

^'^Ovired  by  his  own  (u:i  for  the  purpose  of  going  on  the  benefit  list. 

*^^s  provision  and  the  one  denying  benefit  for  the  first  fourteen 

"** ,!/«  are  about  the  only  safeguards  the  (Miiployer  has  against  unjust 

ims  for  payments. 

31     Reverting  to  the  system  suggested  of  avoiding  discharge 

^-^^Bses  through  conviction  and  fines,  the  proper  channel  for  restoring 

^Xies  upon  delinquents  to  circulation  through  the  whole  mass  of 

^Xnployees  is— the  recognized  need  of  caring  in  some  way  for  the 
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reliable  employees  unavoidably  injured  slightly,  and  returning  to 
work  within  th6  14  dayB  exemption  period  provided  by  recent 
compensation  laws. 

32  A  fund  could  be  provided,  augmented  by  the  company"  ^ 
especially  so  in  the  case  of  larger  employers,  this  fond  to  be  ac^" 
ministered  by  a  mixed  board  of  employee^,  and  a  small  measure  c^  ' 
financial  relief  afforded  the  unfortunates  who  recover  within  L  - 
days.  This  period,  designed  by  framers  of  the  acts  to  previ 
malingering,  does  not  altogether  efEect  this,  and  meanwhile  wor 
a  real  hardship  on  many  worthy  men  whose  needs  are  such  that  th-*^ 
uncompensated  loss  of  any  days  becomes  a  matter  of  concern. 

33  If  ever  there  was  a  subject  fit  for  Federal  instead  of  Stat^^ 
legislation,  it  is  this  one  of  liability  and  compensation.    Fifty-eighl^ 
states  working  each  alone  may  produce  such  wide  diversity  of  legis— -^ 
lation  as  really  to  put  neighboring  states  into  competition  for  both^ 
manufacturers  and  for  workmen.    When  John  P.  NeiU  was  Federal  J 
Commissioner  of  Labor  he  worked  assiduously  to  secure  uniform 
state  legislation  on  this  subject  because  there  were  statutory  difi- 
culties  in  the  way  of  a  Federal  act.    This  leaves  it  up  to  the  several 
states  where  too  often  a  subject  of  this  magnitude  is  taken  up  by 
untrained  and  uninformed  legislators  who  can,  quite  possibly,  be 
swept  into  ill-considered  action  by  a  wave  of  hysterical  outcry  from 
the  newspapers,  professional  labor  leaders,  and  publicists  who  treat 

a  situation  academically  and  without  close  knowledge  of  the  problem. 

34  With  especial  reference  to  the  Pennsylvania  law  just 
enacted,  it  is  fine  to  recall  how  this  law  was  prepared.  Begun  under 
Governor  Tener  by  a  board  of  broad  expert  business  men,  thrown 
out  by  the  legislature  of  1913,  brought  up  again  by  a  Governor 
fearless  of  criticism,  Worked  out  modernly  upon  the  basis  of  the 
original  commission's  draft,  the  Pennsylvania  law  is,  generally 
speaking,  satisfactory  to  all  groups,  and  there  is  in  it  opportunity 
to  cooperate  fully,  to  protect  those  dependent  upon  their  labor  for 
daily  bread,  automatic  incentive  to  clean,  healthful  surroundings, 
care  in  safegiiarding  equipment,  and  all  concerned  are  compelled 
to  do  their  utmost  to  achieve  the  blessed  result  desired. 

35  Any  employer,  or  rather  fellow  employee,  who  shall  disre- 
gard the  plain  common  sense  demands  for  a  legitimate,  well  con- 
sidered scheme  for  automatic  compensation  for  every  injury  not 
wilfully  incurred,  is  not  alive  to  his  business,  to  his  duties,  to  his 
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men  or  to  his  stockholders,  nor  to  his  duties  to  the  progress  of 
humanity  at  large. 

36  It  is  the  author's  firm  conviction  that  the  so-called  indus- 
trial unrest  is  wholly  preventable,  is  due  chiefly  to  lack  of  under- 
standing of  the  problem— lack  of  patient  working  in  full  coopera- 
tion with  all  concerned,  and  the  result  of  following  sound  principles 
with  policies  based  thereon  is  certain  to  prevent  unrest  such  as  has 
been  all  too  frequent  from  just  such  causes. 

37  The  years  in  the  immediate  future  will  be  largely  occupied 
with  the  care  and  handling  of  just  such  problems  as  are  here  pre- 
sented, and  if  anything  said  here  gives  a  line  to  take  hold  of  and 
follow,  the  author  will  be  more  than  glad  to  have  had  the  opportu- 
nity to  discuss  a  matter  so  large  as  that  of  the  subject  presented. 
In  pointing  out  the  dangers  of  haste  in  enacting  such  legislation, 
all  right-thinking  people  are  urged  to  work  for  the  passage  of  such 
laws  as  will  compel  the  lax,  careless,  or  unwilling  employers  to  se- 
cure the  cooperation  toward  safety  of  workers  whose  livelihood,  and 
lives,  are  in  the  hands  of  those  who  pay  wages,  and  as  before  men- 
tioned should  find  it  a  cheerful  duty  to  work  toward  the  securing 
through  cooperative  eflPort,  of  the  maximum  of  safety,  comfort  and 
happiness  among  all  grades  of  employees.  Only  thus  will  the  work 
of  the  world  be  furthered.  Only  thus  will  there  be  removed  from 
among  us  strife,  discord,  class  distinction,  unions  and  non-union, 
and  there  will  surely  come  into  industrial  life,  the  big  rewards 
which  result  from  careful  thought  along  lines  which  go  to  promote 
full  cooperation  among  those  called  to  do  the  work  of  the  world. 
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THE  HEAT  INSULATING  PROPERTIES  OF 
COMMERCIAL  STEAM  PIPE  COVERINGS 

By  L.  B.  McMillan,  Madison,  Wis. 
Junior  Member  of  the  Society 

INTRODUCTION 

In  meeting  the  necessity  for  eflfectively  insulating  heated  sur- 
faces against  the  loss  of  heat,  the  question  arises  as  to  what  ma- 
terial shall  be  used  and,  what  is  of  even  greater  importance,  what 
thickness  of  material  shall  be  used  for  greatest  economy. 

2  There  are  on  the  market  at  the  present  time  a  large  number 
of  commercial  pipe  coverings  made  up  ready  for  use.  It  is  customary 
to  use  one  of  these  forms  and  for  that  reason,  the  investigations 
described  in  this  paper  are  confined  to  such  commercial  coverings. 
However,  as  will  be  shown  in  the  mathematical  treatment  of  the 
subject,  the  results  of  the  experiments  confirm  theoretical  laws  which 
may  be  used  to  extend  the  scope  of  the  work  so  as  to  include  the 
entire  field  of  heat  insulation. 

3  An  enormous  amount  of  effort  has  been  expended  in  attempts 
to  determine  accurately  the  savings  effected  by  the  use  of  non- 
conducting coverings  on  steam  pipes.  But,  even  with  the  results  of 
all  these  investigations  available,  little  reliable  information  is  on 
hand  regarding  the  efficiencies  of  pipe  coverings  in  commercial  use 
at  the  present  time. 

4  The  majority  of  the  tests,  the  results  of  which  are  now  used, 
were  made  from  15  to  20  years  ago,  and  the  investigators  made  no 
attempt  to  make  their  results  applicable  to  conditions  other  than 
those  prevailing  at  that  time;  so  that  errors  up  to  100  per  cent  in 
extreme  cases  would  be  made  in  applying  their  conclusions  to  present 
day  conditions.  Age  alone  is  no  discredit  to  any  work,  but  time 
alters  conditions.  One  of  the  first  principles  of  scientific  research 
is  to  keej)  all  factors  but  one  constant  and  vary  that  one  within  wide 
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limits,  noting  its  effect  on  the  results,  then  applying  this  process 
each  of  the  variables  in  succession.     The  failure  to  do  this  acoouih_ 
for  the  inadequacy  of  the  work  of  former  investigators  in  the  fie 
under  consideration. 

5  Meritorious  work  on  the  testing  of  heat  insulating  mat 
has  been  done  by  Prof.  J.  M.  Ordway,*  C.  L.  Norton,'  G.  M.  Bril 
Geo.  H.  Barrus,*  Prof.  D.  S.  Jacobus,*  H.  G.  Stott,*  Chas.  Eberii 
and  many  others,  but  in  general  their  results  apply  at  only  one 
perature,  or  at  most  two,  and  for  one  or  two  thicknesses  and  are  m 
sufficient  to  determine  the  laws  which  govern  the  flow  of  heat 
different  temperatures  and   for  different  thicknesses.     Therefoi 
this  work  fails  where  an  attempt  is  made  to  apply  the  results  to 
em  conditions  involving  high  superheat  and  thicker  coverings* 

6  The  work  which  this  paper  describes  has  been  carried  on  f^3r 
a  period  of  about  two  years  at  the  University  of  Wisconsin  srr^ 
every  effort  has  been  made  to  secure  accurate  and  consistent  resulC>& 
The  effect  on  heat  losses  of  varying  the  temperature  difference 

,  tween  pipe  surface  and  air  between  limits  of  0  and  600  deg.  fahr.  h 
been  thoroughly  investigated  and  the  conclusions  reached  will 
fully  explained.     DifiFerent  thicknesses  of  material  from  0  up  to  3  i 
were  tested  and  the  laws  confirmed  by  the  results  of  these 
permit  of  their  application  to  any  thickness  whatsoever.    The 
in  temperature  from  steam  in  a  pipe  to  the  inner  and  outer 
of  the  pipe  wall   under  various  conditions  has  been  accurate— =^b' 
determined.     Another  new  fact  brought  out  was  that  the  loss  fi 
any  covered  pipe  is  a  function  rti  the  temperature  difference  betw< 
the  surface  of  the  covering  and  the  surrounding  air;  and  this  functi< 
is  the  same  for  all  coverings  having  the  same  character  of  surfa 
regardless  of  what  the  other  properties  of  the  covering  may  be,  sin. 
the  effects,  if  any,  of  these  properties  appear  in  the  temperature 
ference.     The  value  of  the  function  has  been  determined  for  cam 
covered  surfaces,  and  a  complete  explanation  of  its  significance 
here  included. 
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REYIBW  OF  FORMER   INYESTIQATIONS 

7  The  first  extensive  investigation  of  materials  used  for  the 
purpose  of  insulating  steam  pipes  against  the  loss  of  heat  was  made 
by  Prof.  J.  M.  Ordway,  and  the  results  were  published  in  three 
papers  before  The  American  Society  of  Mechanical  Engineers.* 
The  method  of  this  investigation  consisted  in  covering  a  steam  pipe 
with  a  given  thickness  of  the  material  to  be  tested,  and  then  sur- 
rounding this  with  a  calorimeter  made  up  of  a  double  cylinder  with 
the  space  between  filled  with  water.  The  amount  of  heat  passing 
through  the  covering  was  calculated  from  the  weight  of  water  in 
the  calorimeter  and  its  rise  in  temperature  in  a  given  time.  In 
Professor  Ordway's  third  paper,  a  comparison  was  drawn  between 
results  obtained  by  this  method  and  those  from  an  attempt  made  to 
determine  the  loss  of  heat  through  the  covering  by  measuring  the 
amount  of  condensation  in  the  pipe  under  certain  fixed  conditions 
of  test.  Even  at  that  early  day  the  conclusions  were  decidedly 
against  the  condensation  tests,  and  it  was  shown  that  such  tests 
could  not  be  depended  upon  for  highly  accurate  results. 

8  The  work  of  Prof.  Ordway  is  of  interest  principally  on  ac- 
count of  the  great  variety  of  materials  tested — some  fifty-five  kinds 
in  all.  However,  many  of  the  materials  were  not  useful  as  pipe 
coverings,  as  for  example  common  salt,  cotton  batting,  anthracite 
coal,  geese  feathers,  etc. 

9  The  principal  objection  to  Professor  Ordway's  method  is 
that  tests  were  not  made  with  the  covering  under  the  conditions  that 
would  prevail  if  it  were  on  the  pipe  without  the  surrounding  calori- 
meter. It  would  be  a  rare  occurrence,  indeed,  if  the  temperature 
of  the  air  adjacent  to  the  covering  were  the  same  with  Ordway 's 
calorimeter  in  place  as  when  the  pipe  was  in  the  open  air.  Since 
the  amount  of  heat  lost  is  a  function  of  the  difference  of  temperature 
between  the  steam  and  air,  and  not  of  the  steam  temperature  alone, 
a  serious  error  might  be  introduced  here.  A  further  and  equally 
important  source  of  error  lies  in  the  fact  that  the  calorimeter  itself 
serves  as  an  insulator  to  a  limited  extent.  Anything  that  resists  the 
passage  of  heat  decreases  the  amount  that  would  be  lost  from  the 
pipe,  and  the  metal  of  the  calorimeter  and — ^whatjis  more"  important 
— the  enclosed  air  space*'would''have*quite  an  insulating  effect.  A 
minor  error  might  be  introduced^by  the  transfer  of  heat  from  the 
calorimeter  to  the  air  and  vice- versa.  • 

iTrans.  Am.  Soc.  M.  E.,  toI.  5,  p.  73;  vol.  5,  p.  212  j  vol.  6,  p.  168. 
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10  More  tests  of  heat  insulating  materials  have  been  made 
by  the  ^^condensation"  method  than  by  any  other.  That  is  to  say, 
the  covered  pipes  were  filled  with  steam  and  the  heat  lost  was  esti- 
mated from  the  amomit  of  steam  condensed.  The  difficulties  in  the 
way  of  getting  accurate  results  from  such  tests  are  at  once  apparent. 
The  amount  of  heat  represented  by  the  condensation  of  a  single 
pound  of  steam  is  so  large  that,  in  order  to  get  reasonably  accurate 
results,  very  long  lengths  of  pipe  must  be  used  to  increase  the  amount 
of  condensation  to  a  measurable  quantity.  This  introduces  dif- 
ferences in  cou])lings,  bends,  etc.,  that  are  hard  to  correct  for,  be- 
cause the  losses  per  unit  area  at  these  points  are  rarely  the  same  as 
for  the  rest  of  the  pipe.  It  is  true  that  such  fittings  are  found  on 
every  installation  of  steam  piping,  but  not  necessarily  in  the  same 
proportion  as  on  the  test  apparatus.  Therefore,  it  is  better  to  con- 
sider the  covering  of  the  straight  sections  and  of  the  fittings  separ- 
ately. A  large  source  of  error  is  the  fact  that  the  quality  of  the  steam 
is  a  quantity  hard  to  determine  \\nth  great  accuracy,  owing  to  the 
difficulty  of  getting  an  absolutely  correct  sample.  If  dead  steam  is 
used  in  the  pipes,  then  only  one  quality  need  be  measured,  namely, 
that  of  the  entering  live  steam.  In  this  case  it  is  likely  that  air  and 
condensate  will  collect  at  the  low  points  and  seriously  aflfect  the 
radiation  from  such  parts.  If  a  current  of  steam  is  maintained, 
the  quality  must  be. measured  at  exit  also,  and,  in  addition,  the 
amount  of  steam  circulated  must  be  determined.  The  collecting 
and  weighing  of  the  steam  condensed  in  the  pipe  is  neither  accurate 
nor  convenient.  The  arrangcnu^nt  of  the  ends  of  the  pipe  and  of  the 
collecting  iipi)aratus  so  that  no  heat  can  ])v  lost  from  them  is  not 
possible  l)y  the  use  merely  of  insuhiting  nuiterials.  The  best  proof 
of  the  inaccuracy  of  cond(»nsation  methods  is  that  duplicate  t^sts 
by  the  sanu»  exixTimenter  check  only  ai)i)roxiniately,  and  the  average 
of  a  ver}'  long  series  of  tests  wouUI  be  lu^cessary  for  a  really  accurate 
result. 

11  An  interesting  method,  and  a  departure  from  previous 
methods,  was  that  of  Prof.  C  L.  Nortcai.^  An  electric  heater  con- 
sisting  of  coils  of  resistance  wire  was  ])Iacefl  in  a  i)ipe  filled  with  oil, 
and  the  i)ipe  was  them  covered  with  an  insulating  material.  Electric 
current  was  passed  throuj»:h  th(*  coils  and  the  amount  of  energy'  re- 
quired to  hold  the  temperature  of  the  i)ii)e  constant  was  ascertained. 
This  method  is  capai)le  of  giving  verj'  accurate  results,  but  as  em- 
ployed by  Pr()f(*ssor  Norton  it  was  not  well  ada])ted  to  commercial 

iTrniis.  Am.  Soc.  M.  K.,  vol.  19,  p.  729. 
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coverings  on  account  ot  the  necessity  of  covering  the  ends  with  the 
same  material  as  that  on  the  main  body  of  the  pipe.  Other  causes 
ot  inaccuracy  were  the  extremely  small  sizes  of  pipe  used  and  the 
fact  that  the  temperature  was  measured  at  the  upper  end  by  means 
of  a  mercury  thermometer.  The  temperature  of  the  oil  at  the  top 
of  a  vertical  section  could  not,  with  accuracy,  be  taken  as  the  tem- 
perature of  the  outside  surface  of  the  pipe.  It  would  not  even  be 
the  average  temperature  of  the  oil,  and  it  will  be  shown  later  that 
there  might  be  a  considerable  drop  from  the  temperature  of  the 
oil  to  the  temperature  of  the  outside  surface  of  the  pipe.  The  re- 
sults cited  by  Prof.  R.  C.  Carpenter  in  discussing  Professor  Norton's 
paper  pointed  decidedly  to  this  fact. 

12  Perhaps  the  most  accurate  results  of  pipe  covering  tests  yet 
published  were  those  of  H.  G.  Stott.*  Several  different  kinds  of 
coverings  in  lengths  of  15  ft.  each  were  placed  on  a  long  line  of 
2-in.  pipe  which  was  heated  by  passing  an  electric  current  through 
the  metal  of  the  pipe,  the  pipe  itself  serving  as  an  electric  heater. 
The  heat  given  to  each  individual  tovering  was  calculated  from  the 
product  of  the  current  in  the  pipe  and  the  voltage  drop  in  an  11 -ft. 
section  under  the  given  covering.  The  method  of  measuring  the 
temperature  was  imique,  since  the  section  of  pipe  under  the  cover- 
ing was  made  to  serve  not  only  as  a  resistance,  but  also  as  a  resistance 
thermometer,  the  temperature  being  calculate^  from  the  change  in 
resistance  of  the  pipe. 

13  As  far  as  they  went,  Mr.  Stott's  tests  were  highly  accurate, 
and  practically  the  only  objection  that  can  be  offered  is  the  tre- 
mendous amount  ot  current  required.  This  would  limit  the  size 
of  the  covering  tested  to  practically  the  2-in.  size  used  by  Mr.  Stott, 
and  while  the  results  would  be  excellent  on  a  comi)arativc  basis, 
there  is  no  ground  for  the  assumption  that  there  is  the  same  loss 
through  a  square  foot  of  any  10-in.  covering  as  through  a  square  foot 
of  2-in.  covering  of  the  same  thickness,  when  the  ratio  of  pipe  sur- 
face to  covering  surface  is  greatly  different  in  the  two  cases. 

FUNDAMENTAL  METHODS  OF  TESTS 

14  It  has  already  been  pointed  out  that  the  methods  employed 
by  Norton  and  Stott  were  open  to  criticism.  However,  the  prin- 
ciples on  which  their  methods  were  based  seemed  fundamentally 
correct,  and  therefore  were  adopted  as  a  basis  for  this  investigation. 
An  entirely  original  scheme  of  performing  the  tests  was  adopted, 

*Power,  December,  1902,  p.  33. 
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however,  and  by  this  means  the  points  of  criticism  were  e 

15  It  was  proposed  to  heat  a  section  of  covered  pipe  by  means 
an  electric  heater  made  up  of  resistance  coils  inunersed  in  oil  insi 
the  pipe,  and  to  calculate  the  amount  of  heat  lost  through  the  covi 
ihK  by  measuring  the  energy  required  to  hold  the  outside  metal 
the  pipe  at  a  constant  known  temperature.  Under  such  conditio 
it  is  evident  that  just  enough  energy  is  being  supplied  to  compensi 
for  the  losses  through  the  covering;  otherwise  the  excess  or  < 
ficiency  of  energy  will  cause  the  pipe  to  heat  up  or  cool  off  as  1 
3ase  may  be.     This  must  be  true  for,  according  to  the  law  of  et 


Fia.  1     Apparatus  used  for  Pipe  Coverino  Tksts 

servation  of  energy,  all  the  energy  enterii^  must  appear  as  h< 
since  none  is  transformed  Into  any  other  form  and  none  is  lo 
Fig.  1  is  a  photograph  ot  the  apparatus  used  for  the  tests. 

16  The  objection  will  be  raised  that  the  results  ot  the  tests 
this  method  do  not  rc(>reBciit  actual  operating  conditions,  since 
actual  practice  the  pipes  contain  steam  and  not  hot  oil.  The  « 
ditions  of  operation  in  practice  arc  these:  The  covering  is  plac 
on  a  pipe  contiiining  steam  at  some  practically  constant  pressu: 
then.'fore  the  mclal  of  the  pipe  has  some  definite  constant  te: 
peratiire.  The  surrounding  air  may  be  either  still  or  in  motion,  a 
it  too  has  practieally  a  constant  temperature  over  a  limited  pent 
If  the  toTniipraturc  of  the  pipe  is  higher  than  thatjof  the  air,  or  vi« 
versa,  there  will  he.  a  How  of  heat,  the  quantity  of  which  will  be 
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function  of  the  diiference  of  temperature  and  certain  constants,  one 
of  which  is  the  conductivity  of  the  material.  Now  it  is  so  simple 
as  to  be  considered  axiomatic  that  this  flow  of  heat  will  be  inde- 
pendent of  what  the  pipe  contains  so  long  as  the  temperature  dif- 
ference between  the  pipe  surface  and  the  air  remains  the  same. 
This  may  be*  demonstrated   mathematically   using   the  equation 

61-62 
Q=k .  At  where  Q=» quantity  of  heat  that  will  be  conducted 

X 

in  time  t  through  area  A  and  thickness  x  of  a  material  whose  con- 
ductivity is  k;  temperatures  ot  inner  and  outer  surfaces  being  61 

and  62  respectively.   The  limiting  value  of  the  quantity  {61 — ^2)  -5-x  or 

d6 

'r~  is  called  the  temperature  gradient  at  any  point,  and  inspec- 
tion of  the  equation  shows  that  this  is  the  only  thing  that  can  change 

k  .  d6 

the  rate   of   heat   flow    ^7=""i —    through    a   material   of   con- 

a  X 

stant   conductivity,    and   the   statement   of   operating   conditions 

made  the  temperature  gradient  constant  also.    Theretore,  in  order 

to  duplicate  operating  conditions  for  the  covering  it  is  only  necessary 

to  maintain  a  constant  difference  of  temperature  between  its  inner 

and  outer  surfaces;  how  this  is  done  is  immaterial. 

17  In  order  to  maintain  the  temperature  of  the  pipe  constant, 
however,  heat  must  be  supplied  from  some  source  if  heat  is  passing 
out  through  the  covering.  If  steam  is  the  heating  medium  the 
temperature  gradient  inside  the  pipe,  that  is,  from  the  steam  to  the 
surface  of  the  pipe,  will  be  less  than  for  oil;  for  the  material  having 
the  higher  conductivity  will  require  the  lower  temperature  gradient 
for  the  delivery  of  a  given  amount  of  heat.  But  the  different  effects 
of  oil  and  steam  will  cease  here. 

18  The  accuracy  of  any  conductivity  test  depends  upon  being 
able  to  maintain  constant  conditions,  and  this  may  be  done  by 
electrical  means  better  than  by  any  other.  It  is  necessary,  however, 
to  have  a  very  accurate  means  of  knowing  not  only  when  the  tem- 
peratures are  constant,  but  also  the  correct  values  of  such  tempera- 
tures. For  room  temperatures,  high  grade  mercury  thermometers 
were  considered  satisfactory.  For  the  pipe  temperatures,  how- 
ever, after  a  great  deal  of  experimenting  with  various  arrangements, 
it  was  decided  to  use  copper-constantan  thermo-couples  and  the 
potentiometer  method  of  meiisuring  the  e.m.f.  of  the  couples.  This 
method  is  one  giving  opportunity  for  the  highest  accuracy  in  high 
temperature  measurements.     The  couples  were  calibrated  by  com- 
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panug  with  a  standard  thermometer  at  the  boiling  points  of  pure 
organic  substances.  Points  were  obtained  up  as  hi^  as  600  d^. 
Fahr.  and  the  results  of  the  calibration  appear  in  the  form  of  a  curve 
in  Fig.  2.  The  iustniments  were  seoBitive  to  about  0.2  deg,  fahr. 
change  of  temperature,  which  was  well  within  the  requirements  of 
the  case.  * 

TEMPERATDRB   GRADIENT   INVESTIGATION 

19  In  the  foregoing  the  fact  was  brought  out  that  the  drop  in 
temperature  from  steam  to  the  outside  surface  of  a  pipe  was  prob^ 
ably  different  than  from  oil  to  the  same  point  on  account  of  the  dif- 


lerent  conductivities  of  these  sul)stance3.  (^The  method  of  test  pro- 
vided for  the  measuring  of  the  temperature  of  the  outside  of  the  pipe 
and  not  of  the  oil.  so  that  in  order  to  make  the  results  applicable 
directly  to  steam  conditions  it  is  only  necessary  to  establish  a  rela- 
tion between  the  temperature  of  st<!am  in  a  pipe  and  that  of  the 
outer  surface  of  the  ])ipc  walK  This  differonce  of  temperature  has 
.  been  entirely  neglected  by  most  investigators,  being  accurately 
'■  measured  by  none  and  considered  not  to  exist  by  most. 

20  It  was  rcasDiird  in  the  present  case  that  in  order  to  have 
heat  flow  from  the  st^am  to  the  pipe  some  difference  of  temperature 
was  necessary,  and  since  there  must  be  such  a  difference,  then  it 
would  be  highly  desirable  to  know  just  how  great  it  actually  was. 
With  steam  in  the  pipe,  the  temperatures  of  steam  and  of  outside 
surface  of  pipe  were  measured  very  accurately  by  means  of  copper- 
constantan  th em lo- couples  and  potentiometer  of  the  kind  already 
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ationed.  However,  in  this  case  a  much  more  sensitive  galvano- 
ter  was  used,  so  that  a  tiifference  of  temperature  of  0.1  deg.  fahr. 
Jd  be  detected. 

21  The  problem  of  carrying  through  the  pipe  the  leads  of  the 
iple  that  was  to  Ije  in  the  steam  and  yet  keeping  the  wires  insu- 
;d  from  the  pipe  and  from  each  other  was  not  a  simple  one.  The 
-ice  that  finally  proved  to  be  satisfactory  was  made  by  screwing 
-in.  nipple  into  a  H-'n-  bushing  in  a  reverse  manner,  passing 


couple,  each  win-  euelosed  in  a  glass  tube,  through  the  nipple, 
I  filling  thr  space  that  remained  with  bakelite.  The  plug 
IS  formed  was  heated  for  several  hours  at  about  175  deg.  fahr., 
?r  which  it  was  ready  to  be  put  into  the  pipe  in  which  a  J^-in. 
■pe'l  hole  had  liecn  jn'ovided.  It  was  found  that  siieh  a  plug  would 
d  perfeetly  tight  fur  :il]  pressures  that  were  used,  i.e.,  as  high  as 
I  lb.  gage. 
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22  A  photograph  of  the  apparatus  in  use  is  shown  in  Fig.  3. 
The  pipe  P  is  arranged  so  that  steam  may  be  brought  to  it  from 
the  main  at  any  preijsure  up  to  130  lb.  per  sq.  in.  gage.  The  supply 
pipe  is  H  ill'  ii^  diameter,  an<l  for  a  distance  of  about  20  ft.  it  is 
left  bare  in  order  that  no  superheat  due  to  the  expansion  ot  the 
steam  would  carr>-  over  into  tlie  test  pipe.  The  small  pipe  p  just 
below  the  test  pipe  is  the  drain,  and  a  little  steam  was  allowed  to 
flow  through  it  continuously  in  order  that  no  air  or  water  would 
collect  in  the  test  pipe. 

23  The  temperature  measuring  instruments  are  shown  also. 
T  is  one  of  the  thermo-couples  on  the  outside  ot  the  pipe.     L,  L  are 


TCHPEMTUU  OKOP  DtOM  STEM  TO  inMU  ATID  TO  OUTER  SMTMX  OF  PIPE. 


TEMPERl^TURC  Of  OUTER  SURFUIOF  PIPE.H(lt£E3  FWIUnHEIT 


the  leads  to  the  couples;  the  leads  on  the  left  go  through  the  plug 
in  the  eu<i  of  the  pipe  to  a  couple  in  the  steam.  /  is  an  ice  bath 
serving  us  the  cold  terminal  of  the  couples.  M  ia  a  slide  wire  poten- 
tiometer and  if  is  a  variable  resistance  used  in  connection  with  it. 
C  is  a  \^>ston  stan<lurd  cell,  and  }i  is  a  chloride  accumulator  or 
storage  batterj'  furnishing  current  fur  the  potentiometer  circuit. 
Q  is  a  verj'  s<'nsitiv('  low  resistance  galvanometer. 

24  Temperatures  uf  steam  and  of  outside  ot  pipe  were  taken 
simultaneously  at  various  steam  pressures  ranging  from  atmospheric 
to  130-Ilf.  gage.     This  was  done  tirst  with  the  pipe  covered  wiih 
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one  inch  thickness  of  sectional  85  per  cent  magnesia  and  later  with 
pipe  bare.  In  the  first  case  from  one  to  two  hours'  interval  was 
allowed  each  time  the  pressure  was  changed  for  the  temperatures  to 
become  constant  before  readings  were  taken.  This  was  greatly 
in  excess  of  the  interval  necessary,  for  it  was  observed  that  the 
temperatures  did  not  vary  noticeably  after  the  first  few  minutes. 
In  case  of  the  bare  pipe  only  half  an  hour  was  allowed,  for  without 
the  covering  the  temperature  of  the  pipe  surface  reached  its  new 
value  very  quickly  after  the  steam  pressure  was  changed.  The 
results  of  the  above  described  tests  are  given  in  tabulated  form  in 
Table  1  and  the  same  expressed  in  the  form  of  curves  in  Fig.  4a 
and  b, 

25     Fig.  4a  shows  the  drop  in  temperature  from  saturated  steam 
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Fig.  5    Temperature  Drop  from  Steam  to  OursroE  or  Pipe 


to  the  inside  surface  of  the  pipe,  the  drop  from  inside  to  outside  sur- 
face and  the  total  drop  from  steam  temperature  to  temperature  of 
outside  surface  in  the  case  of  uncovered  pipe.  The  drop  through 
the  metal  of  the  pipe  was  so  small  as  to  be  difficult  of  accurate 
measurement,  and  it  was  therefore  calculated  from  the  temperature 
gradient  required  to  cause  a  kno^vn  amount  of  heat  to  flow  through  the 
wall  of  pipe.  This  amount  of  heat  is  obtained  from  the  results  of 
the  test  of  bare  pipe  that  will  be  described  later  and  from  the  con- 
ductivity ot  steel  which  is  a  quantity  that  has  been  established  be- 
yond disi)ule  by  many  experimenters.  The  value  of  the  latter  is 
417  B.t.u.  per  deg.  fahr.  temperature  difference  per  sq.  ft.  per  in. 
thickness  per  hour.*     Therefore,  it  is  a  simple  matter  using  equa- 

^Mathematical  Theory  of  Heat  Conduction,  bj  IngersoU  and  ZobeL  The 
value  given  was  transformed  into  British  units  from  0.1436  cal.  per  cu.  cm.  per 
deg.  cent,  temperature  difference  per  sec 
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TABLE  1     DATA  FROM  TEMPERATURE  GRADIENT  INVESTIGATION 
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tion    U=  — ~; ,   which    has   already   been    explained,   to   solve 

for  the  temperature  gradient.  For  example,  take  a  pipe  tempera- 
ture of  380  deg.  fahr.  and  room  temperature  of  80  deg.,  making 
temperature  difference  300  deg.  Then  from  the  bare  pipe  curve 
Fig.  10  it  is  found  that  the  loss  per  degree  temperature  difference 
=  3.26  B.t.u.  per  sq.  ft.  per  hr.  Therefore  17=300X3.26  =  978  and 
-rfff/dx  =  978/417  =  2.345.  The  reason  tor  the  negative  sign 
of  the  temperature  gradient  is  that  the  flow  of  heat  is  in  the  direc- 
tion of  the  fall  and  not  of  the  rise  of  temperature.  If  the  fall  of 
temperature  per  inch  =  2.345  and  the  pipe  is  0.26  in.  thick,  the  fall 
through. the  pipe  is  0.26X2.345  =  0.61  deg. 

26  Fig.  41^  shows,  for  pipes  covered  with  one  inch  of  sectional 
85  per  cent  magnesia,  the  same  relations  as  Fig.  4a  does  for  bare 
pipe.  In  addition  a  curve,  shown  dotted,  gives  the  drop  in  tem- 
perature from  superheated  steam  to  the  outyide  surface  of  the 
covered  pipe.  This  is  only  a  rough  approximation  since  it  is  con- 
structed on  the  evidence  given  by  a  single  test  by  Eberle.^  How- 
ever, it  shows  that  the  drop  in  temperature  from  steam  to  pipe 
is  about  ten  times  as  great  when  the  steam  is  superheated  as  when 
it  is  saturated  at  the  same  temperature.  This  accounts  in  a  very 
large  measure  for  the  higher  economy  obtained  by  the  use  of  super- 
heat. It  is  certain  that  the  heat  losses  would  be  lower  from  a  pipe 
carrying  superheated  steam  than  the  same  one  carrying  saturated 
steam  at  the  same  temperature;  for  in  the  first  case  the  pipe  would 
be  cooler  than  in  the  second,  and  the  loss  is  dependent  upon  the 
temperature  of  the  outside  of  the  pipe  and  not  that  of  the  steam. 
The  radiation  losses  from  engine  cylinders  would  be  less  with  super- 
heated steam  for  the  same  reason  as  above.  Also  there  would  be 
lower  losses  due  to  heating  and  cooling  of  the  cylinder  walls  during 
the  cycle,  for  the  superheated  steam  would  not  heat  them  so  hot, 
in  comparison  with  its  own  temperature,  as  would  saturated  steam. 

27  Fig.  5a  is  a  section  through  the  wall  of  a  steam  pipe  showing 
the  relative  magnitudes  of  the  temperature  drops  at  various  points 
when  the  pipe  is  not  covered  and  its  temperature  is  300  deg.  at  the 
outside.  Fig.  56  shows  the  same  as  the  above  for  pipe  covered  with 
1-in.  of  85  per  cent  magnesia  and  for  both  saturated  and  superheated 
steam.  This  figure  is  of  particular  interest  because  it  shows  the 
effect  of  different  substances  in  a  pipe  whose  outside  temperature 

^Mit.  Uber  Forschungs-Arbeiten  auf  dem  Geb.  des  Ing.,  heft  78. 
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is  constant.    The  temperature  gradient  is  greatly  changed  on  the 
inside  of  the  pipe,  but  not  affected  outside. 

28  From  the  results  given  above  it  is  apparent  that  the  drop  in 
temperature  through  the  wall  of  a  covered  pipe  containing  saturated 
steam  is  so  small  in  comparison  with  the  total  drop  from  steam  tem- 
perature to  room  temperature  that  it  may  be  neglected  entirely. 
However,  for  superheated  steam  it  should  be  taken  account  of,  and 
the  steam  temperature  obtained  by  adding  to  the  pipe  temperature 
the  corresponding  correction,  which  may  be  estimated  from  Fig.  4. 

DESCRIPTION  OF  APPARATUS  FOR  TESTS  OF  COVERINGS 

29  The  general  arrangement  of  apparatus  used  for  the  tests 
ot  pipe  coverings  is  shown  in  Fig.  6.  The  test  pipe  is  a  16-ft.  section 
of  standard  5-in.  steel  pipe  closed  at  the  ends  and  filled  with  gas 
engine  cylinder  oil.  It  contains  also  resistance  coils  which  serve 
as  an  electric  heater  and  a  stirring  device  for  keeping  the  oil  in 
circulation.  The  remainder  of  the  apparatus  consists  of  the  elec- 
trical instruments  for  measuring  the  energy  input,  a  small  electric 
motor  for  driving  the  circulating  propeller,  the  thermometers  for 
room  temperature,  and  the  thermo-couples  and  potentiometer  for 
measuring  the  temperature  of  the  pipe. 

30  The  fittings  closinc;  the  ends  of  the  large  pipe  are  welded  on 
to  prevent  the  oil  leaking  out.  At  one  end  the  pipe  is  closed  by  a 
cast  iron  cap  welded  to  the  pipe  and  at  the  other  a  flange  is  welded 
on  and  the  end  is  closed  by  a  blank  flange  bolted  to  the  other  with 
a  gasket  between.  This  blank  flaneje  has  screwed  into  it  the  stuffing 
box  for  the  shaft  of  the  circulatine  propeller,  two  insulated  terminals 
for  the  electric  leads  to  the  heating  coils  inside  and  a  nipple  leading 
to  an  overflow  pipe  which  receives  the  oil  expelled  by  the  expansion 
of  the  large  volume  of  oil  that  the  test  pipe  contains.  The  arrang- 
ment  of  the  stirrer  and  the  electric  leads  may  be  seen  in  Fig.  6,  and 
the  overflow  and  the  refilling  chamber  for  keeping  the  pipe^full  of 
oil  are  shown  in  Fig.  7. 

31  To  provide  for  the  hotter  circulation  ot  the  oil,  which  is 
necessary  for  uniform  temperatures  at  different  points  along  the 
pipe,  a  positive  circulatinj;  arrangement  was  used.  This  consists 
of  a  iK-in.  pipe  located  in  the  center  of  the  test  pipe  and  running 
its  entire  length,  except  for  a])out  2  in.  at  each  end.  In  one  end  of 
this  was  placed  a  screw  propeller  driven  by  a  motor  placed  outside 
of  the  test  pipe,  and  by  means  of  this  propeller  oil  was  forced  through 
the  small  pipe  and  it  had  to  flow  back  to  the  propeller  through  the 
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annular  space  between  the  two  pipes  where  it  came  in  contact  with 
the  heating  coils.  These  heating  coils,  made  of  nichrome  resistance 
wire,  are  four  in  number  and  are  arranged  symmetrically  around  the 
small  pipe  mentioned  above,  the  whole  being  supported  by  a  cast 
iron  frame  which  carries  porcelain  insulators  for  the  coils.  All  this 
is  shown  in  Fig.  6.  The  four  coils  are  connected  in  parallel,  one 
end  of  each  being  connected  to  one  of  the  terminals  in  the  front  end 
of  the  pii)e  and  the  other  to  a  copper  cable  which  runs  from  the 
other  terminal,  through  a  glass  tube  as  an  insulator,  to  the  back  of 
the  pipe. 

32  About  5  in.  at  each  end  of  the  t^st  pipe  is  covered  with 
sectional  85  per  cent  magnesia  1  in.  thick,  leaving  exactly  15  ft.  of 
the  central  portion  of  the  pipe  as  the  test  section,  which  will  ac- 
commodate 5  lengths  ot  standard  pipe  covering.  The  remaining 
surface  of  the  ends  is  covered  with  plastic  85  per  cent  magnesia  to  a 
depth  of  about  an  inch.  The  pi])e  is  suspended  in  a  horizontal 
position  by  wires  from  the  ceiling  attached  to  steel  bands  placed 
around  the  short  end  sections  just  d(»8cribed.  These  remained  in 
place  throughout  the  entire  series  of  tests,  and  the  only  covering 
changed  was  the  five  lengths  on  the  15-ft.  test  section. 

33  Since  the  covering  of  the  ends  was  the  same  for  all  the  tests 
of  one  inch  coverings,  some  means  of  corrcctmg  for  the  losses  through 
these  end  portions  had  to  be  devised.  The  device  used  in  measuring 
the  amount  of  this  correction  is  the  short  pipe  shown  at  the  lower 
left  hand  comer  of  the  upper  diagram,  Fig.  6.  It  is  an  exact  re- 
production of  the  permanently  covered  ends  of  the  test  pipe.  If 
the  15-ft.  test  section  already  mentioned  were  cut  out  and  the  two 
ends  of  the  test  \n]w  brought  together,  an  exact  duplicate  of  the 
short  pipe  would  result,  in  so  far  as  length,  area  exposed,  and 
character  of  coverinjj;  are  concerned.  This  similarity  is  very  notice- 
able in  Fig.  7.  Certain  changes  had  necessarily  to  be  made  in  the 
heating  coils  in  the*  short  i)ipe  and  the  circulating  pipe  was 
omitted,  but  outsid(*  the  likeness  was  exact.  All  parts  tending  to 
increase  the  heat  loss(^s  from  the  ends  of  the  test  pipe,  such  as  the 
stuffing  box  for  the  pr()i)eller,  the  insulated  terminals  for  the  electric 
leads,  the  overflow  pipe,  the  refilling  rcsersH)ir,  etc.,  were  reproduced 
in  the  short  pipe  as  nearly  like  those  on  the*  test  pipe  as  it  was 
readily  possible  to  make  them.  Therefore,  the  difference  between 
the  loss  from  the  test  i)ii)e  and  that  from  the  short  pipe  represents 
the  exact  loss  from  the  lo-ft.  section  covered  with  five  standard 
lengths  of  commercial  covering. 
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34  For  the  thickness  tests,  where  thicknesBes  up  to  3  in.  were 
ted,  the  ends  of  the  test  pipe  were  covered  with  double  standard 
ikness  of  85  per  cent  magnesia  covering,  and  the  short  pipe  was 
ered  in  the  same  way.  A  test  was  made  on  the  short  pipe  under 
se  conditions  and  the  new  end  correction  determined, 

35  The  power  required  to  drive  the  circulating  propeller  was 
remely  small,  as  compared  with  the  energy  supplied  to  the  heater 
8.  This  fact  would  justify  neglecting  it  entirely,  but  it  was 
med  better  to  take  account  of  it.  Fig.  8  ehoira  the  results  of 
eral  tests  on  the  power  consumed  by  the  oil  circulating  device 
various  temperatures  of  the  oil.     The  points  marked  o  are  those 

power  to  run  the  propeller  on  the  test  pipe  and  those  marked  z 


Pro.  7    View  op  Shout  Pipe  and  Front  End  or  Test  Pipe 

for  that  on  (he  short  pipe.  It  is  noticeable  that  the  power 
8unie<l  ill  rillicr  (;a.si'  is  the  same  within  the  limits  of  error  of 
isurement;  tlicrcforc,  the  error  which  would  be  introduced  by 
:lecting  fhr  hpiitiiip  olTcot  uf  stirring  the  oil  entirely  disappears  ia 

net  result,  which  is  the  difference  between  the  losses  from  long 
I  short  pipf's. 

36  The  thermo-couples  for  measurit^  the  temperature  of  the 
e  are  similar  t"  lliusc  il(>scribrri  in  a  pre%nous  section,  being  made 
copper  and  constimtan  or  advance  wire.  The  calibration  curve, 
;.  2,  applies  to  ttiesc  couples  as  well  as  to  those  used  in  making 

temperatury  gradient  determinations.     There  are  seven  of  these 
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couples  on  the  test  pipe  and  two  on  the  short  pipe.  They  are  placed 
on  the  top,  side,  and  bottom  of  the  pipe  as  shown  in  Fig.  6,  and  with 
this  arrangement  the  average  temperature  of  the  outside  of  the 
pipe  may  be  obtained  with  great  accuracy.  Each  couple  is  im- 
bedded in  the  metal  of  the  pipe.  A  shallow  hole,  just  large  enough 
to  admit  the  point  forming  the  junction  of  the  two  metals  of  the 
couple,  was  drilled  into  the  pipe,  and  after  insertion  the  steel  was 
forced  down  against  this  point  by  means  of  a  center  punch.  The 
absolutely  sure  metal  to  metal  contact  secured  in  this  way  reduced 
to  a  minimum  the  chances  for  a  drop  in  temperature  from  the  metal 
of  the  pipe  to  the  couple.  The  couple  leads  are  made  of  wires 
insulated  with  a  double  covering  of  silk,  and  the  portions  under 
the  pipe  covering  where  the  silk  would  be  damaged  by  the  heat 
are  further  protected  by  a  wrapping  of  asbestos  cord. 

37  The  potentiometer  used  for  measuring  the  e.m.f.  of  the 
couples  is  shown  diagrammatically  in  Fig.  6  and  in  the  foreground 
of  Fig.  9.  No  detailed  explanation  of  its  working  will  be  given 
here  since  this  may  be  found  in  any  advanced  text  book  on  physics. 

38  Direct  current  at  110  volts  was  used  to  supply  the  energy 
for  the  tests.  It  was  obtained  from  a  25-kw.  Curtis  turbo-generator 
in  the  Steam  Laboratory  of  the  University  of  Wisconsin,  and  as  the 
electric  heater  and  the  control  rheostats  were  the  only  load  on  the 
machine,  a  very  steady  voltage  was  maintained. 

39  In  Fig.  6*  is  shown  an  instrument  which  gave  warning  of 
fluctuations  of  voltage.  It  consists  of  a  solenoid  in  series  with  the 
heater  coils,  and  a  soft  iron  core  hanging  inside  the  solenoid  at  the 
short  end  of  a  balanced  lever.  If  the  voltage  goes  up  the  current 
increases,  and  the  solenoid  becoming  a  stronger  magnet  draws 
the  core  downward.  A  greatly  multiplied  upward  movement  takes 
place  at  the  tip  of  the  long  end  of  the  lever,  where  contacts  are  pro- 
vided for  the  ringing  ot  an  electric  bell.  In  opposite  maimer  if  the 
voltage  decreases  the  strength  of  the  solenoid  decreases,  the  core  is 
lifted  by  the  weight  of  the  lever  and  the  tip  moves  downward  until 
it  strikes  another  contact  and  rings  the  bell.  This  instrument  is  so 
sensitive  that  it  may  he  relied  upon  to  give  warning  of  a  change  of 
voltage  of  0. 1  volt  in  either  direction. 

40  For  regulating  the  current,  there  is  a  wound  wire  rheostat 
with  tliree  coils  which  may  be  used  either  all  in  parallel  with  a 
capacity  of  75  amp.  or  all  in  series  for  currents  less  than  25  amp. 
The  finer  adjustments  are  made  by  means  of  a  small  wire  rheostat 
in  series  with  a  lamp  bank  and  both  in  parallel  with  the  large  rheostat. 
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41  The  instruments  for  measuring  the  energy  to  the  pipe  are  a 
Weston  D.C.  voltmeter  and  a  \^'eston  D.C.  millivoitmeter  and 
shunt,  the  latter  combination  serving  as  an  ammeter.  These  inatru- 
ments  were  calibrated  at  the  Standards  Laboratory  of  the  Univeraity 
of  Wisconsm  and  found  to  be  very  accurate  in  their  readii^.  Fig.  9 
shows  all  the  control  apparatus  very  well. 

Method  of  Pebfobhino  the  Tests 

42  The  coverings,  before  beii^  tested  for  their  heat  insulating 
qualities,  were  placed  on  the  steam  pipe,  Fig.  3,  and  allowed  to 
dry  for  a  week.     Steam  in  the  pipe  was  kept  at  about  130  lb.  pres- 
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sure  throughout  that  time,  and  as  a  result  the  coverings  were  thor- 
oughly dry  when  placed  on  the  test  pipe.  Before  being  placed  each 
was  weighed  and  its  thickness  at  each  end  was  measured.  The 
thickness  so  measured  is  called  the  actual  thickness  in  the  tables. 
The  sections  were  fitted  carefully  so  that  all  joints  were  snug  and 
the  canvas  was  pasted  over  the  seams  in  the  same  manner  as  in 
power  plant  practice,  the  ]»aste  being  allowed  to  dry  thoroughly 
before  the  test  began.  The  circumferences  of  the  bare  pipe  and  of 
outside  of  all  coverings  were  measured  and  from  these  data  were 
calculated  the  apparent  thicknesses  of  the  coverings,  that  is  the 
distances  from  outside  of  pipe  to  outside  of  coverings.  Where 
the  covering  was  made  up  of  soft  sheets,  as  of  felt,  etc.,  pinned  to- 
gether, only  the  apparent  thickness  was  measured. 

43     A  comparatively  high  current  was  passed  through  the  pipe 
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until  it  was  heated  to  near  the  desired  temperature,  and  then  the 
current  was  lowered  to  such  a  value  as  would  just  hold  the  tem- 
perature of  the  outside  of  the  pipe  constant.  A  little  experimenting 
was  sufficient  to  show  approximately  what  power  input  was  neces- 
sary to  maintain  this  temperature.  The  current  was  then  adjusted 
to  such  a  value  as  would  make  the  power  input  just  a  little  greater 
than  the  estimated  value,  and  was  maintained  at  exactly  this  value 
for  a  period  of  several  hours.  If  the  first  estimate  was  nearly  ccorect, 
the  temperature  would  rise  slowly  for  a  while  and  then  become  con- 
stant at  some  point  at  which  the  tosses  were  exactly  equal  to  the 
electrical  input.     This  usuall}'  required  from  4  to  8  hr.  for  one-inch,  _ 


Fig.  9    View  or  iNSTRtMBNTs  and  Ei.ectbical  Control  Afpaka^js 

covering,  accordmg  to  the  correotiicss  of  the  preliminarj'  estimate. 
For  greater  thicknesties  longer  time  was  required,  up  to  24  hr.  for 
3-in.  thickness.  When  thts  teniperatur<?  had  remained  practically 
constant  for  an  liour,  readings  were  tuk(!n  of  pipe  temperature,  room 
temperature,  current  in  heater,  and  voltage  across  heater  tenninals. 
Then  the  current  was  diminialied  liy  aliout  half  an  ampere  and  the 
temperature  alloweil  to  fall  until  it  reaehe<l  a  value  where  the  losses 
were  just  eiiuul  to  this  smaller  amount  of  energj'  supplied,  and  read- 
ings were  taken  aa  Infore.  The  jiroduct  of  volts  and  amperes  gave 
the  energj'  in  watts  8U])plicd  to  the  heater.  To  maintain  that  cur- 
rent and  vi)Ha^c  fnr  imp  hour  required  an  equal  number  of  watt- 
hours,  anil  Uk;  vaUirs  uf  w:it1-lmury  witi."  transformed  into  B.t.U. 
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by  multiplying  by  3.413.  The  resulting  losses  in  B.t.u.  per  hour 
were  plotted  against  difference  l>etween  temperature  of  outside  of 
gipe  and  room  temperature.     Such  a  curve  is  shown  in  Fig,  10, 

44  The  advantage  of  approaching  the  desired  teniperature 
from  both  below  and  above  was  that  the  error  due  to  not  waitir  g 
long  enough  for  constant  conditions  would  cause  too  high  a  value 
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for  loss  at  the  given  temperature  in  the  first  case  and  too  low  a  value 
in  the  second.  If  these  values  checked,  that  was  an  indication  that 
conditions  were  constant  when  the  readings  were  taken;  il  they  did 
not,  then  the  corrt^ct  value  lay  somewhere  Iietween  the  two.  These 
duplicate  determinations  usually  checked  within  one  per  cent. 

45  If  the  preliminarj-  estimate  had  not  been  nearly  right  the 
temperature  might  have  either  risen  or  fallen  rapidly.  In  that  case 
the  current  would  have  been  regulated  down  or  up  as  the  case  re- 
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quired  until  a  point  was  reached  where  the  temperature  changed 
very  slowly,  and  here  the  current  was  maintained  until  the  tempen- 
ture  became  constant  and  readings  were  taken  as  belore.  If  the 
temperature  fell  slowly  at  the  start,  the  point  approached  from  above 
was  sometimes  taken  first  and  then  the  current  increased  by  about 
half  an  ampere  and  the  other  point  determined  as  already  desciibe*^' 


i 
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46  The  room  temperature  was  tuken  as  the  average  of  t\im 
readings  of  five  thermometers  at  different  [mints  in  the  room  anC 
all  about  equidistant  from  the  pipe.  These  were  shielded  frou- 
direct  radiation  from  the  pi)ie  l>y  paper  sereens  placed  between  then^ 
and  the  pipe,  so  that  they  registered  (lie  eoiTect  temperature  ot  t\\w 
air  in  the  room.  All  doors  iind  winiloMs  ol  the  room  were  kept  closet* 
liuring  the  tests  to  avoid  air  eurrenis  other  than  those  produced  h^ 
the  heated  jjipc  itself. 

47  It  has  already  liecii  pointed  out  that  the  scientific  metht^ 
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of  conducting  a  research  is  to  first  ascertain  what  variables  are 
likely  to  effect  the  results,  and  then,  keeping  all  constant  but  one,  to 
vary  that  one  between  wide  limits  to  observe  its  effect.  Each  of  the 
others  in  its  turn  is  treated  in  the  same  way. 

48    The  three  factors  most  important  in  determining  the  amount 
of  heat  that  will  be  transmitted  by  a  given  insulatii^  material  are 

(1)  the  character  of  the  material  or,  in  other  words,  its  conductivity; 

(2)  the  temperature  difference  between  its  two  boundaries,  and  (3) 
the  thickness  of  the  layer  of  material.  Two  others  oi  lesser  im- 
portance are  the  character  of  the  Surface  and  the  velocity  of  air 
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fanning;  that  surface.  These  last  two  were  kept  constant  during 
all  tests,  but  the  effect  of  varying  them  'with  all  other  conditions  con- 
stant was  not  dotormined.  This,  however,  is  contemplated  for  the 
near  future. 

49  The  character  of  materials  was  varied  while  temperature 
rai^e  and  thickness  were  kept  constant  by  making  tests  of  17  dif- 
ferent pipe  coverings  of  approximately  the  same  thickness  and  sub- 
jected to  the  same  temperatures.  The  effect  of  the  character  of  the 
material  is  shown  in  Fig.  15. 

50  Tests  were  made  at  pipe  temperatures  ran^i^  from  175  to 
■S75  deg.  fahr..  and  at  least  eight  or  ten  tests  were  made  on  each 
material-    This  was  varying  the  temperature  while  character  of 


944  PROPERTIES  OP   STEAM    PTPE    tWVERlNGS 

material  and  thickness  remained  the  same.  The  effect  of  tempera- 
ture in  the  losses  is  sliown  in  Figs.  11  to  15  and  Table  2.  The  excel- 
lent agreement  of  so  many  tests  on  the  same  covering  is  the  best  indi- 
cation of  the  accuracy  of  the  work, 

51  For  two  different  mat«rials  the  thickness  was  varied  from 
0  to  3  in.,  white  in  each  case  material  and  temperature  range  were 
constant.     The  effect  of  thickness  is  shown  in  Figs.  18  to  21. 

DESCRIPTION    OF   COVERINGS  TESTED 

52  All  the  coverings  tested  were  Ijought  on  the  open  market  and 
the  dealers  were  given  no  intimation  that  the  coverings  ordered  were 
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to  be  tested.     In  every  case  Khipnicut  wa-s  so  prom]»t  as  to  remove 
.  any  suspiciiin  that  the  order  was  filled  from  other  than  stock  ma- 
terial. 

53  A  brief  (lescrijitioii  vf  om-li  nf  the  26  coverings  tested  is 
given  below.  The  statniirnts  as  to  wliPlher  the  covering  was  recom- 
mended for  hiifh  or  low  profisiire  or  siiiicrheated  steam  pipes  were 
furnished  by  the  nLiniifiirturers  and  are  not  conclusions  drawn 
from  the  tests.  The  wcifflit  per  foot  in  each  case  is  understood  to 
mean  the  average  weight  per  lineal  foot  of  5  in,  covering,  and  the 
thickness  given  is  the  avenif^e  thiekness. 
1    J-M  85  Per  Vent  Magnesia.    A  molded  sectional  covering  for 
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use  on  high  pressure  steam  pipes.  Contains  85  per  cent  by  weight 
of  magnesium  carbonate  and  the  remainder  is  principally  asbestos 
fiber.     Weight  per  foot  is  2.92.1b.  and  the  thickness  1.08  in. 

II  J-M  Indented.  Made  up  of  layers  of  asbestos  felt  which  has 
in  it  indentations,  about  \]/i  in.  in  diameter  and  ^  in.  deep,  spaced 
very  close  to  each  other  in  staggered  rows.  Suitable  for  use  on 
pipes  Gontaming  high  pressure  steam.  Weight  per  foot  3.46  lb.  and 
thickness  1.12  in. 

III  J-M  Vitribestos.  An  asbestos  air  cell  covering  made  of 
alternate  layers  of  smooth  and  combated  vitrified  asbestos  sheets. 
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Z>>rrugations  are  about  J-.i  in.  deep  and  run  lengthwise  of  the  pipe. 
Recommencicd  for  use  on  high  pressure  and  superheated  steam  pipes 
*nd  for  stack  linings,  etc.  Weight  p.er  foot  4.05  lb.  and  thickness 
3.96  in. 

IV  J-Af  EuTcka.  For  use  on  low  pressure  steam  and  hot  water 
pipes.  Ma<Ic  of  '(-in.  of  asbestos  felt  on  the  inside  of  the  section 
and  the  balance  of  alternate  layers  of  asbestos  and  wool  felt.  Weigh 
4.60  lb.  per  ft.  an<l  is  1.04  in.  thick. 
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V  J-M  Molded  A^)estoa.  A  molded  Bectioa&l  covering:  foi  nn 
on  tow  and  medium  pressure  steam  pipes.  Made  of  asbestos  fibff 
and  other  fireproof  material.  Weight  per  ft.  5.53  lb.  and  thtckDOi 
is  1.25  in. 

VI  J-M  Wool  Felt.     A  sectional  covering  made  of  Isyen  cf 
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wool  felt  with  an  interlining  of  two  layers  of  asbestos  paper.  M» 
be  used  on  low  pressure  steam  and  hot  water  pipes.  Weight  p» 
ft.  2.59  lb.  and  thickm-ss  1.10  in. 

VII  Sall-Mo  Expanded.  A  covering  for  use  on  high  and  Ic 
pressure  steam  pipes.  Made  of  eight  layers  of  material,  each  co- 
sieting  of  a  smooth  and  a  corrugated  piece  of  asbestos  paper,  t^ 
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'ligations  being  so  crushed  down  to  form  small  longitudinal  air 
ces.    Weight  3.47  lb.  per  ft.,  and  thickness  1.07  in. 
VIII     Carey  Carocel.    Composed  of  plain  and  corrugated  as- 
tOB  paper   Srmly   bound   together.     Corrugations  are  approxi- 
.ely  }  in.  deep  and  run  lengthwise  of  the  pipe.     For  use  on 

PIPE  TEHPtRHTURE.  DEGREES  F*HREMME1T 
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iium  and  low  pressure  Bteam  pipes.  Weight  3.06  lb.  per  ft.  and 
;kne3S  0.99  in. 

IX  Carey  Serrated.  A  covering  for  use  on  high  pressure  steam 
ss.  Composed  of  successive  layers  of  heavy  asbestos  felt  having 
«ly  spaced  indentations  in  it.  Weight  5.66  lb.  per  ft.,  and 
;kne86  1.00  in. 

X  Carey  Duplex.  For  use  on  low  pressure  steam  and  hot  water 
s.     Made  of  alternate  layers  of  plain  wool  felt  and  corrugated 
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asbestos  paper  firmly  bound  together.  Corrugations  run  length- 
wise ot  the  pipe  and  make  air  cells  approximately  J^  in.  deep.  Weighs 
1.79  lb.  per  ft.  and  0.96  in.  thick. 

XI  Carey  85  Per  Cent  Magnesia.  A  covering  for  high  presaiire 
steam  and  similar  in  composition  to  No.  I.  Weight  per  foot  2.74  lb. 
and  thickness  is  1.10  in. 

Xri  SaU-Mo  Wool  Fell.  Similar  to  No.  VI  except  that  it  has 
no  interlining  of  asbestos  paper.  For  use  on  low  pressure  steam  and 
hot  water  pipes.     Weight  per  toot  3.73  lb.  and  thickness  is  1.01  in. 


4 
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XIII  Nonpareil  High  Pressure.  A  molded  sectional  covering 
consisting  mainly  of  silica  in  the  fonn  nf  diatomaceous  earth — the 
skeletons  of  microscopic  organisina.  For  use  on  high  pressure  and 
superheated  steam  pipes.  WViglis  2.iHi  lb.  per  ft.,  and  is  1.16  in. 
thick. 

XIV  J-^f  Asbestos  Fire  Fell.  Consists  of  asbestos  fiber  loosely 
felted  together,  fonning  a  lar^e  number  of  small  air  spaces.  For 
use  on  high  pressure  and  superhented  stouni  pijies.  Weight  per  ft. 
is  3.75  lb.,  and  thickness  0.9!)  in. 
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:V  J-M  Asbestos  Sponge  Felted.  Covering  ie  made  from  a 
felt  of  asbeatos  fiber  and  finely  ground  BpODge  fotminp-  a  very 
.ar  fabric.  Made  up  of  41  of  theae  sheets  per  in.  thickness  and 
saces  are  formed  between  the  sheeta  in  addition  to  those  in  the 
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18    Thickness-Savings  Chart  for  85  Per  Cbnt  Magnmia  Covbrinob 

itself.    Specially  recommended  tor  hidh  pressure  and  super- 
ted  steam  pipes.     Weight  per  ft.  4.04  lb.  and  thicknesB  1.16  in. 
XVI     J-M  Asbeslocel.     For  use  on  medium  pressure  steam  and 
.tinji  pipes,     ('onsists  of  iiltemate  sheets  of  corrugated  and  plain 
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Bsbestos  paper  formins  air  cells  about  i  in.  deep  that  run  uoukkI 
the  pipe.    WeifFht  pei  ft.  1.94  lb.,  and  thickness  1.10  in. 

XVII  J-M  Air  Cell.  Made  of  combated  and  plain  sheets  o 
asbestos  paper  arranged  alternately  so  as  to  form  air  cells  ab<»'«A 
yi  in.  deep  running  lengthwise  of  the  pipe.     For  use  on  medits^x: 
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pressure  steam  and  heating  pipes.     Its  weight  per  ft.  is  1.55 
and  thickness  is  1.00  in. 

XVIII     }4-I>i.  J-M  Plastic  85  Per  Cent  Magnesia.     For  use 
fittings,  valves,   irregular  surfaces,   boilur  coverings,  etc.     Si 
in  composition  to  the  sectional  85  per  cent  magnesia,  but  apptie 
the  form  of  a  cement  or  piaster.     Thickness  was  0.51  in.  for 
first  test,  and  weight  per  ft.  was  1.51  lli. 
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KIX     1-In.   J'M   Plastic   85   Per  Cent   Magnesia.     Thickneea 

in.,  weight  per  ft.  3.33  lb. 
KX     13-^-/n.  J-M  Plastic  85  Per  Cent  Magnesia.    Thickness 

in.,  weight  per  ft.  5.23  lb. 
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XXI  2-In.   J  M   PlasUc   85   Per   Cent   Magnesia.     Thickness 
9  in.,  weight  per  ft.,  7.4G  lb. 

XXII  3-/n.  .f-M  85  Per  Cent  Magnesia.     Consisted  of  the  two 
hes  of  plastic  covering  of  No.  XXI  and  one  standard  thickness 
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layer  of  sectional  covering  outside  of  that.    Thickness  3.24  in., 
weight  per  ft.  11.67  lb. 

XXIII  14-In.  SalUMo  Air  CeU.  This  coveiing  is  similar  in 
composition  and  uses  to  No.  XVII.  Its  thickness  is  0.51  in.  and  its 
wei^t  per  ft.  is  0.99  lb. 

XXIV  1-In.  Sail-Mo  Air  Cell.  Thickness  0.95  in.,  weight  per 
it.  1.57  lb. 

XXV  2-/n.  SaU^Mo  Air  CeU.  Thickness  1.86  in.,  weight  per 
ft.  3.58  lb. 

XXVI  3-In.  Air  CelL  Consisted  of  two  inches  of  SaO^Mo  and 
one  inch  ot /-Af  Air  CeU.     Thickness  3.04  in.,  weight  per  ft.,  6,661b. 
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DISCUSSION    OF   RESULTS 

54  The  results  of  the  test  on  hare  pipe  are  shown  in  Fig.  l(y 
The  total  loss  curve  is  plotted  directly  trom  the  data  obtaioed  during 
the  test.  The  ordinate  of  any  point  is  the  total  heat  loss  per  hour, 
which  is  the  equivalent  of  the  electrical  energy  required  to  maintain 
the  pipe  at  the  given  temperature,  and  the  abscissa  is  the  difference 
l>etween  pipe  temperature  and  room  temperature.  On  the  same 
sheet  is  plotted  a  cur\o  of  heat  losses  per  hour  from  the  short  pipe 
at  vaiious  temperature  differences;  this  curve  is  called  "end  correc- 
tion." The  difference  of  ordiitates  between  the  two  curves  at  any 
value  of  temi)erature  difference  gi\'es  the  net  heat  loss  per  hour  froiO 
the  15-ft.  length  of  bare  pipe.    This  net  loss  divided  by  the  tern- 
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peratiire  difference  and  the  area  of  test  section  (22.03  sq.  ft.)  gives 
the  heat  loss  per  degree  temperature  difference  per  sq.  ft.  per  hour. 

55  The  curve  of  net  heat  losses  per  degree  temperature  dif- 
ference per  square  foot  per  hour  is  shown  on  the  same  sheet  as  the 
total  loss  curves  but  to  a  much  larger  scale.  This  curve  shows  that 
the  heat  loss  per  degree  temperature  difference  is  far  from  being  a 
CQostant  at  all  temperatures  as  has  been  assumed  6r  implied  by  most 
former  investigators.  Most  of  their  tests  were  made  at  tempera- 
tures nearly  corresponding  to  the  saturation  temperature  at  100  lb. 
per  sq.  in.  gage,  and  the  results  plotted  to  the  same  scale  would  give 
points  near  the  curve  of  Fig.  10.  But  it  is  at  once  apparent  that  an 
error  of  about  100  per  cent  would  be  introduced  by  using  the  value 
determined  at  300  deg.  fahr.  for  500  deg.  fahr.  where  the  rate  of  loss 
per  degree  is  almost  twice  as  great. 

56  The  heat  losses  in  this  case  are  made  up  of  two  components, 
each  of  which  tends  to  cause  the  losses  to  increase  with  temperature 
at  a  much  more  rapid  rate  than  that  at  which  the  temperature  itself 
increases.  These  are  radiation  and  convection.  According  to 
Stefan's  Law,  the  radiation  varies  as  the  fourth  power  of  the  absolute 
temperature.  The  velocity  of  convection  currents  also  increases  /  v-j^ 
much  more  rapidly  than  the  temperature;  therefore,  a  combination 

of  these  two  effects  will  cause  the  resultant  losses  to  increase  with 
temperature  much  more  rapidly  than  does  temperature  itself. 

57  Figs.  11  to  14  inclusive  show  curves  from  tests  of  17  dif- 
ferent coverings  of  single  thickness,  i.e.,  about  one  inch.  The  data 
and  computations  for  each  of  these  tests  are  of  the  same  form  as 
those  for  the  bare  pipe  tests.  The  ordinate,  heat  loss  per  degree 
temperature  difference  per  square  foot  per  hour,  in  each  of  the 
figures  mentioned  above  refers  to  square  feet  of  pipe  surface  and 
not  of  covering  surface.  This  is  true  of  all  other  figures  in  which 
this  ordinate  appears  unless  it  is  specifically  stated  to  be  otherwise. 

58  If  the  transfer  of  heat  from  the  pipe  to  air  through  the  inter- 
vening layer  of  insulating  material  were  purely  a  case  of  heat  con- 
duction, the  transfer  of  heat  would  be  exactly  proportional  to  the 
first  power  of  the  temperature  difference  and  the  rate  curves  would 
be  straight  lines  parallel  to  the  temperature  axis.  But  they  slope 
upward  as  the  temperature  difference  increases,  being  in  that  respect 
similar  to  the  rate  curve  for  bare  pipe,  though  they  do  not  bend 
nearly  so  rapidly.  It  is  noticeable,  further,  that  some  are  nearly 
parallel  to  the  temperature  axis  and  that  others  slope  much  more 
rapidly.     The  reason  for  the  increase  in  the  rate  of  heat  flow  from 
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bare  pipe  has  already  been  explained,  and  in  a  measure  the  same 
explanation  applies  to  the  case  of  covered  pipe.  The  radiation  and 
convection  from  the  surface  of  the  coverii^  increases  at  a  more 
rapid  rate  than  the  temperature  as  the  pipe  is  heated  up.  But  the 
principal  reason  for  the  increase  in  the  rate  of  losses  in  the  case  of 
covered  pipe  is  within  the  coverii^  itself.  Where  the  air  spaces  in 
the  coverings  are  large,  heat  ia  transmitted  through  them  by  radia- 
tion and  convection  in  addition  to  the  beat  that  is  conducted  by  the 
solid  material,  and  as  already  explained  this  effect  of  radiation  and 
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convection  which  now  \b  within  the  covering  itself  increases  at  a 
more  ra]>id  rate  than  docs  the  temperature.  This  accounts  for  the 
greater  slope  of  the  rate  curves  for  air  cell  and  similar  coverings 
than  for  magnesia,  .liatomaceous  earth,  etc.  In  the  case  of  the 
latter  coverings,  the  increase  in  rate  of  loss  is  probably  due  only  to 
the  increased  radiation  and  convection  from  the  surface. 

59  According  to  Xusselt'  the  conductivity  of  many  poorly  con- 
ducting substances  increases  nearly  as  the  absolute  temperature 
instead  of  remaining  constant.  The  tests  described  in  the  present 
paper  establish  the  fact  that  the  conductivity  does  not  remain 
constant,  but  in  no  case  except  in  that  of  the  bare  pipe  did  it  increase 
quite  as  rapidly  as  the  absolute  temperature.     Conductivity  in  this 

'Zeit.  li.  Ver.  deuL  log.,  vol,  52,  p.  906. 
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sense  is  rate  of  heat  conduction  per  degree  temperature  difference 
per  square  foot  per  inch  thickness  per  hour,  i 

60  The  net  heat  loss  curves  from  all  the  tests  of  coverings 
1  in.  thick  are  assembled  in  the  form  of  a  general  summary  in  Fig.  15. 
From  the  curves  shown  in  this  figure,  one  can  tell  at  a  glance  what 
coverings  are  the  more  efficient  at  any  temperature.     Of  all  the 
coverings  tested,  the  four  best,  at  temperatures  of  200  to  600  deg. 
fahr.,  are  J-M  Asbestos-Sponge  Felted,  Nonpareil  High  Pressure, 
Carey  85  Per  Cent  Magnesia  and  J-M  85  Per  Cent  Magnesia,  rank- 
ing in  the  order  named  with  the  first  well  ahead  of  all  the  others.  ^ 
Those  losing  the  greatest  amount  of  heat  were  J-M  Vitribestos  and 
J-M  Firefelt.     The  first  of  these  latter  is   little  used  as  a  pipe 
covering,  being  employed  mostly  for  stack  linings,  etc.,  while  the; 
virtue  of  the  second  is  in  its  being  a  heat-proof  material  suitable  i 
for  use  as  the  layer  in  contact  with  a  pipe  carrying  superheated ' 
steam,  where  the  better  insulating  material  used  for  the  outer  layers ; 
could  not  stand  the  temperature  of  superheat. 

61  The  saving  in  dollars  per  year  due  to  use  of  covering  has 
been  calculated  for  each  of  the  coverings  tested  and  the  results 
appear  in  Table  2.  Also,  the  first  cost  of  the  covering  is  taken 
account  of  and  values  of  net  saving  and  per  cent  saving  on  invest- 
ment are  given  for  values  of  temperature  differences  of  from  1  to 
500  deg.  fahr.  The  saving  in  B.t.u.  per  degree  temperature  dif- 
ference per  square  foot  per  hour  was  first  found  for  each  temperature 
by  subtracting  from  the  bare  pipe  loss  at  that  temperature  the  loss 
from  covered  pipe  at  same  temperature.  Then  the  total  saving  per 
square  foot  for  a  year  of  365  twenty-four  hour  days  was  found  by 
multiplying  the  saving  per  degree  per  hour  per  square  foot  by  8760 
and  by  the  temperature.  The  cost  of  heat  was  taken  at  $0.30  per 
million  B.t.u.,  which  is  nearly  equivalent  to  $0.30  per  1000  lb.  of 
steam.  Using  this  value,  the  saving  in  dollars  per  square  foot  per 
year  was  computed.  The  first  cost  of  covering  was  ascertained  from 
the  manufacturers,  and  10  per  cent  of  list  price  was  added  for  erecting 
and  10  per  cent  more  for  painting.  The  cost  of  covering  per  year 
was  taken  as  14  per  cent  of  the  total  first  cost,  the  14  per  cent  in- 
cluding interest,  depreciation,  repairs,  insurance,  etc.  The  differ- 
ence between  the  total  saving  per  year  and  the  cost  of  covering  per 
year  is  the  net  saving  per  year. 

62  In  the  above  computations  the  period  of  effective  service  was 
assumed  to  be  the  same  for  all  the  coverings.  This  is  not  strictly 
in  accordance  with  the  facts,  but  for  the  single  thickness  coverings, 
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for  which  tboee  computations  were  made,  the  saving  due  to  the  u^^ 
of  covering  ie  bo  great  in  comparison  with  the  cost  of  the  materi^^ 
that  the  error  in  net  saving,  due  to  such  an  assumption  as  t>b« 
above,  is  negligibly  small.     However,  where  the  first  cost  is  great-^sst 
in  comparison  with  the  annual  saving,  as  in  the  case  of  thidc^^si 
coverings  than  those  mentioned  above,  the  durability  becomes  a  vev — y 
important  factor.   In  every  case  where  comparative  costs  of  differe'-^cr^t 
coverings  are  desired  the  cost  per  year  rather  than  the  first  n->  i^[ 
should  be  considered. 

63    Efficiencies  of  all  the  coverings  tested,  i.e.,  loss  from  coves 
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pipe  divided  by  loss  from  bare  pipe  of  same  area  and  temperat    ^»^'*. 
are  also  shown  in  Table  2. 

64  The  diita  in  Table  2  have  been  plotted  in  the  form  of  cur—  "V***. 
shown  in  Fig.  16,  for  the  first  three  coverings  tested.  The  reasoi^^  """ 
not  plotting  the  data  for  all  the  coverii^s  was  that  these  three  t.^-'**'^ 
serve  to  show  tliR  manner  in  which  saving  and  efficiency  vary  w^'^''*'' 
temperature,  und  little  would  be  gained  by  plotting  curves  to^^*" 
the  tests  unless  all  could  be  put  on  the  same  sheet.  This  would  »"' 
be  satisfactorj-  without  the  use  of  a  very  large  scale,  for  many  oE"  ""^ 
cur\'es  fall  veTy  near  each  other.     However,  all  the  data  have  fcjeen 
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computed  and  any  curve  desired  may  be  plotted  in  a  very  short  time, 
by  anyone  wishing  it. 

65  The  facts  brought  out  by  these  curves  are  that  the  eflSciency 
and  saving  increase  with  the  temperature  on  account  of  more  rapid 
increase,  with  temperature,  of  losses  from  bare  pipe  than  of  losses 
from  covered  pipe. 

66  The  results  of  tests  on  J^-in.,  1-in.,  2-in.,  and  3-in.  thick- 
nesses of  plastic  85  per  cent  magnesia  are  given  in  Fig.  17.  Fig.  18 
shows  the  variation  of  losses  with  thickness  at  temperature  dif- 
ference of  100,  300  and  500  deg.  fahr.  and  for  thicknesses  from 
0  to  5  in.  These  curves  were  plotted  from  data  calculated  from  the 
theoretical  equation  using  constants  determined  in  the  tests  herein 
described.  The  points  marked  o  are  values  from  the  actual  experi- 
ments and  they  fall  on  the  calculated  curves  with  remarkable  regu- 
larity except  at  the  3^-in.  and  3-in.  points.  However,  there  are 
good  reasoiis  why  these  should  fall  at  the  places  they  do  with  refer- 
ence to  the  curve.  The  J/^in.  thickness  cracked  and  checked  con- 
siderably when  heated  up  and  this  natiu-ally  decreased  its  insu- 
lating value,  so  that  the  values  of  losses  would  be  greater  than  those 
calculated  from  the  equation  which  made  use  of  conductivities 
obtained  at  greater  thicknesses  where  conditions  were  more  nearly 
uniform.  The  outer  one  inch  thickness  on  the  test  of  3-in.  covering 
was  not  plastic,  but  was  sectional  magnesia  covering  which  has  a 
lower  conductivity  than  the  plastic.  This  accounts  in  a  measure  for 
the  experimentally  determined  points  falling  below  the  theoretical 
curve.  In  view  of  their  close  agreement  with  all  the  other  points 
and  of  the  good  reasons  why  they  do  not  agree  with  those  for  J^ 
and  3-in.  the  theoretical  curves  may  be  considered  more  reliable 
than  curves  joining  all  of  the  points  would  be. 

67  Figs.  19  and  20  show  results  of  similar  tests  on  different 
thicknesses  of  air  cell  covering.  These  two  coverings,  magnesia 
and  air  cell,  were  chosen  because  of  their  being  representative  of  the 
two  diflferent  classes  of  materials,  i.e.,  those  with  very  small  air 
spaces  and  those  with  rather  large  air  spaces.  The  mathematical 
derivation  of  the  curves  for  variation  of  losses  with  thickness  could 
not  be  used  in  this  case;  for  the  conductivity  of  the  material  de- 
creased with  the  thickness  on  account  of  the  better  enclosing  of  the 
air  spaces  by  the  successive  layers  ol  covering.  Therefore,  the 
curves  were  drawn  through  the  average  of  the  points  determined  by 
experiment. 

68  The  net  saving  in  dollars  per  year  were  calculated  for  various 
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TABLE  2    DATA  ON  EFFICIENCIES  AND  SAVINGS  FOR  SINGLE  THICKNESS 

COVERINGS 
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thicknesses  of  J-M  Sectional  85  Per  Cent  Magnesia  at  temperature 
differences  of  100,  300  and  500  deg.  fahr.  This  was  done  in  exactly 
the  same  manner  as  already  described  for  single  thickness  coverings. 
The  variation  of  standard  list  prices  with  thickness  is  showTi  in 
Fig.  21.  These  values  were  used  in  computing  the  cost  per  year 
of  the  various  thicknesses  of  covering  and  results  are  given  in  Table  3. 
The  curves  for  net  savings  per  square  foot  per  year  in  Fig.  18  show 
rapid  increase  in  savings  as  the  thickness  is  increased  up  to  a  point 
of  maximum  savings  after  which  there  is  a  decrease  owing  to  the 
rapid  increase  in  cost  of  covering.  Fig.  18  shows  the  proper  thick- 
ness for  the  maximum  net  saving  at  any  temperature  difference 
from  0  to  500  deg.  fahr. 

69  The  chart  for  proper  thickness  mentioned  above  applied 
only  to  the  case  where  steam  costs  $0.30  per  1000  lb.  and  is  on 
365  days  in  the  year.  Fig.  22  is  a  chart  for  proper  thickness  of 
magnesia  covering  to  be  used  at  any  temperature,  any  price  of  steam 
and  any  number  of  hours  service  per  year.  The  chart  does  not 
show  values  for  length  of  service,  but  to  use  it  for  other  periods  than 
365  days  at  24  hours  a  day,  multiply  the  price  of  steam  by  the 
number  of  hours  per  year  the  steam  line  considered  is  in  service  and 
divide  by  8760  and,  using  the  result  as  the  price  of  steam  on  the 
chart,  find  the  proper  thickness. 

70  For  example,  suppose  that  the  steam  pressure  is  150  lb.  per 
sq.  in.  gage,  that  it  costs  $0.30  per  1000  lb.  generated,  and  that  the* 
line  is  in  use  12  hr.  a  day  and  9  months  out  of  the  year.  The  number 
of  hours  per  year  that  the  steam  is  on  is  therefore  2920,  or  ^  of  the 
time.  The  price  of  steam  to  be  used  on  the  chart  is  0.30  (2920/8760) 
=  $0.10.  The  temperature  of  the  pii)e  containing  steam  at  150  lb. 
gage  pressure  will  be  about  365  deg.  fahr.,  aad  assuming  a  room 
temperature  of  80  deg.,  the  temperature  difference  between  pipe  and 
room  will  be  285  deg.  Now  on  the  chart,  using  the  curve  for  steam 
at  $0.10  per  1000  lb.,  the  proper  thickness  corresponding  to  285  deg. 
temperature  difference  is  found  to  be  1 .5  in.  This  then  is  the  proper 
thickness  for  maximum  net  saving  under  the  given  conditions. 

MATHEMATICAL  TREATMENT  OF  HEAT  FLOW  IN  INSULATING 

MATEUIALS 

71  The  problem  of  insulating  objects  against  the  flow  of  heat 
is  one  which,  when  the  necessary  constants  are  known,  is  capable 
of  very  complete  mathematical  solution.  In  order  to  obtain  experi- 
mental data  on  all  thicknesses  of  coverings  that  might  be  used,  a 
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very  large  number  of  tests  would  have  to  be  made.  Therefore,  when 
mathematical  relations  have  beenjestablished,  and  thesis  proven  by 
experiment  to  be  correct,  the  making  of  an  almost  endless  number 
of  tests  is  entirely^unnecessary.  The  mathematical  treatment  can- 
not take  the  place  of  all  experimental  work,  since  the  conductivities 
of  the  materials  must  be  determined  by  actual  experiment;  but 
once  these  are  known,  further  tests  are  not  required  for  the  accurate 
determination  of  the  losses  from  any  thickness  whatsoever. 

72    In  the  case  of  flat  surfaces,  where  the  two  boundaries  of  the 


TABLE  3 


DATA  ON  EFFICIENCIES  AND  SAVINGS  OF  VARIOUS  THICKNESSES  OF 
85  PER  CENT  MAGNESIA  COVERING 
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B.t.u./Sq.ft./defl 

;.dif./hr. 
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Efficiency 

Total  Saving/yr. 
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0.300 
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0.528 
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2.148 
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90.4 
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3.016 
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0.851 
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4.0 

0.219 

0.206 

3.054 
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8.026.000 

2.408 

1.215 
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2.238 
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5.0 

,  0.192 

1 

0.181 
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94.4 

8,090,000 
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0.5     5.180 

0.895 

0.842 

4.338 

83.7 

1 
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5.0 
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21,880,000 

6.560  ! 
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insulating  material  are  parallel  planes,  the  application  of  the  mathe- 
matical treatment  is  very  simple.  In  this  case  the  quantity  of  heat 
conducted  is  given  by  the  equation 


Q  =  k^JzhAl 


[1] 


in  which  Q  is  the  quantity  of  heat  conducted,  Oi  and  0%  the  tempera- 
tures of  hotter  and  colder  surfaces  respectively,  x  is  the  thickness  in 
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in.  of  the  layer  of  material,  A  is  the  area  in  sq.  ft.  of  the  surface 
considered,  t  is  the  time  in  hr.  and  k  is  the  conductivity  of  the  ma- 
terial in  B.t.u.  per  degree  temp,  difference  per  sq.  tt.  per  in.  thick- 
ness per  hr.  The  reason  for  strange  mixture  of  feet  and  inches  in 
the  equation  is  the  irrational  definition,  in  the  English  units,  of 
conductivity,  since  in  it  the  square  foot  is  made  the  unit  of  area  and 
the  inch  the  unit  of  thickness. 

73    The  tests  of  pipe  coverings  now  under  discussion  involved 


TABLE  4    DATA  ON  NET  SAVINGS  AT  VARIOUS  THICKNESSES  OF  86  PER  CENT 
MAGNESIA  COVERING  FOR  STEAM  AT  SO.IO  AND  SO^  PER  1000  LB. 
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cylindrical  surfaces  rather  than  flat  ones,  so  that  a  more  extensive 
explanation  will  be  made  of  this  class  of  problems.  The  rate  of  heat 
flow  is  given  by  the  equation 


w,= 


kidi-dt) 


r  (loge  r,-loge  r,") 


[2] 


in  which  Wi  is  the  rate  of  heat  flow  per  sq.  tt.  of  pipe  per  hr.;  A;  is  the 
conductivity;  0i  and  O2  are  the  temperatures;  ri  and  ra  are  the  radii 
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of  the  inner  and  outer  surfaces  of  the  covering  respectively,  and  r  is 
the  outside  radius  of  the  pipe.  The  derivation  of  this  equation  is  not 
nearly  so  simple  as  that  of  equation  [1],  since  it  consists  of  the 
application  of  Fourier's  conduction  equation  to  the  steady  state  with 
flow  of  heat  in  two  directions;  but'  the  entire  equation  is  rational 
and  contains  nothing  of  empirical  nature  except  the  conductivity,  A:, 
which  must  be  determined  by  experiment. 

74  The  data  obtained  from  the  tests  just  described  form  an 
excellent  basis  for  the  calculation  of  these  conductivities.  The 
values  of  B.t.u.  loss  per  degree  temperature  difference  between  pipe 
surface  and  air  per  square  foot  per  hour  cannot  be  taken  at  once  as 
the  conductivities  because  the  thicknesses  were  not  exactly  1  in., 
smd  in  the  case  of  conductivity  the  temperature  difference  consid- 
ered is  that  between  inner  and  outer  surfaces  of  covering.  The  con- 
ductivity may  then  be  calculated  by  solving  equation  [2]  for  A;. 

*^= 0;zr^ • 13] 

In  this  equation  everything  is  known  except  62,     Now  the  loss  per 
square  foot  of  outside  surface  oi  the  covering,  TF2,  is  a  function 
of  the  temperature  difference  between  the  outside  surface  of  the 
covering  and  the  air  in  the  room. 
That  is 

W2=F(e2-er) [4] 

or 

^2-^r=/(»'2) [5] 

and 

62=0,4-/ (W2) [6] 

,      PFirGoge  ra-logen)  ^ 

Or-e.-fiw,)     i'^ 

W,  =  ^\\\ [8] 

75  The  value  of  /  (W2)  cannot  easily  be  expressed  mathemati- 
^jally,  and,  as  it  stands,  the  above  transcendental  equation  [7]  cannot 
\ye  solved.     However,  in  order  that/  {W2)  might  be  evaluated  a  series 
ot  tests  was  made  in  which  the  relation  between  losses  per  square 
foot  of  outer  surface  of  covering  per  hour  and  the  difference  in  tem- 
perature between  that  of  outside  of  covering  and  that  of  room 
^as  ascertained.     Six  different  coverings  of  the  most  diverse  con- 
ductivities were  tested,  and  the  results  from  all  six  were  essentially 
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the  same,  which  shows  that  the  rate  of  heat  loss  from  a  surface  in 
contact  with  air  depends  upon  the  character  of  the  surface  and  the 
temperature  difference  between  the  surface  and  the  air,  and  not 
directly  upon  the  conductivity  of  the  material  beneath  the  surface. 
But  the  temperature  difference  just  mentioned  depends  upon  the 
conductivity,  since  the  heat  that  is  lost  must  come  through  the 
covering;  therefore  the  temperature  of  the  surface  will  be  mwn- 
tained  at  some  point  just  high  enough  above  the  room  temperature 
to  bring  about  the  dissipation  of  the  given  amount  of  heat.  The 
above  must  not  be  misconstrued  to  mean  that  the  character  of 
material  has  no  effect  on  the  amount  of  heat  that  will  pass  through 
the  covering,  because  the  temperature  difference  between  the  sur- 
face of  the  covering  and  the  surrounding  air  will  be  higher  for  the 
ones  losing  the  greater  amounts  offbeat  and  vice  versa.  The  data 
for  these  tests  appear  in  Table  5  and  the  same  are  plotted  in  Ibe 
form  of  a  curve  in  Fig.  23. 

76  Some  of  the  above  tests  were  made  on  a  pipe  heated  by  steam 
and  some  on  one  heated  by  electricity,  and  no  difference  whatsoever 
was  observed  in  the  results.    This  shows  conclusively  that  what  a 
pipe  contains  makes  absolutely  no  difference  in  the  amount  of  beat 
lost,  provided  the  temperature  of  the  pipe  surface  is  the  same  i^ 
each  case. 

77  The  curve  in  Fig.  23  is  perhaps  the  most  valuable  of  all  tfc^ 
results  contained  in  this  paper.     It  not  only  removes  the  princip^^ 
obstacle  in  the  way  of  mathematical  treatment  of  heat  insulat;!^^ 
problems,  but  it  forms  also  a  new  basis  for  approximate  tests  on  p^P^ 
coverings.     In  order  to  find  out  the  losses  from  any  pipe  coveri'^S 
having  its  surface  finished  with  white  canvas,  all  that  is  necessax^""  1^ 
to  place  a  thermometer  under  the  canvas  and  another  in  the      ^^^ 
4  or  5  ft.  from  the  pipe;  take  the  difference  between  the  two  tf^'^' 
perature  readings  and  on  the  curve  find  the  corresponding   1<-^^* 
Such  a  test  might  give  results  as  much  as  5  per  cent  in  error  dix^    *^ 
the  chances  of  not  getting  the  average  temperature  difference    ^^^^ 
closer  than  that,  but  at  that  it  would  be  accurate  enough  for  &o  ^^^^ 
purposes. 

78  The  investigation  of  the  relation  of  losses  from  covef^"^^ 
surfaces  and  temperature  difference  between  such  surfaces  and    '^"^ 
surrounding  air  throws  some  light  on  the  question  of  the  eSect'    ^^ 
finishing  insulated  surfaces  with  planished  iron,  etc.,  which  quest  *<^^ 
has  been  much  discussed  and  little  imderstood  up  to  the  pre3^^^- 
The  planished  surface  would  radiate  less  heat  at  the  same  t^^' 
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perature  than  would  a  dull  canvas  surface,  but  since  more  heat  would 
come  through  the  covering  than  it  could  radiate  at  that  temperature 
the  surface  would  heat  up  to  a  higher  temperature  than  if  it  were 
canvas;  and  as  it  heated  up  the  temperature  difference  between 
inner  and  outer  surfaces  of  covering  would  be  correspondingly  de- 
creased due  to  the  heating  up  of  the  cooler  one.  Therefore,  it  is 
quit€  apparent  from  equation  [2]  that  there  would  be  a  decrease  in 
the  amount  of  heat  transmitted.  The  resulting  conditions  then 
would  be  a  higher  siu^ace  temperature  and  less  heat  transmitted  in 
the  case  of  the  planished  surface  than  for  canvas  surface. 

79  Below  is  given  an  example  of  the  computation  of  the  con- 
ductivity, fc.  The  material  is  J-M  85  Per  Cent  Magnesia;  tempera- 
ture difference  between  pipe  surface  and  air  is  300  deg.  fahr.;  thick- 
ness of  covering,  1.13  in.;  outside  diameter  of  pipe,  5.6  in.  The  rate 
of  heat  loss  per  degree  temperature  difference  per  square  foot  per 
hour  is  found  from  Fig.  15  to  be  0.455  B.t.u.  Therefore,  Wi,  the 
total  loss  per  sq.  ft.  per  hr.,  is  equal  to  300X0.455=136.5 
}F2  =  136.5X2.8-?-(2.8+1.13)  =  97.2  B.t.u. 

80  From  the  curve,  Fig.  23,  the  temperature  difference  be- 
tween outer  covering  surface  and  air  corresponding  to  a  loss  of 
97.2  B.t.u.  is  65  deg.  Therefore,  the  temperature  difference  between 
inner  and  outer  covering  surfaces  ip  (300 — 65)  =  235  deg. 

j^_Wir  (loge  n-loge  Tj) 
01-02 

136.5X2.8  (loge  3.93-loge  2.8 

235 

=  0.551 

The  conductivity  of  J-M  85  Per  Cent  Magnesia  at  300  deg. 
temperature  difference  is  therefore  0.551  B.t.u.  per  deg.  temp,  differ- 
ence per  sq.  ft.  per  in.  thickness  per  hr. 

81  Conductivities  have  been  calculated  at  300  deg.  temp, 
difference  (pipe  temperature — room  temperature)  foi  all  of  the 
coverings  tested.     The  values  are  given  in  Table  6. 

82  Table  6  is  the  best  basis  on  which  to  compare  coverings, 
because  here  all  differences  due  to  different  thicknesses  are  done 
away  with  and  the  coverings  may  be  compared  under  exactly  the 
same  conditions.  If  conductivities  at  other  temperatures  are  de- 
sired, they  may  be  calculated  from  the  data  in  Fig.  15  and  using  the 
ciu've  Fig.  23. 
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83    For  finding  the  heat  loss  through  any  thickness  o(  my 
material  of  which  the  conductivity  is  known,  and  at  any  tempera- 


ture (liiTcrfuoc  lirtwecn  jiipc  and  room  up  to  500  deg.  fahr.,  a  modifica- 
tion of  equation  [2]  may  l)c  used. 


L.   h.   MC  MlLLAN  367 

*     ri  (loge  ra-loge  rO 

This  equation  involves  two  unknown  quantities,  and  while  it  may 
be  expressed  entirely  in  terms  of  one  of  them, 

fe  [,,-,,-;  (TT,)) 

r2  (logc  r,-loge  fi) 

the  expression  is  still  not  capable  of  solution  by  the  ordinary  mathe- 
matical operations,  since  the  function  of  W2  is  one  not  easily  expressed 
in  mathematical  terms.  However,  equation  [10]  may  be  solved 
readily  by  trial,  using  the  curve  in  Fig.  23  as  the  means  of 
evaluating/  (TF2). 

84  For  example,  let  it  be  required  to  find  the  heat  loss  per 
square  foot  of  pipe  surface  per  degree  temperature  difference,  be- 
tween pipe  surface  and  air,  per  hour  if  a  pipe  of  5.6  in.  outside  diam- 
eter is  covered  with  3  in.  thickness  of  a  material  whose  conductivity 
is  0.587,  and  is  maintained  at  a  temperature  of  380  deg.  fahr.  when 
room  temperature  is  80  deg.     Then  from  equation  [10] 

^         0.587  [380-80-/ (TTa)] 
'     (2.8+3)  (loge  5.8-loge  2.8) 

Now  assume  that  /  {W2)  =  20  deg.  Then  W2  from  Fig.  23  =  25.5 
B.t.u.  But  W2  from  equation  [10]  =0.139  (300— 20)  =  38.9  B.t.u. 
The  lack  of  agreement  between  these  values  of  W2  shows  that/  (W2) 
should  have  been  taken  at  a  value  greater  than  20  deg. 

85  /  (1^2)  =  30  gives,  from  Fig.  23,  W'2  =  39.5  B.t.u.  and  trom 
equation  [10],  W^2  =  0.139  (300— 30)  =  37.5  B.t.u.  This  time/  {W2) 
was  taken  a  little  too  large,  and  a  few  more  trials  show  the  correct 
value  to  be  28.8  deg.  Then  ^2  =  0.139  (300— 28.8)  =37.7  B.t.u. 
and  from  equation  [8]  }Fi  =  (5.8^2.8)  X37.7  =  78.1  B.t.u  Loss  per 
square  foot  per  degree  temperature  difference  between  pipe  surface 
and  air  in  room,  per  hour  =  78. 14-300  =  0.260  B.t.u. 

86  The  trial  solutions  as  outlined  above  may  be  made  very 
quickly  with  the  aid  of  a  slide  rule,  and  the  results  obtained  are 
quite  as  accurate  as  if  the  solutions  were  made  by  use  of  the  ordinary 
processes  of  mathematics. 

CONCLUSION 

87  In  conclusion  it  may  be  said  that  in  most  cases  it  pays  to 
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use  the  best  commercial  pipe  covering  obtainable;  because  where  the 
material  is  paid  for  many  times  over  during  the  first  year  by  the  sav- 
ing effected  by  its  use,  the  first  cost  loses  much  ot  its  weight  as  a 
determining  factor  in  the  selection  of  type  of  covering  to  be  used.  In 
view  of  the  results  of  the  thickness  tests,  it  is  a  deplorable  fact  that 
few  steam  lines  at  the  present  time  are  provided  with  thick  enough 
a  covering  for  the  greatest  net  saving.  However,  where  fuel  is 
cheap  and  the  lines  are  in  use  only  a  small  percentage  of  the  time, 
the  cheaper  coverings  have  their  advantages.     Also  there  are  places, 


TABLE  6    CONDUCTIVITIES  OF  PIPE  COVERINGS  AT  300  DEGREES  TEMPERATURE 
DIFFERENCE  BETWEEN  PIPE  SURFACE  AND  ROOM 


No. 


Kind  of  Covering 


Conductivity 


J-M  86  Per  Cent  Magnesia. . 

J-M  Indented 

J-M  Vitribestofl 

J-M  Eureka 

J-M  Molded  Asbestoe 

J-M  Wool  Felt 

Sall-Mo  Expanded  Asbestos. . 

Carej-  Carocel 

Carey  Serrated 

Carey  Duplex 

Carey  85  Per  Cent  Magnesia. 

8all-Mo  Wool  Felt 

Nonpareil  High  Pressure 

J-M  Asbestos  Fire  Felt 

J-M  Asbestos  Sponge  Felted. 

J-M  Asbestos  Cell 

J-M  Air  Cell 


Plastic  85  Per  Cent  Magnesia. 


Sall-Mo  Air  Cell. 


0.551 
0.686 
1.087 
0.540 
0.778 
0.521 
0.508 
0.540 
0.682 
0.636 
0.546 
0.510 
0.543 
1.093 
0.468 
0.596 
0.718 

0.587 

0.802 


as  on  some  heating  systems,  where  the  heat  lost  through  the  cover- 
ings is  not  wasted  and  the  object  of  covering  the  pipes  at  all  is  to 
keep  tunnels,  etc.,  cool  enough  that  men  may  work  in  them.  There- 
fore, a  careful  study  of  conditions  is  necessary  before  a  certain  type 
of  covering  can  be  recommended  for  a  given  piece  of  work.  However, 
it  is  hoped  that  the  data  given  in  this  paper  will  be  of  assistance  to 
engineers  in  deciding  upon  tlu^  material  to  be  used  under  certain 
conditions,  and  in  caloulatiiig  heat  losses  on  installations  already 
in  use. 

88  The  durability  of  materials  used  for  ])ipe  coverings  is  a  very 
important  factor  in  determining  the  most  economical  covering  for 
a  given  set  of  conditions.     It  has  already  been  pointed  out  that  the 
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proper  basis  for  comparing  costs  was  the  cost  per  year  and  not  the 
first  cost  of  the  material.  This  is  true  because  the  covering  giving 
the  greatest  length  of  service  for  a  given  first  cost  and  efficiency  is 
obviously  the  one  to  select.  In  general,  fibrous  coverings  are  more 
durable  than  the  molded  forms;  since  the  latter  tend  to  revert  to 
their  original  powdered  state  due  to  vibration  and  rough  usage, 
while  those  made  ot  fibrous  material  firmly  felted  together  show  no 
such  tendency. 

89  The  author  wishes  to  acknowledge  the  valuable  assistance 
in  the  way  of  advice  and  suggestions  of  Prof.  William  Black,  Prof. 
L.  R.  Ingersoll,  and  Prof.  E.  M.  Terry  of  the  University  of  Wisconsin, 
and  Prof.  A.  G.  Christie  of  Johns  Hopkins  University 

DISCUSSION 

Leonard  Waldo.  I  doubt  whether  even  the  author  is  aware 
of  the  great  importance  of  his  timely  discussion  of  this  subject.  Of 
late  years  there  have  developed  new  uses  for  steam  under  pressure 
developing  mechanical  power  at  distances  from  the  point  of  steam 
generation ;  for  instance,  the  application  of  steam  to  the  atomization 
of  oil  in  open  hearth  furnaces,  where  it  is  necessary  to  retain  the 
full  pressure  power  of  the  steam,  and  where  it  has  usually  to  be 
conducted  through  transmission  lines  over  long  distances.  In  this 
use  it  is  essential  that  no  loss  of  terminal  pressure  power  takes  place 
from  heat  losses  in  the  steam  with  consequent  pressure  lowering  at 
the  colder  steam  exits. 

In  this  paper  the  very  high  insulating  materials  are  not  referred 
to.  Infusorial  earth,  used  at  times  in  the  insulation  of  large 
furnaces,  has  a  transmission  power  of  14  ^^^t  of  the  magnesia  used 
in  the  tests  described.  There  are  better  insulating  materials  con- 
sidered from  the  insulating  standpoint  alone  than  those  mentioned 
in  the  paper,  but  the  ability  to  transfer  from  the  data  given  here 
to  the  conditions  of  practice  in  individual  cases  is  of  great  value. 

F.  M.  Parmer.  At  the  Electrical  Testing  Laboratories  we 
recently  completed  a  series  of  tests  of  this  character  on  about  30 
pipe  coverings.  We  used  the  Stott  method,  which  I  think  the 
author  will  agree  is  of  the  same  accuracy  as  the  method  he  used 
and  much  simpler,  although  the  matter  of  making  extended  tests 
is  a  question  of  having  the  necessary  large  current  available.  A 
2-in.  bare  pipe  heated  to  a  temperature  of  only  about  350  deg. 
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required  approximately  1500  amperes,  showing  that  a  large  eurrent 
source  is  one  of  the  obstacles  to  the  use  of  this  method  for  the  larger 
sizes  of  pipe. 

Only  one  of  our  coverings  can  be  assumed  identical  with  one 
of  those  tested  by  Mr.  McMillan.  In  that  one  case  we  obtained  the 
same  so-called  efficiencies  within  about  one  per  cent.  However,  onr 
actual  values  on  both  the  bare  pipe  and  the  covered  pipe  were  of 
the  order  of  10  or  12  per  cent  higher,  a  difference  which  we  ascribed 
to  the  size  of  pipe  used.  We  made  the  bare  test  on  a  2-in.  pii>e  and 
the  covered  test  on  a  3-in.  pipe. 

Dr.  Kennelly,  in  some  of  his  work  on  heat  losses  from  very 
small  rods,  quoted  Professor  Boussinesq  as  concluding  that  the  con- 
nection losses  varied  inversely  with  the  square  root  of  the  diameter. 
If  that  law  holds  for  large  diameters,  it  would  fully  account  for  the 
difference  between  the  author's  results  and  ours. 

Herbert  N.  Dawes.  This  paper  indicates  much  careful  work 
and  observation  and  contributes  some  very  valuable  data. 

The  question  of  the  permanency  of  the  various  coverings  is 
touched  upon  but  lightly.  Apparently  no  tests  have  been  made 
upon  coverings  after  they  have  been  in  actual  service  for  some  time. 
Some  tests  of  this  sort  were  made  by  Prof.  C.  L.  Norton  several 
years  ago  at  the  Massachusetts  Institute  of  Technology.  Some 
sections  of  85  per  cent  maj?nesia  covering  which  had  been  on  a 
steam  line  in  a  tunnel  for  eisrht  years  were  tested  and  found  to  be 
a  fraction  of  1  per  cent  more  efficient  than  the  new  covering  of  the 
same  make  and  thickness.  This  difference  was  probably  due  to  the 
extreme  dryness  of  the  sample  which  had  been  so  long  in  use.  Other 
coverings  which  had  been  in  service  for  a  number  of  years  were 
t(»stod  and  their  efficiency  had  dropped  varying  amounts. 

In  twenty  years'  experience  with  insulating  materials  of  various 
kinds,  I  have  seen  some  cover  in  <rs  which  have  deteriorated  very 
much  after  a  few  years'  service,  in  some  cases  so  much  so  that  there 
was  not  enough  material  left  upon  which  to  make  any  test. 

The  temperatures  frequently  used  today  in  superheated  steam 
lines  are  sufficient  to  drive  the  water  of  combination  out  of  asbestos 
fiber,  and  of  course  make  the  use  of  wool  fiber  impossible.  The 
effect  of  these  temperatures  on  the  asbestos  fiber  is  to  cause  a  break- 
ing: up  and  powdering,  particularly  in  the  presence  of  pipe  vibra- 
tion. Another  practical  point  that  should  be  considered  is  the 
effect  of  moisture  from  steam  leaks  or  submersion.    Along  this  line 
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I  have  found  that  coverings  of  molded  form,  such  as  85  per  cent 
magnesia,  have  been  less  damaged  at  least  as  regards  future  effi- 
ciency, than  those  made  up  of  wool  or  asbestos  fiber.  I  have  there- 
fore to  take  issue  with  Mr.  McMillan  on  his  statement  that  fibrous 
coverings  are  the  more  permanent.  They  certainly  do  not  compare 
favorably  with  85  per  cent  magnesia  covering. 

Another  point  of  great  importance  to  be  considered  in  selecting 
a  pipe  covering  is  the  possibility  of  re-u3e,  either  for  application 
in  the  same  sectional  form  or  in  the  form  of  plastic.  Fibrous 
coverings,  for  instance,  if  once  badly  damaged,  cannot  be  used  again. 
On  the  contrary,  some  of  the  molded  coverings  such  as  85  per  cent 
magnesia  can  be  pounded  up  and  reapplied  as  plastic,  and  are  thus 
more  or  less  permanent. 

A  factor  affecting  the  efficiency  of  a  pipe  covering  is  the  care 
of  application.  It  has  been  found  that  a  covering  carefully  ap- 
plied and  the  same  covering  applied  in  a  casual  manner  may  show 
a  difference  of  over  one  per  cent  in  efficiency. 

The  proportion  of  surfaces  to  be  covered  which  must  be  treated 
with  a  plastic  rather  than  a  sectional  covering  is  a  factor  of  interest. 
With  85  per  cent  magnesia  covering,  the  plastic  is  of  the  same 
composition  as  the  sectional,  and  hence  of  practially  equal  insulating 
value.  When  other  types  of  covering  are  used,  particularly  those 
of  a  fibrous  nature,  the  plastic  has  to  be  of  a  different  composition, 
and  this  affects  the  efficiency  of  the  entire  insulation  equipment  in 
a  substantial  manner. 

As  the  difference  in  nonconducting  efficiency  of  several  of  the 
better  coverings  as  shown  by  Mr.  McMillan's  figures  is  very  slight, 
it  seems  some  of  the  practical  points  I  have  spoken  of  are  really  of 
more  importance  in  determining  the  kind  of  covering  to  use  on 
most  steam  installations. 

A  large  number  of  the  coverings  tested  by  the  author  seem  to  be 
the  manufacture  of  one  concern.  There  are  at  least  five  different 
makes  of  85  per  cent  magnesia  covering  on  the  market,  and  in  these 
tests  but  two  were  measured. 

It  would  be  interesting  to  know  whether  the  author  has  made 
any  investigation  of  the  temperature  drop  in  superheated  steam 
lines  at  different  velocities.  Some  reliable  information  on  this  sub- 
ject would  be  most  useful  in  solving  insulation  problems  in  connec- 
tion with  superheated  steam  insulation. 

Arthur  M.  Greene,  Jr.   (written).     Last  year  we  performed 
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experiments  on  85  per  cent  magnesia  and  Nonpareil  High  Pressure 
covering  and  found  a  slight  advantage  for  the  latter,  as  the  author 
has  found,  but  for  our  range  from  about  220  to  320  deg.  fahr.,  we 
found  a  much  smaller  change  in  the  value  of  ft.  Our  results  gave 
the  value  of  ft  as  a  constant. 

It  must  be  remembered  that  if  ft  varies  with  the  temperature 
difference,  the  expression 

X 

gives  on  solution  values  of  ft  which  is  now  not  the  coefficient  of  con- 
duction but  the  value  ot  Q  x  -r-  {By^  —  62)  A  t.  This  quantity  may 
be  used  in  computing  heat  losses  if  its  value  is  known  for  different 
values  of  temperature  differences.  It  is  of  distinct  value,  but  it  is 
not  a  true  constant  of  conduction.  The  value  of  the  constant  might 
be  found  by  using  an  expression  of  the  form 

If  this  could  be  investigated,  valuable  information  might  be  ob- 
tained. 

P]quation  [2]  is  apparently  derived  from 

hut  it  might  be  well  to  state  the  origin  of  the  expression.  I  think 
the  term  r  outside  the  bracket  should  have  a  subscript  and  should 
be  r..,  and  that  ^^\  should  be  W^,  since  it  corresponds  to  the  heat 
through  the  area  at  the  outside.  If  it  is  the  heat  at  the  inside,  r 
should  be  r^. 

The  writer  has  not  checked  over  the  cost  problems  and  monetary 
efficiencies,  but  would  like  to  point  out  the  importance  of  remember- 
ing that  these  results  only  hold  for  the  assumed  cost  data  and  as- 
sumed rates  of  interest,  depreciation,  taxes  and  insurance. 

It  is  hoped  that  the  author  may  carry  his  investigations  one  step 
farther  and  use  one  and  the  same  coverinj^'  on  from  three  to  five 
different  diameters  of  pipe,  with  say  three  difl'erent  thicknesses  of 
covering  on  each.  There  may  be  eertain  relations  between  the  inner 
and  outer  surfaces  at  dill'erent  radii  which  may  affect  the  result.  If 
this  is  not  necessary,  then  the  simpler  methods  used  by  Knoblauch 
or  by  Nusselt  with  flat  dises  of  ]nnt<*rials  would  be  the  better  way 
to  determine  values  of  the  quantity  ft. 
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L.  B.  Inqersoll^  (written).  I  am  very  glad  to  note  that  the 
author  has  applied  the  mathematical  formulas  for  heat  conduction 
in  his  paper,  for  by  the  judicious  use  of  theory  in  connection  with 
experimental  results,  a  piece  of  work  of  this  sort  is  made  vastly 
more  effective  than  otherwise.  It  is  not  practicable  to  cover  by 
experiment  all  the  possible  variations  of  size,  thickness,  etc.,  which 
enter  into  a  problem  of  this  kind,  and  the  use  of  such  well-grounded 
formula  as  those  of  head  conduction  to  fill  the  gaps  left  by  experi- 
ment and  to  extend  the  results  is  eminently  desirable. 

As  I  have  pointed  out  in  a  former  paper^  it  is  a  little  unfortunate 
that  the  engineers  have  adopted  a  unit  for  the  measurement  of  heat 
conductivity  which— because  of  its  inconsistency  in  using  two  dif- 
ferent units  of  length,  i.e.  the  inch  and  (sq.)  foot— makes  it  diflScult 
to  apply  heat  conductivity  formulae  to  any  but  the  simpler  cases. 
With  the  general  adoption  of  the  metric  units  will  come  an  incen- 
tive to  a  wider  application  of  theory  to  experiment  along  these  lines 
than  has  existed  heretofore. 

C.  M.  Sames.^  The  values  in  the  curve  of  Fig.  23  may  be  ob- 
tained from  the  empirical  equation 

./w.       328W,-220 

T  Vrra;  -       VV2  +  39O 

Substituting  this  value  of  /(W2)  in  the  equation  of  Par.  84,  W^ 
may  be  obtained  directly  by  solving  the  resulting  quadratic,  instead 
of  by  the  trial-and-error  method  of  Par.  85. 

The  Author.     Replying  to  Dr.  Waldo's  remarks,  the  author 
believes  that  it  would  be  highly  desirable  to  have  tests  made  on 
infusorial  earth  and  other  materials  that  are  used  in  preventing , 
loss  of  heat  from  hot  blast  stov^.     However,  it  would  be  very  . 
remarkable  if  any  of  these  were  found  to  have  four  times  the 
sulating  value  of  85  per  cent  magnesia. 

As  Mr.  Farmer  says,  the  difference  in  size  of  pipe  as  tested  by 
him  from  that  used  in  the  tests  described  might  account  entirely  for 
the  larger  values  of  losses  he  obtained.  This  can  be  demonstrated 
mathematically.  With  1  in.  of  covering  the  5-in.  pipe  would  lose 
only  85  per  cent  as  much  heat  as  the  2-in.  and  only  92  per  cent  as 
much  as  the  3-in.,  other  conditions  being  the  same.  Therefore,  his 
results  are  in  almost  perfect  agreement  with  those  in  the  paper. 

'Assoc.  Prof,  of  Physics.,  Univ.  of  Wisconsin,  Madison,  Wis. 

■En^.  News,  October  30,  1913. 

*542  Bramhall  Ave.,  Jersey  City,  N.  J. 
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In  reply  to  Mr.  Dawes,  at  the  present  time  it  is  contemplated  to 
collect  data  on  the  durability  of  various  coveringps,  by  correspond- 
ence with  those  who  have  had  them  in  use  for  a  number  of  years. 

The  reason  for  not  testing  more  magnesia  coverings  was  the 
very  close  agreement  of  the  two  which  were  tested.    It  was  decided 
then  that  magnesia  covering  made  up  properly  would  be  about  alike  ^ 
for  all  manufacturers,  and  the  author  considered  that  it  would  be 
a  waste  of  time  and  money  to  test  alL 

In  reference  to  the  temperature  drop  in  superheated  steam  pipes 
at  different  velocities,  the  author  can  only  refer  Mr.  Dawes  to  the 
paper  by  Eberle,  the  reference  to  which  is  given  in  this  paper. 
Eberle's  results  are  probably  the  best  yet  published  on  the  subject, 
but  the  conditions  under  which  they  were  obtained  were  not  varied 
enough  to  make  them  generally  applicable. 

Professor  Greene's  discussion  referring  to  the  factor  ft  is  of 
interest  in  a  mathematical  discussion.  However,  the  fact  that  k 
has  different  values  at  different  temperatures  is  not  sufScient  justi- 
fication for  saying  that  it  is  not  the  conductivity  of  the  material  in 
question.  Conductivity  is  defined  as  being  the  rate  of  heat  flow 
per  degree  temperature  difference  per  unit  area  per  unit  thickness 
per  unit  time,  k,  as  used  in  the  paper,  conforms  to  this  definition, 
and  the  fact  that  it  is  not  constant  but  varies  with  the  temperature 
has  already  been  demonstrated  by  Nusselt  as  explained  in  the  paper. 

Professor  Greene  is  correct  as  to  the  origin  of  the  equation  giv- 
ing \\\,  However,  since  it  applies  to  unit  area,  the  term  27rr  does 
not  appear  and  the  fundamental  equation  is 


litr  dr 

The  subscripts  are  correct  according  to  the  definitions  given  to  the 
various  factors. 

The  objection  to  the  methods  used  by  Knoblauch  and  Nusselt 
with  fiat  discs  instead  of  pipes  as  the  covered  surfaces  is  that  such 
methods  do  not  permit  of  the  testing  of  commercial  pipe  coverings. 
But  where  the  conductivities  of  the  materials  used  have  been  accu- 
rately determined  by  those  methods,  the  results  may  be  made  appli- 
cable to  actual  pipe  covering  conditions,  as  explained  in  the  mathe- 
matical treatment  of  the  subject. 

The  great  truth  of  Professor  IngersoU's  remarks  on  the  ad- 
vantages of  the  metric  units  over  the  more  unwieldy  ones  now  so 
commonly  used  by  engineers  will  be  appreciated  by  all  those  who 
have  attempted  to  apply  theory  to  the  more  complicated  physical 
phenomena. 
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The  coeflScient  of  heat  transmission  in  an  experimental  condenser 
filled  with  pure  steam  appears  from  recent  investigations  to  be  a 
determinate  quantity  dependent  upon  steam  temperature,  water 
velocity,  diameter  of  tube  and  mean  water  temperature  and  its 
value  is  of  the  order  of  500  to  1500  B.t.u.  per  sq.  ft.  per  hr.  per  deg. 
fahr.  difference.  In  the  commercial  condenser  the  high  rate  of 
transmission  undoubtedly  existing  for  certain  parts  of  the  surface 
is  masked  by  the  lar^e  amount  of  relatively  idle  surface,  so  that  the 
average  coefficient  tor  all  the  surface  figures  out  much  lower — some- 
times as  low  as  50  B.t.u.  The  size  and  cost  of  a  condenser  to  main- 
tain a  certain  vacuum  depend  primarily  on  the  extent  of  the  zone  of 
active  condensation,  that  is,  on  how  much  of  the  surface  does  work 
and  how  much  is  idle.  As  will  be  shown,  the  problem  is  one  of 
hydrodynamics  as  well  as  of  heat  transmission. 

2  These  variations  being  commonly  attributed  to  the  presence 
of  air  and  to  imperfect  steam  distribution  and  penetration,  modem 
high  vacuimi  surface  condensers  are  equipped  with  large  capacity 
»ir  pumps  and  are  designed  with  liberal  areas  for  the  flow  of  steam 
through  the  tube  bank,  with  the  minimum  depth  of  tube  bank  be- 
tween inlet  and  outlet.  When  careful  attention  is  also  given  to 
excluding  air  in  leakage,  high  vacuums  are  successfully  maintained. 
However,  a  condenser,  which  will  give  a  high  coefficient  of  heat 
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transfer  when  the  test  readings  are  taken  under  summer  conditions 
with  circulating  water  at  temperatures  oi  70  to  80  deg.  fahr.,  will 
also  give  relatively  low  values  in  winter  with  cold  water. 

COMPARISON  OF  SUMMER  AND  WINTER  PERFORMANCES 

3  A  25,000  sq.  ft.  two-pass  condenser  with  reciprocating  dry 
air  pump  showed  the  following  values  of  the  average  heat  trans- 
mission coeflScient.* 


Mean  Water  Temperature 


Vacuum  Referred  !  Coefficient  of 

to  304d.  Barometer  I  TranamiMion 


41  I  28.85  f  164 

80  ,  28.00  I  892 


4    Tests  of  two  large  surface  condensers  with  rotary  hurling 
water  air  pumps  showed  heat  transmissions  as  follows:' 


Mean  Water  Temperature 

Vacuum  Referred 
to  30-in.  Baiometer 

Coefficient  of 
TraiMmiiwion 

46 
73 

29.26 
28.64 

284 
680 

5  Observations  were  recently  taken  on  a  surface  condenser 
with  turbo  air  pump,  with  constant  load  and  variable  condensing 
water  temperature  and  vacuum.  The  differences  of  steam  and 
mean  water  temperature  are  plotted  against  mean  water  tempera- 
ture in  Fig.  1.  The  warmer  the  water  and  the  lower  the  vacuum, 
the  smaller  the  mean  temperature  head  required  to  transmit  practi- 
cally constant  amount  of  heat  through  the  surface. 

DEPRESSION    OF  AIR   PUMP   SUCTION    TEMPERATURE   AS  AN    INDEX   OF 

SURFACE    EFFICIENCY 

6  Examination  of  the  results  of  a  number  of  tests  on  commercial 
condenscA*^,  a  vacuum  evaporator,  and  a  laboratory  condenser  indi- 
cates a  definite  relation,  Figs.  2  to  9,  between  the  coeflScient  of  heat 
transfer  and  the  difference  between  the  steam  temperature  at  the 
condenser  inlet  and  the  air  temperature  at  the  outlet. 

*Test8  on  exhaust  steam  turbine  at  59th  St.  Power  Station  of  Interborough 
Rapid  Transit  Co.,  New  York  City,  H.  G.  Stott  and  R.  J.  S.  Pigott,  Trans- 
actions Am.  Soc.  M.  E.,  vol.  32,  p.  69. 

•Condensers  and  Their  Auxiliaries,  R.  N.  Ehrhart,  Assoc,  Iron  and  Steel 
Elect.  Engrs.,   1914. 
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7    The  water  velocity,  mean  water  temperatare  and  tube  diam- 
«r  affect  the  rate  of  tranamission  from  the  tube  wall  to  the  water, 


JzA 


^      32     3t      40      44      46      5Z      56      60      64      66       7Z 

Mean  Water  Temperoto re. 

^[0.  1    CiiABT  Indioatino  iMCREiSE  or  Teupbkature  Difpcunce  and 

roB&espoNDiHO  Dbchease  of  CoEFriciENT  OF  Heat  Tkansfeb  with 

Decrease  in  Tempekaturb  of  CircuiiAtino  Water 


Depression   of   Hot  ffelt  ffoter  Temperature  below  Vacuum 
Tpmp;ro+jr-  ,Deg  fahr 

Pig.  2    Relation  Betwekn  Coepticient  of  Heat  TBAuarEB  and 
Tempehatuke  Depbession,  Condensers  a,  6,  c 

lat  ia,  the  transmission  on  the  water  side  of  the  tube,  and  their  in- 
ividual  influences  have  been  determined  in  experimental  single- 
ibe  condensers,  so  that  corrections  for  these  variablefl  can  be  ap- 
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plied  with  a  reason&ble  degree  of  certunty.    Geo.  A.  Oirok's  remits, 
Figs.  21  and  22,have  been  used  for  thepreeent  purpose ao£ar as poenble. 


Depreiiion  of  Mot  «tall  Water  Temperature  below  Vocuum 
Tempsratjre,  Deg.-fohr 

Relation  Bxtwxkn  Coktfioixiit  or  Hut  TBAMsrat  and 
Temfesatubb  Depbxgsioh,  Condensisb  d  Aim  o 


Pepreision  of  HotWsH  Water  Temperoture  below  Vacirum 
Temperature,  Oeq.  Fahr. 

Fio.  4    Bbutioh  Between  Coetficient  or  Hut  TRANsm  and 
Tempesatubb  Depbxssion,  Condbnseb  f 

8     The  variables  afTecting  heat  transmismon  on  the  tteam  tide 
of  the  ttibe  in  an  actual  condenser  are  complex  and  difficult  of  isola- 
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tion ;  yet  aa  an  observed  fact,  their  influence  really  dominates  per- 
f  onnauce.  since  the  coefficients  of  heat  tranflfer  still  vary  several 


Oepressiofi  of  Hot  ITell  Woter  Temptrotur 


luiber  ol  Conileiueri  witb  I)iScn 


Oepreiiionof  !iieam-K.r  Hn+ure  TemMrature  twlowtotuum 
Itrnperature,   D<^   Fohr, 

Fia.  6    Relation  BcmKN  CoKmciXNT  or  Heat  Tkahbrb  amd 
Tempkuturx  Dkfeesbioh 

Graph  k  lor  Small  Tuuuni  EvaponWr 

hundred  per  cent  after  all  variables  affecting  heat  transfer  on  the 
water  aide  have  been  allowed  for. 
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9  In  Figs.  2  and  3  the  coefficient  of  transmission  for  a  number  of 
large  surface  condensers  served  by  reciprocating  dry  air  pumps  is 
plotted  against  difference  between  steam  and  condensate  tempera- 
tures. Actual  air  pump  suction  temperatures  were  not  available  in 
all  cases,  and  were  also  inaccurate  due  to  difficulty  in  measurements. 
These  tests  on  condensers  were  made  by  Mr.  Orrok,  and  through  his 
courtesy  the  authors  have  been  supplied  with  the  figures  for  plotting 
the  graphs.  Different  amounts  of  air  were  admitted  to  each  con- 
denser under  conditions  of  approximately  constant  load,  water 
temperature  and  velocity  and  air  pump  capacity.  The  graphs  refer 
to  the  following  conditions  respectively: 


Surface 

Average 
load  per 

: 

Graph 

in  sq.  ft. 

riq.  ft.  in 
lb.  per  hr. 

Vacuuma 

1                   Remarks 

• 

a 

24.000 

1           5.9 

28  5— 26 

, 

b 

18.000 

7.6 

28.5—20.0 

1 

0 

18.000 

'           4.07 

1 

1 

28.6—27.6 

,  Water    velocity    low    com- 
pared tu  6) 

1 

d 

18.000 

i           8.09 

8.4—26.7 

e. 

21.000 

1           5.95 

27.6—26.7 

1 

10  Fig.  4  refers  to  a  large  number  of  readings  on  a  25,000  sq.  ft. 
condenser*  luuler  winter  and  summer  conditions  at  different  vacuums 
and  loads. 


Graph    '      Surface 

I     in  sq.  ft 


25,000 


Ix>a<l  jHT  Inlet 

.''q.  ft.  in  Water 

lb   per  hr.      Temperature 


6  to  9.6  lb. 


32  to  79 


Vacuum 


29.4— 27  5 


Remarki 


Coeflicient  corrected  to  velocity 
of  4  and  mean  water  Xvcaptt- 
aturc  of  75  deg.  in  proportion 
to  variation  indicated  by 
FijE.  22 


11  Fig.  5  refers  to  a  number  of  condensers  of  different  sizes  and 
maiies,  the  first  two  with  wet  vacuum  pumps,  the  next  three  with 
hydraulic  air  pumps.  The  last  reters  to  a  water  works  condenser, 
in  which  steam  is  condensed  within  the  tubes. 

'Tests  on   exhaust  turbine   base  condenser  by  H.   G.   Stott  and   R.  J.  8. 
Pigott.     See  Trans.  Am.  Soc.  M.  E.,  vol.  32,  p.  69. 


GEO.   H.   GIBSON  AND  PAUL  A.   BANCEL 


981 


Load  per 

Inlet 

Graph 

Surfaee 

■q.fi. 

Water 

Vacuum 

Remarks 

in  tq.  ft. 

lb.  per  hr. 

Temperature 

9 

1.236 

3.88—  8.05 

68    —60 

a4.8  —26.3 

Wet         vacuum 

2,700 

6.    —  7.04 

75 

27.9  —27.3 

pump 

26.000 

6.80—11.8 

28.26—29.83 

Leblano 

26.000 

6.9  —  9.7 

28.4  —27.8 

Leblanc 

2.130 

4.66—  6.6 

29.24—29.83 

Leblano 

2.120 

7.00—  7.76 

1 

32  6—36.3 

28.26—28.47 

Water  worka  oon- 
denaer  with  dry 
vacuum  pump 

12  Fig.  6  shows  a  similar  relation  between  coefficient  and  air- 
steam  mixture  depression  (in  this  case  the  actual  air-steam  mixture 
was  observed,  not  the  condensate)  for  an  evaporator.  The  graph 
is  based  on  tests  on  calandria  A,  paper  by  E.  W.  Kerr  on  Transmission 
of  Heat  in  Vacuum  Evaporators/  It  will  be  noted  that  the  graph 
passes  through  zero  air  depression,  indicating  the  complete  absence 
of  air.  Mr.  Kerr  explains  that  this  part  of  the  tests  is  slightly  in- 
accurate as  *4t  is  reasonable  to  suppose  that  there  was  a  small 
amount  (of  air)  present."    The  conditions  were: 


Graph 

Surface 

Load  per 

sq.  ft.  in 

lb.  per  hr. 

Temperature 

of  Vapor 

Space^ 

Vacuum 

Remarke 

h 

56 

6.4  to  1.64 

162 

12.4 

Calandria  A 

^Correflponds  to  circulating  water  temperature. 

13  Figs.  2  to  6  are  plotted  in  one  figure  in  Fig.  7.  Graphs 
a  and  d  coincide,  although  a  refers  to  a  24,000  sq.  ft.  condenser 
loaded  to  5.9  lb.  per  sq.  ft.  and  ci  to  an  18,000  sq.  ft.  conden^ser 
loaded  to  8.09  lb.  per  sq.  ft.  Similarly,  graphs  h  and  e  refer  to  con- 
densers of  different  sizes  and  load|3.  Graph  c  is  low,  explained  by  the 
lower  water  velocity  through  the  tubes,  also  perhaps  by  fouling  of  the 
surface,  the  very  low  load  and  poor  steam  distribution. 

14  Graph  /,  for  the  25,000  sq.  ft.  base  condenser,  matches  the 
others  quite  closely.  In  this  graph  the  coefficient  rises  to  a  value  of 
850  B.t.u.  for  a  single  set  of  observations,  whereas  a  value  of  700 
for  the  same  velocity  and  mean  temperature  are  obtained  under  the 
ideal  conditions  of  Orrok's  experimental  single-tube  condenser. 
(See  Figs.  21  and  22.)  Any  error  in  the  vacuum  reading  would 
have  a  large  influence  on  the  calculated  average  coefficient  with  the 
small  mean  temperature  difference  here  existing. 

^Trans.  Am.  Soc.  M.  E.,  vol.  35,  p.  731. 
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15  Graph  g  agrees  with  the  other  curves  quite  closely,  ctm- 
sidering  that  it  refers  to  five  condenaers  of  difTereut  eises,  loads  and 
vacuums.  Graph  h  for  the  vacuum  evaporator  also  follows  the 
general  tread  of  the  others. 

16  li^g.  8  shows  »milar  graphs  baaed  on  results  obt'uned  by 
Prof,  J.  A.  Smith'  with  experimental  laboratoiy  apparatus.  The 
four  lower  curves  show  the  relations  existing  between  the  coefficient 
of  heat  transmis^on  and  the  number  of  degrees  which  the  tempera- 
ture of  the  air-steam  mixture  is  below  the  steam  temperature  cor- 
reaponding  to  the  total  pressure.     Calling  the  heat  transfer  at  aero 


Pia.  7    Belatiom  Between  Cokiticixnt  of  He&t  Teansfeb  and  Temfeba 
TUBE  Deprbssiom.  (Fias.  2  to  6  Plotted  Toovthik} 

air  100  per  cent,  all  the  results  for  different  steam  temperatures  can 
be  combined  in  a  single  percentage  of  efficiency  curve,  as  shown  by 
B,  Fig.  8. 

17  The  maximum  heat  transmission  obtained  by  Smith  with 
pure  steam  is  low  as  compared  with  that  obtained  by  Orrok  and 
others.  This  may  have  been  due  to  low  water  velocities  (2.2  ft. 
per  sec.)  and  also  to  the  fact  that  in  Smith's  single-tube  "condenser 
boiler"  there  was  no  steam  velocity,  except  that  incidental  to  the 
movement  of  the  steam  towards  the  condensing  surface.     Under 

'Victorian  Institute  of  Bagiueers,  Dec  9,  190&. 
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these  conditions  even  a  minute  quantity  of  air  might  seriously 
hinder  beat  transmisnon  by  forming  a  blanlceting  Sim  around  the 
tube.  His  curves  also  apparently  show  a  marked  effect  due  to 
steam  denaty  or  temperature  below  100  deg.  labr.,  although  other 
experimenters  have  seemed  to  show  that  steam  deu«ty  has  no 
effect  on  heat  transfer.' 

18  Graph  B  is  replotted  as  the  dotted  graph  j  in  Fig.  7  by  assum- 
ii^  the  maximum  coefficient  to  be  1000  at  a  condensate  temperature 
3  d^.  below  steam  temperature,  in  order  to  bring  it  into  the  r^on 


Depresiion  of  Air-S+eom  Miiture  Temperoture  Bslow 
Vacuum  Temperature.Deg.fahr         . 

Fio.  8    Relation  Between  CoimciKMT  or  Hsai  Tranbrb  and  Teupba- 
TURE  Depbession.    Also  EmciKNOT  vs.  TBHPiRAimK  Dxpbisbion 

of  the  other  graphs  representing  commercial  condensers.    Graph  j 
is  then  seen  to  have  the  same  trend  as  the  others. 

19  The  graph  of  Pig.  9  was  obtained  by  averaging  ttie  results 
represented  in  graphs  a,  b,  c,  d,  e,  f,  g,  and  h,  and  expressing  the  heat 
transmission  as  a  percentage  of  the  maximum  obtainable  under  the 

<S«e  CondiuiDn  and  Table  3,  Tertfl  at  VtenuniB  from  27  t«  7  In.,  Trana- 
miaaion  of  H«at  in  Siirfai-e  CnndensatioD,  0».  A.  Oirok,  Trana.  Am.  8oc. 
11.  E.,  vol.  32,  p.  11/19.  Alao  The  EeSciency  and  Design  of  SnrfMe  CondenMn, 
Stantan,  Proc  Inst.  C.  E.,  toI.  CXX^VJ. 
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conditions  of  rate  of  heat  transfer  throui;h  tbe  tubes  and  from  tubes 
to  water,  prevailing  in  the  condensers  considered.  It  was  asramed 
that  when  the  coefficient  rises  to  1000  in  Fig.  7,  this  maximum 
condition  exists,  all  the  surface  being  active,  the  condenser  being 
filled  with  pure  steam  and  the  depression  of  temperature  being  aero. 
As  it  is  impossible  to  obtain  complete  and  equal  activity  of  all  the 
surface  in  the  commercial  condenser,  wherein  there  is  always  some 
pressure  loss  and  air  in  leakage,  the  100  per  cent  condition  can  only 
be  approximated.  The  graph  of  Fig.  9  is  not  offered  as  a  final  re- 
sult and  the  phenomenon  requires  further  study.  For  instance,  no 
reason  is  at  present  known  why  a  degree  fall  in  temperature  due  to 


OsprcuiDK  of  hp&tum  Kiilurc  TemfKnrtun 

FlO.  9     EfPICIENCT   OF  SUEPACE   VS.   Tbmpbratukb   Depbxssion 

resistance  to  flow  should  have  the  same  effect  in  reducing  the  aver- 
age coefficient  of  transmission  as  a  degree  tall  due  to  air  concentra- 
tion, and  possibly  it  does  not. 

20  The  better  the  condenser  the  more  the  proportion  of  active 
surface  and  the  nearer  it  approaches  the  100  per  cent  mark.  The 
performance  of  a  ctmdenser  is  usually  dominated,  to  the  exclusion  of 
other  factors,  by  the  extent  of  the  active  and  inactive  sones  of  con- 
densation. Thus  tests  show  that  the  coefficient  averaged  for  all 
the  surface  may  increase  as  the  water  velocity  decreases.'  The 
explanation  is  to  be  found  in  the  lower  vacuum  and  smaller 
specific  volume  of  steam  corresponding  to  the  lower  velocity  smaller 
quantity  and  higher  final  temperature  of  circulating  water,  under 
which  conditions  there  is  greater  steam  penetration  and  more  sur- 
face is  brought  into  action,  as  will  he  explained  later. 

21  Other  explanations  of  the  variations  in  heat  transmission 
coefficient  have  been  offcn'il  by  an  editorial  writer  in  Engineering,' 

'Tests  by  E.  Josse,  ZeLlsi-hrift  des  Vereins  deutscher  logenieure,  Feb.  1908, 
"Engijieeriog   (Lomion),  Jnuuarj  2,  1914,  et  seq. 
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Orrok,*  Loeb,'  and  others,  founded  principally  on  the  variables 
affecting  the  water  side  of  the  tube  or  on  the  theory  that  a  constant 
coefficient  would  be  obtained  by  assuming  the  total  heat  transferito 
vary  as  some  fractional  power  of  the  instantaneous  temperature 
difference  instead  of  the  first  power.  These  are  examined  in  Appen- 
dix 1. 

22     We  may  assume  for  the  present,  that  the  coefficient  of  heat 
transfer  for  a  sii^e  tube  immersed  in  steam,  depends  on  the  water 


I 


Cooling  Sur-ftfee-Sq.  F+- 
*'ia.  10    RiBi  OP  Wateb   TEUPESATtiaE  ik   Passino    Through   CoNDSKssk 
Indicates  Active  and  Inactiyk  Zones 

Velocity  (in  an  open  tube,  or  on  the  manner  of  agitation  in  other 
^ubes),Bize  of  tube,  material  and  cleanliness  of  tube  and  mean  water 
ti^mpcrature,  but  that  aii  of  these  factors  taken  together  do  not  ex- 
X>lain  the  wide  disparity  of  results  obtained  with  actual  condensers. 
We  may  also  assume  in  the  light  of  evldeuce  given  in  Appendix  2 
that  the  total  heat  transfer  is  a  function  of  the  first  power  of  the 
'temperature  difference,  and  not  of  a  fractional  power  as  suggested 
l>y  Loeb  and  Orrok. 

COMBINED  EFFECTS  OF  PRESSURE  DROP  AND  AtK 

23     Measurements  of  rise  in  temperature  of  circulating  water 
'TrBM.  Am.  Soc.  M.  E,,  vol.  32,  p.  ll.Hfl, 

*Hut  TraoBiniBHion  and  Tube  Li^nglli  iu  Marine  Feed-water  Heaters,  Jour. 
Am.  Soe.  Nav.  Eog.,  May,  1915. 
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in  multiple  pass  condensers  have  shown  that  there  are  two  bSaiy 
well  defined  zones  in  a  surface  condenser:  one  in  which  oondensatioii 
takes  place  actively,  the  other  wherein  very  little  condensation  takes 
place.  In  other  words,  the  bulk  of  the  steam,  in  the  condition  in 
which  it  originally  enters  the  condenser,  does  not  penetrate  entiidy 
through  the  bank  of  tubes.  Fig.  10  from  a  paper  by  Prof.  Jone* 
shows  readings  of  water  temperature  and  of  heat  absorbed  in  an 


TABT.R  1     B.T  U.  AT  VARI< 

3US  PARTIAL 

(4) 

Volum3  of 

0.0002  lb.  air 

at  Temp.  (1) 

and  Praoa.  (8) 

PRBSSUBES 

(1) 

1 
Temperature 

in  Deg. 

Fahr. 

(2) 

Partial 

Pressure  of 

Steam  in 

in.  of  Hg. 

(3) 

Partial 

Pressure 

of  Air 

in  io.  of  Hg. 

Co.  ft.  of 

Steam 
Gondenaed 

B.ta.GiTai 

up    Lsient 

Heat  per  ft). 

-1047 

79 

1.0 

SO^OO 

667 

0 

0 

79 

1.0 

iO^FO 

328 

329 

624 

79 

1.0 

fl-Aiy 

16 1 

493 

784 

9 

1.0 

1 

S2 

675 

916 

1000 

79 

1.0 

sio 

41 

616 

980 

79 

0.99 

lio 

8.2 

048.8 

1030 

78.5 

0.98 

^ 

4.1 

062.9 

1039 

78.6 

0.978                     "jV 

3.28 

663.7 

1041 

78.2 

0.967          1           A 

1 

2  46 

664.5 

1042 

77..') 

0.95 

^ 

1.01 

666.4 

1043 

76 

0.9 

^ 

0.823 

656.2 

1046 

72.  ) 

0.8                        i 

1 

0.412 

666.50 

1045 

59 

0.5 

i 

0.164 

656.84 

1046 

actual  condenser  plotted  against  surface  traversed.    About  40  p^ 
cent  of  the  surface  is  inactive. 

24    To  explain  what  goes  on,  let  us  assume  a  pound  of  steam- 
mixture  containing  0.9998  lb.  of  steam  and  0.0002  lb.  of  air,  an  av 
age  entering  mixture  for  a  tight  condenser  installation.     At  1 
of  mercury  absolute  pressure  and  a  steam  temperature  of  79  d 
fahr.,  the  volume  of  0.9998  lb.  steam  is  657  cu.  ft.  and  the  vol 
of  the  0.0002  lb.  of  air  is  also  657  cu.  ft.,  from  which  its 
pressure  is  calculated  as  1/8000  in.  of  mercury.    This  pressure  i 

^SchifFsbautechnische  Gesellschaft,  Berlin,  June  16-18,  1908. 
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stnftll  as  to  appear  almost  negligible,  and  it  would  seem  that  such 
steam  could  be  called  air-free.  In  fact  it  is  practically  air-free  steam 
and  acts  aa  such,  giving  a  high  heat  transmission  coefficient  so  long 
as  the  [>artial  pressure  of  the  air  remains  bo  small. 

25  When  half  the  stefim  has  been  condensed,  the  volume  will 
be  half  and  the  partial  air  pressure  1/4000  in.,  cau«ng  a  correspond- 
mg  decrease  in  the  partial  steam  pressure  and  temperature,  aa  shown 
by  Table  1.  The  steam  can  still  be  called  pure  steam.  In  fact, 
about  99  per  cent  ol  the  steam  must  be  condensed  before  there  is  ai^ 
appreciable  increase  in  partial  pressure  of  the  air,  or  appreciable 


decrease  in  temperature  of  the  air-steam  mixture  as  shown  by  Fig.  11. 
When  99  per  cent  has  been  condensed,  the  partial  air  pressure  is 
then  1/80  in.,  but  the  air  is  still  very  rarified  and  its  volume  is  still 
too  large  for  removal  by  a  vacuum  pump. 

26  Thus  a  process  of  air  compression  must  take  place  after 
nearly  all  the  steam  has  been  condensed,  which  explains  the  phe- 
nomenon shown  by  Fig.  10  and  similar  tests  in  which  there  is  no 
appreciable  rise  in  circulating  water  temperature  in  the  bottom 
of  the  condenser  where  the  air  concentration  and  compression  is 
taking  place.  No  appreciable  amount  of  steam  remains  to  be  con- 
densed, but,  still,  surface  is  needed  to  condense  the  small  amount 
present,  the  heat  exchange  being  greatly  impeded  by  the  f 
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of  the  air.  The  richer  the  mixture  dehvered  to  the  air  pump  is  in 
air,  the  greater  the  work  to  be  performed  by,  and  hence  (other 
thii^  being  equal)  the  larger,  this  "inactive"  zone  of  the  condenser. 
27  Let  us  consider  a  condenser.  Fig.  12A,  in  which  steam  con- 
densation occuTB  up  to  line  a  b  and  air  concentration  during  the  flow 
over  the  remainder  of  the  tube  surtace;  i.e.,  nearly  all  the  heat  is 
transmitted  to  the  water  in  that  part  of  the  surface  pi^ceding  the 
line  a  b.  The  water  temperature  is  assumed  constant  at  T^.  In 
the  first  zone  the  temperature  drop  to  Ti  is  almost  entirely  due  to 
the  pressure  drop  required  to  overcome  the  pneumatic  re^st&nce 
offered  by  the  condenser  structure  to  the  flow  of  a  large  volume  of 
steam.  From  this  region  on,  the  temperature  drop  corresponds 
to  the  reduction  in  partial  pressure  of  the  water  vapor,  the  drop  in 


i^-ZmtSh'  ■loHltf'r^ 


total  pressure  being  negligible,  due  to  the  fact  that  the  volume 
flowing  in  this  zone  of  the  condenser,  where  only  1  or  2  per  cent  of 
the  steam  remains,  is  verj'  small.  The  partial  pressure  of  the  air 
at  exit  is  represented  by  the  difference  of  the  vapor  pressures  cor- 
responding to  the  temperatures  Ti  and  2*1,  Ti  being  the  final  air  pump 
suction  temperature. 

28  Xow  assume  that  the  air  leakage  is  reduced,  or  the  air  pump 
capacity  increased,  so  that  the  air  withdrawal  occurs  at  some 
lower  partial  air  pressure  represented  by  the  smaller  difference 
7*1 — T/  (Fig.  12B).  A  part  of  the  zone  (2)  may  then  be  dispensed 
with  and,  as  the  same  initial  steam  temperature  T,  is  mamtained 
with  less  surface,  the  average  coefficient  of  beat  transfer  will  figure 
out  higher. 

2y     Again,  assume  the  case  in  Fig.  12C,  wherein  the  water  tem- 
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perature  is  reduced  and  a  hiii^her  vacuum  maintained.  If  all  of  zone 
(1)  up  to  a  &  is  to  remain  active,  the  pressure  drop  expressed  in  head 
of  steam  must  increase  approximately  in  proportion  to  the  square  of 
the  steam  velocity  and  specific  volume.  Temperature  T\",  is 
therefore  closer  to  the  water  temperature  7","  than  before. 
Furthennore,  the  difference  between  this  temperature  Ti"  and 
the  air  pump  suction  temperature  Tt"  must  increase  in  order  to 
give  the  same  partial  air  pressure  with  a  lower  total  pressure. 
This  is  explained  by  Fig.  13.  For  a  constant  partial  air  pressure, 
which  means  constant  air  leakage  with  constant  pump  displace- 
ment, the  temperature  difference  and  the  percentage  of  air  rich- 


Fio.  13     Pkbcxntaqb  Am  in   Mixture  and  Dutebxhox  op  Temp^utuxu 

CoRRKSPONDiNa  TO  Total  Presbubb  anp  that   Actually 

ExiSTiMO,  roa  Constant  Aib  Pbxssueb  or  I/IO  in. 

ness  must  both  increase  rapidly  as  the  vacuum  increases.  For 
these  two  reasons  more  surface  will  be  required  in  zone  (2)  of  Fig. 
12c  extending  it  to  c" — d"  and  the  averf^  coefficient  of  heat 
transfer  will  accordingly  figure  out  lower.  [The  coefficient  will  also 
be  further  reduced  because  the  average  temperature  of  the  steam  is 
aow  lower  through  zone  (1)  on  account  of  the  greater  pressure 
drop.] 

30  Many  variables  have  to  be  taken  into  account  to  calculate 
the  actual  relative  depths  of  these  zones  in  a  condenser.  Among  the 
independent  variables  which  would  need  to  be  considered  may  be 
mentioned  water  velocity,  initial  water  temperature,  weight  of 
Tvater,  tube  diameter  and  cleanliness,  arrangement  of  water  passes, 
steam  temperature,  amount  of  air,  air  pump  capacity,  amount  of 
surface  and,  perhaps  most  important  of  all,  the  arrangement  or 
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geometrical  configuration  of  the  heat  transmitting  surface.  How- 
ever, we  find  that  if  the  difference  between  vacuiim  temperature  and 
air  outlet  temperature  T^ — Tt  is  increased  by  increasing  pieBBOie 
drop  or  by  increasing  the  amoimt  ot  air,  there  is  a  decrease  in  the 
average  coefficient  of  transmission;  and  conversely  if  T^ — Tt  is  de- 
creased by  decreasing  pressure  drop  or  decreasing  the  amount  of  air, 
there  is  an  increase  in  the  average  coefficient.  Ebnpirical  results 
showing  the  same  relation  have  been  given  in  Figs.  2  to  9. 

PRESSURE  DROP 

31  If  the  proportion  of  steam  condensed  per  tube,  the  depth 
of  penetration  and  the  steam  density  were  all  constant,  the  lose  of 
head  through  the  first  zone  of  the  condenser  would  vary  as  the 
square  of  the  velocity,  or  according  to  the  well  known  relation  for 
inelastic  fluids  h=v^/2g.  If  the  amount  of  steam  condensed  per 
tube  and  the  steam  density  remained  constant,  but  the  penetratkm 
increased  in  proportion  to  the  velocity  of  entrance,  the  pressure  dn^ 
would  vary  as  the  cube  of  the  entrance  velocity. 

32  Pressure  drops  actually  observed  usually  fall  between  these 
limits.  By  dividing  both  the  steam  weight  flowing  and  the  pres- 
sure drop  resulting  by  the  mean  specific  weight  of  the  steam,  test 
readings  can  be  expressed  in  terms  of  steam  velocity  and  "head" 
of  steam. 

33  In  Fig.  14  are  plotted  on  logarithmic  paper  the  heads  and 
proportional  velocities  obtained  in  experiments  at  Annapolis  by  Loeb, 
on  a  Bureau  of  Steam  Engineering  feed  water  heater.*  The  points 
agree  very  closely  with  a  line  of  slope  2.5;  that  is,  the  head  varies 
as  Tn'\ 

34  The  exponent  of  2.5  can  be  explained  on  the  basis  that  at 
increased  loads  the  steam  penetrates  farther  into  the  heater;  it  is 
like  pumping  water  into  a  leaky  distribution  sybtem.    This  is  borne 
out  by  the  quantities  plotted  in  Fig.  15  for  three  condensers  of  large 
size.     In  these  tests  the  increase  in  steam  velocity  (weight  per  hour 
divided  by  specific  weight)  is  due  entirely  to  increase  in  vacuum 
and  specifics  volume,  the  weight  flowing  actually  decreasing  at  the 
higher  velocities.     These  are  the  same  tests  from  which  graphs 
a,  6,  and  e  were  plotted  in  Figs.  2  and  3.     The  turbine  load  was  held 
substantially  constant,  while  the  vacuum  was  caused  to  decrease  by 
admitting  air  to  the  condensers.     The  drop  in  vacuum  increased  the 
steam  rate  of  the  turbine  and  the  total  steam  consumption,  but  the 

^Jour.  Am.  Soc.  Nav.  Kng.,  May,  1915. 
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decrease  in  vacuum  ofiFset  this  increase  su£Biciently  to  cause  a  net 
decrease  in  steam  velocity  and  in  pressure  drop.  At  the  same  time, 
the  artificial  admission  of  air  to  the  condenser  increased  the  extent 
of  the  inactive  air-blanketed  zone  in  the  condenser,  as  is  shown  by 
the  decrease  in  average  heat  transmission  coefficient.  Accordingly 
it  is  to  be  inferred  that  as  the  steam  velocity  decreased,  the  depth  of 
steam  penetration  decreased;  and  as  the  steam  velocity  increased  the 
depth  of  penetration  increased.  The  slopes  of  the  lines  show  ex- 
ponents of  2.85  in  the  case  ot  the  condensers  corresponding  to  graphs 
a  and  b  and  of  3.00  in  the  case  of  the  condenser  corresponding  to  e 
of  Figs.  2  and  3. 

35  To  show  the  probable  steam  penetration,  we  can  compare 
the  following  sets  ot  figures  tor  condenser  a,  the  last  column  being 
based  upon  the  assimiption  that  actual  transmission  coefficient  for 
each  element  of  surface  is  the  same,  so  long  as  it  is  in  contact  with 
pure  steam: 


LoedinLb. 

Averace 

Steam 

Pressure  in 

In.  of  Hg. 

Bntranoe 

"Velocity" - 

IT /Density 

Xiooo 

Head -Pies- 

sure  Drop 
-7-    Density 

Coefficient 

of  Heat 

Transmission 

Approximate 
Per  Cent  In- 
crease Steam 
Penetration' 

140.050 
124.760 

3.74 
1.62 

27.700 
63.000 

0.3 
85.0 

144 
272 

60 

36    The  proportionate  steam  velocity  in  the  second  case  is  double 

that  in  the  first,  so  that  the  head  lost  should  be  four  times  as  great, 

or  about  37  instead  of  85.    But  the  average  transmission  coefficient 

increases  at  the  same  time  from  144  to  272,  with  an  increase  in 

steam  penetration  of  about  50  per  cent. '  The  velocity  at'the  exit  of 

the  active  zone  in  each  case  may  be  considered  zero.  Assuming  equal 

condensation  on  each  row  throughout  the  active  zone,  the  mean 

velocity  for  A  of  Fig.  16  is  proportional  to  (27700+0) -^  2  or  13,850. 

Now  the  active  zone  in  £  is  increased  50  per  cent  and  the  steam 

is  only  67  per  cent  condensed  and  33  per  cent  remains  uncondensed 

when  it  has  traversed  the  tubes  that  were  active  in  A.    Hence  the 

mean  velocity  in  this  zone  is  as  (53,000+33  per  cent  of  53,000) -r- 2 

=35,000  which  is  considerably  more  than  twice  the  mean  velocity 

in  A.    Besides  there  still  remains  33  per  cent  of  the  steam  which 

^The  coefficient  of  heat  transfer  is  based  on  water  temperatures  measured 
at  the  inlet  and  outlet.  Actually,  the  entire  quantity  of  water  is  not  active, 
part  of  it  flowing  through  tubes  which  are  not  reached  by  the  steam,  even  in 
the  upper  pass.  The  increase  in  penetration  is  therefore  somewhat  less  than 
the  percentic  increase  in  average  coefficient. 
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penetrates  further  into  the  condenser,  mth  further  pressure  leas. 
These  taken  together  account  for  the  fact  that  the  loss  of  head  in- 
creases faster  than  the  second  power  of  the  steam  velocity  St  the 
eatrance. 

37  The  simultaneous  conditions  of  increased  velocity  and  to- 
creased  depth  of  penetration  were  artificially  produced  in  the  case 
of  the  foregoing  experiments.  They  are  found  to  occur  togetiier, 
however,  in  ordinary  practice  when  the  load  is  increased.  The 
increased  weight  of  steam  is  accompanied  by  a  fall  of  vacuum,  but 
the  decrease  in  specific  volume  is  insufficient  to  offset  the  increased 
weight,  and  the  velocity  increases.  At  the  same  time  the  depth  of 
penetration  also  increases,  due  to  decrease  in  the  inactive  tone. 


-^(»Mmperhr,-lb^A«ra9t5p«if«W.ght) 

FiQ.  14    Bblatioh  Between  Pbessuke  Ubof  and  Stkui  Vkuhstt 

in  which  the  proportion  of  air  is  less  at  lower  vacuum  and  also  due 
to  the  decrease  in  total  air  leakage  because  of  the  higher  pressures 
and  hence  less  leakage  in  the  turbine  casing.  Furthermore,  at 
lower  vacuum  the  air  pump  can  remove  the  air  more  efficiently. 

3S  In  some  cases  the  increase  in  steam  velocity  is  accompanied 
by  ilecrease  in  active  zone,  and  then  it  would  be  expected  that  the 
head  of  steam  would  var\-  as  a  function  of  the  velocity  less  than 
the  sqiiare.  This  occurs,  for  example,  when' the  load  is  decreased 
but  the  vacuum  greatly  increased,  as  by  the  use  of  very  cold  water. 
The  decrease  in  load  is  accompanied  by  greater  fur  le^tage  and  this 
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taken  together  with  the  fact  that  the  air-steam  mixture  iiiuet  be 
richer  at  high  vacuum,  as  has  been  shown  by  Fig.  13,  causes  fin 
iQcrease  in  the  inactive  zone  and  shortening  of  the  active  zone.  At 
the  same  time  the  velocity  of  the  steam  increases  due  to  the  higher 
vacuum. 

39  If  the  depth  of  the  active  condensing  zone  is  assumed  to  re- 
main constant,  however,  we  can  assume  that  the  head  lost  varies  at 
least  as  the  square  of  the  velocity.  In  (estimating  pfcrformancc, 
this  is  a  provisional  basis  of  calculation;  for,  as  will  now  be  evident, 
to  calculate  the  pressure  drop  it  is  necessary  to  know  the  depth  of 
penetration,  which  in  turn  depends  on  the  average  heat  transfer 
which  is  the  final  result  sought  by  calculation. 


npm       7SIIX    1(1000  noooa  toom 
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Fi<j.  in    Relation  Between  Prbssurk  Ubop  and  Steau  Velocity 

CALCUI.ATIOX  OF  HURFACB  EFFICIENCY 

40  Assume  that  the  several  characteristics  of  a  surface  con- 
denser are  known  for  28.5  in.  vacuum,  under  which  conditions  the 
pressure  drop  through  the  fontlensor  is  1/10  in.  of  mercury  column 
and  the  air  pump  capacity  and  air  inlcakage  are  such  that  the 
partial  pressure  ot  the  air  is  0.12-1  in.  of  mercur>-,  so  that  the  de- 
pression of  the  air  pum|)  suction  temperature  is  5  deg.  below  the 
Bteam ^temperature,  corn^spondinc  t^i  an  efficiency,  froTn  Fig.  9,  of 
45  per  cent. 
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41  We  wish  now  to  know  the  conditions  at  29-in.  vacuum. 
We  have  seen  from  Fig.  12  that  additional  cooling  surface  is  required 
in  zone  (2)  in  order  to  reduce  terminal  pressure,  so  that  the  weight 
of  steam  at  the  greater  volume  corresponding  to  the  higher  vacuiUD 
can  penetrate  to  the  same  depth  in  zone  (1),  wherein,  in  other  words, 
greater  pressure  drop  will  occur.     In  the  actual  condenser,  the  sur- 
face remains  constant,  so  that  theie  must  be  a  re-adjustment  of 
working  conditions,  zone  (1)  becoming  smaller  because  of  resistance 
to  the  flow  of  the  greater  steam  volume,  also  because  more  surface 
is  required  \n  zone  (2)  for  air  concentration. 

42  [We  must  bear  in  mind  that  zone  (1)  is  not  only  affected  by 
pneumatic  conditions  but  by  the  performance  of  zone  (2)  and  of  the 
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air  pump.     Thus  if  we  slow  down  the  air  pump,  zone  (1)  will  be 
shortened  with  consequent  decrease  in  vacuum.] 

43  We  can  calculate  the  pressure  drop  for  the  assumed  elastic 
condenser  of  Fig.  12,  wherein  zone  (1)  always  remams  the  same. 
This,  in  comiection  with  the  depression  due  to  air  pressure,  leads  to  a 
temperature  difTerence  T^ — To  and  a  corresponding  surface  effi- 
ciency, which  we  will  apply  to  the  actual  condenser. 

44  Thus  the  pressure  drop  at  28.5  in.  ot  0. 1  in.  becomes  0.148  in. 
for  the  larger  volume  at  29  in.  vacuum  and  the  total  pressure  at  the 
air  suction  is  ( 1—0. 148)  =  0.852. 

» 

45  Modern  air  pumps,  particularly  the  hydraulic  types,  ruimmg 
at  constant  speed,  remove  practically  a  constant  volume  of  air,  that 
is,  have  constant  dis])la cement  or  equivalent  displacement  under 
wide    conditions   of   operation.     Therefore  with    constant  9SX  "»• 
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leakage  the  partial  pressure  of  the  air  in  the  air-steam  mixture  with- 
drawn from  the  condenser  must  also  be  a  constant,  neglecting  the 
slight  effect  of  temperature  on  air  volume. 

46  The  partial  air  pressure  thus  remains  equal  to  0.124  and  the 
partial  vapor  pressure  is  0.852 — 0.124  =  0.728  in.  This  pressure 
corresponds  to  a  steam  temperature  of  69.5  deg.,  which  is  a  de- 
pression of  9.5  deg.  below  the  vacuum  temperature,  so  that  the 
efficiency  of  the  condensing  surface  is  now  36H  per  cent,  according 
to  Fig.  9.  The  results  of  using  this  percentage  as  the  amount  of 
surface  in  active  condensation  will  be  approximate  only,  because  a 
change  in  the  number  of  tubes  penetrated  also  entails  a  change  in 
the  amount  of  water  actually  heated. 


100  f^rCent  EfffC/enc^  oMained  mH?  no  Air  and  no  Pressure  less 


Z8lS  29  •    29S 

SacMvm  Referred  to  30" in..  Barometer 

Fio.  17    Effect  of  Aib  and  Psbssxjbx  Loss  on  Efficibnoy 


47  Similarly  the  depression  for  29.2  in.  vacuum  is  tound  to  be 
13.8  deg.  and  the  efficiency  32  per  cent  and  so  on  tor  other  vacuums, 
and  a  graph  can  be  plotted  as  shown  in  Fig.  17,  graph  A. 

48  Graphs  B,  C  and  D  were  obtained  similarly,  B  being  for  a 
lower  partial  air  pressure,  due  to  less  air  leakage  or  a  larger  capacity 
pump,  C  for  the  same  air  conditions  as  Ay  but  less  pressure  drop 
(as  with  better  spacing  of  tubes),  and  D  for  both  reduced  air  and  less 
pressure  drop. 

49  Graph  B:  Efficiency  When  Air  Leakage  is  Reduced  or 
Larger  Air  Pump  Used,  Reducing  the  air  leakage  (or  increasing 
pump  capacity)  gives  less  temperature  depression  and  hence  raises 
the  efficiency  particularly  at  moderate  vacuums. 

50  Graph  C:  Efficiency  when  Pneumatic  Resistance  is  Reduced, 
Reducing  the  pressure  drop,  raises  the  high  vacuum  end  of  the 
efficiency  curve  and  also  extends  it  to  higher  vacuums..  The  eflS- 
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IDISCUSSION 

Leo  Loeb.  To  one  who  has  been  keenly  interested  in  the  sobjeet 
of  heat  transfer,  this  paper  raises  certain  points  which  cumot  be 
passed  without  question. 

The  authors  state  it  may  be  assumed,  in  the  light  of  evidbee 
given  in  Appendix  2,  that  the  total  heat  transfer  is  a  functioD 
of  the  first  power  of  the  temperature  difference,  and  not  of  a 
fractional  power  as  suggested  by  Loeb  and  Orrok,  but  the  appendix 
contains  no  evidence  to  support  this  claim.  However,  io  discut- 
sing  certain  data,  they  state  it  was  concluded  from  these  tests 
''that  the  coefficient  was  constant  if  the  total  heat  transfer  was 
assumed  to  vary  as  some  fractional  power  of  the  temperature  dif- 
ference rather  than  unity."  This  is  a  misstatement,  as  there  was 
no  assumption  of  total  heat  transfer  as  an  exponent  of  the  tempera- 
ture difference.  It  remains  a  fact,  determined  from  many  experi- 
ments, that  the  total  heat  transfer  is  proportional  to  a  power  of  the 
temperature  difference.  This  power  is  not  necessarily  less  than 
unity,  although  in  most  of  the  tests  I  have  examined  of  the  transfer 
of  heat  from  steam  to  water  under  practically  air-free  conditions 
the  coefficient  was  less  than  unity.  However,  in  the  case  of  heat 
transmission  from  condensing  steam  and  air,  the  coefficient  is  usuafly 
greater  than  unity.  The  quotation  should  therefore  be  recast  some- 
what as  follows,  * '  and  from  these  it  was  shown  the  total  heat  trans- 
fer was  proportional  to  some  power  of  the  temperature  difference, 
usually  less  than  unity,  hence  the  coefficient  for  one  rate  of  flow 
\V()uld  be  constant." 

The  manner  in  which  this  law  was  investigated  in  the  experi- 
ments referred  to  was  to  introduce  water  at  a  reasonably  low  tem- 
perature into  a  short-pass  heater,  keeping  the  steam  temperature 
as  nearly  constant  as  possible.  The  outlet  temperature  was  care- 
fully noted  after  a  test  of  reasonable  duration,  and  then  the  water 
was  re-introduced  at  the  inlet  of  the  heater  at  the  temperature  at 
which  it  appeared  at  the  outlet  during  the  previous  test,  and  so  on. 
carrying  this  up  along  a  true  temperature  gradient.  When  the 
gradient  was  plotted  it  was  in  exponential  form,  and  not  in  logarith- 
111  ic  form  as  would  be  required  by  the  law  of  heat  transfer  pro- 
portional to  the  first  power  of  the  temperature  difference. 

The  authors  call  attention  to  the  fact  that  in  the  tests  on  the 
Bureau  heater,  the  steam  temperature  varied  only  2  deg.  In  the 
experiments  on  the  apparatus,  we  tried  to  keep  the  temperature 
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constant,  but  the  construction  of  this  particulaV  heater  was  such 
tha.t  with  high  rates  of  water  flow  there  was  a  small  condenser  action 
*iid  a  slight  drop  in  pressure  within  the  shell  making  it  almost  im- 
possible for  the  temperature  to  be  kept  absolutely  constant. 

The  authors  further  state  that  it  is  reasonable  to  expect  that  if 
the  variation  in  temperature  difference  were  obtained  entirely  by 
Varying  the  steam  temperature  only,  the  exponent  would  be  found  to 
*^ttain  unity.  Now  in  marine  feedwater  heaters,  and  in  closed 
heaters  generally,  the  object  is  to  attain  a  standard  of  temperature ; 
ftud  while  we  did  investigate  the  effect  of  varying  pressure,  and 
while  the  authors  have  taken  three  points  from  these  tests  and 
found  them  alike  on  a  straight  line  with  a  slope  of  unity,  that  is 
simply  a  coincidence.  The  indLsputable  fact  remains  that  a  lonpr 
aeries  of  experiments  on  single  tube  and  commercial  marine  feed- 
water  heaters  shows  the  temperature  gradient  to  be  exponential, 
and  no  reasonable  expectancy  on  the  part  of  those  who  have  not 
** lived''  with  the  apparatus  will  change  the  fact. 

The  curves  in  the  writer's  paper  to  which  the  authors  refer  were 
plotted  from  heaters  in  which  we  were  forced  to  use  a  different 
method  of  obtaining  the  temperature  gradient,  and  while  it  does 
introduce  a  little  more  complexity,  still  these  are  the  facts,  and  we 
must  abide  by  them. 

R.  N.  Ehrhart.  The  first  part  of  the  author's  paper  consists 
in  the  collection  and  tabulation  of  results  obtained  with  various 
surface  condensing  plants.  As  such,  it  is  interesting.  However, 
we  do  not  believe  that  curves  derived  from  the  performance  of 
various  sizes  and  types  of  condensers  of  different  manufacturers 
can  be  consistently  grouped  in  curves  to  show  typical  results.  It  i.s 
quite  evident  that  one  style  or  design  of  condenser  might  give  cer- 
tain characteristics  which  could  be  successfully  shown  graphically, 
but  to  take  all  other  types  and  put  them  on  the  same  curve  sheet 
with  the  expectation  of  getting  something  that  is  really  of  great 
value  is  impossible. 

The  latter  part  of  the  paper  is  based  on  misconceptions  of  the 
performance  of  modern  condensers.  For  example :  The  performance 
of  the  condenser  as  shown  in  Fig.  10  is  not  at  all  in  line  with  that 
given  by  modern  design.  In  days  gone  by,  we  used  condensers  in 
which  there  was  little  rise  in  temperature  in  the  lower  pass,  but 
condensers  of  today,  if  properly  designed,  will  have  about  60  per 
cent  of  the  work  done  in  the  lower  pass.  It  is  obvious  that  this 
should  be  so.    If  the  condenser  is  perfectly  scavenged  of  air,  the 
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greatest  temperature  head  exists  in  the  lower  portion  of  the  (5^n- 
denser,  which,  in  the  centra-flow  type,  is  nearest  the  end  of  "tJie 
condensation  zone,  and  in  the  beginning  of  the  water  circulation 
zone.  The  use  of  a  hydraulic  air  pump  makes  it  easy  to  get  stxch 
results  without  the  use  of  external  coolers. 

The  authors  attempt  to  show  that  there  is  a  compression  of  tb^ 
air  in  the  condenser,  and  that  this  necessitates  a  lowering  of  tli^ 
temperature  of  the  steam  space.     Such  a  phenomenoft  need  mot 
exist  at  all.     Where  a  hydraulic  air  pump  is  employed,  using  wat^r 
of  the  temperature  of  that  delivered  to  the  condenser,  the  compres- 
sion can  all  take  place  within  the  pump  itself ;  that  is,  the  readjust- 
ment of  vapor  and  air  pressures  does  not  need  to  take  place  in 
condenser. 

The  authors  dwell  on  a  suggested  form  of  zone  condenser, 
which  the  lower  pass  uses  little  water  and  consequently  little  pow 
ia  there  absorbed.     As  pointed  out  above,  the  modem  condenser 
most  of  the  work  in  the  bottom  pass,  so  that  the  suggested  form 
zone  condenser,  instead  of  accomplishing  something  desirable, 
out  to  be  about  the  most  undesirable  modification  that  we  couK- 
make  in  a  modern  condenser.     Therefore,  it  can  have  no  place  £- 
modem  condenser  practice. 


George  H.  Gibson  (written).     In  none  of  Mr.  Loeb's  tests  di 
he  work  with  a  constant  fixed  water  temperature  and  different 
temperatures;  and  that  would  be  necessary  in  order  to  eliminat 
the  variations  that  mipfht  be  due  to  the  water  temperature,  per 
or  else  the  influence  of  the  water  temperature  must  be  allowed  for'  -^ 
In  the  tests  described  by  Loeb,  the  influence  of  water  temperature^ 
was  i<^nored.     It  is  therefore  improper,  on  the  basis  of  his  test^^ 
alone,  in  which  the  variations  in  temperature  difference  were  ob-^ 
tained  by  varying  the  water  temperature,  to  state  just  what  precise* 
effect  temperature  difference  by  itself  had  upon  the  rate  of  trans— 
mission. 

In  reply  to  Mr.  Ehrhart,  the  condenser  tests  presented  are  thas^ 
to  which  we  had  access  in  publication  and  in  reports  by  manu-^ 
factiirers  and  users.  If  there  are  in  existence  tests  showing  ncp 
temperature  drop  caused  by  enrichment  of  the  air  mixture,  we  would 
like  to  examine  them.  We  concede  that  by  putting  on  a  supple- 
mentary eoiulcnser  the  mixture  can  be  drawn  out  of  the  first  con- 
denser before  the  effects  of  air  are  apparent,  that  is  to  say,  before 
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iibes  of  the  condenser.     Fig.  19  shows  how  the  same  conditions  are 
>btained  using  two  circulating  pumps. 

59  In  Fig.  20  is  shown  a  three-pass  condenser  in  which  the 
/elocity  in  the  lower  zone  is  small,  in  the  middle  ^one  fairly  high,  and 
n  the  upper  zone  the  maximum.  All  of  the  water  goes  through  the 
apper  zone,  but  only  part  of  the  total  through  the  other  zones.  By 
manipulation  of  the  valve,  the  quantity  of  water  going  through  the 
zones  is  varied  to  take  care  of  different  conditions  of  operation  in 
Bimimer  and  winter,  and  of  load,  air  leakage,  air  pump  capacity  and, 
vacuum.  A  three-pass  zone  condenser  may  also  be  built  with,  say, 
half  the  tubes  in  the  bottom  or  first  pass  and  the  other  half  ot  the 
tubes  divided  between  the  two  upper  passes.  The  objection  to  this 
design  is  that  the  inactive  zone  is  too  large  (one-half  the  total)  and 
the  water  velocity  still  too  hiph. 


•"iG.  20     Thrke-Pass  Condenser  with  Three  Zones  op  Different  Activity 


CONCLUSIONS 


60  The  lower  average  heat  transfer  coefficient  obtained  with 
old  circulating  water  is  due  principally  to  a  greater  proportion  of  the 
urface  being  inactive,  which  in  turn  is  due  to  greater  pressure  drop 
Qcidental  to  the  flow  of  a  larger  volume  of  steam  and  to  the  greater 
noportion  of  air  to  vapor  existing  in  the  mixture  stagnating  in  the 
•utlet  zone  of  the  condenser. 

61  Better  efficiency  of  surface  at  high  vacuum  can  be  obtained 
)y  preventing  air  inleakage,  increasing  pump  capacity  and  decreas- 
Qg  the  pressure  drop  or  pneumatic  resistance  of  the  condenser  by 
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proper  arrangement  of  steam  path  and  spacing  of  tubesi  these 
being  of  great  importance  at  very  high  vacuums. 

62  The  pressure  drop  through  a  condenser,  expressed  in  terms 
of  head  of  steam,  varies  as  a  function  of  the  velocity  of  the  steam, 
greater  than  the  square  if  the  increase  in  velocity  is  accompanied  by 
an  increase  in  average  heat  transmission  coefficient  and  in  depth  of 
penetration,  or  smaller  than  the  square  if  the  increase  in  velocity  is 
accompanied  by  a  decrease  in  average  heat  transmission  ooeffident 
and  in  depth  ot  penetration. 

63  In  purchasing  high  vacuum  condensers,  comparison  should 
be  made  of  the  pneumatic  resistance  of  the  structures  on  the  hm 
of  velocity  of  flow  at  each  row  of  tubes  and  the  number  of  rows  b 
series  through  which  steam  must  flow.  Attention  should  also  be 
given  to  possibilities  for  the  formation  of  air  pockets  out  of  the  Ime 
of  flow,  considering  both  transverse  and  longitudinal  sections. 

64  The  highest  coefficients  of  heat  transmission  are  obtainable 
in  condensers  of  moderate  size  in  which  the  smaller  depth  of  tube 
bank  lessens  the  pneumatic  resistance. 

65  The  depression  of  the'^air  suction  temperature  below  the 
inlet  vacuum  temperature  is  an  index  of  the  surface  efficiency,  on  the 
steam  side. 

66  By  analyzing  the  temperature  depression  in  a  given  con- 
denser into  that  due  to  pressure  drop  and  that  due  to  partial  air 
pressure,  it  is  possible  to  determine  whether  flow  conditions  or  air 
conditions  offer  the  greater  possibility  for  improving  efficiency  and 
vacuum. 

07  By  means  of  accurate  electrical  resistance  thermometers 
temperatures  can  be  taken  at  a  multitude  of  points  on  both  steam  and 
water  sides  of  the  surface  of  a  condenser  undergoiiig  changes  w 
operating  conditions,  which  would  enable  one  to  isolate  the  factors 
influencing  the  extent  ot  the  active  and  inactive  zones. 

68  A  high  velocity  of  circulating  water,  or  the  equivalent  in- 
crease in  water  film  agitation  by  the  use  of  cores  or  spirals,  is  de- 
sirable in  the  tubes  of  the  active  zone  of  a  condenser;  and  this  can 

• 

be  obtained,  without  additional  power  consumption  in  pumping 
the  circulating  water,  by  reducing  the  velocity  ot  the  water  through 
the  tubes  of  the  inactive  zone. 


No.  1516 

CIRCULATION  IN  HORIZONTAL  WATER 

TUBE  BOILERS 

By  Paul  A.  Banckl,  New  Yoek,  N.  Y. 
Junior  Member  of  the  Society 

With  high  combustion  rates  and  high  furnace  temperatures,  the 
load  on  boiler  surfaces  exposed  directly  to  the  fire  is  very  intense. 
For  a  furnace  temperature  of  2500  deg.  fahr.  and  a  boiler  tempera- 
ture of  400  deg.  fahr.,  the  rate  of  radiation  per  square  foot  of  boiler 
surface  is  about  100,000  B.t.u.  per  hr.;  for  2750  deg.  fahr.,  150,000 
B.t.u.,  and  for  3000  deg.  fahr.,  200,000  B.t.u.,  corresponding  ap- 
proximately to  loads  of  100,  150  and  200  lb.  of  steam  per  sq.  ft. 
respectively,  whereas  the  load  averaged  for  all  the  surface  in  a  boiler 
is  usually  only  3.5  to  10  lb.  per  sq.  ft.* 

2  It  is  important  that  the  tubes  subjected  to  these  loads  have 
simple  circulation  of  water,  and  be  kept  clean  of  scale  as  well,  ether- 
ise the  resistance  to  heat  transfer  on  the  water  side  of  the  tube  will 
increase,  causing  an  increase  in  the  temperature  of  the  metal,  which 
if  high  enough,  will  result  in  rupture.     An  increase  in  tube  tem- 
perature will  also  decrease  the  heat  absorbed  by  radiation  and 
reduce  the  efficiency.     It  is  only  in  the  region  of  these  tubes  that  the 
velocity  of  circulation  can  have  any  appreciable  effect  on  the  efficiency 
of  heat  absorption. 

3  In  addition,  it  is  generally  believed  that  a  high  velocity  of 
circulation  will  retard  scale  formation  and  thus  indirectly  reduce 
the  resistance  to  heat  transfer  and  prevent  overheating  of  the  tubes. 

4  Before  considering  the  complex  circuit  of  the  actual  boiler, 
let  us  consider  the  simple  boiler  of  Fig.  1,  with  one  leg  containmg 
solid  water  and  the  other  a  rising  column  of  steam  bubbles  and  water. 
The  conditions  may  be  likened  to  those  in  an  air  lift  wherein  the 
aeration  of  a  column  of  water  forming  one  leg  of  a  U  creates  the  flow. 

*F.  Mimzinger,  Zeit.  d.  Ver.  deut.  Ing.,  Nov.  1,  1918. 

Presented  at  the  Annual  Meeting,  December  1915,  of  The  American 
Society  op  Mechanical  Engineers. 
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Jordan  reported  results  of  experimentB  in  which  the  tempwatore  of 
the  metal  wall  waa  measured  at  four  points  in  its  length  by  »e- 
curately  calibrated  thermocouples,  and  in  this  way  the  heat  tnoB- 
miesion  from  metal  into  the  water  was  studied  separately. 


Fio.  21    Heat  Tkahshibsion  vs.  Mean  Watkk  Tkupbatuu 


Mean    TtmperotKre  of  Water,  Ot<j.  Fat". 

Pig.  22    Hkat  Transmission  vs.  IIean  Watkb  TawpEaATtiBs 

73  In  Fig.  23,  taken  from  Jordan's  paper,  are  reproduced 
Bulls  of  experiments,  each  graph  representing  a  constant  m 
water  film  temperature.  The  arithmetical  average  of  the  mi 
temperature  and  mean  water  temperature  was  taken  to 
the  meaji  water  film  temperature.    As  the  metal  wall  was  at 
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slightly  higher  temperature  than  the  water,  the  figures  given  are 
very  close  to  the  mean  water  temperatures.  It  will  be  apparent 
that  a  considerable  increase  in  water  temperature  results  in  only  a 
small  increase  in  coefficient  of  heat  tiansmissioD.  Thus  for  a  flow  of 
water  62.5  lb.  of  water  per  sq.  ft.  per  sec,  corresponding  to  one  foot 
per  second  velocity,  the  mean  water  temperatures  and  corresponding 
coefficients  of  heat  transmission  can  be  set  down  as  follows: 


Mean  Water 
Temperature 


55 

85 
110 


U  ^eoeffident  of  heat 

tranflminion  from  metal  to 

water  in  annular  paasage  of 

mean  hydraulio  depth. 

m>"  0.097;  Jordan 


630 
685 
740 


U  ""Coefficient  of  beat  transmiarion  from 
steam  to  water.  See  Fi«.  22  for  3.6  ft. 
velocity  in  1-in.  tube  of  m  ""0.23. 


620 
690 
810 


74  In  the  third  column,  values  of  U  for  3.6  ft.  velocity  in 
Orrok's  experiments  from  Fig.  22  are  listed  for  comparison.  The 
high  coefficients  obtained  by  Jordan  at  the  comparatively  low  water 
velocity  are  explained  by  the  facts  (1)  that  the  coefficient  here  con- 
sidered is  from  the  metal  to  the  water,  and  the  resistance  due  to  the 
metal  itself,  as  also  that  due  to  the  fluid  film  on  the  steam  side  ol 
the  metal,  are  not  included,  and  (2)  that  the  water  was  flowing 
through  an  annular  passage  formed  between  a  core  and  the  tube, 
whose  mean  hydraulic  depth  was  approximately  0.097,  whereas 
for  a  condenser  tube,  the  mean  hydraulic  depth  is  d/4,  where  d  is 
the  internal  diameter  (equals  0.902  for  a  one  inch  18  B.W.G.  tube, 
and  m  is  equal  to  0.23,. 

75  Jordan's  experiments  also  showed  that  the  coefficient  in- 
creased as  a  linear  function  of  the  water  velocity,  whereas  the  ex- 
periments by  Orrok  with  heat  transmitted  from  steam  on  one  side 
to  water  on  the  other  showed  an  increase  about  as  the  square  root  of 
the  velocity.  The  explanation  of  this  seeming  disagreement  can 
probably  be  found  in  the  fact  that  at  higher  water  flows  when  more 
heat  is  being  transmitted  per  one  degree  difference  between  metal 
and  mean  water  temperature,  there  is  a  correspondingly  greater 
amount  of  heat  being  transmitted  through  the  metal,  which  calls  for 
a  greater  temperature  drop  therein,  and  also  a  greater  amount  ot 
heat  being  transmitted  through  the  fluid  film  on  the  steam  side  of 
the  surface,  where  there  is  also  a  greater  temperature  drop.  Neither 
the  transmission  through  the  metal  nor  that  through  the  film  on  the 
steam  side  is  directly  affected  by  the  water  velocity,  so  that  the 
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of  An  Investigation  of  the  Air  Lift  Pump,  by  Davis  and  Weidner.' 
The  quantity  of  water  delivered  rises  to  a  TnATimiiTn  when  the  two 
fluids  are  equally  mixed  by  volume,  or  the  specific  gravity  is  Oi. 
The  specific  gravity  falls  off  thereafter,  due  both  to  the  increaang 
air  volume  and  decreasing  water  volume.  These  experiments  in- 
dicate that  i^lip  and  friction  change  the  relation  of  air  volume  and 
mixture  velocity  to  nearer  a  square  root  law  as  compared  to  the 
theoretical  cube  root  relation.  The  greater  the  proportion  of  air  to 
water  the  less  is  the  slip. 

8    Slip  is  also  influenced  by  the  velocity,  the  ratio  of  air  to  water 
in^^the  mixture  remaining  constant.     Fig.  3,  based  on  Rg.  20  of 


FiQ.  4  Fio.  5 

FiQ.  4    Babcock  &  WUiOOX  Type  Boiler 
Fig.  5    Hkini  Type  Boiler 


Q 


Fig.  6    Edge  Moor  Type  Boiler 
Three  Types  op  Water  Tube  Boilers 


Davis  and  Weidner^s  paper,  shows  the  total  head  lost  in  both  slip 
and  friction  for  a  constant  ratio  of  air  to  water  of  3,  that  is,  for  a 
mixture  containing  25  per  cent  water  and  75  per  cent  air,  at  all 
velocities.  The  head  lost  rises  rapidly  at  low  velocities  but  falls  to  a 
straight  line  at  higher  flows,  whereas  a  friction  head  alone  would 
rise  approximately  as  the  square  of  the  flow.  The  loss  in  slip  there- 
fore decreases  as  velocity  increases.  The  comparatively  large  loss 
at  low  velocities  is  particularly  noticeable. 

9  While  the  results  of  these  tests  are  not  reduced  to  general 
laws,  they  define  the  conditions  essential  to  good  circulation.  These 
we  can  now  apply  to  the  circuit  of  the  actual  water  tube  boiler 
which  contains  a  number  of  sharp  turns  and  abrupt  changes  in  flow 
area  and  is  composed  of  a  bundle  of  parallel  tubes  subjected  to  «"• 
ferent  loads,  discharging  into  a  common  header.     Three  different 
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types,  FigB.  4,  6  and  6,  the  Babcock  and  Wilcox,  the  Heine  and  the 
Edge  Moor,  respectively,  are  representative, 

10  In  these  boilers  the  steam  volume  formed  in  each  tube  de- 
creases as  we  pass  upward  trom  the  furnace  and  the  specific  gravity 
of  the  mixture  discharged  increases.  This  results  in  an  increasing 
heaviness  of  mixture  as  we  progress  from  the  bottom  to  the  top  of  the 
front  waterleg  and  tends  to  choke  circulation  in  the  bottom  tubes.^. 

11  In  the  second  place,  the  cross  sectional  area  of  the  front 
header  being  relatively  lai^e,  an  abrupt  decrease  in  velocity  occurs 
at  the  point  of  discharge  of  the  bottom  tubes,  so  that  the  steam 


Fia.  7    DiFTEaEKT  Ttpes  of  Hkadbu  Txstsd 


tends  to  slip  up  without  lifting  the  water.  In  the  upper  part  of  the 
header,  the  mixture  comes  Irom  the  tubes  at  relatively  small  velocity, 
and  contains  less  steam,  so  that  the  conditions  favorable  to  slip  still 
exist.  In  Fact,  liberation  ot  steam  commences  within  the  header, 
and  the  water  tends  to  remain  in  place  as  in  a  large  vessel — a  tubular 
boiler,  for  example — instead  of  being  pumped  up  into  tha  drum. 
The  head  producing  flow  of  water  from  the  waterleg  into  the  drum 
is  created  almost  entirely  by  the  tubes,  and  principally  the  bottom 
rows,  whereas  the  ri^inn  steam  bubbles  in  the  waterleg  should  greatly 
assist  the  circuUti<ni  in  the  tubes.  Under  these  conditions,  the 
higher  the  boiler  the  poorer  may  be  the  circulation;  yet,  in  applying 
formulae  of  the  kind  given,  it  is  assumed  that  the  head  producing 
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'Velocity  is  measured  by  the  height  from  centre  of  tube  to  water 
level,  and  increases  with  the  height  of  the  boiler. 

12  In  waterlega  of  the  types  in  Figs.  5  and  6,  there  is  also  a  loss 
«due  to  the  internal  currents,  as  will  be  shown.  The  sectional  con- 
eitructioQ  of  Fig.  4  confines  the  flow  to  practically  str^ght  lines. 

13  In  all  cases,  there  is  a  certain  amount  of  resistance  to  circula- 
tion, principally  that  due  to  the  sharp  turn  and  constriction  at  the 
point  of  discharge  of  the  front  header  into  the  dnmi,  which  is  in- 
creased if  a  horizontal  baSQe  or  deflection  plate,  lying  across  the  path 
of  the  steam  and  water,  is  used.  A  smooth  large  radius  elbow  is 
preferable.  In  the  Babcock  and  Wilcox  type,  Fig,  4,  the  discharge 
occurs  through  nipples,  and  the  reduction  in  area  from  the  header 
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to  the  nipple  is  considerable.  In  the  Heine  type,  the  discharge  is 
through  an  opening  in  the  drum  of  one  half,  one  third,  or  less,  of 
the  flow  area  in  the  header.  In  the  Edge  Moor  type,  the  header  is 
carried  up  full  width,  but  some  head  is  lost  since  there  must  be  sufE- 
cieut  hydraulic  gradient  to  cause  the  flow  from  header  into  the 
drum  which  probably  always  acts  as  an  open  channel. 

14  An  expression  for  the  velocity  in  any  row  of  tubes,  or  in  any 
other  part  of  the  circuit  cannot  be  written  since  it  would  have  to 
take  all  these  indetenninatc  variables  and  coefficients  into  account, 
and  therefore  the  effect  of  changes  in  design  cannot  be  predicted  with 
mathematical  precision.  It  seems  to  follow,  however,  th^t  the  ve- 
locity in  the  bottom  tubes  can  be  increased  if  the  front  header  is  de- 
signed so  that  the  discbarge  of  stoam  and  water  from  those  rows  is 
isolated  and  led  up  into  the  drum  in  its  own  section  of  the  header,  as 
shown  in  Fig.  IC,  D  and  E.  The  light  steam-water  mixture  dis- 
cbai^ed  by  the  bottom  tubes  does  not  impinge  upon  a  denser  mass 
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of  slow  moving  fluid  in  a.  large  chamber  but,  instead,  is  aegnptei 
all  the  way  up  into  the  drum.  The  velocity  of  the  mixture  is  nuun- 
tained  at  its  original  figure  so  far  as  possible  and  abrupt  chuiia 
in  velocity  are  avoided,  thus  largelj'  preventing  the  occurrence  of 
slip.  While  only  the  same  total  inlet  area  to  the  drum  is  aviuliible, 
half  or  more  is  allowed  for  the  dischai^e  of  the  lower  tubes  and  re- 
sistance due  to  constriction  at  this  point  avoided. 

15     The  circulation  flues  arc  carried  up   into  the  druni  anrt 


FlQ.0  FiQ,   10 

Fia.  9    Model  Boileb  Set  Up  for  Test  with  Metal  Covbc  Plates  on  Fbosi 

AM>  Glass  Cover  Plates  on  Rear,  as  sbowm  in  Fig.  10 

Pio.  10    View  or  Model  Boileb,  skowixg  Outlkt  Pipes  with  Sd'asatom 

ON  Each  Half  of  the  Boiler  and  Gaof^  for  MBAsmuKa  Outpi't 

should  make  a  smooth  largo  radius  bend,  preserving  constant  onw^rr 
section.  A  horizontal  extciisioii  of  the  flue  in  the  drum,  shown  ir_» 
dotted  liiii;»i  in  Fig.  8,  (iruvides  separate  liberating  space  for  lli'  .m 
large  volume  cf  stoam  forniod  in  the  bottom  tubes,  which  midt:^^ 
those  circumstances  docs  not  have  to  boil  up  through  superim|H)s<  _i_ 
water. 

MODEL  BOILER  FOR  STUDVINO  CIRCULATION 

16  In  order  to  study  circulation  and  the  nature  of  the  flo«"  in 
difrercnt  typi's  of  horizontal  boilers,  a  model  was  constructetl  aa 
shown  in  Figs.  8,  9  and  10. 
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steam  condensation  is  completed,  in  which  case  only  such  drop  of 
temperature  as  might  be  due  to  the  steam  flowing  through  the  tube 
bank  would  exist.  With  the  tubes  properly  arranged,  this  tem- 
perature drop  would  be  comparatively  small,  at  least  at  low  vacuums 
and  the  attending  low  specific  volumes. 

However,  if  the  mixture  is  to  leave  the  tube  bank  at  nearly  its 
original  temperature,  a  considerable  percentage  of  the  steam  will 
remain  to  be  compressed  or  condensed  in  the  air  pump.  The  ob- 
jection to  using  the  air  pump  for  steam  recompression  is  self-evi- 
dent, while  if  a  hurling  water  air  pump  is  used  in  order  to  condense 
the  steam,  the  temperature  of  the  hurling  water  will  be  raised  and 
the  eflBciency  of  the  air  pump  impaired.  If  a  large  amount  of 
water  is  used  in  order  that  the  temperature  rise  in  the  pump  may 
be  small,  a  heavy  expenditure  of  power  to  drive  the  pump  will  be 
encountered.  Water  handled  by  the  circulating  pump  may  have  a 
temperature  rise  of  10  deg.  f ahr.  and  may  be  pumped  against  a 
head  of  15  ft.,  whereas  water  handled  by  the  air  pump  may  have 
a  rise  of  only  a  few  degrees  and  the  head  pumped  against  will  be 
150  to  250  ft.  To  condense  a  pound  of  steam,  50  to  75  times  as 
much  power  is  taken  by  the  air  pump  as  compared  with  the  cir- 
culating pump,  for  which  reason  it  is  not  ^  good  plan  to  allow  much 
of  the  steam  to  pass  to  the  air  pump,  which  is  what  Mr.  Ehrhart's 
claims  really  imply. 

Paul  A.  Bancel  (written).  Replying  to  Mr.  Ehrhart,  the  per- 
formance of  the  condenser  from  Josse's  tests  was  cited  to  show 
conditions  existing  in  a  small  condenser  working  at  moderate  vacuum 
with  a  considerable  air  leakage.  The  same  conditions  are  noticeable, 
it  is  maintained,  in  large  vacuum  condensers  even  with  small  air 
leakage  and  large  pump  capacity  (irrespective  of  the  design  of  the 
pump),  because  due  to  its  large  specific  volume,  the  steam  cannot 
penetrate  into  the  condenser  and,  due  to  the  great  rarification,  the 
air  cannot  be  removed  except  after  some  preliminary  compression 
and  concentration  in  the  condenser. 

The  condition  of  temperature  equivalent  to  pressure  alleged  by 
Mr.  Ehrhart  precludes  any  leakage  whatsoever  or  else  an  air  pump 
of  such  capacity  that  the  air  can  be  removed  at  immeasurably  small 
partial  pressure,  together  with  an  unavoidably  large  volume  of 
steam. 

With  a  small  condenser  heavily  loaded  under  summer  conditions 
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of  An  Investigation  of  the  Air  Lift  Pump,  by  Davis  and  Weidner.* 
The  quantity  of  water  delivered  rises  to  a  maxiTnum  when  the  two 
fluids  are  equally  mixed  by  volume,  or  the  specific  gravity  is  0.5. 
The  specific  gravity  falls  off  thereafter,  due  both  to  the  increasing 
air  volume  and  decreasing  water  volume.  These  experiments  in- 
dicate that  slip  and  friction  change  the  relation  of  air  volume  and 
mixture  velocity  to  nearer  a  square  root  law  as  compared  to  the 
theoretical  cube  root  relation.  The  greater  the  proportion  of  air  to 
water  the  less  is  the  slip. 

8    Slip  is  also  influenced  by  the  velocity,  the  ratio  of  air  to  water 
in]^the  mixture  remaining  constant.     Fig.  3,  based  on  Fig.  20  of 


Fia.  4  Fio.  6 

FiQ.  4    Babcook  &  Wilcox  Type  Boiler 
Fig.  5    Hxinx  Type  Boiler 


q: 


FiQ.  6    Edge  Moor  Type  Boiler 
Three  Types  op  Water  Tube  Boilers 


Davis  and  Weidner's  paper,  shows  the  total  head  lost  in  both  slip 
and  friction  for  a  constant  ratio  of  air  to  water  of  3,  that  is,  for  a 
mixture  containing  25  per  cent  water  and  75  per  cent  air,  at  all 
velocities.  The  head  lost  rises  rapidly  at  low  velocities  but  falls  to  a 
straight  line  at  higher  flows,  whereas  a  friction  head  alone  would 
rise  approximately  as  the  square  of  the  flow.  The  loss  in  slip  there- 
fore decreases  as  velocity  increases.  The  comparatively  large  loss 
at  low  velocities  is  particularly  noticeable. 

9  While  the  results  of  these  tests  arc  not  reduced  to  general 
laws,  they  define  the  conditions  essential  to  good  circulation.  These 
we  can  now  apply  to  the  circuit  of  the  actual  water  tube  boiler 
which  contains  a  number  of  sharp  turns  and  abrupt  changes  in  flow 
area  and  is  composed  of  a  bundle  of  parallel  tubes  subjected  to  dif- 
ferent loads,  discharging  into  a  common  header.     Three  different 
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of  slow  moving  fluid  in  a  large  chamber  but,  instead,  is  s^regated 
all  the  way  up  into  the  drum.  The  velocity  of  the  mixture  is  nuun- 
tained  at  its  original  figure  so  far  as  possible  and  abrupt  changes 
in  velocity  are  avoided,  thus  largely  preventing  the  occurrence  of 
slip.  While  only  the  same  total  inlet  area  to  the  drum  is  available, 
half  or  more  Je  allowed  for  the  discharge  of  the  lower  tubes  and  re- 
sistance due  to  constriction  at  thin  point  avoided. 

15     The  circulation  flues  are  carried   up  into   the  dnini  and 


Fia.9  Fiu.   10 

Fio.  fl    Model  Bocler  Set  Up  cor  Test  with  Metal  Cover  Platbs  on  Front 

AKD  Glass  Coveh  Plates  on  Rear,  as  shown  i.v  Fio.  10 

PiO.  10    View  or  Model  Boiler,  showing  Outlet  Pipes  with  Sbpabatore 

ON  Each  Half  op  the  Boiler  and  Gaoes  roR  Meashrino  Output 

should  make  a  smooth  large  radius  bend,  preserving  constant  cross 
section.  A  horizontal  extension  of  the  flue  in  the  drum,  shown  in 
dotted  linos  in  Fig.  8,  provides  separate  liberating  space  for  the 
lai^e  volume  cf  steam  formed  in  the  bottom  tubes,  which  under 
those  circumstances  does  not  have  to  boil  up  through  superimposed 
water. 

MODEL  BOILER  FOR  STUDYING  CIRCULATION 


16  In  order  to  study  circulation  and  the  nature  of  the  flow  in 
different  types  of  horizontal  boilers,  a  model  was  constructed  as 
shown  in  Figs.  8,  9  and  10. 
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17  The  boiler  was  built  in  two  units,  each  complete  with  drum, 
headers  and  tubes.  There  were  75  half-inch  outside  diameter 
No.  18  B.  &  S.  brass  tubes  about  2  ft.  long,  of  a  total  surface  of 
17  sq.  ft.  in  each  unit.  The  headers  were  rectangular  as  in  an  Edge 
Moor  boiler,  and  by  inserting  suitable  strips  of  brass  the  design 
could  1)0  changed  to  represent  the  different  constructions  of  Figs. 
7A-7F.  Glass  covers  were  placed  on  the  front  and  back  headers 
to  permit  observation  of  conditions  and  the  taking  of  photographs. 
Rub})er  packing  formed  of  split  rubber  tubing  was  placed  on  the 
edge  of  the  strips  under  the  glass,  and  this  explains  the  seemingly 
large  thickness  of  partitions. 

18  The  boiler  was  set  with  a  slope  of  1  in.  to  the  foot  over  a  gas 
furnace  consisting  of  three  large  burners  capable  of  burning  200  cu.  ft. 
of  gas  per  hr.  One-inch  asbestos  lined  the  furnace  and  boiler  casing. 
The  baffling  for  the  gases  was  of  the  parallel  type  in  two  passes. 
The  boiler  was  set  so  that  the  gases  entered  at  the  rear  of  the  bottom 
pass,  Fig.  8a,  and  also  with  the  relative  position  of  furnace  reversed, 
the  gas  entering  the  first  pass  directly  in  front,  as  shown  in 
section  of  Fig.  8b.  An  induced  draft  fan  drew  the  gases  through  the 
boiler. 

PHOTOGRAPHS  OF  THE  BOILER  CIRCULATION 

19  Photographs  of  the  moving  steam  and  water  in  the  headers 
were  taken  at  a  speed  of  approximately  1/100  sec.  with  flashlight 
illumination.  At  first  experiments  were  made  with  water  tinted 
red  and  also  with  water  containing  powdered  mica,  but  these  proved 
of  no  value,  and  afterwards  no  coloring  was  used  in  the  water. 

20  When  the  circulation  is  poor  and  steam  is  slipping  through 
the  water  the  latter  shows  up  transparent  and  the  header  appears 
almost  empty,  whereas  where  the  steam  and  water  are  well 
mixed  or  emulsified,  there  is  a  distinct  whitish  color  and  marked 
contrast  in  the  photographs. 

21  Before  a  photograph  was  taken,  the  water  was  brought  to  the 
same  level  in  each  header  without  having  the  burners  on.  The 
level  was  slightly  below  the  bottom  of  the  drum  in  the  front  header 
as  shown  in  Fig.  20.  The  camera  was  within  a  tew  feet  ot  the  boiler 
and  the  reduction  was  about  half  size,  so  that  the  movement  of  an 
inch  on  the  original  boiler  equalled  about  half  an  inch  in  the  photo- 
graph. A  small  group  of  bubbles  moving  at  a  velocity  of  1  ft.  per 
sec.  would  move  1/100  ft.  during  the  exposure  and  make  a  streak 
1/200  ft.,  or  say  0.06  m.,  on  the  plate  (8  by  10  m.).     Wherever  bub- 
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1  Fio.  14:  Load 
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ing  circulation  in  the  bottom  tubes,  and  on  the  right  the  square 
header. 

25  In  the  lett  hand  half  of  Fig.  11,  the  greater  evaporation  is 
obviously  taking  place  in  the  bottom  tubes  connected  into  the 
circulation  flue  where  there  is  a  well  directed  upward  flow.  The 
upper  tubes  of  the  boiler  discharge  into  their  compartments  of  the 
header  ver}^  (juietly  and  the  st<»am  slips  u])  through  the  water  and  is 
liberat<?d  in  the  header.  The  pumping  action,  as  in  an  air  lift,  is 
shown  clearly  in  the  central  flue.  The  discharge  is  vigorous  enough 
to  strike  the  horizontal  deflection  plate  in  the  center  of  the  drum. 

26  The  right  hand  half  of  Fig.  1 1  illustrates  how  slip  occurs  in  a 
header  of  relatively  large  area;  the  steam  slips  up  through  the  water 
and  is  liberated  largely  in  the  header  as  indicated  by  the  wide  belt 
of  foam  formed  at  the  surface  of  the  water,  which  is  to  be  contrasted 
with  the  quiescent  conditions  on  the  left.  The  steam  and  water 
i.ssued  from  the  bottom  tubes  as  a  homogeneous  mixture  filling 
the  bore  of  the  tubes  and  preserved  this  state  as  it  turned  up,  but 
aft«r  a  shoit  distance  it  seemed  to  be  absorbed  by  the  compara- 
tively large  mass  of  water  in  the  header.  The  tubes  carrying  lighter 
loa  Is  discharged  steam  and  water  from  the  upper  part  of  the  tube 
Dnly. 

27  A  rotary  flow  can  be  seen  in  the  square  header.  Fig.  11. 
The  current  rises  at  the  left  and  falls  at  the  right,  the  velocity  being 
low  or  next  to  nothing  where  the  bubbles  can  be  distinguished. 

28  Fig.  12  was  taken  at  the  same  load  but  with  low  water  level 
to  show  the  effect  of  the  circulation  flue  in  the  left  hand  boiler. 
The  bottom  tubes  of  this  boiler  are  discharging  water  and  steam  up 
the  flue  into  the  drum,  whereas  no  water  is  delivered  to  the  drum 
from  other  sections  of  the  header  or  from  the  header  on  the  right 
hand  side.     Return  circulation  occurs  through  the  upper  tubes. 

29  Fig.  13  shows  the  l)oilers  steaming  at  approximately  275  per 
cent  load  and  Fig.  14  al)out  450  per  cent  load.  The  upper  tubes  of 
the  left  hand  boiler  are  now  working  more  actively,  but  the  rela- 
tively small  amount  of  steam  generated  is  indicated  by  the  lact  that 
about  half  the  rows  of  tubes  can  be  seen  through  water,  especially 
in  Fig.  13,  the  steam  slipping  through  without  causing  a  flow  of 
water.  The  flow  in  the  circulation  flue  is  smooth  and  full  bore.  On 
the  right  there  is  violent  commotion  with  whirls  and  s'wirls  in  all 
directions.  The  steam  and  water  rise  nearly  to  the  top  of  the  drum 
which  indicates  the  h(»ad  needed  to  make  the  turn  and  discharge  the 
rnixture  into  the  drum. 
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bles  of  steam  appear  to  Ije  at  rest  in  the  photc^raphs,  therefore,  it- 
may  be  assumed  that  their  velocity  was  no  more  than  1  ft.  p^^"*" 
ace,  while  streaks  indicate  higher  velocities. 

22     Steam   was   generated   at   atmospheric   pressure   and  tl *  ^' 

volume  was  measured  by  orifices  in  the  outlet  pipes  on  each  hdt  ^l.^^^ 
the  boiler.  As  tlie  volume  of  steam  at  atmospheric  pressure  is  ver  — 
great  compared  to  that  at  200  lb.  {for  example)  a  low  load  in  pouncr^^i-' 
per  square  foot  per  hour  on  the  model  corresponds  to  a  high  load  ^^»  ■ 
terms  of  steam  volume.    The  equivalent  loads  given  in  connectio^^  ^ 


with  the  pictures  are  liased  on  a  boiler  pressure  ot  200  lb.,  at  wlm  ic^ 
the  steam  volume  is  about  0.08  that  at  atmospheric  pressure. 

23  A  greater  proportion  of  the  steam  was  generated  in  -t'bc 
bottom  tubes.  The  relative  loads  on  different  rows  were  proh»-^^  '^ 
about  the  same  as  the  aventge  in  an  actual  boiler,  wherein  'tt^ 
distribution  varies  consideraljly  depending  on  the  furnace  t^^*"' 
pcrature. 

j.     24     Fig.  11  shows  the  circulation  in  the  front  headers  at  atx^"' 
85  per  cent  ot  rating.     On  the  lett  is  a  header  with  a  flue  for  incx-«?-»^- 
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ing  circulation  in  the  bottom  tubes,  and  on  the  right  the  square 
header. 

25  In  the  lett  hand  half  of  Fig.  11,  the  greater  evaporation  is 
obviously  taking  place  in  the  bottom  tubes  connected  into  the 
circulation  flue  where  there  is  a  well  directed  upward  flow.  The 
upper  tubes  of  the  boiler  discharge  into  their  compartments  of  the 
header  very  quietly  and  the  steam  slips  up  through  the  water  and  is 
liberat<?d  in  the  header.  The  pumping  action,  as  in  an  air  lift,  is 
shown  clearly  in  the  central  flue.  The  discharge  is  vigorous  enough 
to  strike  the  horizontal  deflection  plate  in  the  center  of  the  drum. 

26  The  right  hand  half  of  Fig.  1 1  illustrates  how  slip  occurs  in  a 
header  of  relatively  large  area;  the  steam  slips  up  through  the  water 
and  is  liberated  largely  in  the  header  as  indicated  by  the  wide  belt 
of  foam  formed  at  the  surface  of  the  water,  which  is  to  be  contrasted 
with  the  quiescent  conditions  on  the  left.  The  steam  and  water 
issued  from  the  bottom  tubes  as  a  homogeneous  mixture  filling 
the  bore  of  the  tubes  and  preserved  this  state  as  it  turned  up,  but 
after  a  shoit  distance  it  seemed  to  be  absorbed  by  the  compara- 
tively large  mass  of  water  in  the  header.  The  tubes  carrying  lighter 
loa  Is  discharged  steam  and  water  from  the  upper  part  of  the  tube 
only. 

27  A  rotary  flow  can  be  seen  in  the  square  header.  Fig.  11. 
The  current  rises  at  the  left  and  falls  at  the  right,  the  velocity  being 
low  or  next  to  nothing  where  the  bubbles  can  be  distinguished. 

28  Fig.  12  was  taken  at  the  same  load  but  with  low  water  level 
to  show  the  efi'ect  of  the  circulation  flue  in  the  left  hand  boiler. 
The  bottom  tubers  of  this  boiler  are  discharging  water  and  steam  up 
the  flue  into  the  drum,  whereas  no  water  is  delivered  to  the  drum 
from  other  sectioiLS  of  the  header  or  from  the  header  on  the  right 
hand  side.     Return  circulation  occurs  through  the  upper  tubes. 

29  Fig.  13  shows  the  boilers  steaming  at  approximately  275  per 
cent  load  and  Fig.  14  about  450  per  cent  load.  The  upper  tubes  of 
the  left  hand  boiler  are  now  working  more  actively,  but  the  rela- 
tively small  amount  of  steam  generated  is  indicated  by  the  lact  that 
about  half  the  rows  of  tubes  can  be  seen  through  water,  especially 
in  Fig.  13,  the  steam  slipping  through  without  causing  a  flow  of 
water.  The  flow  in  the  circulation  flue  is  smooth  and  full  bore.  On 
the  right  there  is  violent  commotion  with  whirls  and  swirls  in  all 
directions.  The  steam  and  water  rise  nearly  to  the  top  of  the  drum 
which  indicates  the  head  needed  to  make  the  turn  and  discharge  the 
mixture  into  the  drum. 
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30  Fig.  15  shows  the  lower  right  hand  corner  of  the  same  type 
header  to  a  larger  scale,  with  the  boiler  steaming  at  an  equiva- 
lent load  of  250  per  cent.  The  circulation  is  upward  on  the  left 
and  downward  on  the  right.  The  rush  of  circulation  to  the  left  of 
the  header  is  presumably  due  to  the  fact  that  the  heat  is  greatest 
in  the  center  of  the  furnace,  which  corresponds  to  the  left  hand  side 
of  this  header. 

31  Fig.  16  shows  Heine  type  headers  in  both  parts  of  the  boiler 
and  double  circulation  flues  on  the  left,  these  rising  along  the  sides 
of  the  header  in  extensions  which  did  not  connect  with  any  upper 
boiler  tubes.  No  heavy  mixtures  were  therefore  discharged  into  the 
light  steam  water  emulsion  rising  from  the  bottom  tubes.  The 
load  was  about  275  per  cent.  The  discharge  of  the  upper  tubes  ot 
the  left  hand  boiler  slips  through  the  water  and  the  mixture  in  the 
center,  near  the  top,  is  moving  slowly,  whirling  in  all  directions. 
The  right  haod  picture  illustrates  again  the  tendency  for  internal 
circulation  in  an  open  header;  there  is  a  marked  rotary  flowand  down- 
ward current  on  the  right.  A  closer  study  of  the  figure  will  show 
what  seem  to  be  light  shadows  to  the  left  of  the  tube  ends  in  the 
bottom  row.  This  is  the  discharge  of  steam  slipping  through  the 
water.     Fig.  17  shows  the  same  boiler  steaming  at  500  per  cent  load. 

32  Fig.  18  shows  the  Heine  type  header  on  the  right  and  the 
single  circulation  flue  on  the  left,  at  about  450  per  cent  load.  The 
white  streak  across  the  right  hand  header  is  a  cemented  crack  in 
the  glass.  Numerous  small  eddy  currents  or  whirls  can  be  dis- 
tinguished. Bubbles  that  are  nearly  stationary  are  distinguishable 
all  along  the  lower  section,  directly  in  the  center  and  in  the  upper 
right  hand  corner — these  forming  a  vortex  or  whirl  in  a  clockwise 
direction. 

33  Fig.  19  shows  a  third  arrangement  of  circulation  baflSe  with 
three  flues  on  the  left,  and  a  Babcock  and  Wilcox  type  header  on  the 
right;  the  load  was  about  450  per  cent.  Fig.  20,  at  no  load,  shows  the 
construction  of  the  header  more  clearly.  The  flow  in  the  sections 
of  the  Babcock  and  Wilcox  header  was  directly  upwards,  with  no 
cross  currents  or  whirls  and  only  a  slight  sinuous  movement,  but 
was  throttled  by  the  nipples  at  the  top  of  each  section.  Stationary 
bubbles  can  be  distinguished  in  many  of  the  headers.  At  low  loads 
the  slip  throuj!;h  the  headers  was  similar  to  that  in  the  previous 
types,  the  bubbles  rising  through  the  water  without  causing  dis- 
charge from  the  nipples. 

34  Fig.  21  is  a  view  of  the  rear  headers  when  steaming  at  th^ 
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same  rate.  The  left  hand  header  (corresponding  to  the  Babcock 
and  Wilcox  type*on  the  right  in  front)  is  boiling  backward  from 
the  upper  tubes,  causing  a  fluctuating  and  higher  water  level.  The 
white  mark  across  the  bottom  of  the  right  hand  drum  is  caused  by 
the  splashing  of  the  water  against  the  glass. 

35  Fig.  22  shows  the  rear  headers  at  about  85  per  cent  load, 
a  slight  boiling  back  being  noticeable  here  also.  ThiJB  figure  shows 
another  feature,  however — ^the  left  hand  dnmi  is  dry  due  to  the 
poor  circulation  of  the  front  headers  into  the  drum,  whereas  the 
right  hand  drum  is  receiving  water  which  can  be  seen  emptying  into 
the  rear  header.  The  steam  slips  through  the  water  in  the  front 
headers  on  one  side,  without  pumping  water  into  the  drum.  The 
true  water  levels  are  equal,  but  about  3  in.  low. 

36  Reversal  of  boiling  also  occurred  with  other  types  of  headers. 
Fig.  23  shows  the  boilers  with  front  header  as  in  Fig.  16,  steaming  at 
85  per  cent.  A  number  of  tubes  can  be  seen  to  be  discharging  steam. 
This  occurred  intermittently  and  would  appear  first  at  one  tube  and 
then  another.  Fig.  24  shows  the  rear  of  the  boilers  shown  in  front 
in  Fig.  18,  steaming  at  about  300  per  cent  load. 

37  The  back  boiling  was  eliminated  by  reversing  the  boiler 
setting,  that  is,  setting  the  boiler  over  the  furnace  so  that  the  open- 
ing at  the  end  of  the  lower  horizontal  baffling  came  at  the  front  and 
higher  end  of  the  boiler,  near  the  front  header,  as  shown  in  Fig.  8b. 

38  Fig.  25  shows  the  rear  headers  when  the  boiler  was  set  in 
this  manner,  and  the  load  was  about  450  per  cent.  The  rear  headers 
were  perfectly  clear,  and  no  discharge  occurred  from  any  of  the 
tubes.  The  front  headers  were  of  the  design  shown  in  Figs.  11  to 
15  which  figures  were  also  taken  with  the  flow  of  hot  giases  entering 
the  tube  nest  at  the  front. 

39  Figs.  26  and  27  show  the  rear  headers  with  the  same 
setting,  but  with  the  Babcock  &  Wilcox  type  header  at  the  front  of 
the  left  hand  boiler  and  the  design  of  Fig.  7C  at  the  front  of  the  right 
hand  boiler.  The  nipples  of  the  sectional  header  were  reduced  one 
half  in  area  by  inserting  sleeves.  Fig.  26  shows  a  load  of  300  per 
cent.  While  the  true  water  levels  were  exactly  the  same,  the  left 
hand  header  shows  a  higher  surface  and  also  considerable  com- 
motion at  the  surface,  due  to  reversal  of  circulation  through  the 
upper  tubes.  The  water  level  fluctuated  up  and  down  with  a  swing 
of  several  mches.  Fig.  27  shows  the  same  boilers  with  85  per  cent 
load.    The  true  water  levels  were  equal  but  when  steaming  the 
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level  in   the  left  hand  unit  fluctuated,  rising  and  backing  up  the 
water  in  the  drum  and  then  falling. 

PRESSURE  DIFFERENCE  TESTS 

40  Tests  were  made  in  which  the  difiference  in  pressure  between 
the  bottoms  of  the  front  and  rear  headers  was  measured.  The 
boilers  were  set  with  the  hot  gases  entering  at  the  front.  A  mercury 
U  tube  with  legs  at  a  small  angle  from  the  horizontal  was  used  for 
these  readings,  which  were  then  translated  into  equivalent  inches  of 
water.  The  gage  was  below  the  bottom  of  the  boiler,  as  in  Fig.  28, 
connected  to  Jf^  and  B.  The  differential  reading  was  therefore  the 
pressure  difference  between  F  and  5*.  The  pressure  head  from  B 
to  B^,  less  the  weight  of  the  mixture  in  the  tube,  was  also  causing 
circulation. 

41  The  pressure  at  F  is  equal  to  the  sum  of  the  heads  due  to  the 


Fig.  28    Position   of  Gage  for  Pressure  Difference    Tests 

weight  of  the  fluid  in  the  header  and  the  head  required  to  produce 
upward  velocity  and  overcome  friction.  A  decrease  in  this  pressure, 
or  increase  in  the  differential  pressure,  indicates  that  the  decrease 
in  static  head  due  to  the  mixture  becoming  lighter  more  than  offsets 
the  greater  head  required  to  j^roduce  velocity  and  overcome  resist- 
ance. 

42  Fig.  29  shows  the  pressure  difference,  at  increasing  loads, 
for  the  plain  square  header  of  the  Edge  Moor  design,  Pig.  7 A. 
Fig.  30  shows  the  same  relation  for  the  Heine  type.  Fig.  7B, 

43  Fig.  31  shows  the  pressure  difference  with  the  Babcock  & 
Wilcox  type  header,  Fig.  7F.  Figs.  32,  33  and  34  show  readings 
when  circulation  flues,  as  sho\\Ti  in  Fig.  7C,  D  and  -B,  were  used  in  the 
front  header.  The  curves  for  headers.  Fig.  7D  and  F,  practically 
coincide.  Fig.  7C  gives  lower  values  at  the  higher  loads  and  slightly 
higher  at  the  low  loads.  This  is  i)robably  due  to  the  fact  that  with 
Fig.  7C  the  discharge  from  the  bottom  tubes  is  mixed  with  the  dis- 
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charge  from  a  considerable  number  of  upper  tubes  in  the  boiler, 
which  also  discharge  into  the  central  part  of  the  front  header. 

44  All  the  curves  are  grouped  for  comparison  in  Fig.  35. 
The  circulation  flues  increase  the  pressure  difference  front  and  rear 
of  the  bottom  tubes  and  add  to  the  circulation  created  in  the  tube 
itself  due  to  its  slope.  The^efifect^of  ^the  nipples  of  the  Babcock  & 
Wilcox  construction  in  throttling  circulation  as  compared  to  the  plain 
header  construction  is  not  noticeable  until  about  300  per  cent  load 
is  reached. 

CONCLUSIONS 

45  Increased  circulation  in  the  lower  rows  of  tubes  of  a  hori- 
zontal boiler  can  be  obtained  by  constructions  which  segregate  the 
discharge  from  those  tubes  up  through  the  front  header  into  the 
drum,  and  by  designing  the  circuit  to  prevent  sUp  and  to  ofifer  the 
least  resistance,  particularly  at  the  entrance  to  the  drum. 

46  The  velocity  of  circulation  of  a  steam-water  mixture  in- 
creases about  as  the  square  root  of  the  steam  volume  or  load. 

47  The  volume  of  water  circulated  increases  at  first  as  the  steam 
volume  increases,  reaches  a  maximum,  and  then  decreases.  The 
maximum  load  on  a  tube  should  not  exceed  that  coincident  with 
maximum  water  deUvery. 

48  The  tendency  for  reversal  of  circulation^is  lessened  by 
setting  the  boiler  so  that  the  gases  strike  the  tube  bank  at  its  higher 
end. 

49  Boiling  back,  particularly  from  the  upper  tubes,  takes  place 
if  the  discharge  area  at  the  junction  of  header  and  drum  is  con- 
stricted. 

DISCUSSION 

George  L.  Fowleb  said  that  a  few  years  ago  he  had  made  some 
investigations  of  the  circulation  in  locomotive  boilers,  and  had  also 
watched  the  apparent  circulation  in  some  very  finely  constructed 
models  of  locomotives ;  and  his  whole  experience  led  him  to  be  very 
cautious  about  accepting  the  indications  of  circulation  in  a  model. 

He  understood  that  the  experiments  with  the  model  under  con- 
sideration were  made  at  atmospheric  temperature.  If  the  evapora- 
tion per  square  foot  of  heating  surface  were  to  be  the  same  as  in  a 
full-size  boiler,  naturally  in  a  boiler  working  under  100  or  200  lb. 
per  sq.  in.  the  bubbles  would  be  smaller  than  they  would  be  in  a 
model  boiler,  on  a  proportion  of  perhaps  1  to  4  in  diameter. 


1036  WATER   TUBE  BOILER   CIRCULATION 

Now,  the  water  spaces  in  a  model  boiler  are  small  also,  and 
proportionately  small  in  comparison  with  the  full-size  boiler  of  the 
same  general  dimensions  and  proportions,  and  he  thought  the  whole 
gist  of  the  argument  simmered  down  into  what  the  author  stated, 
that  the  rate  of  circulation  is  dependent  upon  the  size  of  the  bubble 
of  steam  passing  through  the  boiler.  Therefore  the  circulation 
would  be  very  much  more  rapid  in  the  model  than  in  the  full-size 
lK)iIer.  lie  originally  had  the  idea  that  the  circulation  in  a  locomo- 
tive boiler  was  torrential,  especially  as  investigation  had  shown 
that  the  rate  of  evaporation  in  the  firebox  was  very  much  higher 
than  it  was  in  the  tubes. 

In  his  own  experiments  he  had  started  with  the  idea  he  would 
have  to  provide  for  the  measurement  of  a  circulation  of  400  or  500 
ft.  per  sec,  but  after  thinking  the  matter  over,  mentally  came  down 
to  providing  apparatus  for  measuring  125  to  150  ft.  per  sec.  At 
about  this  time  he  saw  an  advertisement,  in  the  form  of  a  large 
inverted  globe  partly  filled  with  water  with  air  bubbles  coming 
up  through  it.  He  timed  these  bubbles  and  found  that  they  rose 
at  a  rate  of  about  4  ft.  per  sec.  He  reasoned  that  steam  bubbles 
should  not  come  up  through  water  any  faster  than  these  air  bubbles 
did. 

By  the  time  he  started  his  investigations  ho  had  arrived  at  the 
eonelusion  that  if  lu*  provided  for  about  8  or  10  ft.  per  sec.,  he  would 
be  about  right.  As  a  matter  of  fact,  the  highest  circulation  he  got 
iu  a  locomotive  firebox,  when  the  evaporation  was  of  the  rate  of  12 
lb.  of  water  per  sq.  ft.  of  heating  surface  per  hour,  was  about  2  ft. 
per  see.  The  condition  of  a  locomotive  boiler  seems  to  be  that  we 
have  a  slow,  gradual  movement  through  the  shell  backwards  and 
then  some  agitation,  and  the  flowing  up,  on  the  inside  sheet,  and 
then  a  downward  movement  on  the  outside  sheet,  but  the  general 
tendency  is  baek,  and  just  about  enough  movement  to  supply 
evaporation,  apparently. 

Some  recent  work  on  full-size  boilei's  corroborated  that  state- 
ment, he  said.  The  temperature  in  the  lower  corner  of  the  water 
leg  at  the  front  was  never  within  75  deg.  of  the  temperature  of  the 
st(*am  when  the  engine  was  working  full.  Perhaps  it  came  within 
50  degrees,  but  it  was  nmrkedly  below,  whereas  with  that  slow 
movement  of  water  back  through  the  firebox,  in  the  back  corner 
of  th«»  waterleg  down  close  to  the  nnid  ring,  there  was  a  temperature 
up  to  that  of  the  steam.     These  experiments  led  him  to  be  rather 


DISCUSSION  1037 

skeptical  in  regard  to  accepting  any  demonstrations  from  a  model, 
where  necessarily  the  water  spaces  are  quite  limited  and  the  steam 
bubbles  correspondingly  large.  That  there  is  a  general  correspond- 
ence between  a  model  demonstration  and  a  full-size  boiler  demon- 
stration he  did  not  doubt,  but  from  a  quantitative  standpoint,  he 
questioned  the  value  of  the  model  investigation  described. 

William  Kent.     The  tests  of  the  model  boilers  described  by  Mr. 
Bancel  are  interesting,  but  it  is  difficult  to  draw  any  conclusions 
from  them  that  will  be  of  any  service  in  the  design  of  full-size  boil- 
ers.    Some  years  ago  the  speaker  had  occasion  to  assist  in  the  tests 
of  a  quarter-size  model  of  a  Rust  vertical  water  tube  boiler.     The 
tubes  were  about  1  in.  diameter  and  5  ft.  long.    The  ends  of  both 
vipper  and  lower  drums  were  fitted  with  discs  of  plate  glass,  and 
to  the  bottom  end  of  each  tube  a  slender  white  thread  was  attached 
"by  means  of  a  fine  wire  so  that  the  threads  would  show  the  direction 
<>f  the  circulation.     Some  surprising  results  were  obtained.    When 
the  boiler  was  steaming  at  a  moderate  rate  some  of  the  tubes  of  the 
front  bank  would  be  carrying  water  upward  while  others  were  car- 
rying it  downward,  but  the  upward  currents  would  often  change 
from  one  tube  to  another  without  any  apparent  cause. 

Experiments  on  model  boilers  of  the  inclined  water  tube  type 

cannot  i-eproduce  the  conditions  that  exist  in  a  full-size  boiler,  for 

in  the  latter  there  is  at  least  5  ft.  distance  between  the  water  level 

in  the  drum  and  the  highest  point  of  the  bottom  row  of  tubes.    This 

would  make  a  difference  of  pressure  of  over  2  lb.  per  sq.  in.  if  the 

Water  was  at  rest,  and  a  greater  diflference  if  the  water  was  in 

motion,  on  account  of  the  frictional  resistance  of  the  upward  pas- 

HBge,     This  extra  pressure  in  the  lower  tubes  would  tend  to  prevent 

the  generation  of  steam  in  them,  and  it  is  probable  that  they  carry 

only  water  which  is  at  a  higher  temperature  and  pressure  than  that 

i  n  the  overhead  drum,  and  which  begins  to  generate  steam  only  when 

it  passes  into  the  region  of  lower  pressure  in  the  upper  part  of  the 

lieaders  and  in  the  drum. 

John  C.  Pakker.  The  author  says:  **In  addition,  it  is  gener- 
ally believed  that  a  high  velocity  of  circulation  will  retard  scale 
formation  and  thus  indirectly  reduce  the  resistance  to  heat  transfer 
and  prevent  overheating  of  the  tubes.  *'  Some  seventeen  years  ago 
I  visited  our  late  President,  Prof.  R.  H.  Thurston,  at  Cornell,  and 
made  the  statement  to  him  that  the  circulation  was  so  rapid  in  our 
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boiler  that  it  would  carry  the  solid  matter  along  like  dust  in  a  strong 
wind  and  prevent  scale  formation.  He  said  it  would  carry  the 
insolubles,  but  not  the  solubles,  and  it  turned  out  that  way.  Our 
experience  has  been  that  scale  forms  wherever  the  steam  is  made, 
and  that  if  there  is  any  carrying  along  of  the  scale  it  is  after  it  is 
formed  and  then  cracked  loose. 

It  is  quite  desirable  in  designing  a  boiler  to  get  the  most  rapid 
circulation  possible.  The  strongest  flow  would  be  secured  if  we 
could  get  nothing  but  steam  in  the  upcast  and  nothing  but  water 
in  the  downflow  tubes.  Complete  evaporation  would  then  be  secured 
in  the  lowest  tubes  providing  there  were  sufficient  heating  surface. 

Arthur  M.  Greene,  Jr.  wrote  that  the  experimental  part  of 
Mr.  Bancel's  paper  was  interesting  in  its  qualitative  nature  but  he 
could  not  see  where  quantitative  results  could  be  obtained  from  it. 

In  the  rates  of  radiation  given  in  the  first  paragraph,  the  author 
does  not  state  the  assumption  on  which  the  results  are  obtained. 
If  the  Steff an-Boltzmann  law  has  been  used  with  no  corrections  it 
should  be  so  stated. 

The  formula  v  =  yJ2g  H  is  only  true  for  a  free  fall.  The  true 
formula  is 

V  =  .    —1 

\l  +  z 

in  which  z  is  equal  to  the  sum  oi'  loss  coefficients  and  is  quite  large 
in  the  ease  under  discussion.     The  formula 

V  h 

^\      A 

is  not  a  balanced  eciuation  of  time  and  distance  unless  <t>  contains 
these  elements ;  </>  must  be  variable  and  the  variations  must  be  great. 

A.  A.  Cary  agreed  with  Professor  Kent  as  regards  caution 
needed  in  drawing  conclusions  from  the  action  of  steam  and  water 
occurring  in  small  glass  models,  although  he  had  very  frequently 
found  that  the  action  shown  gave  a  good  indication  of  what  actually 
occurred  in  the  full-size  boiler.  He  said  that  he  had  had  con- 
siderable experience  in  testing  with  glass  models  and  in  verifying 
the  action  they  indicated  by  making  tests  in  the  full-size  boiler. 
This  experience  taught  him  that  the  glass  model,  if  properly  con- 
structed, would  generally  show  the  underlying  principles  of  action 
occurring  in  the  full-size  boiler,  but  care  should  be  exercised  in 
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drawing:  conclusion  from  the  action  in  the  model  until  verifying 
tests  were  made  in  the  boiler  itself. 

HosEA  Webster  (written).  The  photographs  reproduced  in 
Mr.  Bancel's  paper  are  interesting,  and  the  aim  in  his  experiments 
is  commendable.  Unfortunately,  however,  he  has  based  on  the  re- 
sults of  his  experiments  conclusions  which  are  not  warranted. 

Small  models  may  be  used  to  show  pertain  general  features  of 
circulation ;  for  example,  the  first  of  the  classical  experiments  made 
by  Yarrow  were  with  small  models,  but  Yarrow  was  careful  to  make 
experiments  finally  on  full-size  boiler  sections,  to  determine  what 
actually  occurred  in  his  boiler.  Our  experience  has  shown  cdn- 
dusively  that  the  results  secured  with  small  models  of  boilers  may 
not  hold  for  larger  boilers  built  on  the  same  plan.  The  difference 
between  the  boiling  point  of  the  water  at  the  bottom  and  that  at  its 
highest  level  in  the  boiler  is  greatly  different  in  a  small  model  boiler 
from  that  which  exists  in  a  commercial  boiler,  and  has  an  im- 
portant effect  on  the  circulation. 

A  correction  is  made  to  determine  the  circulation  characteristics 
of  a  commercial  boiler  running  at  200  lb.  pressure  by  multiplying 
the  actual  percentage  of  rating  developed  by  the  model  boiler  by  a 
factor  of  about  12,  with  the  idea  that  the  bubbles  of  steam  in  the 
water  in  the  boiler  at  200  lb.  pressure  will  have  about  %2  the  volume 
of  the  bubbles  of  steam  at  atmospheric  pressure  which  existed  in 
the  model,  running  at  40  to  50  per  cent  of  its  rating.  This  would 
be  a  dangerous  conclusion,  as,  following  this  line  of  reasoning,  a 
boiler  run  at  600  lb.  working  pressure  would  have  the  same  char- 
acteristics respecting  circulation  when  run  at  1500  per  cent  of  its 
rating  as  the  model  boiler  when  run  at  40  per  cent  to  50  per  cent. 

The  curves  showing  the  pressure  difference  at  the  bottom  of  the 
front  and  rear  headers,  given  in  Figs.  29  to  35,  are  made  the  basis 
of  certain  conclusions  respecting  the  circulation  in  the  lower  rows 
of  tubes.  This  pressure  difference  is  not  a  measure  of  the  circula- 
tion in  the  lower  rows  of  tubes,  as  the  density  of  the  column  of 
steam  and  water  in  the  tubes  is  one  of  the  governing  factors. 

Apparently,  the  pressures  given  in  these  curves  were  taken  near 
the  outer  walls  of  the  models,  or,  in  the  case  of  the  right  hand 
boiler  in  Fig.  19,  for  the  narrow  lane  on  the  right  hand  side  of  the 
boiler.  It  is  evident,  from  the  appearance  of  the  photographs,  that 
the  amount  of  steam  produced  in  this  lane  was  considerably  less 
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than  the  average  amount  for  all  of  the  lanes.  In  Pig.  31,  therefore, 
the  ordinates  representing  the  various  observations  should  be  moved 
to  the  left,  and  the  curve  would  be  given  a  greater  inclination 
thereby. 

Again,  the  method  of  measuring  the  pressure  itself  was  not  as 
exact  as  it  should  have  been.  As  the  pressures  were  measured  w-ith 
a  mercury  column,  it  follows  that  the  actual  difference  in  levels  in 
the  mercury  column  corrcgi)onding  to  ^^-in.  water  column  would 
be  about  0.036  in.,  and  an  error  of  0.01  in.  head  in  measuring  the 
difference  in  pr(\ssure  by  the  mercury  colunm  would  have  amounted 
to  about  30  p(»r  cent  of  error. 

These  experim<*nts  were  made  on  a  model  boiler,  the  drums  and 
tubes  of  which  were  inclined  at  an  angle  of  about  4Vli  deg.  with  the 
horizontal.  The  water  level  was  carried  below  the  bottom  of  the 
drums.  Tlie  flow  of  gases  in  all  experiments  was  parallel  with  the 
tubes. 

It  is  unfortunate  that  adjustments  for  comparisons  of  different 
types  of  headers  were  made  at  the  front  end  of  the  boilers  only. 

While  the  experiments  are  interesting,  they  certainly  are  hardly 
conclusive  with  regard  to  types  of  boilers  in  which  the  water  level 
is  carried  normally  at  the  center  line  of  horizontal  steam  drums 
connected  at  each  end  through  similar  headers  to  tubes  which  are 
inclined  more*  than  41^  deg.,  and  across  which,  rather  than  parallel 
to  which,  the  furnace  gases  travel. 

The  lack  of  tube  troubles  in  many  boih^rs  with  the  latest  types 
of  furnaces,  daily  operated  at  from  three*  to  often  ov<t  four  times 
their  normal  rating,  indicates  that  in  present  day  water  tube  boiler 
designs,  ample  provision  is  made  for  efficient  circulation. 

Thk  Attuor.  In  reply  to  the  members  who  have  (luestioned 
the  value  of  <'X[)('rinients  on  model.s,  the  author  wishes  to  point  out 
that  in  the  solution  of  problems  involving  the  How  of  fluids,  that  is 
in  hydrodvnamics  and  acrodvnamicis  -  the  use  of  models  is  iuvaUi- 
able. 

The  fundamental  data  of  the  subject  of  aerodynamics  have  been 
deriv(^d  very  largely  from  experiments  on  models.  Langley's  fig- 
ures for  model  planes,  modified  by  Lilienthal's  experiments,  pro- 
vided the  information  imm  whi(»h  the  (mi'li<'st  flying  machines  were 
constructed.    The  work  of  Lancaster,  Bryan  and  Eiffel  was  based 
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largely  on  experiments  with  models.^  As  to  ship  propulsion,  the 
testing  of  models  of  ships  has  been  carried  on  for  years. 

The  circulation  in  a  water  tube  boiler  is  a  highly  complex  prob- 
lem, involving  not  only  a  complicated  circuit  with  tubes  working 
at  different  loads,  discharging  into  a  common  header,  but  also  the 
movement  of  two  fluids,  steam  and  water,  at  dissimilar  and  varying 
velocities.  In  quoting  results  of  researches  with  a  model,  the  writer 
made  no  attempt  to  predict  or  state  the  circulation  or  the  pressures 
influencing  circulation  in  the  various  types  of  actual  boilei-s,  confin- 
ing his  remarks  to  the  model.  His  knowledge  of  the  laws  of  simili- 
tude connecting  a  model  water  tube  boiler  and  its  prototype  when 
circulating  non -homogeneous  mixtures  of  steam  bubbles  and  water, 
is  not  sufficient  to  permit  of  such  predictions,  but  he  sees  no  reason 
why  the  results  obtained  should  not  be  similar  in  kind,  at  least,  to 
those  to  be  obtained  in  an  actual  boiler.  He  doeja  not  believe  that 
**the  circulation  of  all  boilers  is  good  enough,*'  as  stated  by  Pro- 
fessor Kent,  first,  because  cases  of  tube  failures,  some  of  which 
caused  loss  of  life,  have  occurred  where  the  tubes  were  new  and 
it  was  known  that  they  were  free  from  scale ;  second,  because  boiler 
loads  and  furnace  temperatures  are  constantly  increasing,  and  third, 
because  the  investigations  undertaken  indicate  that  present  designs 
do  not  conform  in  several  respects  to  the  necessary  recpiirements  for 
the  maximum  delivery  of  water  through  the  tubes  nearest  the  fire. 

Replying  to  the  point  raised  by  Mr.  Fowler  regarding  the  size 
of  the  bubbles  in  an  actual  boiler  as  compared  to  those  in  the  model, 
experiments  have  shown  that  the  size  of  the  bubbles  seems  to  be  inde- 
pendent of  the  pressure,  depending  on  the  conditions  of  ebullition 
and  the  character  of  heating  surface.  See  experiments  on  a  small 
boiler  in  which  pressures  up  to  12  kg/cm  were  carried,  by  M. 
Emanaud,  Le  Genie  Civil,  January  6,  1911. 

Professor  Kent  states  that  'Mt  is  doubtful  whether  there  is  any 
steam  at  all  in  the  lower  tubes.'*  The  2-lb.  pressure  calculated  by 
Professor  Kent  would  amount  at  200  lb.  boiler  pressure  to  about  0.8 
deg.,  and  for  every  pound  of  steam  formed  by  the  **  water  bursting 
into  steam**  in  the  drum,  there  would  have  to  be  about  1000  lb.  of 
water  passing  through  the  tube.  For  a  tube  working  at  200  lb.  of 
steam  per  sq.  ft.  per  hr.  evaporation,  this  would  call  for  approxi- 
mately 10  cu.  ft.  flow  per  second  or  a  velocity  through  the  tube  of 

*Bairstow,  The  Laws  of  Similitude,  Aeronautical  Society  of  Great  Britain, 
Feb.  2,  1913.     See  Engineering,  London,  Feb.  14,  1913. 
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about  150  ft.  per  sec.  Experiments  show  that  the  velocity  of  water 
entering  a  tube  is  on  the  order  of  5  ft.  per  sec. 

The  statement  made  by  the  author  regarding  scale  formation 
and  referred  to  by  Mr.  Parker  was  not  advanced  except  with  reser- 
vation. Experimental  evidence  on  the  effect  of  water  velocity  on 
scale  formation  not  only  in  boilers  but  feed  heaters,  evaporators, 
condensers,  etc.,  would  add  to  the  value  of  the  present  discussion. 

Professor  Greene  has  pointed  out  that  ^  in  the  equation  in  Par. 
6  ''must  be  variable  and  the  variation  must  be  great.''  In  fact, 
the  variation  is  so  great  as  to  make  the  expression  practically  useless, 
and  it  is  for  that  reason  in  part,  that  the  model  experiments  were 
undertaken.  The  conditions  as  to  the  existence  and  effect  of  slip 
have  not  heretofore,  to  the  author's  knowledge,  been  investigated. 
In  the  classic  lecture  on  circulation  by  Mr.  Babcock  at  Cornell 
University,  the  speed  of  circulation  was  calculated  neglecting  re- 
sistance, by  the  use  of  the  equation  v^  =^2g H;  H  being  determined 
by  assuming  an  homogeneous  mixture  of  steam  bubbles  and  water 
and  freedom  from  slip  throughout  the  circuit. 

Mr.  Webster  seems  to  fear  that  the  results  observed  in  the  model 
experiments  would  not  hold  for  large  boilers  because  of  the  greater 
difference  in  pressure  at  the  bottom  and  top  of  an  actual  boiler, 
but  gives  no  explanation. 

As  to  the  figuring  of  the  loads,  it  was  believed  that  the  equiva- 
lent  loads  given,  for  example,  450  per  cent  in  connection  with  Pig. 
14,  were  nearer  correct  than  the  actual  heat  load,  but  in  any  case, 
this  is  a  matter  which  does  not  affect  the  main  arguments  of  the 
paper  regarding  the  factors  conducive  to  good  circulation. 

As  pointed  out  by  Mr.  Webster,  the  pressure  due  to  the  slope  of 
the  tube  itself  has  to  be  considered.    This  is  mentioned  in  Par.  44. 

Regarding  the  pressure  existing  across  the  bottom  of  the  header 
at  the  same  elevation,  experiments  were  made  in  which  a  probe 
was  shifted  back  and  forth  and  no  variation  in  pressure  was  found. 

As  stated  in  Par.  40,  the  mercury  U  tube  had  legs  at  a  small 
angle  from  the  horizontal,  and  this  made  the  readings  considerably 
more  accurate  than  pointed  out  by  Mr.  Webster. 

In  his  last  paragraph  Mr.  Webster  intimates  that  attempts  to 
improve  upon  the  circulation  in  water  tube  boilers  are  unnecessary 
because  of  the  perfection  of  present  day  design.  A  recent  article  in 
The  Locomotive,  published  by  the  Hartford  Steam  Boiler  Inspection 
and  Insurance  Co.  lists  20  cases  of  tube  ruptures  in  water  tube 
boilers. 
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UNIQUE  HYDRAULIC  POWER  PLANT  AT 
THE  HENRY  FORD  FARMS 

By  Mark  A.  Beploolx,  Aebon,  Omo 
Member  of  the  Society 

The  hydraulic  power  plant  at  the  Henry  Ford  Farms,  Dearborn, 
Mich.,  contains  two  turbines  designed  to  develop  85  h.p.  each  at 
110  r.p.m.  under  8-ft.  head,  together  with  electric  generators.  The 
plant  supplies  current  for  light,  heat  and  power  for  Mr.  Ford's 
residence,  for  the  village  pumping  station,  and  for  the  miscellaneous 
requirements  of  the  farms.  It  was  built,  to  operate  under  some- 
what unusual  conditions  of  head  and  contains  features  which  the 
author  believes  to  be  novel  and  unique. 

2  The  plant  is  located  on  the  river  Rouge,  near  its  junction 
with  the  Detroit  River,  which  latter  varies  considerably  with  the  levels 
of  the  Great  Lakes.  The  Rouge  River  is  subject  to  the  widest  ex- 
tremes in  flow.  At  the  point  of  location  of  the  plant  is  a  dam  over 
which  the  normal  run-off  is  100  sec-ft.  There  are  short  intervals, 
however,  when  the  run-off  is  so  great  that  it  fills  the  valley  with 
water  so  that  no  sign  of  the  dam  is  apparent;  at  these  times  the  head 
over  the  dam  is  completely  destroyed,  but  the  condition  lasts  only  a 
few  hours  ulntil  the  high  water  wave  has  passed.  There  are  longer 
periods  when  the  level  is  affected  by  the  Great  Lake  conditions 
causing  back  water  in  the  tail  race  and  consequent  lowering  of  the 
head  for  days  at  a  time.  Also,  there  may  be  weeks  of  surplus  flow 
at  semi-high  head.     In  fact,  the  conditions  may  be  simmiarized  as 

a  Low  water  with  normal  head 

b  Low  water  with  head  lowered  by  Great  Lake  conditions 

c  Normal  flow  under  variable  heads 

d  High  water  with  approximately  half  normal  head,  which  is 
also  variable  and  dependent  upon  Great  Lake  conditions 

e  Very  high  water,  but  with  head  almost  destroyed 
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3  High  water,  with  head  varying  from  2  to  5  ft.,  may  peraifit 
for  weeks  at  a  time,  so  that  provision  to  meet  this  condition  was 
necessar}^  The  condition  of  very  high  water  but  practically  no 
head  only  obtains  for  a  few  hours  at  a  time,  and  no  adequate  provi- 
sion can  be  made  for  it,  except  the  steam  reserve. 

4  To  secure  the  maximum  power  effects  and  constant  generator 
speeds  through  such  a  wide  range  of  heads,  and  without  employing 
a  multiplicity  of  units  with  variable  speeds,  was  quite  a  problem, 
and  a  description  of  its  manner  of  solution  should  be  of  interest  to 
engineers  concerned  with  hydraulic  power  plant  design. 

THE  POWER  HOUSE 

5  The  power  house,  an  adjunct  to  Mr.  Ford's  private  labora- 
tory, is  a  concrete  structure.  The  foundation  consists  ot  a  monolith 
of  reinforced  concrete.  Conditions  made  it  necessary  to  floor  the 
head  race,  power  house  site  and  tail  race  with  concrete  for  several 
feet  in  thickness.  The  head  race,  31  ft.  wide  and  10  ft.  deep,  was 
completely  arched  over  for  approximately  150  ft.,  and  the  tail  race 
was  similarly  arched,  both  for  architectural  reasons. 

6  The  power  house  is  shown  in  cross  section  in  Fig.  1.    It  is  * 
3-story  building,  the  lower  floor  containing  the  two  turbines,  ^^ 
middle  containmg  the  auxiliary  apparatus  for  controlling  the  tur- 
bines, and  the  upper  the  two  dynamos,  the  governors,  the  swit^^^' 
board  and  one  steam  reserve  unit.     The  turbine  floor  is  divided  i^^ 
three  separate  penstocks,  connected  by  an  overhead  gallery. 

THE  POWER  PLANT 

7  Ordinar}^  precaution  led  to  the  provision  of  two  units,  c^^ 
having  the  capacit}^  of  the  normal  flow  of  the  stream  under  ^"j." 
head.  The  speed  of  110  r.p.m.  was  established  for  full  head  oot^^' 
lions  and  this  speed  was  maintained  at  all  heads,  varying  from  1  ^,' 
up  to  the  full  head  of  8  ft.  Herein  lies  the  unique  feature  of  't**^ 
plant — the  maintenance  of  full  speeds  and  good  power  througl^ 


wide  range  of  low  heads  and  in  the  face  of  the  condition  that,  uix<-^ 
ordinary  settings,  the  tnrbines  employed  require  slightly  over  -^        * 
liead  to  l)ring  tliem  to  maximum  speed  at  full  gate  and  no  load  o^^^' 
ditions. 

8  Tlie  tnrbines  are  of  the  vertical  type,  designed,  as  stated  ^ 
develop  85  h.p.  each  on  the  turbine  shaft  when  operating  under  & 
head  at  110  r.j).ni.  They  have  wicket  gates,  operated  by  J**^ 
rods  from  a  gate  shaft  n^aching  directly  to  the  governor  arm. 
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turbine  chambers  are  scroll-shaped,  arranged  for  their  respectiTe 
right  and  left  hand  turbines.  The  weight  ot  the  runners  is  sustained 
by  roller  bearings  on  top  of  the  generators.  All  under  water  bear- 
ings are  of  bronze. 

9  The  two  turbo-generators  are  ot  the  vertical  type,  55  kw. 
each,  at  250  volts.  They  are  direct  current  machines  and  have 
ample  overload  capacity.  Each  is  self-contained,  having  a  roller 
bearing  on  top  which  supports  all  the  rotating  parts,  including 
the  balance  wheels  and  turbines. 

10  A  third  steam  engine  generator  is  provided.  This  is  hori- 
zontal, and  is  of  35-kw.  capacity  at  250  volts. 

11  The  governors  are  vertically  driven,  and  direct  connected. 
They  are  of  the  open  system,  oil-pressure  type. 

12  Full  apparatus  is  provided  in  the  top  floor  of  the  power  house 
for  recording,  test  conditions. 

13  The  three  penstocks  on  the  lowest  floor  can  be  dosed  by 
folding  head  gates,  manipulated  by  the  overhead  crane.    Of  these 
penstocks,  the  middle  one  is  a  common  feeder  for  the  othen,  each  of 
which  contains  what  has  been  termed  a  ''turbine  disdiarge  ac- 
celerator.*'   These  accelerators  are  a  form  of  draft  tube,  into  which 
each  turbine  discharges  and  into  which,  also,  water  from  the  head 
race  is  discharged  through  a  feeder.    The  head  race  water  accen- 
tuates the  turbine  flow  through  the  draft  tube,  having  the  same  effect 
as  an  added  head  of  head  water.     An  illustration  of  one  of  the  tur- 
bines with  accelerator  is  shown  in  Fig.  2. 

DISCHARGE  ACCELERATORS 

14  The  purpose  of  the  discharge  accelerators  is  to  transfer  energ>' 
from  surplus  water  (other^dse  running  over  the  dam  or  wasting) 
to  the  turbines,  augmenting  their  power  under  subnormal  hea^s 
after  they  have  reached  their  otherwise  full  power  at  those  heads* 
In  other  words,  their  effect  is  to  boost  the  power  of  the  turbift^' 
working  under  low  head  conditions,  beyond^that  which  the  coad^' 
tions  would  seem  to  warrant. 

15  The  principle  of  the  accelerator  may  be  followed  by  referei^^ 
t .)  Fig.  3.  In  this  figure  is  also  shown  a  common  siphon  for  purpo^^ 
of  comparison. 

16  In  the  case  of  the  siphon,  the  induced  or  suction  head  canu^* 
be  greater  than  the  inducer,  or  pressure  head.     With  the  accelerator*; 
the  induced  head  may  be  greater  than  the  inducer  head.    The  d^" 
celerator  is  not  an  ejector. 
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17  The  effect  of  the  accelerator  on  the  turbine  is  to  partially 
nove  the  pressure'  at  the  discharge  end  without  chan^^ng  the 
ssure  at  the  intake  end.     Under  ordinary  conditions,  the  pressure 

both  the  head  and  tail  water  is  14.7  lb.  per  sq.  in.  alike.  If  the 
rbine  were  to  discharge  into  tail  water  the  pressure  oa  which  was, 
{,  only  10  lb.  per  sq.  in.,  the  result  would  be  the  equivalent  of 
ding  slightly  over  10  ft.  head  to  the  turbine,  and  as  far  aa  practical 
■tilts  were  concerned,  the  turbine  would  now  develop  energy  cor- 


iia.  2      85-B.P.  Tl'OBlNE  WITH  DisoHAsai  Aoon.SKAn»t 

^ponding  to  the  increased  head.  This  is  the  effect  of  the  discharge 
wlerator,  which  may  therefore  be  likened  in  principle  to  a  con- 
oser  of  a  steam  engine. 

18  Each  accelerator  consists  of  a  super  draft  tube,  a  con- 
itrator,  and  an  infuser  as  shown  in  Fig.  4,  The  infuser  is  pro- 
led  with  a  gate,  by  means  of  which  the  amount  oi  accelerator  water 
ly  be  varied  at  will,  or  shut  off  entirely,  in  the  latter  case  leaving 
ty  the  turbine  discharging  into  the  super  draft  tube. 

19  The  area  of  cross  section  of  the  concentrator  is  less  than 
it  of  the  turbine  draft  tube.     The  effect  <>t  this  narrowed  sectioQ 
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on  the  turbine  discharge  during  its  ordinary  operation  was  in  doubt 
(luring  the  eonstruetion  jwriod,  but  wiien  the  installation  was  com- 
pleted tests  showed  that  the  effect  was  negligible. 

ACCELEllATOR  TEKTS 

20  A  svnca  of  tests  utis  made  on  the  accelerator  of  one  unit  on 
Mareli  18,  1015,  ami  the  results  are  plotted  in  Pig.  5.  In  this  figure, 
the  scale  of  turbine  horsepower  is  given  on  the  left,  kilowatts  on  the 
right  mid  turbine  gate  opening  in  tenths  below.     A  normal  speed  of 


Fig.  3    Comparison  ok  Siphon  and  Accei.ehatob 

110  r.p.iii.  was  nijiiiitjiini'd  llirouKhout  the  ti'Hta.  The  energy  was 
absorlx'il  by  a.  waii-T  rhiiistsit.  and  the  power  was  measureil  by  the 
switchboartl  instruments,  wiiicli  ur'  new,  tlierefore  substantially 
correct. 

21  The  puqjose  of  Series  I  was  to  show  Ihe  maximum  power  of 
the  turbine  when  the  aeeeler.itor  Kates  were  closed.  The  curve  shows 
approximately  !K)  turbine  h.p.  at  between  9/ 10  and  full  gate,  but  the 
head  was  slightl.v  over  H  ft. 
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22  Series  II  shows  readings  made  at  the  same  turbine  gate  open- 
ings, but  the  accelerator  gate  was  open  20  per  cent  of  its  range 
throughout  the  series.  Although  the  actual  head  is  lowered,  there 
is  an  actual  increase  in  power. 

23  Series  III  was  made  with  the  accelerator  gate  open  about 
40  per  cent  of  its  travel.  This  resulted  in  a  still  farther  increase  of 
power, 

24  Series  IV  was  made  with  the  accelerator  gate  open  about 
60  per  cent  of  its  travel.  Throughout  this  series,  the  accelerator  was 
sucking  seme  air,  but  the  power  increased. 


SECTIOmL    ELtVATlOM 
FjG.    4      85'H.P.    TUKBINB    AND    DlSCHARQB    ACOBLERATOB 

25  Series  \  was  made  with  the  accelerator  gate  open  abuut 
80  per  cent  of  its  travel.  The  accelerator  sucked  air  violently 
during  these  last  rea<lings,  hut  (he  i)ower  inereafie<i  even  though  the 
head  was  less  than  7  ft. 

26  The  excessive  takinp;  in  of  air  prevcnlcd  the  further  opening 
ot  the  accelerator.     TluTcfiirc  itw  limit  of  action  is  unknown. 

27  The  curve  inScrics  V  shows  116  turbine  h.p.  at  fi.W  ft.  head. 
This  curve,  reduceil  by  the  well  known  formula,  to  an  8-ft.  head  shows 
that  14;i.5  li.p.  cim  be  obtained  by  the  use  of  the  accelerator  from 
an  8-ft.  head  in  connection  with  the  identical  turbine  that  had  been 
guaranteed  to  develop  85  h.p.  under  8-ft.  head. 

28  Ko  attempt  was  made  to  measure!  the  accelerator  water 
used,  as  tliis  test  was  made  solely  to  demonstrate  that  a  turbine  can 
use  waste  water  that  would  be  detrimental  to  the  power  effects  of  the 
turbine  if  the  accelerator  w«!rc  not  used.  The  matter  of  measuring 
the  water  is  a  part  of  i>roj)osed  further  development,  which  will  be 
continuei]  until  all  the  limitations  are  discovered. 
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29  The  turbine  discbai^e  accelerator  is  the  outcome  of  carefuj 
obeervatioD  of  draft  tube  phenomena  for  a  tenn  of  yeara.  Durin^g 
this  observation,  some  of  the  apparently  unexplainable  chancy 
teristics  of  draft  tubes  have  been  fathomed. 

30  Although  other  engineers  have  been  working  along  the  lin^a 
of  this  development,  it  is  believed  that  the  present  instance  ia  tind 


4 


TURBIME  GATE  OPEMIMG  m  TEhTHS 

t'lu.  5    Resui/ts  or  Tests  on  AcoEc^tATOB 

first  practical  (iemonstration  uf  the  decided  advantage  to  be  sec 
by  the  application  of  the  turbiiic  discharge  accelerator,  and  thi 
sign  of  the  device  is  believed  to  he  original. 

31     The  posailiilities  and  limitations  of  the  accelerator  hav 
yet  been  fuliy  dett'rn lined,  although  several  years  ot  experimen' 
have  been  spent  in  its  development,     lu  its  operation,  there 
to  be  some  new  and  definite  law,  which  has  not  yet  been  formi 
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32  So  far,  indications  are  that  low  heads  may  be  boosted  as 
much  as  from  100  to  600  per  cent,  depending  on  the  conditions. 
The  extreme  limit  appears  to  be  the  atmospheric  head. 

33  There  seems  to  be  every  reason  to  believe  that  full  turbine 
power  from  a  water  turbine  can  be  obtained  from  all  the  water  used 
(when  based  on  the  actual  or  working  head)  even  though  only  a 
portion  of  the  water  passes  through  the  turbine  proper.  A  water 
power  equipped  with  an  accelerator  can  be  speeded  for  full  head  at 
low  water  condition,  and  the  same  turbine  can  have  its  capacity 
practically  doubled  under  the  same  head,  if  sufficient  water  is  avail- 
able. The  power  unit  can  develop  its  normal  rated  power  at  one- 
half  head  when  sufficient  water  is  available,  and  the  turbine  can 
furnish  considerable  power  when  the  working  head  is  less  than 
25  per  cent  of  the  normal  head,  and  all  this  may  be  done  at  good 
efficiency. 

34  A  like  reflection  will  show  that  with  this  system  many  water 
powers  may  become  independent  of  steam  or  gas  reserves,  with  the 
saving  of  the  large  expense  these  auxiliary  power  units  now  entail. 
With  the  accelerator,  too,  it  is  not  necessary  to  provide  so  many 
power  units  in  a  given  development,  as  the  elasticity  permits  of  good 
efficiency  with  fewer  turbines. 

35  There  are  very  many  cases  in  which  low  heads  only  are 
available  and  the  water  cannot  be  utilized  practically  and  profit- 
ably. The  accelerator  can  be  used  to  boost  the  head  in  such  cases  to 
an  amount  at  which  development  of  the  water  power  is  possible. 
The  accelerator  can  convert  an  actual  head  of  3  to  10  ft.  into  a 
working  or  effective  head  of  8  to  20  ft. 

DISCUSSION 

Clemens  Herschel^  (written).  The  idea  of  utilizing  that  por- 
tion of  the  freshet  river  flow  that  wastes  over  the  dam,  for  the 
purpose  of  increasing  the  head  acting  on  the  turbines,  at  those 
times  suffering  from  a  diminution  of  the  normal  fall  (or  from 
** back-water''),  is  not  new.  Experiments  on  an  apparatus  of  this 
kind  were  made  by  M.  Saugey,  superintendent  of  the  Chevres 
power  plant,  owned  by  the  city  of  Geneva,  Switzerland,  as  early  as 
June,  1905,  and  perhaps  earlier;  and  Saugey 's  system  was  described 
in  the  Zeitschrift  d.  V.  D.  Ingenieure,  about  1907,  and  in  other 

'Z  WaU  Street,  New  York,  N.  Y. 
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journals.     A  pamphlet,  without  datr,  issued  by  the  Soeiete  Hydro- 
Motricc,  of  Geneva,  describes  th(*se  and  later^  experiments. 

The  cfllioiency  of  the  Saup:ey  apparatus,  in  terms  of  water  lifted 
a  certain  !ieip:ht  by  means  of  other  water  falling  a  certain  height, 
was  about  *{  per  cent.  Tliis  Ls  pretty  poor,  even  for  an  apparatus 
that  operates  by  induced  currents  of  tiuids,  but  it  gave  the  writer 
the  impetus  to  accomplish  something  better,  and  led  to  his  develop- 
ment  of  a  hydraulic  apparatus^  for  the'p*ii'I>*>^*t*  named  ab<»ve,  which 
was  called  the  '*fall  increaser/'  with  a  maximum  efficiency  found, 
as  described  above,  of  ^{0.4  per  cent.  To  turbine  builders  and  others, 
this  does  not  sound  like  a  very  high  efficiency,  but  it  is  believed  to 
be  very  good  for  an  induction  current  hydraulic  apparatus. 

It  is  ciuite  fitting  that  the  results  of  the  experiments  made  with 
the  fall  increaser  at  the  Holyoke  Public  Testing  Flume  in  1907  and 
1908  should  be  recorded  at  this  time.  A  brief  mention  of  the  fall 
increas(»r,  with  an  up-to-date  design  of  a  power  house  fitted  with 
fall  increasers,  may  be  found  in  Trans.  A.  S.  C.  E.,  November,  1915, 
in  a  discussion  of  a  paper  on  Induced  Currents  of  Fluids,  by  F. 
zur  Nedden,  Mem.  Am.  Soc.  M.  E. 

In  the  field  of  the  apparatus  the  [)aper  describes,  other  things, 
principally  cost,  being  equal,  the  most  nhM'hanically  efficient  appa- 
ratus alone  will  survive.  From  tliis  viewpoint,  it  is  to  be  n^gretted 
that  tlK're  is  no  word  or  figure  in  the  paper  to  permit  a  gue^^s  at  the 
mechanical  efficiency  of  the  '*(lis(*hai'ge  accelerator.''  Having  eon- 
ilucted  experiments  with  both  th"  fall  increas(^r,  and  also,  to  some 
extent  at  least,  with  a  'discharge  accelerator,"  the  writer  has  not 
much  faith  in  the  etri(*ienev  oT  tin'  latter.  In  the  ai'ticle  iiHMilio..;'  ! 
above,  he  wrote:  *'The  fall  increas<*r  is  not  an  ejector,  and  experi- 
ments made  with  an  ejector  foriu  of  throat  ])iece,  and  a  oVij-iu. 
nozzle  endeavoring  to  operate  it,  gave  so  poor  results  (efficiency) 
that  thei-e  was  no  encouragement  to  contifiue  along  those  lines.'' 
As  the  author  states  in  Par.  1(1  tiiat  "the  acceh'rator  is  not  an 
ejector,''  it  will  be  necessaiy  to  add  tiiat  what  has  been  called  above 
**an  ejector  form  of  throat  pit*ce,''  was  similar  to  the  discharge  Jieeel- 
erator  now  shown.  The  dilTereiK'e  consists  in  this:  The  turbine  di.s- 
charge  entered  the  throat  piece  or  mixing  chamber  through  the  annu- 
lar area  around  the  nozzle,  instead  of  the  operating  water  entering 
through  the  annular  area,  as  in  the  discharge  accelerator,  with  the 
turbine  discharge  blowing  in   through  the  nozzle.     There  cannot, 

'See   Ilarvnrd    I'Jiigiiifciiiijr  .lourn-il,  .Iinu»,  190S,  for  doHCription. 
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in  the  opinion  of  the  writer,  he  any  material  diflferenco  in  eflfieiency 
hetween  these  two  arranprenienls.  The  discharge  accelerator  ar- 
rangement is,  however,  the  better  one  for  regulatinjr  or  varying  the 
discharge  of  the  operating  water. 

Another  (piotation  from  the  11)08  article  is:  **N()r  does  it  seem 
to  me  that  the  forms  of  fornnilae  fonnd  in  tlie  hooks  and  learned 
transactions  for  compnting  the  work  of  ejectors,  based  on  tin*  as- 
sumption of  an  impact  of  the  nozzle  stream  upon  the  water  within 
the  tlirojit  piece,  are  based  upon  a  proper  assumption  to  produce  a 
correct  forimda  for  I'cpresenting  ejector  action.  To  my  mind  an 
ejector  is  only  another  form  of  negative  pr(*ssurc  appai'atus,  in 
which  suction  caus»\s  the  water  to  enter  the  throat  ])iece  through  a 
ring-shaped  orifice  situated  all  around  the  nozzle  (in  the  accelerator 
through  the  nozzle),  rather  than  through  holes  fashioned  in  the 
throat  piece  itself,  a  Fid  distributed  over  its  whole  outside  surface, 
as  in  the  fall  increaser.*' 

It  might  be  thought  that  inasmuch  as  all  these  low  fall  turbine 
aids  use  fresliet  runs  of  the  river  to  furnish  the  op(»rating  water, 
their  etliciency  is  of  no  con.secjuence,  but  as  will  be  shown  in  detail, 
tliis  is  not  so,  except  at  exceptional  times  (at  the  Henry  Ford 
Farms  th(»  times  called  c,  which  according  to  Par.  :^,  last  oidy,  as 
one  may  judge*,  certain  set  periods  of  hours  during  the  year). 
Prom  an  experience  of  seven  years  in  designing  tln'St^  plants  for 
river  situations  of  all  kinds,  the  writer  can  state  positively  that  the 
mechanical  eflficiency  of  the  apparatus  is  of  great  importance,  and 
so  is  th(»  regime  or  characti'r  of  the  river  on  whi(*h  the  fall  increaser 
is  to  be  used. 

It  is  all  a  (piestion  of  kw-hr.  produced  by  the  fall  increaser  in 

the  course  of  an  averacrc  year's  run  of  th(»  riv(»r,  set  off  against  the 

cimstruction  cost;  and  fall  increasers  mav  or  mav  not  be  of  economic 

•■  • 

value,  according  to  their  cfTiciency.  They  have  this  in  tlieir  favor, 
that  their  j)roduct  is  of  annual  recurrence,  forever,  while  their 
construction  cost  (opi'ration  and  maintenance  are  negligil)le  quan- 
tities) is  incurred  but  once.  As  a  numerical  example  and  to  fix 
ideas,  in  a  case  examineil  some  years  ago,  when  the  fall  increaser 
was  as  yet  new,  the  annual  product  of  the  fall  increasers  woid<l 
have  been  loS  million  kw.  in  an  average  year,  deliviTcd  at  times  of 
high  water  and  low  fall,  Listing  in  all  some  180  days  of  the  year: 
and  the  writer's  estimated  construction  cost  was  one  million  dollars. 
Prom  this  case— a  very  favorable  one— the  net  advantages  range 
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towards  nothing,  until  in  other  eases,  with  rivers  of  a  different 
regime,  those  advantages  wholly  disappear. 

Fig.  6  shows  the  test  apparatus  of  the  fall  increaser,  as  used  in 
1907  and  1908.  C  is  the  cast  iron  throat  piece,  the  "soul"  of  the 
whole  apparatus ;  situated  as  it  is,  suction,  or  negative  pressure,  is 
produced  within  it  when  water  from  the  "operating  water" 
stock  B  flows  through  it.  In  the  experiments,  B  was  a  16-in.  pipe, 
whose  discharge  was  continuously  measured  by  a  venturi  meter. 
The  throat  piece  C.  serving  also  as  a  mixing  chamber  for  the  oper- 
ating water  with  the  water  that  represented  the  turbine  discharge, 
of  "water  lifted,"  (which  was  discharged  into  the  "vacuum  box' 
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A,  through  a  12-in.  pipe),  had  for  the  best  summit  cone  angle  tested, 
3^^  degrees.  "Water  lifted"  was  continuously  metered  by  a 
venturi  meter.  In  the  experiments,  6'  was  of  various  exact  diam- 
eters at  the  upstream  and  downstream  ends,  approximating  to  12  in. 
at  the  downstream  end  in  all  of  tlicm,  and  the  two  diameters  vary- 
ing as  the  throat  piece  was  bored  out  to  increase  the  diameter  at  one 
end  or  the  other,  so  as  to  change  the  summit  cone  angle. 

A  was  made  of  wood,  was  well  braced  inside,  and  of  the  peculiar 
L-shape  shown,  to  fit  into  the  space  available  in  the  testing  flame. 
In  practice,  the  vacuum  Chamber  would  be  a  concrete  vault,  with 
manhole  entrance,  and  open  for  inspection  when  the  turbine  is  shut 
otf  and  the  operating  water  is  on, 
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The  pipe  6,  tapped  into  the  vacuum  box,  and  sucking  colored 
^97ater  out  of  the  pail  shown,  served  to  measure  the  vacuum  pro- 
cfLuced.  Working  with  the  turbine  penstock  shut  off,  the  vacuum 
jproduced  would  easily  hold  suspended  a  water  column  26  ft.  high. 

/  is  a  float  that  indicated  the  water  level  within  the  vacuum  box. 

"To  see  6  indicate  a  vacuum,  while  /  showed  the  box  fuU  of  water, 

^as  startling  at  first,  but  one  soon  learned  to  consider  a  body  of 

contained   water   as   readily   subject  to  negative,   as   to   positive 

pressure. 

D  is  the  draft  tube  proper,  whose  summit  cone  angle  was  5  de- 
grees. The  working  of  the  whole  apparatus  is  not  very  sensitive 
as  regards  the  length  of  this  draft  tube.  A  practical  rule  would  be 
to  make  the  discharge  velocity  not  much  over  8  ft.  per  sec. 

The  holes  in  the  throat  piece  in  actual  use  are  recommended  to 
be  made  either  bevelling  so  as  to  facilitate  flow  downstream,  or 
with  rounded  edges,  of  a  uniform  diameter,  say  6  in.,  and  sufficient 
in  number  to  cause  the  velocity  through  them  to  be  less  than  4  ft. 
per  sec.  This  obviates  the  need  of  any  special  outlet  construction 
for  the  turbine  discharge  at  times  when  the  operating  water  is  shut 
off,  that  is,  on  days  ranging  from  normal  to  extreme  low  water  in 
the  river,  which  usually  comprise  about  180  days  in  the  year. 

Although  a  little  turbine  was  mounted  in  the  line  of  the  12-in. 
cast  iron  pipe,  it  was  not  used  during  the  experiments,  being  clamped 
*' still,"  and  was  only  used  as  a  supply  orifice.  We  all  know  the 
effect  of  draft-tube  suction  on  turbines,  and  this  suction  having 
been  constantly  measured,  we  know  the  effect  it  would  have  had 
on  the  turbine  and  its  power  had  the  turbine  been  allowed  to 
revolve  and  generate  power. 

Dr.  Ernst  Duebi,  at  one  time  of  Zurich,  Switzerland,  repeated 
the  writer's  tests  in  1911,  at  Zurich,  and  added  much  information 
to  that  previously  known  concerning  the  fall  increaser.  His  results 
were  published  in  book  form  by  Rascher  &  Cie.,  of  Zurich  and  Leip- 
zig, 1912. 

Dr.  Duebi  saw  fit  in  his  experiments  designedly  to  let  the  tur- 
bine revolve  during  the  tests,  and  thus  proved  once  again  that  added 
suction  within  the  draft  tube  of  a  turbine,  adds  fall  to  the  fall 
otherwise  ** acting  on  the  wheel."  The  experiments  were  conducted 
.  with  great  care ;  they  were  made  wholly  independently  of  those  at 
Holyoke,  and  it  has  been  very  gratifying  to  have  their  added  testi- 
mony to  the  efficiency  of  the  fall  increaser. 
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The  essential  results  found  in  the  experiments  at  Holyoke  are 
shown  in  Figs.  7  and  8,  and  are  tabulated  in  Tables  1  and  2. 

Table  1  gives  the  results  of  experiments  on  throat  piece  Fy  while 
Table  2  gives  the  full-gate  operating-water  experiments  on  throat 
piece  B.  As  will  be  seen  from  Table  1,  and  from  its  representation 
in  Fig.  1,  the  efficiency  of  the  fall  increaser  is  the  same  for  equal 
ratios  of  (water  lifted;  -f-  (operating  water)  and  of  (head  gained) 
-r-  (operating  head),  called  respectively,  the  '* water  ratio"  and  the 
''head  ratio."  This  having  proved  true  in  all  the  complete  series 
of  experiments,  it  authorizes  the  plotting  of  the  diagram  for  throat 
piece  B,  from  the  results  alone  of  the  full-gate  operating-water 
experiments  made  with  that  throat  piece. 

In  an  apparatus  of  this  sort  it  does  not  palpably  appear  what 
is  the  true  efficiency  of  the  apparatus. 

The  fall  increaser  comprises  the  vacuum  box,  no  less  than  the 
throat  piece  and  its  feed,  and  exhaust;  and  as  such,  causes  an  in- 
creased discharge  of  the  turbine  to  which  it  is  applied,  as  well  as 
an  increase  of  fall  acting  on  the  turbine,  as  has  already  been  noted. 

Let  h  =  operating  head,  on  16-in.  pipe 
W^^  head  gained ;  or  vacuum 

Q'zzz  water  lifted  ==  discharge  of  turbine  under  head  {h-^W) 
Q  =  discharge  of  turbine  under  head  h. 
The  work  done  by  the  turbine  without  the  increaser  is  equal  to 
Qh;  and  the  work  done  by  the  turbine  with  the  increaser  :=  Q' 
ih  +  h'),  _ 

Q'  Vh 

Also  Q:Q'=\^h:  \^h  +  h\  or  Q  = 


Vh  +  W 

Work  gained  by  the  use  of  the  increaser 

=  (?'  {h-^rhf)  -Qh. 

Q'  h  V'h 

And  the  efficiency  of  the  increaser  is  this  quantity,  divided  by 
the  work  employed  to  gain  it;  or 

Efficienc}'  = : r 

operating  water  X  h. 

The  fact  that  the  efficiency  of  the  fall  increaser  is  the  same  for 
equal  water-ratios  and  head-ratios  is  a  valuable  one,  enabling  the 
normal  efficiency  to  be  maintained  for  all  the  varying  discharges 
of  the  turbine. 
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Fig.  9  shows  a  desigD  of  power  house,  with  fall  increaser,  made 
for  the  City  of  Geneva,  Switzerland,  ate  not  yet  bailt  upon.  That 
the  design  had  novelty  in  1907  may  be  gathered  from  the  fact  that 
patents  were  issued  for  it  by  the  United  States,  Canada,  France, 
Switzerland,  Italy,  Sweden  and  Germany. 


MCriOH  *'A 


PowEE  House  with  Fall  I; 


At  the  site  named,  the  water  upstream  from  the  power  house  is 
lowest  (must  be  heW,  lowest)  in  times  of  freshet  in  the  river,  there 
being  lift  gates  designed  to  create  the  mill  pond,  instead  of  a  dam. 
At  the  same  time  there  is  "back-water;"  or  in  other  words,  the  fall 
is  reduced  doubly  (shutting  up  like  an  accordion),  which  accounts 
for  the  elevation  of  H/W.,  Fig.  9,  being  at  a  lower  elevation  than 
that  of  L.W. 

Note  the  ready  means  supplied  by  fall  increasers  for  getting  rid 
of  rack-trash.  It  needs  but  to  be  pushed  dcwn,  into  the  suction 
area  of  the  fall  increasers,  to  pass  through  them  and  out  through 
the  tail-race,  instead  of  being  laboriously  raked  up  and  carried 
ashore  and  away. 

It  is  evident  that  to  enable  the  use  of  freshet  water  to  operate 
the  fall  increa-sers,  a  head  race  of  any  material  length  is  inadmis- 
sible.    The  power  house  must  be  at  or  very  uear  the  dam.     This 
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requirement  elimiaates  the  majority  of  hydroelectric  plants  from  a 
eoDsideration  of  fitting  them  with  fall  inereasers. 

The  next  elimination  takes  place  when  the  character  or  regime 
of  the  river  is  taken  into  consideration.  Rivers  di£Eer  in  this  rec^>ect 
far  more  than  one  would  suspect :  and  a  careful  analysis  of  their 
modes  of  flow  during  all  the  days  of  several  years,— the  more  the 
better— are  required,  before  their  regimes  may  be  adequately 
portrayed. 

This  is  done  by  setting  up  for  them  what  have  been  called  "dura- 
tion curves."  Every  engineer  knows  what  hopeless  looking  messes 
a  plotted  series  of  daily  discharge  curves  (or  pictured  saw  teeih) 
make,  the  ordinates  representing  consecutive  days  of  the  year,  and 
the  abscissae  gage  heights,  or  sec-ft.  of  river  flow.    But  let  each  year 
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be  represented  by  these  same  daily  quantities,  plotted  in  the  order 
of  their  size,  and  we  get  at  once  a  smooth  curve'  of  quantities  flow- 
ing in  the  river  for  the  1165  days  of  the  year,  useful  in  more  ways 
than  one.     Fig.  10  shows  such  a  curve  of  river  flow. 

Besides  showing  a  curve  of  river  flow.  Fig.  10  indicates  the  coi- 
respomlintr  falls  that  obtain  synehrononsly  at  the  mill  site  under 
consideration ;  and  from  these  two  the  power  curve  at  this  site, 
trithoul  the  use  of  fall  inereasers,  may  readily  be  computed  and 
plotted.     From  the  power  curve  we  may.  with  the  aid  of  Fig.  8, 

'Sec  also  TranB.  A.  S.  C.  E.,  1907,  A  tabular  aoalyais  of  20  yeara'  flow  of 
the  Connecticut  River:  and  Doc.  1400,  H.R.,  62i](J  CoagreBt,  3d  Session,  15 
years'  flow  of  the  Potomac  River  at  Great  Falls  near  Waahin^^o. 
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compute  and  plot  the  power  curve  for  the  back-water  days  of  the 
year  vnth  the  use  of  the  fall  increaser.  The  area  included  between 
the  last  two  curves  named  gives  the  total  horsepower-days  or  kw-hr. 
which  fall  increasers  would  produce  annually  forever  on  that  mill 
site.  Note  that  at  first  there  is  not  water  enough  in  the  river  to 
operate  all  the  fall  increasers,  causing  a  sagging  down  of  the  curve 
and  only  a  gradual  bringing  of  the  curve  up  and  back  to  normal 
full  power.  Here  is  where  the  efficiency  of  fall  increasers  becomes 
of  great  moment. 

There  only  remains  to  compare  the  productive  value  of  fall 
increasers  with  the  interest  on  the  construction  cost.  The  result 
depends  mainly  on  the  regime  of  the  river.  Fall  increasers  are 
useless  where  the  river  flow  is  effectively  regulated  by  great  lakes 
or  reservoirs  causing  a  uniform  discharge  of  the  river.  They  are 
uneconomical  on  rivers  that  have  only  a  few  days  of  the  year  of 
back-water.  On  the  other  hand  at  times  a  single  year's  output  of 
kw-hr.  will  nearly  pay  for  their  construction  cost ;  and  heat  engines 
put  in  to  supplement  the  low  water  run  of  the  river  cannot  afford 
to  burn  fuel  in  competition  with  the  cost  of  a  kilowatt-hour  when 
produced  by  the  fall  increasers  in  the  days  of  freshet  water  during 
the  year. 

It  would  also  seem  that,  tide  mills,  which  may  have  an  inex- 
haustible water  supply,  but  which  all  have  a  greatly  varying  fall 
during  the  24  hours,  could  materially  benefit  by  the  use  of  fall 
increasers;  and  if  the  ''discharge  accelerator**  will  show  the  proper 
cost  and  efficiencies,  it  can  presumably  compete  in  this  and  other 
cases. 

A  prime  mover,  or  apparatus  to  increase  the  x>ower  of  a  prime 
mover,  is  palpably  without  index  by  which  to  judge  of  its  value,  so 
long  as  its  mechanical  efficiency  has  not  been  determined.  In  the 
present  ease  this  would  call  for  a  statement  of  the  amount  of  water 
the  discharge  accelerator  consumer  per  horsepower  developed. 

A  series  of  constructions,  all  aiming  to  utilize  waste  water,  and 
known  by  such  names  as  ** compensators,"  ** ejector  flow  increasers," 
etc.,  have  been  built  and  may  be  found  at  Warren,  Ohio ;  at  Eldora, 
Iowa :  at  the  U.  S.  dam  between  St.  Paul  and  Minneapolis,  and  on 
the  Huron  River  near  Ann  Arbor,  Michigan.  None  of  these  have 
been  tested  for  efficiency. 
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R.  L.  Dauouerty.*  The  writer  has  beea  much  interested  in 
this  paper  by  Mr.  Replogle.  It  is  hard  for  some  people  to  realize 
Ihat  a  water  power  plant  may  have  to  shut  down  because  of  a 
superabundance  of  water  as  well  as  because  of  lack  of  water.  Such 
a  situation  is  only  met  with  in  the  case  of  a  low  head  plant  where 
the  fall  available  may  be  almost  destroyed  in  time  of  flood.  The 
writer  has  found  it  necessary  to  explain  a  number  of  times  why  it 
is  that  such  a  fall  decreases  in  time  of  high  water.  This  point  is 
illustrated  in  Fig.  11.  This  photograph,  while  of  a  relatively  small 
stream,  shows  the  effect  just  as  well  as  one  of  a  much  larger  stream 
and  fall.     In  this  particular  case  the  depth  of  water  flowing  over 


FiQ.  11     Tahv  Hkad  in  Timk  of  Hir.ii  Water 

the  cri'st  nf  thp  suliiinTged  dam  was  practically  equal  to  the  height 
of  the  (lam  above  the  bed  of  thr  cnual.  It  may  be  seen  that  the  dam 
does  littlo  more  than  create  a  disturbatiop  in  the  flow  of  the  water, 
and  the  fall  is  very  slight.  In  fact  a  portiou  of  this  very  small  fall 
is  due  to  the  fact  that  some  of  the  water  is  diverted  at  this  point. 

Under  such  cireumstanceK  thu  amount  of  water  consumed  by  a 
turbine  will  be  much  less  thiui  tlio  normal  amount,  and  the  head 
being  less  also  the  power  will  bo  seriously  reduced.  The  device  which 
Mr.  Keplogle  lias  euiployed  makes  it  possible  to  consume  more  water 
niid  thus  to  eninpciisate  fur  the  reduction  of  head. 

It  would  be  of  cou.siilerable  interest  if  vn:  knew  the  amount  of 
water  ai.-tually  discharjred  by  the  turbines  during  the  tests  made  by 

'Asst.  I'ruf.   njdraulits,  Siblej  College,  CurDell  UniterBity,  Ithaca,  N.  Y. 
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the  author,  and  also  the  additional  water  used  to  produce  this  effect. 
It  is  to  be  hoped  that  the  author  will  be  able  to  secure  these  data  at 
some  future  time. 

It  is  weU  known  that  it  costs  more  per  horsepower  to  develop  a 
given  amount  of  power  under  a  low  head  than  under  a  high  head. 
As  the  author  states,  many  low  head  powers  are  not  utilized,  though 
there  is  an  abundance  of  water,  due  to  the  high  cost.  Such  a  device 
as  this,  used  constantly,  converts  a  low  head  plant  into  one  of  some- 
what higher  head.  The  actual  amount  of  water  consumed  by  the 
plant  including  that  wasted  through  the  accelerators  may  not  be 
much  more  than  the  amount  required  to  develop  the  same  power 
under  the  lower  head  without  the  accelerators.  It  would  be  interest- 
ing if  the  author  could  give  comparative  efficiencies  in  such  a  case. 
Of  course  for  the  discharge  of  flood  waters  only,  the  efficiency  is  of 
no  couisequence,  but  for  constant  use  it  would  be. 

While  this  accelerator  is  different  in  detail,  it  seems  to  be  similar 
in  principle  to  the  fall  increaser  described  by  Clemens  Herschel  in 
Engineering  News,  Vol.  73,  p.  84. 

TnK  Author.  In  reply  to  Mr.  Daugherty,  data  regarding  the 
amount  of  water  actually  discharged  during  the  tests  could  not  be 
procured  at  the  time  the  tests  were  made.  Some  data  have  been 
secured  in  preliminary  tests  of  a  very  small  turbine,  and  thes<* 
compare  favorably  with  the  results  secured  by  Mr.  Herschel. 

It  was  preferred  to  make  no  reference  to  efficiency  tests  until 
such  tests  could  be  made  in  a  logical  and  comprehensive  manner. 
These  will  be  made  in  the  course  of  further  development. 

Of  constructions  suggested  by  other  engineers  the  author  ob- 
tained his  first  knowledge  through  the  U.  S.  Patent  Office.  He 
believes  the  construction  described  is  original. 

Any  construction  designed  for  the  purpose  of  mechanically  mix- 
ing the  two  streams  of  water  is  erroneous  from  an  efficiency  point 
of  view.  Mixing  implies  eddies,  and  eddy  currents  transform  the 
kinetic  energy  in  the  inducer  water  into  heat.  In  the  preliminary 
tests  the  very  poorest  results  out  of  several  hundreds  were  from  a 
carefully  designed  mixer. 

In  reply  to  Mr.  Herschel,  there  can  be  no  doubt  of  the  real  values 
to  be  obtained  from  the  use  of  the  atmospheric  head  with  surplus 
water.  The  means  applied  are  of  no  special  importance.  The  doubt 
in  Mr.  Herschel's  mind  is  in  regard  to  efficiency,  but  as  he  says  best 
overall  efficiency  is  in  returns  from  investment. 
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The  efficiencies  quoted  by  Mr.  Herschel  seem  to  be  low.  From 
the  author's  point  of  view  the  apparatus  he  shows  has  been  provided 
with  the  best  possible  means  to  produce  eddy  currents  and  friction. 
The  grating  or  perforated  throat  certainly  impedes  the  inducer 
stream.  The  turbine  water  entering  at  right  angles  to  the  inducer 
stream  causes  endless  eddy  currents.  The  abrupt  orifices  are  causes 
of  much  friction.  It  is  possible  that  if  the  whole  throat  section  were 
removed  the  efficiency  would  be  as  high  as  that  stated. 

In  conclusion,  it  was  thought  that  the  facts  gathered  to  date 
regarding  the  accelerator  described  in  the  paper  might  be  of  interest, 
but  the  author  has  substantial  reasons  to  believe  that  much  higher 
efficiencies  than  those  given  can  be  obtained  from  this  class  of 
apparatus. 


No.  1518 

PROPORTIONING  CHIMNEYS  ON  A 

GAS  BASIS 

• 

By  a.  L.  Menzin,  Philaoelphia,  Pa. 
Anociate-Member  of  the  Society 

The  increasing  tendency  to  operate  boilers  at  higher  overloads, 
the  attention  being  given  to  baffling  as  a  factor  in  improving  boiler 
performance,  and  the  efforts  to  improve  the  efficiency  of  combustion, 
resulting  in  a  reduction  of  the  volimie  of  gases  to  be  removed,  seem 
to  require  a  method  for  calculating  the  proportions  of  a  chimney 
that  will  take  into  consideration  all  the  factors  involved.  The 
author  has  reviewed  the  subject  and  here  attempts  to  arrange  the 
data  in  convenient  form  for  practical  applications. 

I      BFFECnVE  DRAFT  AND  HEIGHT  OP  CHIMNEY 

2  The  general  equation  for  drafts  in  a  boiler  plant  may  be 
stated 

P.+Pb+P.  =  [(P.-Pc)-Pr]-Pd 

^here  P,  is  the  draft  required  to  overcome  friction  of  grate  and  fuel 
bed,  Pb  is  the  draft  loss  through  the  boiler,  Pt  is  the  draft  required  to 
produce  velocity  up  to  the  boiler  damper,  P«  is  the  maximum  draft 
produced  by  the  chimney,  P©  is  the  draft  loss  in  the  chimney,  P,  is 
the  draft  loss  in  the  breeching  and  Pa  is  the  damper  friction.  Pg+Pb 
+Pt  is'  "the  draft  required  at  the  boiler  damper";  P. — Pc  is  "the 
effective  draft  ofjthe  chimney";  and  (Pi — P©) — Pr  ifl  "the  available 
draft  at  the  boiler  damper."  In  practice,  Pd  is  varied  arbitrarily 
to  reduce  the  available  draft  to  that  required. 

3  In  any  case,  in  a  typical  arrangement  of  a  boiler  plant.  Fig.  1, 
the  draft  indicated  at  the  gage  d  is  the  draft  required  at  the  damper 
for  the  conditions  then  existing.  This,  of  course,  must  include  the 
draft  required  to  produce  velocity  at  the" damper.  The  gage/  will 
indicate  the  draft  required  in  the  fumace^^and  the  difference  between 
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the  readings  of  the  gages  d  and  /  ii^'ill  be  the  draft  loss  through  the 
boiler.  To  indicate  this  in  the  general  equation,  Pg+Ph+Pr  may 
be  replaced  by  Pt+Phy  where  P{  is  the  draft  in  the  furnace  under 
any  conditions  and  Pb  is,  as  before,  the  draft  loss  through  the  boiler. 
Then,  in  general, 

Pf+Pb  =  (P.— Pc)— P  — Pd [1] 

In  applications  to  design  of  chimneys,  Pd=0,  since  the  damper 
will  be  assumed  to  be  wide  open.  Also,  since  the  maximum  draft 
and  the  draft  loss  in  the  chimney  are  both  proportional  to  its  effective 
height,  Hf  then  P, — Pe  may  be  replaced  by 

where  p,  and  pc  represent  the  maximum  draft  and  draft  loss,  re- 
spectively, per  100  ft.  of  height.     Making  the  above  substitutions 

in  [11 

ij 

Pf+Pb  =  Y^(p.--Pc)-Pr 

or 

The  left  hand  side  of  this  equation  represents  the  draft  required  at 
the  entrance  to  the  chimney  and  may  be  replaced  by  the  total 
effective  draft,  Pe.     Then 

LI 

or,  in  final  form  for  chinmey  calculations 

//  =  J^  [2] 

(Pz  -  Pc) 

whore,  to  suinniarize,  //  is  the  effective  height  of  the  chimney  in 
leet,  Pe  is  the  total  effective  draft  recj aired  at  the  entrance  to  the 
chimney,  p?.  is  the  maximum  draft  produced  })y  the  chimney  per 
100  ft.  of  height,  and  pc  is  the  draft  loss  in  the  chimney  per  100  ft. 

4  It  is  evident  that  the  effective  height  ot  the  chimney  is  not  its 
actual  height  but  the  height  above  the  boiler  damper.  Vertical 
components  of  the  breeching  may  be  considered  a  part  of  the  chimney. 
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II      DETERMINING  THE  MAXIMUM  DRAFT 

5  If  the  boiler  damper  is  suddenly  closed,  a  gage  as  at  z,  Fig.  1, 
will  indicate  the  maximum  draft  produced  by  a  chimney  under 
temperature  conditions  then  existing,  provided  the  effects  of  wind 
and  leakage  are  negligible.  The  formula  for  maximum  draft,  as 
given  in  Kent's  handbook  in  the  section  devoted  to  chimneys,  but 
with  different  symbols,  is 


P.= 


„/7.64      7.95\ 


where  P,  is  the  maximum  draft  in  in.  of  water,  H  is  the  height  of 
the  chimney  in  ft.,  T^  is  the  temperature  of  the  external  air  in  deg. 
fahr.  absolute  and  Tc  is  the  mean  temperature  of  the  gases  in  the 
chimney  on  the  same  temperature  scale. 

6  Since  this  formula  is  for  the  special  case  where  the  atmo- 
spheric pressure  is  about  30  in.  of  mercury,  we  may  make  it  general 
by  introducing  the  factor  P/30,  where  P  is  any  pressure  in  in.  of 
mercury  as  read  on  the  barometer.     The  formula  then  becomes 

^PJl/7M  __  7  95\ 
^"      30  \T^         Tc  / 
or,  in  final  form, 

P.=0.255Pi/(^-^^-^-i^^) [3] 

where  the  respective  temperatures  of  air  and  gases,  i«  and  tc,  are  in 
deg.  fahr. 

7  Fig.  3  indicates  grai)hically  values  of  P%  per  100  ft.  of  height 
and  for  a  pressure  of  30  in.  of  mercury.  It  is  evident  that  for  any 
other  pressure,  P,  the  factor  of  correction  is  P/30.  Fig.  4  gives 
values  of  this  factor  for  the  normal  barometric  pressures  correspond- 
ing to  different  altitudes. 

Ill   DRAI"^  REQUIRED  TO  PRODUCE  CHANGE  OF  VELOCITY 

8  .  The  general  foniiula  for  the  draft  required  to  produce  change 
of  velocity  at  the  same  gravitational  level  is 

where  Pv  is  the  net  pressure  or  draft  required,  y  is  the  density  of  the 
fluid,  Vi  is  the  initial  velocity  and  v^  is  the  final  velocity. 
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9  Rankine  gave  a  value  for  the  density  of  flue  gases  at  sea  level 
in  lb.  per  cu.  ft.  as  equal  to  0.084  (To-^  Tc),  where  To  is  the  absolute 
temperature  corresponding  to  32  deg.  fahr.  and  Tt  is  the  absolute 
temperature  of  the  gases.  Hence,  introducing  the  barometric 
pressure,  P,  in  in.  of  mercury 

P  (32+459.6) 

^     30  (<e+459.6)""** 

or 

41.3  P 

^    30  (««+459.6) l*J 

where  y  is  the  weight  in  lb.,  of  1  cu.  ft.  of  gases  and  ^o  is  the  tempera- 
ture of  the  gases  in  deg.  fahr. 

10  The  general  formula  for  the  draft  required  to  produce  change 
of  velocity  may  then  be  written,  introducing  the  factor  0.192  for 
converting  lb.  per  sq.  ft.  to  in.  of  water, 

or  finally 

•    ^-«-1233t|^ 1^1 

where  Py  is  the  draft  in  in.  of  water  required  to  produce  the,  change 
in  velocity,  P  is  the  barometric  pressure  in  in.  of  mercury,  vi  is  the 
initial  and  v-i  the  final  velocity  of  the  gases  in  ft.  per  sec.  and  U  is,  as 
before,  the  temperature  of  the  gases  in  deg.  fahr. 

IV      LOSS  OF  DRAFT  DUE  TO  SUDDEN  ENLARGEMENT  OF  GAS  PASSAGE 

11  As  stated  in  textbooks  on  hydrodynamics,  eddies  are  set  up 
when  the  velocity  is  decr(»ased  as  a  result  of  a  sudden  enlargement 
of  the  area.  This  is  accom])anie(I^  by  a  loss  of  pressure.  The 
formula  for  the  loss  of  h^ad  is 

To  change  this  to  loss  of  draft  it  must  be  multiplied  by  the  factor 
for  converting  pounds  per  sq.  ft.  into  inches  of  water  and  by  the 
density  of  the  fluid.  Using  the  values  of  these  given  in  the  preceding 
section 

30  V tc+459.6/      2  g 
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°^-^^^30a.+459.6) f*^ 

The  symbols  have  the  same  significance  as  in  the  preceding  section. 

V      FRICTION  LOSS  IN  BREECHING  AND  CHIxMNEY 

12  The  general  formula  used  to  express  the  resistance  to  the 
flow  of  fluids  in  pipes  is  of  the  form 

Pr'-^-^' [71 

where  P/  is  the  resistance  in  units  of  pressure,  /  is  the  coeflBcient  of 
friction,  y  is  the  density  of  the  fluid,  { is  the  length  of  the  conduit, 
V  is  the  velocity  of  flow  and  m  is  the  quotient  of  the  area  of  the 
conduit  divided  by  its  perimeter.  For  gases  at  a  constant  pressure, 
the  density  varies  inversely  as  the  absolute  temperature;  hence  y 
may  be  replaced  by  A:-r-(<c+459.6),  where  fc  is  a  constant.  For 
circular  and  square  conduits  the  quotient  of  the  area  divided  by  the 
perimeter  is  d/4j  where  d  is  the  diameter  of  a  circular  conduit  or  the 
length  of  one  side  ot  a  square  conduit.  Substituting  the  above 
equivalents  and  introducing  the  factor  0.192  for  obtaining  the 
friction  in  inches  of  water, 

0.192X4  fc/  may  be  replaced  by  another  coefficient  of  friction  F, 
Then,  in  final  form  for  calculating  friction, 

^'=^i(u4r6) t«J 

where  Pp  is  the  total  friction  in  in.  of  water,  F  is  the  coeflBcient  of 
friction,  I  is  the  length  of  the  gas  passage  in  ft,  »>  is  the  velocity  in  ft. 
per  sec,  d  is  the  diameter  of  a  circular  conduit  or  the  length  of  one 
side  of  a  square  conduit  in  ft.,  and  te  is  the  temperature  of  the  gases 
in  deg.  fahr. 

13  No  careful  experiments  seem  to  have  been  made  to  deter- 
mine the  magnitude  or  variation  of  the  coefficient  of  friction  for 
chimney  gases.     Peclet*  gave  an  estimated  value  for  '^sooted  surface." 

*Tran8.  Am.  Soc.  M.  E.,  vol.  12,  p.  97. 
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Professor  Gale*  determined  some  values  roughly  by  a  few  experi- 
ments. The  values  for  the  friction  losses  of  air  in  m^tal,  concrete 
and  brick  conduits  used  by  designers  of  ventilating  apparatus  should 
not  be  far  off, 

14  Reduced  to  the  basis  of  formula  [8]  these  are: 
F  =  0.006  by  Peclet  for  * 'sooted  surface" 

=  0.012  by  Professor  Gale  for  brick  conduits 

=  0.006  from  a  coeflBcient  for  air  in  brick  or  concrete  conduits. 
Professor  Gale's  value  seems  too  large.  Peclet's  value  is  presumably 
for  sheet  metal.  As  a  safe  value,  which  seems  to  give  losses  con- 
sistent with  those  observed  in  practice,  the  author  has  assumed 
F  =  0.008  for  the  purpose  of  constructing  the  curves  of  Fig.  5.  This 
value  is  one-third  greater  than  that  according  to  Peclet. 

15  The  factors  of  correction  for  the  graphical  values  in  Fig.  5 
were  determined  as  follows:  Let  /,  I  and  m  in  formula  [7]  remain 
the  same,  then 

16  The  factor  of  correction  for  square  conduits  of  side  equal  to 
diameter  of  circular  conduits  when  y  is  constant  is  v^/vq^  where  v.  is 
the  velocity  in  the  square  conduit  and  Vq  is  the  velocity  in  the  circular 
one.     But  for  the  same  volume  of  gas  per  second 

v,^      Ao^      /0.7854  dPy 


Vo'~A,'^\       (P 


=  0.62 


Hence  the  friction  in  a  conduit  of  square  section  is  62/100  of  the  loss 
in  an  ''inscribed"  circular  section. 

17  Since  for  the  same  weight  of  gas  per  second  the  velocity 
varies  inversely  as  the  density,  and  since  Pj  ^  y  y',  then  Pr  ^  I/7. 
The  density  varies  inversely  as  tiie  absolute  temperature  and  direct- 
ly as  the  pressure,  hence 

T 
P  a  — 

18  The  factor  of  correction  for  any  absolute  temperature  T,  the 
weight  of  gas  per  second  remaining  the  same,  is  then  T/To,  where 
To  is  the  assumed  standard  tem-fXTature ;  also,  the  factor  of  correction 
for  any  absolute  pressure  P  is  Po/  P,  where  Pq  is  the  assumed  stand- 
ard pressure.  The  factor  of  correction  applicable  to  Fig.  5  for  any 
temperature,  t^  in  deg.  fahr.,  is  therefore  (<c+459.6)-7-1000;  and  the 
factor  for  any  pressure,  P,  in  in.  of  mercury  is  30/P. 

'Trana.  Am.  Soc.  M.  E.,  vol.  11,  p.  456. 
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19  In  the  absence  ot  evidence  on  the  comparative  cooling  of 
gases  in  brick,  or  brick-lined,  conduits  and  sheet  metal  conduits,  it 
would  seem  inadvisable  to  make  any  allowance  for  the  decreased 
friction  in  the  latter,  because  the  lowering  of  temperature  due  to 
cooling  reduces  the  maximum  draft  and  thus  compensates  to  some 
extent  the  decreased  friction  loss.  It  is  probable  that  the  cooling  in 
well  constructed  brick  chimneys  is  very  slight  provided  the  air 
leakage  is  small.  By  calculation,  the  cooling  in  unlined  metal 
chinmeys  may  be,  roughly,  in  the  neighborhood  of  80  deg.  per  100  ft. 
of  height. 

VI      DRAFT  REQUIRED  AT  THE  BOILER  DAMPER 

20  This  involves  so  many  arbitrary  factors  that  it  cannot  be 
calculated  by  a  general  formula  and  must  be  assumed  from  a  knowl- 
edge of  the  equipment  and  conditions.  The  draft  required  at  the 
boiler  damper  is  the  sum  of  the  draft  assumed  to  be  required  in  the 
furnace  plus  the  assumed  draft  loss  through  the  boiler.  It  should  be 
possible  to  construct  cur\'es  for  each  of  these  requirements  that 
would  be  satisfactory'  for  chimnej'  calculations.  Fig.  2  is  typical 
For  boilers. 

21  The  lower  curve  is  based  on  observed  draft  losses  during 
tests  with  coal  fuel  when  the  CO2  in  the  gases  was  relatively  high, 
on  correction  of  these  losses  to  a  standard  of  13  per  cent  CO2  and  on 
the  assumption  that  the  draft  loss  varies  as  the  square  of  the  per- 
centage of  rating  developed.  This  curv^e  may  be  considered  as 
applicable  to  boilers  15  tubes  high  without  superheaters.  The 
points  circumscribed  by  circles  are  for  a  boiler  14  tubes  high,  but 
with  a  superheater  over  the  first  and  second  passes;  the  circum- 
scribed crosses  are  for  a  boiler  13  tubes  high  also  with  superheater. 

22  C.  R.  Weymouth*,  gives  draft  losses  for  three-pass  Babcock 
and  Wilcox  boilers  fired  with  oil  fuel  under  test  conditions  which 
are  not  very  different  from  the  above  mentioned  curv^e  for  Edre  Moor 
boilers  fired  with  coal. 

23  The  upper  curve  in  Fig.  2  was  constructed  from  the  lower  by 
allowing  for  increased  air,  but  at  a  decreasing  rate  for  increasing 
overload.  While  it  is  not  unusual  for  a  boiler  to  develop  its  rated 
capacity  with  8  per  cent  CX)2  in  the  escaping  gases,  it  is  hardly  to  be 
expected  that  a  boiler  should  develop  175  per  cent  ot  rating  with  less 
than  11  per  cent  CO2.  Hence  the  variation  in  the  percentages  of 
CO2  assumed. 

'Trans.  Am.  Soc.  M.  E.,  vol.  34,  p.  645. 
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24  The  upper  curve  may  be  considered  as  representative  ol 
ordinary  firing  under  unfavorable  conditions,  while  the  lower  curve 
is  for  good  firing  under  favorable  conditions.  Since  the  chimney  is 
one  of  those  factors  which  should  be  designed  large  enough  "to  keep 
the  plant  running"  under  conditions  that  are  likely  to  arise  at  any 
time,  the  upper  curve  should  ordinarily  be  used  for  chimney  calcula- 
tions. It  is  apparent,  from  the  difference  between  the  two  curves, 
that  one  way  to  increase  the  capacity  of  a  chimney  is  to  improve  the 
efficiency  of  firing. 

25  Different  types  of  boilers  probably  have  different  losses  for 
the  same  overload,  and  the  same  type  of  boiler  but  differently  baffled 
also  has  different  losses.  Hence  curves  such  as  those  in  Fig.  2  should 
be  used  only  for  the  equipment  for  which  they  were  constructed,  or 
for  very  similar  equipment.  This  is  as  true, for  grates  and  stokers 
as  it  is  for  boilers. 

VII      CONVERTING  BOILER  HORSEPOWER  INTO  GAS  VOLUME 

26  Before  the  principles  discussed  can  be  used  for  proportioning 
chimneys,  it  is  necessary  to  have  at  hand  means  for  quickly  reducing 
boiler  horsepower  to  a  gas  basis. 

27  Since  the  proportions  of  oxidizable  matter  in  a  poimd  of 
fuel  vary  between  very  wide  limits,  the  minimum  amount  of  air 
required  for  complete  combustion  varies  accordingly.  The  air  per 
pound  of  ^^combustible''  is  more  uniform  but  still  very  variable, 
but  the  air  per  B.t.u.  is  almost  the  same  if  calculations  for  a  limited 
number  of  samples  of  different  kinds  of  fuels  are  representative  of  the 
general  case.  For  several  samples  of  lignite,  bituminous,  semi- 
bituminous  and  anthracite  coal,  and  California  crude  oil,  the  calcu- 
lated minimum  moisture-free  air  per  10,000  B.t.u.  by  the  bomb 
calorimeter  did  not  vary  more  than  ll4  per  cent  from  7.50  lb.  This 
suggests  using  the  B.t.u.  basis  for  standard  purposes. 

28  With  the  accuracy  of  Dulong's  formula  in  mind,  when 
applied  to  bituminous,  semi-bituminous  and  anthracite  coal,  the  true 
combustibles  in  these  fuels  are  practically  total  carbon,  available 
hydrogen  (H — 0/8)  and  sulphur.  Sulphur  occurs  in  small  quan- 
tities, requires  little  air  for  combustion  and  has  a  low  heat  value;  it 
may  therefore  be  neglected  in  approximate  calculations.  Hence  coal 
may  be  considered  as  composed  ot  carbon  and  available  hydrogen. 

29  Bui.  29,  1911,  Bureau  of  Mines,  on  The  Effect  of  Oxygen 
in  Coal,  gives  the  carbon  and  available  hydrogen  in  over  300  samples 
of  American  coal.     From  a  study  of  these  it  seems  that  an  average 
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ratio  may  be  taken  as  5  parts  available  hydrogen  to  100  parts  carbon. 
Using  this  ratio,  Dulong's  formula  for  calori&c  value  and  a  specific 
heat  of  gas  equalto  0.237,  the  data  given  in  Table  1  follow  by  direct 
calculation.  The  chimney  losses  given  are  not  involved  in  calcula- 
tions for  chimney  capacity,  but  were  included  because  they  are 
eaaily  computed  from  the  weights  of  gases  and  may  be  of|interest 
as  showing  the  effect  of  excess  air  on  boiler  efficiency. 

30  It  would  seem  that  the'  weight  of  steam  in  gases  may  be 
neglected  in  approximate  calculations,  since  tbe%rror  in  weight  of 
gases  and  chimney  losses  will  be  well  within  5  per  cent,  except  in 
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a  iMHi  TliriiURh  Grate  and  Fuel  Bed.  B  Through  the  Boiler.  SThraush  the  Breeching 
anJ  CThrough  the  Cblmney 

unusual  cases.  It  is  probable  that  extreme  variations  from  the 
assumed  ratio  of  available  hydrogen  to  carbon  will  affect  the  results 
by  an  error  not  more  than  10  per  cent,  which  is  allowable  where 
other  factors  enterinfr  into  the  problem  may  be  in  error  as  much  as 
this. 

VIII      PHOCEnUHE  FOR  CALCtrt-ATINQ  CRIUNET8 

31     The  formulae  and  data  required  for  calculating  chimneys  on 
a  gas  basis  now  having  been  reviewed  or  developed,  it  remaiofl  to 
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apply  them  to  practical  problems.  Certain  curves  and  tables  which 
logically  belong  in  the  sections  devoted  to  the  discussion  of  the 
principles  have  been  included  instead  in  the  following  sections  to 
facilitate  calculations,  and  for  the  same  reason  final  formulae  have 
been  repeated.     The  following  symbols  are  used  in  this  application; 

A  =  area  of  a  circular  conduit,  sq.  ft. 

d=  diameter  in  in.  corresponding  to  A 

K  =  effective  height  of  chimney,  ft. 
1°- equivalent  length  of  breeching,  ft. 


Percent     Rating  Developed 

Fio.  2    DuLiT  Lobs  waau  Furnacb  to  Daupix  op  a  Cboss-Bafplid  Thkxi- 
Pass  Edok  Moob  Wateb  Tube  Boileb  with  IS-rr.  Tubes 

For  Efficient  aod  loefficiaDUFirinc 

P  =  barometric  pressure,  in.  of  mereury 
Pb  =  draft  loss  through  the  boiler,  in.  of  water 
P,  =  total  effective  draft  required  at  the  entrance  to  the 

chimney,  in.  of  water 
/*!  =  draft  required  in  the  furnace,  in.  of  water. 
P,  =  total  draft  loss  in  the  breeching  due  to  friction,  in,  of 

water 
P,  =  draft  required  to  increase  velocity,  in.  of  water 
F,'  =  draft  loss  caused  by   sudden  enlargement  of  the  gas 

passage,  in.  of  water 
pc  =  draft  loss  in  the  chimney  per  100  ft.,  in.  of  water 
p,  =  maximum  draft  produced  by  the  chimney  per  100  ft.,  in. 

of  water 


5  =  volume  of  gases,  cu.  ft,  per  sec.  per  boiler  h.p. 

Q- total  volume  of  gases,  cu.  ft.  per  sec. 

(.  =  temperature  of  the  air,  deg.  fahr. 

f,  =  temperature  of  the  flue  gases,  deg.  fahr. 

u= velocity  of  gases,  ft.  per  sec. 
1  =  density  of  gases,  lb.  per  cu.  ft. 


°  I 

i 

%  1 

£ 
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E 
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32  To  illustrate  the  applications  of  the  fomti^lae  and  data, 
the  following  problem  will  be  considered:  What  inea  of  chimneys 
will  be  suitable  for  two  500  h.p.  boilers  for  continuous  operation  at 
not  over  150  per  cent  of  rating?  The  temperature  &f  the  air  will 
not  exceed  80  <leg.  fahr.,  and  tbe  breeching  will  be  about  50  ft.  long 
and  have  two  right  angle  turns. 

IX      DETERMINING    THE    DRAFT    REQUIRED    AT    THE    BOILEUt    DAMPER 

33  As  stated  in  Sec.  VI,  this  must  be  assumed  from  a  knowledgti 
of  the  equipment  and  conditions.     Ordinarily,  the  draft  required 
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may  be  taken  from  characteristic  curves,  of  which  Fig.  2  is  typical 
for  boilers.    An  explanation  of  these  curves  is  given  in  Sec.  VI. 

34    In  connection  with  the  draft  required  in  the  furnace  for 
natural  draft  and  coal  fuel,  the  following  formula  will  be  useful. 

(fa.p.)x  33480 
^"        UEO 

where  C  is  the  maximum  weight  of  coal  to  be  burned  in  lb.  per  aq.  ft- 
of  grate  surface  per  hr.,  (h.p.)  is  the  maximum  horsepower  to  be  de- 
veloped, U'iB  the  calorific  value  of  the  coal  in  B.t.u.  per  lb.,  E  is  the 
efficiency  of  the  combSned  generator  and  G  is  the  grate  surface  in 
sq.ft. 


Fio.  4    FACToita  OP  ConRECTioN  Appucablb  to  Fio.  3 

35  For  the  preaent  problem,  Pi  will  be  taken  as  0,25  in.  and 
Pb  =  0.45  in.  The  draft  required  at  the  boiler  damper  is  then 
0.25+0.45  =  0.70  in. 

X       DETERHININQ    THE    QUANTITY    OF    GAS   TO    BE    TRANSMITTED 

36  Table  1,  which  is  based  on  the  assumptions  stated  in  Sec.  VII, 
is  for  the  general  case. 

37  The  weight  of  gas  per  horsepower  is  approximately 

10,000  (E+0.02) 

where  W  is  the  weight  of  gas  in  lb.  per  hr.  per  boiler  h.p.,  w  is  the 
weight  of  gas  per  10,000  B.t.u.,  and  E  is  the  combined  efficiency  of 
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the  steam  generator,    w  may  be  taken  from  Table  1.    The  quantity 
0.02  added  to  £  is  an  average  allowance  for  carbon  in  the  ash. 
Example:    At  9  per  cent  COj,  u?  =  15.7.     Let  £  =  0.66 


tr= 


33480X15.7 
10,000  (0.66+0.02) 


=  77.3  lb. 


The  weight  per  sec.  is  W^/3600,  and  y  by  formula  [4]  is  (41.3  P) 
-^  { 30  (ie+459.6) } .    Hence  the  tormula  for  the  volume  per  sec.  is 

^  30  Tr(<c +459.6)  ^  6.73  W  (^c+459.6)      30 


41.3PX3600 


1,000,000 


where  q  is  the  volume  of  gas  in  cu.  ft.  per  sec.  per  boiler  h.p.,  W  is  the 
weight  of  gas  in  lb.  per  hr.  per  boiler  h.p.,  P  is  the  barometric  pres- 

TABLE  1     WEIGHT  OF  GASES  AND  PERCENTAGE  OF  HEAT  REJECTED  TO  THE 
CHIMNEY  FOR  DIFFERENT  PERCENTAGES  OF  CO,  WHEN  CO  —0.      FOR  COAL 


Pw  Ceot  CO,  in  the  Dry  Gases  | 

by  Volume  18.7 


18.0       17.0     '  1   .0 


15.0       14.0 


13.0 


12.0 


Ez  e«  air  in  per  cent  of  the 
the  >retical  minimum 

VTeicht    of    gaaee    per    10.000 

B.t.u.  in  the  coal,  lb |     7.8 

diimney  Iom  per  100  deg.  fahr.  i 
ill  peff  cent  of  the  calorific  ' 


4 
8.1 


10 
8.6 


17 
0.1 


va!fM  of  the  eoal 

ChimiMy  lo«  per  500  deg.  fahr. 


1.K5 


1.92       2.04  ,     2.16 


9.25  i     9.r)0  ,  10.20     10.80 


24 
9.6 


2.28 
11.40 


33 
10.3 


2.44 
12.20 


43 
11  0 


54 

11.9 


2.61  j     2.82 
13.05  '  1   .10 


Pisr  c«nt  CO,  in  the   Dry   Gaaes  by 
Volume 


EzoesB  air  in  per  oent  of  the  theoretical 

Weisbt  of  gaaee  per  10,000  B.t.u.  in  the 
coal,  lb 

Chimney  loaa  per  100  deg.  fahr.  in  per 
oent  of  the  calorific  value  of  (he  coal 

Chimney  lo«  per  500  deg.  fahr 


11.0 

10.0 

9.0 

8.0 

7.0 

! 
6.0 

68 

85 

105 

130 

162 

20C 

12.9 

14.2 

15.7 

17.6 

20.0 

23.3 

3.06 

3.37 

3.72 

4.17 

4.74 

5.52 

15.30 

16.85 

18.  ('>0 

20.85 

23.70 

27.60 

5.0 


27.8 

6  50 
32.95 


sure  in  in.  of  mercury  and  tc  is  the  temperature  of  the  gases  in  deg. 
fahr. 

38  In  ordinary  problems,  Table  2  may  be  used  instead  of  cal- 
culating q  by  the  formulae  above.  A  variation  of  100  deg.  either 
side  of  the  standard  of  540  deg.  fahr.  alters  the  volume  by  10  per  cent. 

39  Returning  to  the  problem,  the  volume  of  gases  to  be  re- 
moved by  the  chimney  may  now  be  calculated.  The  maximum 
horsepower  to  be  developed  is  2X500X1.5=1500  h.p. 
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q = 0.52  from  Table  2  tor  9  per  cent  COj  and  66  per  cent  eflSciency. 
Then  the  total  volume  of  gases  per  sec.  is 

Q=  1500X0.52  =  780  cu.  ft. 

XI      DETERMINING  THE  MAXIMUM  DRAFT  PRODUCED  BY  THE  CHIMNET 

40    The  general  formula  from  Sec.  II  is 

Values  of  P,  per  100  ft.  of  height  and  the  factor  of  correction  for  dif- 
ferent altitudes  and  pressures  are  given  graphically  in  Figp.  3  and  4. 

TABLE  2    WEIGHT  AND  VOLUME  OF  GAS  PER  BOILER  HORSEPOWER  AT  SEA 

LEVEL 


Assumed  COj  per  cent  of  dry  gases  by 
volume 

8 
63 

8 
66 

9 
66 

10 
68 

12 
70 

12 
76 

14 
68 

14 

Assumed  combined  efficiency  of  boiler, 
furnace  and  srate 

78 

Weight  of  gaaea  in  lb.  per  hr.  per  boiler 
h.p 

91 
.61 

87 
.58 

77 
.52 

68 
.46 

55 
.37 

52 

.35 

40 
.33 

43 

V<rfume  of  gases  in  ou.  ft.  per  sec.  per 
boiler    h.p.    for    a    temperature    of 
MO  deff.  fahr 

.29 

Suggested  corresponding  percentage  of 

100 

125 

150 

200 

•   • 

250 

rated  capacity  of  boiler  to  be  used  for 
proportionrnK  ch>n>ney*i,  - , 

■ 

TABLE  3     ASSUMED  ECONOMICAL  VELOCITIES  FOR  A  FIRST  APPROXIMATION 
Volume  of  gas  to  be  removed  in  cu.  ft.  per  sec . . 


Economical  velocity  in  ft.  per  sec . 


10 


10 


50 


15 


150 


20 


.500 


25 


1200 


30 


2500 


35 


5000 


40 


8000 
45 


41  In  the  problem  t^  =  80  deg.  fahr.  Let  (c  =  500  deg.  fahr.  Then 
from  Fig.  3,  p,  =  0.59  in.  If  the  altitude  is  5900  ft.  above  sea  level, 
then  the  factor  of  correction  from  Fig.  4  is  0.8.  Hetice  p,  =  0.8X0.59 
=  0.47  in. 

XII      DETERMINING  THE  DRAFT  LOSS  IN  THE  CHIMNEY 

42  The  formula  for  this,  as  developed  in  Sec.  V,  and  by  means 
of  which  the  values  shoAvn  graphically  in  Fig.  5  were  obtained,  is 


P,  =  0.008 


I 


v" 


d  \/c +459.6 
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43  A  variation  of  100  deg.  either  side  of  the  assumed  standard 
of  540  deg.  fahr.  and  a  variation  of  3  in.  in  barometric  pressure,  if 
uncorrected  for,  would  each  introduce  an  error  of  10  per  cent  in  the 
draft  loss.  Since  the  draft  loss  is  usually  small,  it  would  seem  that 
ordinarily  only  variations  beyond  these  limits  need  be  considered. 

44  Before  the  curves  in  Fig.  5  may  be  used,  it  is  necessary  to 
assume  a  velocity.  If  v  is  assumed  then  A  follows  from  the  formula 
A  =  Q/v,  For  a  first  approximation,  the  velocity  may  be  selected 
from  Table  3. 

45  In  the  present  problem,  the  volume  of  gas  to  be  removed  is 
780  cu.  ft.  per  sec.  Assuming  a  velocity  of  25  ft.  per  sec,  A  =  780/25 
=31.2.  The  friction  loss  per  100  ft.,  by  visual  interpolation  on 
Fig.  5,  is  po=0.08  in.     This  is  for  a  circular  chimney  at  sea  level. 

46  For  a  square  chimney  of  side  equal  to  diameter  of  the  circular 
chimney  pc  =  0.62X0.08= 0.05  in.  For  a  circular  chinaney  and 
barometric  pressure  24  in.  of  mercury,  pc=  (30/24)  0.08  =  0.10  in. 
For  a  circular  chimney  at  sea  level  but  gas  temperature  equal  to 
640  deg.,  pc=  {(640+460) -^1000 } 0.08  =  0.09  in.  For  a  square 
chimney,  barometer  at  24  in.  and  gases  at  640  deg.  fahr., 

^^^30  640+460^^     ^^-. 
Pc  =  0.622^      ^  0.08  =  0.07  m. 

XIII      DETERMINING  THE  FRICTION  LOSS  IN  THE  BREECHING 

47  The  customar>'  assumption  is  that  one  sharp  right  angle 
turn  has  the  same  friction  as  50  ft.  of  length.  In  the  problem  the 
breeching  is  to  be  50  ft.  long  and  to  have  two  turns.  Hence  i = (2  X  50) 
+50=150  ft.  Assuming  the  breeching  will  be  square,  with  side 
equal  to  the  diameter  of  the  circular  chimney,  then  Pr=  1.5X0.05 
=  0.08  in.  The  quantity  0.05  is  the  loss  per  100  ft.  as  computed  in 
Sec.  XII.  For  a  circailar  breeching  of  the  same  size  as  the  chimney 
Pr=  1.5X0.08  =  0.12  in.  This  does  not  indicate  that  the  total  loss 
in  the  square  breeching  will  be  less  than  that  in  the  circular  one 
because  of  the  draft  losses  due  to  changes  of  velocity,  as  discussed 
in  Sec.  XIV. 

XIV      DRAFT  REQUIRED  TO  INCRI^ASE  VELOCITY 

48  The  fonmila  as  developed  in  Sec.  Ill  is 


Fv  =  0.l23 


30  (ic+469.6) 


0     0.10    0.10   0.50   04O    OSO    ObO   0-70    O.&O  0.90    1.00 

,Dra-f+   Loss  In  in. of  Water 

j    Draft  Loss  fer  100  Ft.  of  a  Circular  Brick-Lined  Conduit 

CoRRESPONDiNO  to  the  Velocities  in  Ft,  per  Sec.  Noted 

ON  THE  Corves.     Fob  Baroueter  at  30-ik. 

Ukrcitry  and  Gases  at  S40  Ddo.  Fabb. 

For  «ny  other  height  or  length  H  in  It.,  multiply  by  0.01  B 


dutt.  multiply  by  0  82  when  thf 

1  voluniB  ol  gu  remsins  ths  urns 

irs  P  io  ia   ol  morcuTy.  multiply  by 

30 /P  then  Ihe  weigh  I  ol  gus 

remiiiiH  tl»  urns 

«+4e0)  when  tbe  weicht  of  e.j 
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The  draft  required  to  accelerate  gases  at  sea  level  from  zero 
velocity  to  velocities  of  10,  20,  30  and  40  ft.  per  sec.  for  a  tempera- 
ture of  540  deg.  fahr.  is  0.012  in.,  0.049  in.,  0.111  in.  and  0.197  in. 
respectively.  The  magnitude  of  this  loss  at  the  higher  velocities 
explains  the  regulating  effect  produced  by  manipulating  the  damper. 

49  The  ratio  of  the  area  of  a  square  to  that  of  an  inscribed  circle 
is  1/0.7854.  The  velocity  in  the  former  will  therefore  be  0.7854 
times  the  velocity  in  the  latter.  Table  4  shows  the  draft  loss  due  to 
a  velocity  change  based  on  this  ratio  for  the  case  when  gases  pass 
from  a  square  breeching  into  a  circular  chimney. 


TABLE  4     DRAFT  REQUIRED  TO  ACCELERATE  GASES  AT  640  DEG.  FAHR.. 

BAROMETER  AT  30  IN. 


Change  of  velocity  in  ft.  per  sec 

11.8 
to 
15 

15.7 
to 
20 

19.6 
to 
25 

23.6 
to 
30 

27.5 
to 
35 

31.4 
to 
40 

35.3 
to 
45 

39.3 
to 
50 

Draft  required  in  in.  of  water 

0.011 

0.019 

0.030 

0.042 

0.068 

0.075 

0.096 

0.118 

50  Except  at  the  highest  velocities,  this  dratt  is  small  enough 
to  be  neglected  in  the  problem  of  calculating  sizes  of  chimney;  but 
as  regards  the  design  of  the  breeching  this  additional  loss,  for  short 
breechingS;  may  make  the  smaller  circular  breeching  more  desirable 
than  the  larger  square  breeching  from  an  operating  as  well  as  a  cost 
standpoint  provided  the  gases  leave  the  boilers  at  about  the  ultimate 
velocity. 

51  Since  the  loss  due  to  the  velocity  change  will  almost  com- 
pensate for  the  decreased  friction  when  the  square  breeching  is  used, 
if  it  is  not  long,  then  the  friction  loss  per  100  ft.  of  breechmg  may  be 
taken  the  same  as  in  the  circular  chimney,  whether  the  breeching  will 
be  square  or  circular. 

XV   LOSS  OF  DRAFT  DUE  TO  SUDDEN  ENLARGEMENT  OF  THE  GAS 

PASSAGE 


52    The  formula  from  Sec.  IV  is 


Pv'= 0.123 


P  (vi'V^y 
30  (^,+459.6) 


For  a  change  of  velocity  from  30  to  10  ft.  per  sec,  at  sea  level 
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and  temperature  equal  to  540  deg.  fahr.  this  loss  is  0.049  in.    Where 
there  are  several  sudden  enlargements  in  a  long  flue,  the  aggregate 
loss  may  be  considerable.     Hence  gradual  changes  of  cross  section . 
are  preferable  where  there  is  something  to  be  gained  by  enlarging 
the  breeching. 

XVI      DETERMINING  THE  VALUE  OF  d  IN  INCHES 

53  As  stated  in  Sec.  V,  d  is  the  diameter  of  a  circular  chimney 
or  breeching,  or  the  length  of  one  side  of  a  square  chimney  or  breech- 
ing. The  curves  in  Fig.  5  are  based  on  circular  conduits,  hence  d 
is  always  the  diameter  corresponding  to  the  area  A.  Obviously,  a 
quick  way  to  determine  d  is  to  divide  the  area  A  by  0.7864  on  the 
upper  scale  of  a  slide  rule  and  read  d  in  in.  opposite  12  on  the  lower 
scale. 

XVII      PRACTICAL  METHOD  FOR  CALCULATING  CHIMNEYS 

54  Solutions  of  chimney  problems  are  very  simple  if  carried 
out  in  the  following  form: 

Equipment  and  Location,  Two  500  h.p.  boilers  to  be  operated 
up  to  150  per  cent  of  rating.  Breeching  to  have  two  right  angle 
turns  and  to  be  about  50  ft.  long.  Chimney  to  be  circular.  Plant 
to  be  at  about  sea  level. 

Assumptions.  ^^  =  80  deg.  fahr.,  ^©  =  500  deg.  fahr.,  q  =  0.52  cu.  ft. 
(from  Table  2)  Pf  =  0.25  in.  Pb  =  0.45  in.  Pf+Pb  =  0.70  in. 

Calculations.     Maximum  h.p.  =  2X500X  1.5  =  1500. 

Q  =  1500  X  0.52  =  780  cu.  ft.     Assume  t;  =  25  ft.  (from  Table  3) . 

A  =Q/t;  =  780 ^25  =  31. 2  sq.  ft. 

Pe  from  A  and  v  on  Fig.  5  =  0.08  in. 

J  =  (2X50) +50  =  150  ft.     Pr=1.5po  =  1.5X0.08  =  0.12in. 

Pe=(Pf+Pb)+Pr+Pv+Pv'  =  0.70+0.12+0  =  0.82in. 

Px  =  0.59  in.  from  Fig.  3.     p.— 7)0  =  0.59— 0.08  =  0.51  in. 

„      100  Pe      100X0.82      _,  .^ 

H  = =  jr-=z =  Ibl  ft. 

Pz-Po  0.51 

55  By  A\Titing  the  above  calculations  in  the  following  tabular 
form  (Case  la)  and  assuming  other  velocities  then  other  sizes  may  be 
obtained  quickly. 


A.    L.    MENZIN 


1083 


•Caae 

» 

A 

PC 

Pt 

Pv 

Pe 

P« — PC 

B 

d 

la 

25 

31.2 

0.08 

0.12 

0.0 

0.82 

0.51 

161  ft. 

76  in. 

lb 

20 

30.0 

0.04 

0.06 

0.0 

0.76 

0.55 

138  ft 

85  in. 

Ic 

30 

26.0 

0.12 

0.18 

0.0 

0.88 

0.47 

187  ft. 

69  in 

Id 

40 

19.5 

0.26 

0.89 

0.15 

1.24 

0.33 

376  ft. 

60  in 

56  The  value  of  Pv  in  Case  Id  is  based  on  the  assumption  that 
the  gases  leave  the  boiler  at  a  velocity  of  20  ft.  per  sec.  In  the  other 
cases  Pt  was  assumed  to  be  negligible. 

57  The  best  size  of  chimney  will  depend,  of  course,  on  relative 
cost,  local  and  other  conditions. 

58  To  illustrate  further,  assume  that  the  plant  will  be  at  an  ele- 
vation of  5900  ft.  above  sea  level  and  that  the  chimney  will  be 
square.  Then  P  =  24  in.  The  maximum  draft,  pi',  will  be  0.8  p, 
(Fig.  4)  and  the  friction  loss  in  the  breeching  and  chimney  per  100 
ft.  Pc  will  be  0.62X30/24  pc  =  0.78  pc,  where  pc  is  the  loss  at  sea 
level.     Hence 

p.' =0.8X0.59  =  0.47  in.  Pr=1.5  p/ 


Ca>e 

V 

A 

PC 

Pc' 

Pt 

Pv 

Pe 

P»  — Pc 

H 

d 

2a 
26 
2e 

25 
20 
15 

31.2 
3>.0 
62.0 

0.08 
0.04 
0.02 

0.06 
0.03 
0.02 

0.09 
0.04 
0  03 

0 
0 
0 

0.79 
0.74 
0.73 

0.41 
0.44 
0.45 

193  ft. 
If8  ft, 
162   t. 

7  1  in. 
85  in. 
97  in 

59  Table  5  illustrates  how  the  capacity  of  a  chimney  is  affected 
by  a  variation  of  one  or  more  of  the  governing  conditions.  The 
altered  conditions  are  in  italics.  Since  the  volume  of  gas  per  sec. 
per  h.p.  is  dependent  on  both  temperature  of  gases  and  combined 
efficiency,  its  value  has  been  altered  accordingly  when  these  are  in- 
volved. 


TABLE  5    VARIA   LE  CAPACITY  OF  A  CIRCULAR  CHIMNEY  76  IN.  IN  DL\METER 

AND  160  FT.  HIGH 


Tempera- 

Tempera- 

Draft 

Draft 

Draft 

Gaa  per 

Capacity 

ture 

tiire 

Baro- 

in 

LoMin 

Loa)  in 

See. 

of  the 

Caae 

of  Air, 

of  Goaea, 

meter, 

Furnace. 

Boiler, 

Breech- 

per h.r. 

Chimney 

Deg.  Fahr. 

Deg.  Fahr. 

In. 

In. 

In. 

ing,  In. 

f.'u.  ft 

B.h.p. 

la 

80 

500 

30 

0.25 

0.45 

0.12 

0.52 

1500 

3 

100 

500 

30 

0.25 

0.45 

0.12 

0.52 

900 

4 

no 

500 

30 

0.25 

0.45 

0.12 

0.52 

2700 

5 

80 

900 

30 

0.25 

0.45 

0.12 

0.90 

2000 

6 

80 

500 

30 

0.2J 

0.45 

0 

0.52 

2100 

7 

80 

500 

£7 

0.25 

0.45 

0.12 

0.52 

750 

« 

80 

600 

30 

0.^0 

o.et 

0.12 

0.  6 

3900 

9 

80 

500 

30 

0.10 

0.22 

0.12 

0.96 

4400 

10 

80 

eoo 

30 

0.10 

o.eo 

0 

O.SS 

4200 
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and  temperature  equal  to  540  deg.  fahr.  this  loss  is  0.049  in.  Where 
there  are  several  sudden  enlargements  in  a  long  flue,  the  aggregate 
loss  may  be  considerable.  Hence  gradual  changes  of  cross  dection 
are  preferable  where  there  is  something  to  be  gained  by  enlarging 
the  breeching. 

XVI      DETERMINING  THE  VALUE  OF  d  IN  INCHES 

53  As  stated  in  Sec.  V,  d  is  the  diameter  of  a  circular  chimney 
or  breeching,  or  the  length  of  one  aide  of  a  squaie  chimney  or  breech- 
ing. The  curves  in  Fig.  5  are  based  on  circular  conduits,  hence  d 
is  always  the  diameter  corresponding  to  the  area  A.  Obviously,  a 
quick  way  to  determine  d  is  to  divide  the  area  A  by  0.7854  on  the 
upper  scale  of  a  slide  rule  and  read  d  in  in.  opposite  12  on  the  lower 
scale. 

XVII      PRACTICAL  METHOD  FOR  CALCULATING  CHIMNEYS 

54  Solutions  of  chimney  problems  are  very  simple  if  carried 
out  in  the  following  form: 

Equipment  and  Location.  Two  500  h.p.  boilers  to  be  operated 
up  to  150  per  cent  of  rating.  Breeching  to  have  two  right  angle 
turns  and  to  be  about  50  ft.  long.  Chimney  to  be  circular.  Plant 
to  be  at  about  sea  level. 

A ssumptions,     i* = 80  deg.  fahr.,  to = 500  deg.  fahr. ,  q  =  0.52  cu.  ft. 
(from  Table  2)  Pf=0.25  in.  Pb  =  0.45  m.  Pf+Pb  =  0.70  in. 

Calculations.     Maximum  h.p.  =  2X500X1.5=  1500. 

Q  =  1 500  X  0.52  =  780  cu.  ft.    Assume  t;  =  25  ft.  (from  Table  3) . 

4  =Q/t;  =  780-^ 25  =  31.2  sq.  ft. 

Pc  from  A  and  v  on  Fig.  5  =  0.08  in. 

Z=(2X50)+50=150ft.     Pr=1.5po=  1.5X0.08  =  0.12  in. 

Fe=(Ff+Fb)+Pr+Pv+Fv'  =  0.70+0.12+0  =  0.82in. 

Pz  =  0.59  in.  from  Fig.  3.     p.— pc= 0.59—0.08  =  0.51  in. 

„      100  Pe       100X0.82      _,  ^ 

n  = =  — -r-rz —  =  lol  tt. 

Pz-Vo  0.51 

55  By  writing  the  above  calculations  in  the  following  tabular 
form  (Case  la)  and  assuming  other  velocities  then  other  sizes  may  be 
obtained  quickly. 
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-Caae 

• 

A 

PC 

Pr 

Pv 

Pe 

P»— PC 

H 

d 

la 

25 

31.2 

0.08 

0.12 

0.0 

0.82 

0.51 

161  ft. 

76  in. 

lb 

20 

39.0 

0.04 

0.06 

0.0 

0.76 

0.55 

138  ft 

85  in. 

le 

30 

26.0 

0.12 

0.18 

0.0 

0.88 

0.47 

187  ft. 

69  in 

Id 

40 

19.6 

0.26 

0.39 

0.15 

1.24 

0.33 

376  ft. 

69  in 

56  The  value  of  Pv  in  Case  Id  is  based  on  the  assumption  that 
the  gases  leave  the  boiler  at  a  velocity  of  20  ft.  per  see.  In  the  other 
eases  Pv  was  assumed  to  be  negligible. 

57  The  best  size  of  chimney  will  depend,  of  course,  on  relative 
cost,  local  and  other  conditions. 

58  To  illustrate  further,  assume  that  the  plant  will  be  at  an  ele- 
vation of  5900  ft.  above  sea  level  and  that  the  chimney  will  be 
square.  Then  P  =  24  in.  The  maximum  draft,  p,',  will  be  0.8  p» 
(Fig.  4)  and  the  friction  loss  in  the  breeching  and  chimney  per  100 
ft.  Pc  will  be  0.62X30/24  pc  =  0.78  pc,  where  pc  is  the  loss  at  sea 
level.     Hence 

Pb'  =  0.8X0.59  =  0.47  in.  Pr=1.5  Po' 


Cohe 

V 

A 

Pc 

Pc' 

Pr 

Pv 

Pe 

t         1 
P»— Pc 

H 

d 

2a 

25 

31.2 

0.08 

0.06 

0.09 

0 

0.79 

0.41 

193  ft. 

7  .  in. 

26 

20 

3'.0 

0.04 

0.03 

0.04 

0 

0.74 

0.44 

1€8  ft. 

85  in. 

2c 

1 

15 

62.0 

0.02 

0.02 

0  03 

0 

0.73 

0.45 

162   *. 

97  in 

59  Table  5  illustrates  how  the  capacity  of  a  chimney  is  affected 
by  a  variation  of  one  or  more  of  the  governing  conditions.  The 
altered  conditions  are  in  italics.  Since  the  volume  of  gas  per  sec. 
per  h.p.  is  dependent  on  both  temperature  of  gases  and  combined 
eflSciency,  its  value  has  been  altered  accordingly  when  these  are  in- 
volved. 

TABLE  5    VARIA   LE  CAPACITY  OF  A  CIRCULAR  CHIMNEY  70  IN.  IN  DIAMETER 

AND  160  FT.  HIGH 


Tempera- 

Tempera- 

Draft 

Draft 

Draft 

Gas  per 

Capacity 

ture 

ture 

Baro- 

in 

Loss  in 

Losv  in 

See. 

of  the 

Case 

of  Air, 

of  Gases, 

meter. 

Fumaoe. 

BoUer. 

Breech- 

per h.r. 

Chimney 

Deg.  Fahr. 

Deg.  Fahr. 

In. 

In. 

In. 

ing,  In. 

Cu.  ft 

B.h.p. 

la 

80 

500 

30 

0.26 

0.45 

0.12 

0.52 

1500 

3 

100 

500 

30 

0.25 

0.45 

0.12 

0.52 

900 

4 

£0 

500 

30 

0.25 

0.45 

0.12 

0.52 

2700 

5 

80 

900 

30 

0.25 

0.45 

0.12 

0.90 

2000 

6 

80 

600 

30 

0.25 

0.45 

0 

0.52 

2100 

7 

80 

600 

ar 

0.25 

0.45 

0.12 

0.52 

750 

s 

80 

500 

30 

0.0 

0.2t 

0.12 

0.  6 

3900 

9 

80 

500 

30 

0.10 

0.2£ 

0.12 

0.S6 

4400 

10 

80 

600 

30 

0.10 

0.60 

0 

0.S3 

4200 

1084  PROPORTIONING  CHIMNETB 

60  Cases  la,  3,  4,  6  and  7  are  for  a  boiler  in  good  condition  but 
inefficiently  fired.  Cases  la,  3,  4  and  7  are  for  different  atmoq[)heiic 
conditions ;  Case  5  is  representative  of  a  boiler  with  baffles  and  heat- 
ing surface  in  need  of  attention;  Case  6  is  for  a  chimney  set  directly 
over  the  boiler;  Case  8  would  apply  to  a  natural  draft  installatiim 
efficiently  operated;  Case  9  is  for  an  oil  burning  ox  forced  draft  in- 
stallation efficiently  operated;  and  Case  10  is  for  efficient  operation 
at  about  250  per  cent  of  rating  with  forced  draft  and  chimney  set 
directly  over  the  boiler. 

DISCUSSION 

A.  6.  Christie.  The  author  has  rendered  a  distinct  service  in 
presenting  the  derivation  and  application  of  the  various  formulae 
relating  to  chimney  problems  when  considered  on  the  basis  of  the 
gases  handled.  His  methods  are  quite  rational  and  could  be  applied 
readily  if  definite  information  were  available  on  all  the  factora. 

Engineering  literature  is  distinctly  lacking  in  available  data  on 
the  performance  of  chimneys,  particularly  as  regards'  what  takes 
place  in  the  chimney  itself.  The  variations  of  temperature,  density, 
and  draft  from  top  to  bottom  of  the  various  types  of  chinmeys  jure 
practically  unknown.  Hence  the  velocities  and  volumes  in  the 
chimney  are  also  unknown.  The  effect  of  wind  has  not  been  worked 
out,  particularly  in  regard  to  the  air  leakage  into  the  chimney 
under  heavy  winds,  to  the  cooling  of  the  gases,  or  to  the  suction,  if 
any,  over  the  top  of  the  stack.  Some  recent  experimental  work  has 
shown  that  humidity  has  a  very  appreciable  effect  on  the  flow  of 
air  in  pipes.  It  is,  therefore,  reasonable  to  expect  that  humidity 
in  chimney  gases,  due  to  the  combustion  of  the  volatile  matter  of 
bituminous  coal  and  oils,  and  particularly  in  the  case  of  lignite, 
must  also  have  an  effect  on  the  operation  of  the  chimney. 

The  chimney  of  the  power  plant  of  the  new  Johns  Hopkins 
University  has  been  specially  built  with  the  particular  object  in 
view  of  studying  certain  of  these  problems,  and  soine  work  along 
this  line  will  be  undertaken  in  the  near  future. 

Mr.  Menzin  submits  tables  based  on  assumed  gas  volumes  and 
velocities,  but  does  not  supply  any  experimental  data  to  indicate 
which,  if  any,  of  these  velocities  gives  the  best  performance,  nor  are 
his  friction  factors  derived  from  actual  stack  performance.  The 
value  of  the  paper  would  have  been  greatly  enhanced  by  the  addi- 
tion of  these  experimental  data. 
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THE  CONNORS  CREEK  PLANT  OF  THE 
DETROIT  EDISON  COMPANY 

By  C  F.  Hibshjvld,  Detroit,  Mich. 
Member  of  the  Society 

The  phenomenal  growih  of  Detroit^s  population  and  industries 
has  been  widely  heralded,  but  it  is  probable  that  the  extent  of  this 
growth  and  its  significance  to  the  central  station  industry  is  not  ap- 
preciated by  those  not  closely  in  touch  therewith.  For  this  reason  the 
curves  in  Fig.  1  are  shown.  The  upper  curve,  showing  the  variation 
of  population  during  the  past  decade,  is  probably  approximately  cor- 
rect, because  it  fits  smoothly  into  the  curve  obtained  by  plotting  United 
States  Census  figures  and  because  it  checks  very  closely  with  the  more 
accurate  of  the  estimates  which  have  been  made  from  time  to  time. 
This  curve  indicates  that  the  population  of  Detroit  in  1914  was  about 
1.6  times  as  great  as  it  was  in  1904,  just  ten  years  before. 

2  The  annual  output  of  the  central  stations,  as  given  by  the  next 
lower  full-line  curve,  has  increased  much  more  rapidly  than  the  popu- 
lation. In  the  year  1914  it  was  about  21.4  times  as  great  as  in  1904. 
The  fact  that  the  maximum  annual  peak  was  only  ten  times  as  great 
in  1914  as  in  1904  indicates  that  a  very  large  part  of  the  increased 
annual  output  was  due  to  increased  industrial  application.  This  is  also 
partly  indicated  by  the  curve  showing  variation  of  load  factor. 

3  A  map  of  the  City  of  Detroit  is  given  in  Fig.  2.  The  heavy 
full  lines  radiating,  roughly,  from  a  point  near  the  bottom  center  of 
tlie  figure  indicate  radial  streets  upon  which  the  principal  car  lines 
are  operated.  These  naturally  determine  the  directions  of  growth 
and  they  indicate  that,  other  things  equal,  Detroit's  area  may  be  ex- 
pected to  preserve  a  roughly  semicircular  shape  as  it  expands.  •  The 
heavy  dotted  lines  indicate  the  rights  of  way  of  the  various  steam 
railroads  entering  the  city.  Other  things  equal,  these  rights  of  way, 
combined  with  the  river  frontage,  indicate  the  probable  future  loca- 
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tioDs  of  the  larger  man  ufactu ring  industries.  Appareotl;,  then 
iadustries  may  be  expected  to  scatter  all  along  these  lines  in  the  fatni^ 
as  they  have  in  the  past. 

4  The  small  rectangular  spots  indicate  the  locations  of  the  •nivai 
substations  of  the  Detroit  Edison  Company.  These  are  so  drawn  tfatt 
the  length  of  a  side  indicates  the  relative  capacity.  The  concentntiiHi 
near  the  center  from  which  the  radial  streets  diverge  is  due  to  ti» 
fact  that  this  is  the  business  center  of  the  city  and  that  it  is  temi 
with  direct  current.  This  gives  a  very  concentrated  and  veij  im- 
portant direct  current  load  at  this  point. 

5  The  two  circular  spots  near  the  lower  left  hand  comer  of  tbe 
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figure  indicate  thrf  location  of  Delray  power  houses  No.  1  and  No.  i- 
These  have  an  aggregate  maximum  capacity  of  about  95,000  kw.  mq 
contained  practically  all  the  generating  equipment  of  the  comply 
before  the  Connors  Creek  plant  was  built.  They  are  adjacent  to  on* 
another  and  operated  as  one  plant. 

6  When  it  became  evident  ahout  1913  that  greatly  incK»«" 
capacity  would  soon  be  required,  two  possible  solutions  were  availsble; 
a  third  power  house  could  have  been  built  at  the  Delray  site  or » 
new  site  could  have  been  selected.  Consideration  of  the  direction  oi 
growth  of  the  city;  the  rapidly  increasing  population  and  indnstnsl 
development  of  the  east  side;  the  location  of  the  heavy  direct  curreo' 
load;  necessity  for  continuity  of  service  with  an  ever  increasing  com- 
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Fig.  3  after  being  weighed  on  the  railway  scales  indicated  near  the 
upper  left-hand  comer  of  that  figure.  The  cars  dump  into  hoppers 
under  the  tracks  in  the  train  or  coa!  shed,  tliere  being  one  hopper  for 
each  unit  of  one  turbine  and  two  boilers.  A  motor-driven,  variable- 
speed  flight  conveyor  with  a  capacity  of  120  tons  per  hour,  receives 
the  coal  from  the  hopper,  carries  it  up  a  rather  sliarp  incline  and  dis- 
charges it  into  a  four-roll  motor-driven  crusher  of  similar  capacity. 
This  crusher  breaks  from  18-in.  cubes,  or  smaller,  to  100  per  cent 
through  a  1%-in.  ring, 

12     The  crusher  discharges  directly  into  a  motor-driven,  constant- 


Fio.  i    The  New  Consobs  C&bek  Foweb  House,  as  it  wu.l  Ai^eab  when 
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speed,  lapping  bucket  conveyor  with  30  by  36-in.  buckets.  This  con- 
veyor forms  an  endless  chain  which  entirely  encloses  the  section  of 
the  boiler  house,  as  indicated  in  Fig.  5.  It  carries  the  coal  up  on  the 
side  nearest  the  coal  shed  and  discharges  it  into  any  one  of  the  three 
coal  bunkers  which  serve  the  two  boilers  of  one  unit.  The  hopper, 
pan  conveyors,  crusher  and  bucket  conveyor  for  each  unit  of  one 
turbine  and  two  boilers  are  so  located  that  they  can  deliver  through 
chutes  to  one  adjacent  range  of  bunkers,  serving  thus  as  a  spare  for 
that  range. 

19    The  entire  coal  handling  equipment  ie  electrically  operated 
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houses  at  Delra;  combined.  The  first  hoofle  was  phuined  to  accom- 
modate six  25,000  k.T.a.  uuita,  but  it  seems  probable  that  this  unit 
size  will  be  increased  before  the  last  units  are  installed.  The  plu 
of  this  house  is  shown  in  Fig.  3,  together  wiUi  the  canals  and  tneb 
which  serve  it.  The  river  is  located  beyond  the  left-hand  side  of  the 
figure  and  runs  in  a  direction  roughly  parallel  to  the  left-hand  end  ot 
the  plate,  and  upward.  The  diagonal  position  of  the  plant  wu 
dictated  by  the  shape  of  the  site,  the  necessity  of  leaving  rooio  for  i 
future  power  house,  the  curves  required  for  railroad  tracks,  and  the 
location  of  the  river  which  determined  the  direction  and  locatioii  of 
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the  canals.  One-third  of  the  first  power  house  on  the  Oonnors  Creek 
site  has"  been  built  and  two  of  the  proposed  six  units  are  installed. 
The  building  is  closed  with  a  temporary  end,  so  that  the  machinerj 
now  installed  can  be  operated  until  and  while  future  extensions  are 
being  constructed.  The  intake  and  overflow  canals  are  completed 
in  full  size  for  sis  units. 

10  An  architect's  drawing  of  the  finished  power  house  is  given  io 
Fig.  4  and  a  sectional  elevation  in  Fig.  5.  The  latter  shows  the  am- 
struction  to  best  advantage  and  should  be  consulted  in  connection 
with  the  description  which  follows. 

11  The  coal  enters  the  train  shed  in  drop-bottom  cars  (usually 
of  the  50-ton  size)  which  move  on  the  lower  group  of  tracks  shown  io 
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g.  3  after  being  weighed  on  the  railway  Bcalee  indicated  near  the 
•per  left-hand  corner  of  that  figure.  The  cars  dump  into  hoppers 
ider  the  tracks  in  the  train  or  coal  aheil,  there  being  one  hopper  for 
eh  unit  of  one  turbine  and  two  boilers.  A  motor-driven,  variable- 
eed  flight  conveyor  with  a  capacity  of  120  tons  per  hour,  receives 
e  coal  from  the  hopper,  carries  it  up  a  rather  sliarp  incline  and  dia- 
arges  it  into  a  four-roll  motor-driven  crusher  of  similar  capacity, 
lis  crusher  breaks  from  18-in.  cubes,  or  smaller,  to  KlO  per  cent 
rough  a  1%-in,  ring. 
12     The  crusher  discharges  directly  into  a  motor-driven,  constant- 


eed,  lapping  buckiit  conveyor  with  30  by  36-in.  buckets.  This  con- 
yor  forms  an  endless  chain  which  entirely  encloses  the  section  of 
e  boiler  house,  as  indicated  in  Fig.  5.  It  carries  the  coal  up  on  the 
ie  nearest  the  coal  shed  and  discharges  it  into  any  one  of  the  three 
al  bunkers  which  serve  the  two  boilers  of  one  unit.  The  hopper, 
in  conveyors,  cr\isher  and  bucket  conveyor  for  each  unit  of  one 
rbine  and  two  boik-rs  are  so  located  that  they  can  deliver  through 
.utes  to  one  adjacent  range  of  bunkers,  serving  thus  as  a  spare  for 
at  range. 
IS    The  entire  coal  handling  equipment  ia  electrically  operated 
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two  clinker  ^nder  bars  located  in  a  sort  of  pit  ninning  across  the 
center  of  the  furnace  and  are  discharged  into  the  ash  hopper.  Thie 
is  an  enclosure  within  the  wind  box  or  plenum  chamber  below  the 
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boiler  and  holds  the  refuse  until  it  is  finally  dropped  directly  into 
standard  railroad  cars  which  run  lengthwise  of  the  house  directly 
under  the  ash  hoppers. 

15     The   stokers  are   driven  through   chains  by  direct   current 
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motors,  the  speed  of  which  can  be  varied  from  200  to  2000  r.p.m. 
This  wide  range  of  speed  is  obtained  by  means  of  armature  throw 
over  from  125  to  250  volts  combined  with  field  control.  The  motors 
are  handled  by  means  of  drum  controllers  located  at  the  gage  board 
of  the  particular  boiler  which  they  serve  and  electric  tachometers  are 
used  to  indicate  stoker  speeds  at  this  board. 

16  Motor  driven  blowers  supply  the  air  required  for  combustion. 
There  are  three  of  these  blowers  per  range  of  two  boilers.  One  of 
the  three  serves  as  a  spare  and  is  located  between  the  two  boilers.  It 
is  arranged  to  discliarge  either  way  through  a  Y-shaped  duct.  All 
of  the  blowers  discharge  through  expanding  ducts  which  are  designed 
to  recover  the  greatest  possible  fraction  of  the  velocity  head.  These 
large  ducts  lead  into  a  plenum  chamber  with  a  horizontal  section 
equal  to  tlie  horizontal  section  of  the  furnace.  The  stoker  wind  boxes 
form  part  of  the  roof  of  this  chamber,  so  that  the  air  passes  directly 
from  the  plenum  chamber  to  the  stoker  and  does  not  have  to  pass 
through  small  ducts  of  any  kind.  Each  blower  is  designed  to  deliver 
at  maximum  74,000  cu.  ft.  of  air  per  minute  against  a  static  pressure 
of  6.5  in.  of  water  pressure.  The  motors  are  shunt  wounrl  and  are 
direct  connected  to  the  blowers  through  flexible  couplings.  Their 
speed  can  be  varied  from  300  to  750  r.p.m.  The  drum  type  controllers 
are  mounted  at  the  gage  boards  of  the  boilers  served,  directly  under 
gages  which  indicate  the  static  pressure  in  the  plenum  chamber. 

17  The  boilers  are  similar  to  those*  used  in  the  older  plant  at 
Delray,  but  are  set  3  ft.  higher  so  that  the  height  of  the  combustion 
chamber  is  33  ft.  These  boilers  each  have  23,654  sq.  ft.'  of  water 
heating  surface  and  are  built  to  operate  at  225  lb.  per  sq.  in.  The 
superheaters  have  about  2400  ft.  of  surface  and  are  designed  to  give 
200  deg.  fahr.  superheat  at  200  per  cent  of  rating. 

18  The  gases,  leaving  the  dampers  at  the  top  of  the  boiler  setting, 
pass  upward  through  easy  curved  breechings  into  the  steel  stack 
near  its  base.  This  stack  is  supported  entirely  on  the  steel  work  of 
the  boiler  room  structure  and  extends  to  a  height  of  325  ft.  above  the 
floor  on  whicli  the  stokers  are  located.  It  has  a  height  of  about  240 
ft.  above  the  roof  of  the  boiler  house.  The  stack  is  brick  lined  and 
has  a  diameter  of  16  ft.  inside  the  lining. 

19  As  already  mentioned,  there  are  only  two  boilers  per  turbine. 
When  operating  the  turbine  at  full  load,  the  boilers  will  operate  at 
about  170  per  cent  of  Centennial  rating.  In  the  ordinary  sense,  there 
are  no  spare  boilers.     Experience  has  shown,  however,  that  these 
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two  clinker  grinder  bars  located  in  a  sort  of  pit  mniiing  across  the 
center  of  the  furnace  and  are  discharged  into  the  ash  hopper.  This 
is  an  enclosure  within  the  wind  box  or  plenum  chamber  below  the 


Section  and  Elevation  o 


boiler  and  liolda  tlie  refuse  until  it  is  finally  dropped  directly  into 
standard  railroad  cars  which  run  lengthwise  of  the  house  directly 
under  the  ash  hoppers. 

15     The   stokers   are   driven   through   chains   by   direct   current 
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motors,  the  speed  of  which  can  be  varied  from  200  to  2000  r.p.m. 
This  wide  range  of  speed  is  obtained  by  means  of  armature  throw 
over  from  125  to  250  volts  combined  with  field  control.  The  motors 
are  handled  by  means  of  drum  controllers  located  at  the  gage  board 
of  the  particular  boiler  which  they  serve  and  electric  tachometers  are 
used  to  indicate  stoker  speeds  at  this  board. 

16  Motor  driven  blowers  supply  the  air  required  for  combustion. 
There  are  three  of  these  blowers  per  range  of  two  boilers.  One  of 
the  three  serves  as  a  spare  and  is  located  between  the  two  boilers.  It 
is  arranged  to  discharge  cither  way  through  a  Y-shaped  duct.  All 
of  the  blowers  discharge  through  expanding  ducts  which  are  designed 
to  recover  the  greatest  possible  fraction  of  the  velocity  head.  These 
large  ducts  lead  into  a  plenum  chamber  with  a  horizontal  section 
equal  to  the  horizontal  section  of  the  furnace.  The  stoker  wind  boxes 
form  part  of  the  roof  of  this  chamber,  so  that  the  air  passes  directly 
from  the  plenum  chamber  to  the  stoker  and  does  not  have  to  pass 
through  small  ducts  of  any  kind.  Each  blower  is  designed  to  deliver 
at  maximum  74,000  cu.  ft.  of  air  per  minute  against  a  static  pressure 
of  G.5  in.  of  water  pressure.  The  motors  are  shunt  wound  and  are 
direct  connected  to  the  blowers  through  flexible  couplings.  Their 
speed  can  he  varied  from  300  to  750  r.p.m.  The  drum  type  controllers 
are  mounted  at  the  gage  boards  of  the  boilers  served,  directly  under 
gages  which  indicate  the  static  pressure  in  the  plenum  chamber. 

17  The  boilers  are  similar  to  those*  used  in  the  older  plant  at 
Delray,  but  are  set  3  ft.  higher  so  that  the  height  of  the  combustion 
chamber  is  33  ft.  These  boilers  each  have  2*3,654  sq.  ft.  of  water 
heating  surface  and  are  built  to  operate  at  225  lb.  per  sq.  in.  The 
superheaters  have  about  2400  ft.  of  surface  and  are  designed  to  give 
200  deg.  falir.  superheat  at  200  per  cent  of  rating. 

18  The  gases,  leaving  the  dampers  at  the  top  of  the  boiler  setting, 
pass  upward  through  easy  curved  breechings  into  the  steel  stack 
near  its  base.  This  stack  is  supported  entirely  on  the  steel  work  of 
the  boiler  room  structure  and  extends  to  a  height  of  325  ft.  above  the 
floor  on  which  the  stokers  are  located.  It  has  a  height  of  about  240 
ft.  above  the  roof  of  the  boiler  house.  The  stack  is  brick  lined  and 
has  a  diameter  of  16  ft.  inside  the  lining. 

19  As  already  mentioned,  there  are  only  two  boilers  per  turbine. 
When  operating  the  turbine  at  full  load,  the  boilers  will  operate  at 
about  170  per  cent  of  Centennial  rating.  In  the  ordinary  sense,  there 
are  no  spare  boilers.     Experience  has  shown,  however,  that  these 
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that  shown  in  Fig.  7  was  adopted.  The  steam,  leaving  the  10  by  14  by 
10-in.  Y-branch  previously  mentioned,  passes  through  a  cast  steel 
expanding  nozzle  which  enlarges  to  a  diameter  of  28  in.  This, 
in  turn,  leads  into  a  28-in.  cast  steel  side-outlet  T  or  side-outlet  cross. 
The  25-in.  lateral  outlets  of  the  latter  fittings  are  the  connection 
points  of  the  cross-over  main.  The  velocity  of  the  steam  passing  into 
the  cross-over,  or  from  the  cross-over  main  to  the  turbine  lead,  is  thus 
reduced  to  about  one-quarter  of  its  value  in  the  14-in.  pipes,  or 
roughly,  a  little  less  than  4000  ft.  per  min.  under  the  worst  conditions. 
The  steam  turns  through  the  necessary  right  angle  at  this  low  velocity 
and  therefore  with  small  loss. 

23  Steam  leaving  the  28-in.  fitting  on  its  way  to  the  turbine  is 
carried  through  a  tapered  reducer  with  a  discharge  diameter  of  14  in. 
Similarly,  steam  leaving  the  28-in.  fitting  on  its  way  to  the  cross-over 
main  passes  through  a  tapered  reducer  which  is  cast  with  its  longi- 
tudinal axis  in  the  shape  of  a  quarter  circle.  This  reducer  leads  the 
steam  into  a  14-in.  return  bend,  as  shown  in  Pig.  7. 

24  The  steam  for  the  auxiliary  turbines,  which  will  be  mentioned 
later,  is  taken  from  a  6-in.  outlet  on  top  of  the  28-in.  fittings  above 
described. 

25  All  superheated  steam  piping  is  full  weight  steel  with  welded 
flanges.  The  flanges  are  finished  smooth  and  corrugated  steel  gaskets 
are  used.  All  fittings  are  cast  steel.  At  the  Delray  plant,  Hopkinson- 
Ferranti  valves  with  venturi  throats  were  uped;  these  have  been 
found  to  cause  an  excessive  pressure  drop  because  of  the  short  length 
of  the  expanding  nozzle  and  were  therefore  not  deemed  desirable  for 
the  new  plant  if  an  equally  reliable,  full  opening  form  could  be  found. 
Full  throated  gate  valves  made  by  Hopkinson  of  the  same  material 
as  the  Ferranti  valves  were  therefore  used  in  the  Connors  Creek  plant. 

26  The  atmospheric  exhaust  from  the  main  unit  is  made  of 
riveted  steel  pipe  and  fittings.  The  auxiliary  exhaust  piping  is  lap 
welded  steel  with  Van  Stone  joints  and  fitted  with  corrugated  copper 
gaskets.  All  valves  in  the  exhaust  lines  are  steel  gate  valves  of 
American  make.  All  saturated  steam  piping  is  extra  heavy  steel  fitted 
with  steel  flanges.  The  fittings  are  all  cast  steel  and  steel  valves  of 
American  make  are  used. 

27  The  feed  water  piping  is  extra  heavy,  lap  welded  steel,  with 
Van  Stone  joints  and  cast  steel  fittings.  The  use  of  steel  pipe  through- 
out for  the  feed  water  represents  a  marked  departure  from  Delray 
practice  in  which  brass  pipe  was  used  for  the  boiler  leads  and  con- 
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ncctions.  In  laying  out  the  feed  water  system  at  Connors  Creek,  the 
design  was  so  arranged  as  to  permit  of  free  expansion  without  the  use 
of  expansion  joints  of  any  kind. 

28  The  boiler  blow-off  valves  are  also  made  by  Hopkinson.  These 
were  decided  on  after  two  of  them  had  been  in  satisfactory  operation 
for  several  years  at  Delray.  The  valve  is  a  parallel-seat  gate,  on  whose 
stem  is  cut  a  rack  which  meshes  with  a  pinion.  A  180-deg.  turn  of 
the  handle  turns  this  pinion  through  a  like  angle  and  fully  opens  the 
gate.  The  superiority  of  the  valve  appears  to  be  due  to  the  use  of 
excellent  metal  and  to  a  very  high  class  of  machine  work. 

29  The  main  units,  as  previously  mentioned,  are  rated  at  25,000 
k.v.a.  or  20,000  at  80  per  cent  power  factor.  The  steam  end  con- 
sists of  a  horizontal,  nine-stage,  1200  r.p.m.  turbine;  the  electrical 
end  generates  tliree-phase,  sixty-cycle  current  at  4800  volts.  A  section 
of  the  turbo-generator  unit  is  shown  in  Fig.  8.  The  steam  exhausted 
from  the  turbine  passes  down  through  a  large  expanding  exhaust 
nozzle  into  the  condenser,  as  shown  in  Fig.  5.  Each  condenser  is 
built  to  contain  35,000  sq.  ft.  of  heating  surface  made  up  of  l-in. 
tubes  a  little  over  18  ft.  long,  but  has  only  32,500  sq.  ft.  installed. 
The  tube  heads  liave  a  diameter  of  14  ft.  6  in. 

30  The  tubes  are  so  arranged  as  to  leave  numerous  lanes  through 
the  steam  space,  so  that  the  vapor  and  air  readily  flow  to  all  parts  of 
the  cooling  surface.  No  baffles  of  any  kind  are  used,  excepting  only 
those  necessary  to  form  an  air  box.  The  latter  is  located  at  the  bottom 
of  the  condenser,  as  indicated  in  Fig.  9. 

31  The  condensate  collects  in  a  cylindrical  hot-well  which  extends 
from  the  lower  part  of  the  condenser  shell,  and  it  is  removed  by  either 
one  of  two  hot-well  pumps.  These  are  motor-driven  two-stage  centrif- 
ugal pumps  operated  at  1200  r.p.m.  and  they  are  fitted  with  bronze 
impellers.  The  condensate  is  discharged  into  what  is  known  as  the 
cold  end  of  the  boiler  feed  tank,  as  will  be  explained. 

32  Circulating  water  is  supplied  to  each  condenser  by  a  motor- 
driven,  single-impeller,  double-suction,  volute  pump.  The  motor  is 
three-phase,  slip-ring  type  arranged  for  a  15  per  cent  speed  variation, 
the  maximum  speed  being  400  r.p.m.  During  the  period  of  the  year 
when  the  circulating  water  has  a  high  temperature,  the  pump  will  be 
operated  at  the  liighost  speed  and  will  deliver  about  40,000  gal.  per 
min.  When  tlie  water  temperature  is  low,  the  pump  will  be  operated 
at  the  lower  speed  and  the  quantity  will  be  proportionately  reduced. 
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The  temperature  of  circulating  water  varies  with  the  season  from  M 
deg.  to  76  deg.  fahr. 

33  The  circulating  water  enters  tlie  property  through  an  open 
cut  shown  in  the  plan  in  Fig.  3  and  thence  flows  through  a  concrete 
tunnel  to  the  screen  bouse.  This  tuunel  has  a  free  section  9  ft  3  in. 
high  by  10  ft.  wide,  and  when  it  is  supplying  water  for  all  of  the  uniu 


Fig.  9    Details  of  Tube  AaRAKi 


in  tlu'  finished  plant  under  the  lowpst  water  conditions  on  record,  the 
H-jitcr  vt'locity  will  be  just  under  8  ft.  per  sec.;  in  obtaining  tbis- 
furtluT  iiJiils  iirr  nssiinicd  to  be  larger  than  those  now  installcJ- 

HI     The  waiiT  flow:'  fnmi  this  section  of  the  tunnel  into  a  sort  of 
funnel-shaped  enlargement  which  leads  it  to  the  screens,    Theee  ire 
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mixture  is  there  picked  up  by  the  boiler  feed  pump  and  delivered  t*^ 
the  boilers. 

42  The  barometric  condenser  is  therefore  the  equivalent  of  an 
open  feed  water  heater  in  which  exhaust  steam  from  auxiliaries  mixes 
with  and  heats  the  condensate  from  the  main  units,  the  mixture 
passing  to  the  boilers  as  feed  water.  This  condenser,  however,  oflEers 
possibilities  not  possessed  by  the  ordinary  open  heater  in  that  it  is 
capable  of  maintaining  a  very  low  back  pressure,  if  this  is  desired, 
or  can  be  operated  at  any  pressure  between  this  and  atmospheric. 
This  property,  taken  in  conjunction  with  the  great  variation  of  the 
auxiliary  turbine  water-rate  with  variations  of  back  pressure^  gives 
great  flexibility  of  control  of  the  station  heat  balance. 

43  This  is  shown  diagrammatically  in  the  upper  left  hand  comer 
of  Fig.  11.  The  straight  lines  represent  total  steam  consumption  of 
the  house  alternator  turbines  for  the  entire  range  of  load  at  diflEerent 
back  pressures.  Assume  that  at  some  particular  time  with  a  given 
load  and  vacuum  on  the  main  unit,  the  load  on  the  house  alternator 
has  the  value  indicated  by  the  vertical  line,  and  that  the  back  pressure 
is  that  corresponding  to  the  middle  steam  consumption  line^  as  at  a. 
If  the  feed  water  temperature  is  too  high  it  can  be  lowered  by  de- 
creasing the  back  pressure,  reducing  the  steam  consumption  to  some 
such  value  as  that  shown  at  c.  In  this  way,  the  feed  water  temperature 
can  be  accurately  controlled,  just  enough  auxiliary  exhaust  being  made 
available  to  give  the  desired  temperature. 

44  The  variation  of  the  back  pressure  is  obtained  by  means  of  a 
back-pressure  valve  in  the  exhaust  line  from  the  boiler  feed  pump 
turbine.  If,  under  given  constant  conditions,  this  valve  is  partly 
closed  down,  the  back  pressure  on  the  boiler  feed  pump  turbine 
is  increased  and  its  steam  consumption  for  the  same  load  is 
correspondingly  raised.  This,  however,  means  that  more  steam  enters 
the  barometric  condenser  and,  with  a  constant  quantity  and  tempera- 
ture of  circulating  water  (main  condensate),  the  temperature  and 
pressure  in  the  barometric  condenser  must  rise.  This,  in  turn,  means 
higher  back  pressure  on  the  house  alternator  turbine  and  it  delivers 
more  steam,  still  further  raising  the  temperature. 

45  Under  certain  conditions,  this  interchange  may  result  in  a 
cumulative  temperature  rise,  ending  only  when  the  pressure  in  the 
barometric  becomes  equal  to  that  of  the  atmosphere  and  the  auxiliary 
exhaust  blows  to  waste.  To  prevent  such  an  occurrence,  the  flood  valve 
shown  in  Fig.  11  is  provided.    This  is  automatically  opened  whenever 
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centrifugal  pumps,  driven  by  350-h.p.  steam  turbines,  at  2000  T.p.ia. 

40  The  motor-driven  auxiliaries  may  be  operated,  all  or  anj  of 
them,  with  power  taken  from  tlie  system  bus,  or  with  power  takea 
from  turbine  driven,  1000-kw.  alternators,  known  as  house  senice 
alternators.  In  every  case,  tliat  arrangement  is  used  which,  in  con- 
junction with  the  other  adjustments  described  below,  will  give  the 
best  heat  balance  for  the  station,  under  the  conditions  at  the  time 
existing. 

41  Wliat  may  he  called  the  house  service  system  is  shown  dia- 
grammatical )y  in  Fig.  11.  It  is  really  a  development  of  a  nMtlHXl 
long  used  in  both  marine  and  stationary  practice,  in  which  a  feed 
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water  lieater  is  operated  under  vacuum.  Iii  the  present  inst.ancc,  the 
wet  vacuum  pump  of  each  main  turbine  unit  discharges  into  one  eurt 
of  a  large  tank,  known  as  the  boiler  teed  tank.  A  centrifugal  pump 
draws  its  water  from  the  same  end  of  this  tank  and  discharges  it  intu 
the  head  of  a  barometric  condenser,  as  shown  in  Fig.  11.  The  rclii- 
tively  cold  condensate  is  picked  up  by  the  second  pump  before  it-  Ux* 
time  to  mix  with  the  mass  of  water  in  the  tank,  and  serves  as  inject ioi. 
water  for  the  barometric  condenser.  The  house-service  alternator 
turbine  and  the  boiler  feed  pump  turbine  exhaust  into  this  baronictrir 
condenser,  so  that  the  condensate  from  the  main  unit  takes  up  all  tlie 
heat  of  the  auxiliary  steam.  The  foot  of  the  barometric  condenser  is 
immersed  in  the  other  (or  hot)  end  of  the  boiler  feed  tank.     The 
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mixture  is  there  picked  up  by  the  boiler  feed  pump  and  delivered  !» 
the  boilers. 

42  The  barometric  condenser  is  therefore  the  eqiUTalent  of  an 
open  feed  water  heater  in  which  eshatist  steam  from  auxiliaries  mixes 
with  and  heats  the  condensate  from  the  main  units,  the  mixture 
passing  to  the  boilers  as  feed  water.  This  condenser,  however,  offers 
poBsibilitiea  not  possessed  by  the  ordinary  open  heater  in  that  it  is 
capable  of  maintaining  a  very  low  back  pressure,  if  this  is  desired, 
or  can  be  operated  at  any  pressure  between  this  and  atmospheric. 
This  property,  taken  in  conjunction  with  the  great  variation  of  the 
auxiliary  turbine  water-rate  with  variations  of  back  pressure,  gives 
great  Se^ibility  of  control  of  the  station  heat  balance. 

4^  This  is  shown  diagrammatically  in  the  upper  left  band  comer 
of  Fig.  11.  The  straight  lines  represent  total  steam  consumption  of 
the  house  alternator  turbines  for  the  entire  range  of  load  at  different 
back  pressures.  Assume  that  at  some  particular  time  with  a  given 
load  and  vacuum  on  the  main  unit,  the  load  on  the  house  altemater 
has  the  value  indicated  by  the  vertical  line,  and  that  the  back  pressure 
is  that  corresponding  to  the  middle  steam  consumption  line,  aa  at  a. 
If  the  feed  water  temperature  ia  too  high  it  can  be  lowered  by  de- 
creasing the  back  pressure,  reducing  the  steam  consumption  to  some 
such  value  as  that  shown  at  c.  In  this  way,  the  feed  water  tempentnre 
can  be  accurately  controlled,  just  enough  auxiliary  exhaust  being  made 
Available  to  give  the  desired  temperature. 

44  The  variation  of  the  back  pressure  is  obtained  bj  metiu  of  a 
boil^  feed  pump 
lis  nlve  is  partly 
!ed  pmnp  turbine 
he  Mnw  load  is 
moieiteun  enters 
itity  and  tempera- 
I  tanpenture  and 
ii%  iBtmn,  means 
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t  nay  Tesnlt  in  a 
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the  temperature  of  the  steam  entering  the  barometric  condflmn  a- 
ceeds  a  predetermined  value.  When  it  operates  it  admits  compantiTelj 
cold  water  from  the  storage  tanks,  adding  it  to  the  normal  snpplj  of 
iajection  water  entering  the  condenser,  thus  bringing  the  tempentuR 
down  very  quickly.  It  then  automatically  shuts  off.  Under  very  poor 
conditions  of  adjustment,  this  valve  would  continne  to  opes  and  M 
periodically  until  all  of  the  water  in  the  storage  tank  and  boUei  feed 
tank  had  been  heated  to  about  212  deg-  fahr.,  but  such  a  contmgencjr 
is  not  probable  because  this  would  take  a  long  time  and  the  vateh 


..^^ 
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engineer  would  make  necessary  re-adjustments  before  the  valve  )i>d 
acted  many  times. 

46  The  house  alternator,  boiler  feed  pump,  and  barometric  in- 
jection pump  are  all  grouped  under  the  gallery  shown  at  the  right- 
hand  side  of  the  turbine  room  in  Fig.  5.  The  natural  positioD  fo' 
the  watch  engineer  is  at  the  same  place,  so  that  continuous  obsermtioD 
of  this  apparatus  is  readily  obtained.  An  ausiliary  gage  board  con- 
taining instruments  showing  critical  temperatures,  pressures  ud 
quantities  is  located  within  easy  view,  and  the  results  of  all  adjnet' 
ments  are  readily  seen. 

47  This  method  of  operating  the  auxiliaries  appears  very  com- 
plicated when  described  on  paper,  but  it  has  proved  to  be  very  sin^* 
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in  practice,  and  easy  to  handle.    It  possesses  the  following  advantage? 
which  should  be  compared  with  methods  more  commonly  used : 

First  The  one  great  advantage  of  steam  driven  auxiliaries 
is  retained  because  exhaust  steam  is  available  for  feed 
water  heating 

Second  The  quantity  of  auxiliary  exhaust  can  be  fitted  to 
the  ability  of  the  feed  water  to  absorb  it 

Third    All  the  advantages  of  motor  drive  are  obtained 

Fourth  Up  to  the  ability  of  the  feed  water  to  absorb  steam, 
the  power  used  by  the  motor  driven  auxiliaries  is  produced 
at  a  thermal  cost  practically  equal  to  that  obtained  in  the 
case  of  steam  driven  auxiliaries 

Fifth  Since  the  feed  water  heater  is  normally  operated  under 
a  vacuum,  the  feed  water  temperature  is  readily  main- 
tained at  a  value  which  will  give  ideal  economizer  opera- 
tion 

Sixth  Because  of  the  vacuum  maintained  in  the  feed  water 
heater,  air  is  readily  removed  from  the  feed  water  just 
before  it  enters  the  boiler  feed  pumps.  In  practice  there 
is  no  reabsorption  of  air  by  the  condensate  between  main 
condenser  and  boilers. 

48  Another  unusual  feature  is  the  provision  for  the  distillation 
of  all  make-up  water.  Experience  at  Delray  has  shown  that  the 
quantity  of  make-up  required  is  readily  held  down  to  1.5  or  2  per  cent. 
Under  such  conditions,  the  apparatus  required  for  distillation  is  small 
and  the  cost  is  negligible  in  comparison  with  the  cost  of  boiler  labor 
saved.  The  evaporator  installed  has  a  capacity  of  12,000  lb.  of  vapor 
per  hour  and  is  heated  by  high  pressure  steam.  The  vapor  formed  in 
it  passes  directly  to  the  barometric  condenser  in  which  it  mixes  with 
the  auxiliary  exhaust  and  thus  becomes  part  of  the  feed  water. 

49  Many  cases  of  boiler  pitting  and  corrosion  which  are  recorded 
in  engineering  literature  have  been  attributed  to  the  use  of  very  pure 
water  and  the  presence  of  a  small  quantity  of  scale-forming  material 
has  therefore  been  regarded  as  desirable.  Most  authorities  now  seem 
to  believe  that  pure  water  is  not  responsible  for  such  damage  to  good 
boiler  metal,  but  that  the  blame  is  to  be  laid  on  small  quantities  of 
atmospheric  carbon  dioxide  dissolved  in  what  is  assumed  to  be  pure 
water. 

50  In  the  Connors  Creek  plant,  the  feed  water  heating  and  storing 
system  has  been  so  designed  as  to  prevent  the  absorption  of  ^ir.  so  far 
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as  prevention  is  readily  possible.  Should  experience  show  that  the 
provisions  made  are  inadequate  to  insure  safe  boiler  operation,  there 
are  several  simple  remedies.  The  simplest  is  probably  a  very  small 
quantity  of  an  alkaline  salt,  experience  having  shovni  that  if  the 
water  shows  a  mere  trace  of  alkalinity  it  is  apparently  non-corrosive. 

51  Another  innovation  in  this  station  is  the  very  complete  pro- 
vision for  the  recovery  of  radiation  and  electrical  losses.  Air  enters 
the  turbine  room  principally  through  louvres  above  the  air  washer 
shown  in  Fig.  5.  This  air,  after  being  washed  if  necessary,  passes 
down  through  the  turbine  room,  picking  up  part  of  the  heat  lost  by 
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Fig.  12    Layout  of  the  Complete  Electrical  System 

the  steam  apparatus.  Ultimately  it  is  drawn  into  the  generator,  picks 
up  the  heat  representing  the  losses  therein,  and  is  discharged  through 
a  duct  below  the  turbine  room  floor.  This  duct  carries  the  heated 
air  into  the  pipe  gallery  in  which  the  stoker  blowers  are  located. 

52  The  electrical  end  of  the  plant  also  contains  several  unusual 
features.  A  semi-diagrammatic  layout  of  the  complete  electrical 
system  is  given  in  Fig.  12. 


NOTE.  Since  tlio  prp8cntati«»n  of  tins  paper  tho  C-onnors  Creek  plant  has  bwn  put '" 
opemtion  and  thorouglily  tested  out.  Small  troubles,  such  as  would  be  expected  with  s 
new  and  radical  desipii  of  this  sort  have,  of  course,  been  metv  but^  on  the  whole,  the  1^8"^ 
has  operated  very  smoothly  indeed. 

The  operating  record  shows  that  the  thermal  efficiency  of  the  plant  will  be  about  as 
high  as  was  expected  when  it  was  laid  down.  The  coal  consumption  per  kilowatt-hour 
during  the  first  two  rat)ntbs  of  opemtion  was  considerably  lower  than  the  record  performaaw 
of  the  Dolray  plant,  and  it  is  natural  to  expect  that  it  will  be  further  decreased  as  ^^ 
operating  methods  are  improved. 


No.  152U 

A  NOVEL  METHOD  OF  HANDLING  BOILERS 
TO  PREVENT  CORROSION  AND  SCALE 

By  Allen  H.  Babcock/  San  FRANasco,  Cal. 

Non-Member 

There  will  be  described  in  detail  a  radical  departure  from  the 
conventional  methods  of  handling  boiler  troubles  due  to  corrosion. 
At  present  the  method  considered  most  highly  scientific  is  to  send 
samples  of  water  to  a  chemist  in  order  that  a  proper  corrective  may 
be  prescribed.  The  composition  of  the  corrective  is  usually  a  trade 
secret,  jealously  guarded,  which  the  purchaser  uses  blindfold. 
On  the  other  hand,  the  method  to  be  described  applies  one  corrective 
to  all  waters.  A  different  composition  of  feed  water  demands  not 
so  much  a  different  composition  of  corrective  as  a  different  quantity 
thereof.  A  simple  chemical  test,  made  by  the  engineer  of  the  plant, 
or  his  clerk,  gives  the  condition  of  the  water  in  the  boiler,  under  steam- 
ing conditions,  and  determines  the  quantity  of  chemicals  to  be  applied. 
The  i)urchaser  now  works  with  his  eyes  open. 

2  It  seems  from  all  that  can  be  ascertained  at  the  present  time, 
that  at  least  there  is  a  method  of  handling  boilers,  with  a  com- 
pound applicable  to  any  water  under  any  conditions  of  steaming, 
without  a  material  change  in  the  fonnula.  The  only  requirement 
is  that  the  boilers  must  be  treated  individually;  it  is  not  enough 
to  treat  a  battery,  or  to  treat  the  fecdwater  going  into  the  boilers  in 
general. 

3  The  first  application  by  the  author  of  this  method  was  made 
at  the  Fniitvale  power  station  of  the  Southern  Pacific  (Company, 
the  boiler  equipment  of  which  consists  of  twelve  water  tube  boilers, 
each  of  645  boiler  h.p.  It  has  since  been  used  by  the  Southern 
Pacific  Company  in  stationary  plants  in  the  oil  fields  and  on  locomo- 
tives in  the  same  district. 

^Consulting  Electrical  Engineer,  Southern  Pacific  Company. 

Presented  at  the  Annual  Meeting,  December  1915,  of  The  American 
Society  of  Mechanical  Engineers.  Contributed  by  the  San  Francisco 
Section. 
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4  The  method  is  in  no  respect  original  with  the  author.  It  has 
been  his  good  fortune  to  be  able  to  apply  the  work  of  another  who 
was  similarly  situated,  but  who  solved  the  problem  for  himself.  The 
results  have  been  such  that  it  seems  worth  while  putting  them  on 
record,  particularly  since  a  description  of  the  method  has  Iain  in  the 
technical  literature  of  this  country  imnoticed  for  about  three  yean. 
Apparently  it  has  attracted  almost  no  attention  outside  of  a  very 
limited  circle. 

5  The  first  inspection  of  the  boilers  of  the  Fruitvale  plant  after 
it  was  put  in  operation  showed  that  serious  corrosion  b^an  a  very 
short  time  after  the  plant  was  started,  although  the  boilers  were  not 
on  regular  load.  The  ordinary  remedial  measures  produced  no 
results  at  all.  Bearing  in  mind  that  the  plant  was  put  in  service  to 
haul  trains  in  the  fall  of  1911,  it  is  significant  that  by  June,  1912,  the 
feed  elements  of  the  boilers  were  all  in  serious  condition.  With  a 
total  of  3360  tubes  in  all  boilers,  252  tubes  were  requisitioned  for 
replacement  during  practically  the  first  eight  months  of  operation. 
By  the  end  of  July,  1912,  the  trouble  was  extending  to  the  second 
row  of  tubes,  and  250  more  tubes  were  requisitioned  to  take  care  of 
the  trouble.  In  September,  inspection  showed  that  the  drums  were 
being  attacked.  In  October,  Boilers  Nos.  1  and  3,  after  having 
been  equipped  with  new  tubes  and  placed  in  service  in  August,  and 
worked  entirely  with  water  treated  by  the  lime  process,  were  found 
to  be  pitted  worse  than  ever,  and  this  was  after  the  first  serious 
efi'ort  to  treat  the  water  had  been  put  into  effect.  In  November, 
1912,  the  piping  was  modified  according  to  a  plan  sent  by  the  manu- 
facturers of  the  boiler,  but  in  December  of  that  year  the  inspection 
showed  the  pitting  to  be  very  severe,  and  in  January  1913,  300  mor^ 
tubes  were  requisitioned.  This  made  a  total  of  lOSO^tubes^id > 
year  and  a  half,  not  counting  about  90  put  in  by  the  manufacturers' 

6  About  this  time  began  the  use  of  a  compound  furnished  ^^ 
one  of  the  best  known  companies  in  the  business.     The  result  ^^ 
apparently  to  transfer.some  of  the  trouble  from  the  tubes  to  anoti^^J 
part  of  the  boiler  where  there  had  been  no  trouble  before.     A  &^^^' 
ment  of  black  mud  formed  a  scale  which  caused  bUsters  and  fc*"^*-^ 
failures  at  those  points.     In  June,  inspection  showed  bad  corro^^^^ 
and  pitting  in  all  parts  of  the  boiler,  and  960  tubes  were  requisitiorx^^* 
By  October,  1913,  the  total  work  orders  for  boiler  repairs  on  tJ^^^ 
plant  amounted  to  $16,000  or  nearly  12  per  cent  of  the  first  cos't  ^^ 
the  boiler  plant.     Three  different  special  formulae  for  compou^^ 
submitted  by  the  same  chemical  company  had  been  used,  bu't   ^ 
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things  were  going  from  bad  to  worse  the  use  of  the  special  compounds 
was  discontinued. 

7  In  the  fall  of  1913,  with  a  fine  steam  plant  in  a  very  critical 
condition,  1160  tubes  out  of  3360  had  been  replaced  and  there  was 
no  end  in  sight.  A  new  expert  was  called  in,  who  began  by  sug- 
gesting the  conventional  methods  of  zincs  and  paints,  and  that 
perhaps  electrolysis  was  to  blame,  although  everything  had  been 
kept  carefully  insulated.    The  result  was  no  better  than  before. 

THE  NAVY  STANDARD  BOILER  COMPOUND 

8  About  that  time  the  author  was  handed  the  August  1912 
number  of  the^ Journal  of  The  American  Society  of  Naval  Engi- 
neers, which  gave  an  account,  by  Frank  Lyon,  Lieutenant-Com- 
mander U.  S.  Navy,  of  what  seemed  to  be  a  highly  significant 
development  in  boiler  trouble  treatment.*  In  the  course  of  his 
article,  Conmiander  Lyon  said,  "The  writer  has  no  hesitancy  in 
saying  that  any  boiler,  using  any  water,  can  be  kept  from  corrosion 
ior  any  length  of  time."  Having  been  brought  up,  to  understand 
that  whatever  a  Naval  officer  says  is  so,  without  qualification,  the 
salvation  of  the  Fruitvale  boiler  plant  appeared  to  be  within  reach. 

9  The  result  of  Commander  Lyon's  investigations  was  the 
development  of  the  Navy  Standard  Boiler  Compound  as  described  in 
Appendix  1  of  the  present  paper.  This  compound  is  composed 
of  sodium  carbonate,  trisodium  phosphate,  starch  and  tannic  acid. 
The  sodium  carbonate  takes  care  of  any  chemical  reactions  and 
renders  the  solution  non-corrosive.  The  tannic  acid  and  starch  are 
added  to  prevent  the  formation  of  scale,  the  action  being  to  hold  the 
impurities  in  suspension  in  a  colloidal  state.  The  trisodium  phos- 
phate prevents  the  rise  of  the  surface  tension  of  the  solution  and 
consequent  priming  caused  by  the  impurities  in  the  water  and  by 
the  application  of  the  other  ingredients  in  the  compound.  In  using 
this  compound  to  prevent  corrosion  a  sufficient  quantity  must  be 
added  to  each  boiler  to  render  the  alkaline  strength  of  the  water  in 
the  boiler  3  per  cent  of  normal  or  above. 

10  The  compound  may  be  purchased  from  the  Government 
Contractor  for  about  one-half  the  cost  of  the  ordinary  compounds. 
Various  proprietary  companies  also  supply  essentially  the  same 
material  under  their  own  trade  names,  but  at  about  ten  times  the 
price  of  the  real  article. 

*Navy  Department,  Washington,  D.  C.    $1.30  postpaid.    Beprints  of  the 
artiele  are  also  available. 
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USE  OF  THE  NAVY  COMPOUND  IN  THE  BOILERS  OP  THE  FRUITVALE 

STATION 

11  On  the  4th  of  March,  1914,  the  first  boiler  was  placed  under 
treatment  with  the  Navy  Standard  Compound.  By  the  26th  of 
March  it  was  in  use  in  all  of  the  boilers.  As  illustrating  the  results, 
the  record  of  tube  replacements  month  by  month  is  most  significant. 
In  1912,  690  tubes  were  replaced;  858  in  1913.  In  January  and 
February  of  1914  there  were  229  tubes  replaced  in  the  two  months,  or 
at  the  rate  of  1374  a  year.  The  treatment,  as  stated  above,  was 
begun  on  the  4th  of  March,  and  was  in  all  the  boilers  on  the  26th. 
Thence  the  record  stands:  In  February,  171  tubes  replaced;  March, 
24;  April,  15;  May,  2;  and  from  May  1<014  to  June  1915,  (date  of 
writing),  not  one  has  been  replaced  for  failures.  There  have  been 
13  tubes  replaced  since  May  1914,  but  they  have  all  been  replaced 
because  they  had  to  be  taken  out  to  get  at  something  else,  or  by 
reason  of  obvious  defects. 

12  As  to  the  money  saved  by  the  introduction  of  this  method: 
In  1912  it  cost  in  labor  and  material  $5,790;  in  1913,  $10,266;  in  the 
first  six  months  of  1914,  it  was  $1,579,  and  since  then  the  expense 
will  hardly  come  to  a  himdred  dollars  a  month  for  everything  con- 
sidered, that  is,  the  ordinary  wear  and  tear  of  the  plant,  washing  of 
boilers,  etc.  In  addition  to  this,  extra  labor  in  the  plant,  (made  neo- 
cessary  by  the  failing  tubes),  to  the  extent  of  $181  a  month,  has 
been  discharged.  The  treatment  as  practiced  there  costs  about  $80  a 
month,  depending  upon  the  amount  of  compound  used.  There  is 
no  scale  in  these  boilers;  they  are  absolutely  clean.  Below  the 
water  line  they  show  clean  black  iron;  above,  a  thin  coating  like 
whitewash. 

USE  OF  THE  NAVY  COMPOUND  ON  LOCOMOTIVES 

13  The  first  two  months'  operation  at  the  Fruitvale  power 
station  with  the  Navy  compound  in  use  showed  such  very  satis- 
factory results  that  the  management  ordered  a  trial  of  the  method 
on  probably  one  of  the  worst  locomotive  water  districts  in  the 
company's  service,  namely,  that  part  of  the  San  Joaquin  Division 
between  Bakersfield  and  Mojave,  known  generally  as  the  Tehachapi 
Pass.  Mr.  R.  S.  Twogood,  assistant  engineer  in  the  office  of  the 
consulting  electrical  engineer,  was  detailed  on  this  work  and  for 
nearly  a  year  he  has  given  practically  his  entire  time  to  this  demon- 
stration. The  following  is  an  abstract  of  his  contribution  to  the 
discussion  at  the  December  (1914)  Meeting  of  the  San  Francisco 
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Section  of  the  Society,  when  this  subject  came  up  for  a  general 
discussion. 

14  On  July  21,  1915,  a  compound  test  was  started  on  freight 
Mallet  Locomotive  No.  4031  operating  over  the  Tehachapi  Pass. 
The  locomotive  was  just  out  of  shop.  It  had  a  new  set  of  flues, 
was  free  from  scale,  with  the  exception  of  a  thin  deposit  on  the 
crown  sheet  and  crown  and  stay  bolts  that  were  not  removed  during 
back  shopping.     The  engine  was  left  in  chain-gang  service. 

15  At  first  an  efi'ort  was  made  to  carry  the  alkalinity  at  3  per 
cent,  but  so  far  the  best  results  have  been  from  0.5  per  cent  to  0.7  per 
cent  normal  alkalinity.  Several  things  in  the  design  of  the  loco- 
motive, especially  the  Mallet,  contribute  to  this  result:  for  example, 
a  very  small  steam  space  and  steam  dome;  no  perforated  dry  pipe 
to  collect  steam  from  all  parts  of  the  boiler;  constant  surging  of  the 
water  due  to  the  motion  of  the  locomotive;  sudden  opening  of  the 
throttle  and  consequent  great  demand  for  steam,  which  reduces  the 
pressure  on  the  surface  of  the  watar  under  the  throttle  and  causes  it 
to  rise  and  pass  over  into  the  steam  pipes.  Also,  the  water  used  for 
locomotive  purposes  in  this  district  contains  a  large  amount  of  solid 
matter  which  would  tend  to  cause  priming. 

16  One  point  constantly  in  mind  was  to  find  some  treatment 
in  which  one  man  could  be  made  responsible,  without  having  to 
depend  on  the  engineers  and  firemen.  This  means  that  the  boiler 
must  be  treated  at  enghie  turning  points. 

17  At  first  the  chemicals  (enough  for  the  entire  trip),  were  put 
into  the  tender  tank,  thence  to  pass  with  the  feed  water  through  the 
injector,  feed- water  heater  and  into  the  boiler.  By  this  method  the 
desired  per  cent  of  normal  alkalinity  in  the  boiler  was  not  reached 
until  one  tank  of  water  (10,000  gal.)  had  been  used.  Also,  consid- 
ering the  fact  that  the  tank  capacity  is  much  greater  than  the  boiler 
capacity,  the  tank  alkalinity  was  very  low.  This  low  alkalinity, 
though  strong  enough  to  bring  out  some  solid  matter,  did  not  furnish 
sufficient  tamiic  acid  and  starch  with  the  standard  proportion  of 
chemicals  to  prevent  this  solid  matter  from  forming  scale.  In  the 
injector,  where  the  cold  water  came  in  contact  with  the  steam,  and 
later  where  the  warm  feed  water  came  in  contact  with  the  hot  boiler 
water,  some  scale  was  formed.  After  this  was  noticed  no  more 
compound  was  added  to  the  tank,  but  was  pumped,  in  a  concentrated 
solution,  through  the  injector.  This  gave  at  once  the  desired  per 
cent  of  normal  alkalinity  in  the  boiler.  There  has  been  no  further 
trouble  with  scale. 
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18  The  water  from  Bakersfield  to  Mojave  averages  about  3  lb. 
of  scale-forming  matter  per  thousand  gallons.  A  Mallet  locomotive 
in  a  helper  trip  from  Bakersfield  to  the  Summit  and  return  will  use 
from  30,000  to  35,000  gal.  of  water,  which  means  about  100  lb.  of 
scale  per  helper  trip.  With  the  present  method  of  treating,  20  lb. 
of  compound  are  pumped  into  the  boiler  before  leaving  Bakersfield 
yards.  This  gives  an  alkalinity  of  about  0.6  per  cent,  and  as  this 
percentage  remains  approximately  constant  between  engine  tunung 
points,  it  is  possible  to  treat  the  boiler  for  an  entire  trip  before  it 
leaves  the  roundhouse. 

19  If  too  little  compound  is  used  the  precipitate  is  fine  and 
does  not  settle  readily;  but  when  the  amount  is  sufiScient  the  pre- 
cipitate is  large  and  flaky  and  settles  very  rapidly.  This  makes  it 
easy  to  clear  the  boiler  of  some  of  the  solid  matter  by  blowing  down 
after  the  engine  has  been  standing  on  the  siding  a  few  minutes 
awaiting  passing  trains. 

20  Present  practice  is  to  wash  the  boiler  every  second  trip.  A 
large  percentage  of  the  solid  matter  runs  out  with  the  water  while 
draining  the  boiler  and  the  rest  is  easily  washed  out.  The  solid 
matter  has  no  tendency  to  cake,  but  will  remain  indefinitely  in  the 
form  of  a  soft  brown  mud.  It  must  be  borne  in  mind  that  the  fre- 
quency of  washing  is  a  function  of  the  amount  of  solid  matter  in  the 
water  and  the  amount  of  water  used. 

21  Prevention  of  corrosion  and  scale  formation  was  the  main 
endeavor  and  yet  another  result  was  obtained,  just  as  important. 
Absolutely  no  boiler  troubles  were  encountered  during  the  first  four 
months  of  the  test,  and  then  the  record  was  broken  by  only  a  minor 
leak,  a  record  that  gives  some  idea  of  the  importance  of  keeping  the 
boiler  free  from  scale  and  thus  prevent  the  high  and  uneven  tem- 
peratures in  the  steel  which  cause  the  opening  up  of  joints. 

22  It  is  standard  practice  to  carry  from  1000  to  1500  lb.  of  saad 
on  a  Mallet  locomotiv^e  to  cut  the  soot  from  the  inside  of  the  flue& 
Why  is  it  not  just  as  important,  for  good  steaming,  to  use  son^^ 
method  to  keep  the  outside  of  the  flues  free  from  scale? 

23  The  ingredients  of  the  Navy  compound  originally  were  pr< 
portioned  for  use  in  stationary  and  marine  boilers,  and  at  an  alkalin^^ 
strength  of  3  per  cent  normal.  The  10  per  cent  of  trisodium  phos  ^ 
phate  was  added  to  ])revent  light  water.  The  locomotive  type  o  ^ 
boiler,  in  general,  shows  a  greater  tendency  to  foam  than  other  type^^' 
of  boilers  and  should,  therefore,  have  a  stronger  non-foaming  reagent--^ 
In  cutting  down  the  alkalinity  from  3  per  cent  of  normal  to  less  thi 
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1  per  cent,  the  amount  of  trisodium  phosphate  has  been  greatly 
decreased  with  good  results.  The  amount  required  seems  to  vary 
so  much  with  different  runs  and  conditions  that  as  yet  no  decision 
can  be  made  as  to  a  definite  amount  for  general  use. 

24  A  new  water  was  obtained  at  Bakersfield  in  January'  that  is 
a  great  deal  better  than  the  old,  as  far  as  content  of  incrustating 
matter  is  concerned,  but  it  is  very  light.  Foaming  and  priming 
became  so  bad  in  one  of  the  passenger  locomotives  that  the  water 
in  the  glass  rose  as  much  as  8  in.  when  the  throttle  was  open.  No 
compotmd  of  any  kind  had  been  used  in  this  boiler.  Six  pounds  of 
trisodium  phosphate  (no  compound)  was  then  put  in  the  boiler 
through  the  injector  just  before  the  engine  left  the  roundhouse  for 
each  trip.     There  has  been  no  foaming  on  this  locomotive  since. 

25  During  the  early  part  of  the  test  on  Mallet  No.  4031  some 
light  water  and  foaming  were  experienced.  It  was  feared  at  that 
time  that  water,  passing  over,  would  loosen  superheater  units  and 
high-pressure  steam  piping,  and  would  cut  cylinder  bushings  and 
packing,  but  these  fears  proved  to  be  imgrounded.  The  engine 
has  made  more  miles  between  shoppings  for  boiler  repairs  than 
any  other  Mallet  operating  out  of  Bakersfield. 

26  On  this  division  where  the  water  is  poor,  practically  all  of 
the  locomotives  are  back-shopped  on  account  of  the  boiler  and  not 
the  machinery.  The  present  indications  are  that  the  use  of  this 
compound  will  make  the  life  of  the  boiler  longer  than  that  of  the 
machinery. 

27  During  the  last  month  the  use  of  this  compound  has  been 
extended  to  all  freight  Mallets  (seven)  operating  out  of  Bakersfield. 
Some  of  these  had  been  in  service  for  several  months  and  large 
quantities  of  scale  had  formed.  The  cutting  of  this  scale  made  very 
dirty  boilers,  causing  frequent  blowing  and  boiler  washing.  After 
two  or  three  weeks,  scale  from  i  in.  to  f  in.  thick  came  off  in  large 
quantities,  which  proves  that  the  compound  will  cut  the  old  scale, 
but  this  action  causes  such  dirty  boilers  that  such  procedure  cannot 
be  recommended.  By  the  practice  outlined  above,  a  clean  boiler 
can  be  kept  clean  and  operated  with  success,  using  water  classed  by 
boiler  people  as  very  poor. 

USE  OF  THE  NAVY   COMPOUND  IN  STATIONS  OF  THE  ASSOCIATED  PIPE 

LINE  COMPANY 

28  The  results  in  the  Fruitvale  power  station  boilers  caused 
prompt  stei)s  to  be  taken  to  extend  the  use  of  the  compound  to  other 
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stations  either  operated  or  controlled  by  the  Southern  Pacific  Com- 
pany. 

29  The  Associated  Pipe  Line  Company  operates  an  oil  iripe 
line  from  the  oil  fields  in  the  southern  end  of  the  San  Joaquin  Valley 
to  tidewater  near  San  Francisco.  On  this  pipe  line  are  30  steam 
pumping  stations  equipped,  some  with  three  and  some  with  four 
250-h.p.  water-tube  boilers.  The  feed  water  is  of  practically  every 
known  grade  from  good  to  very  poor,  and  nearly  every  known  type 
of  boiler  compound  has  been  used  from  time  to  time  in  the  worst  of 
these  stations.  Mr.  E.  B.  Partridge,  Jr.,  superintendent  of  the 
pumping  plants  in  the  fields,  came  to  Fruitvale  power  station  for  a 
study  of  the  method.  He  began  his  investigation  in  the  most 
skeptical  frame  of  mind  and  he  introduced  the  compound  first  into 
a  station  where,  as  he  said,  it  could  do  the  least  harm.  Eight  months 
later,  at  the  December  Meeting  of  the  San  Francisco  Section  of  the 
Society,  where  the  subject  was  discussed,  he  gave  an  account  of 
his  experience  which  is  here  briefly  summarized:  In  the  thirty 
different  pumping  stations  there  were  thirty  different  kinds  of 
water,  with  a  solid  content  running  from  6  to  230  gr.  per  gallon. 
In  the  first  station,  a  three  months'  trial  of  the  compound  showed 
that  a  turbine  tube  cleaner  was  no  longer  necessary,  because  the 
boiler  was  leadily  washed  out  and  cleaning  would  not  be  required 
oftener  than  every  three  months. 

30  These  results  were  confirmed  at  the  next  station  where  the 
compound  was  tried.  It  was  then  introduced  in  a  station  which 
most  of  the  feed-water  experts  in  the  State  had  turned  down  as 
impossible.  The  water  carries  230  grains  to  the  gallon.  In  these 
boilers  2J/^-in.  extra-heavy  boiler  blow-off  nipples  corroded  away  in 
from  three  to  four  months  and  3-in.  extra-heavy  feed-water  lines 
pitted  through  in  the  same  length  of  time.  Nearly  every  known 
variety  of  boiler  trouble  had  been  experienced  at  this  plant,  but  the 
Navy  compound  eliminated  corrosion  and  precipitated  the  solids 
in  a  soft  slushy  form  easily  washed  out.  Owing  to  the  unusually 
large  quantity  of  solid  matter  in  the  water,  however,  it  was  neces- 
sary to  blow  the  boilers  ever>^  hour  and  to  clean  every  ten  days. 

31  At  another  station  where  corrosion  very  similar  to  that  m 
the  Fruitvale  boilers  had  been  experienced  from  the  start-  and 
all  kinds  of  coin])ounds  had  failed  to  relieve  the  trouble,  the  Na^T 
compound  was  introduced.  Up  to  that  time  they  had  used  Xo-  9 
gage  seamless  tubes  in  the  bottom  boiler  rows,  and  No.  10  gage  special 
spellerized  tu})es  in  the  upper  rows,  but  none  of  them  lasted  more 
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than  three  months.  Feed  Imes,  blow-off  pipe  lines,  boiler  drums  and 
headers,  together  with  the  tubes,  were  all  affected  by  corrosion; 
but  the  Navy  compound  straightened  out  all  their  trouble  in  this 
station  precisely  as  in  all  the  others.  In  order  to  have  further 
verification  pieces  of  new  tubes  were  hung  in  these  boilers  and  after 
three  months  they  showed  not  the  slightest  signs  of  corrosion. 

32  In  general,  Mr.  Partridge  foimd  that  when  he  commenced 
to  use  the  compomid  there  were  a  great  number  of  tubes  which  had 
been  badly  pitted  and  that  these  failed  gradually,  but  they  held  up 
surprisingly  well,  considering  their  condition.  Only  a  very  few  of 
these  old  tubes  have  been  lost  and  none:that  were  put  in  just  prior  to 
the  introduction  of  the  Nav>^  compound  treatment.  He  found  that 
to  get  results  it  is  necessar>'  to  work  intelligently  and  not  at  all  in  the 
old  haphazard  fashion.  He  detailed  an  inspector  on  the  work  who 
travels  from  station  to  station,  not  only  to  see  that  the  comi)ound  is 
being  properly  used  and  in  sufficient  quantity,  but  also  to  instruct 
engineers  and  to  quiz  them  as  to  the  results  they  obtain. 

33  At  every  pumping  plant  a  printed  form  is  filled  out  and  mailed 
to  the  general  office  every  morning.  From  these  Mr.  Partridge 
keeps  a  close  supervision  over  all  of  the  plants.  The  reports  show 
how  much  compound  is  used;  what  percentage  of  alkalinity  is  car- 
ried; how  often  the  boilers  are  blo^vn,  that  is,  a  bottom  or  a  surface 
blow;  when  anj^  particular  boiler  is  cut  in  or  cut  out,  and  why;  and 
the  condition  of  the  boiler  when  it  is  opened  for  cleaning.  The 
importance  of  these  results  is  best  understood  by  engineers  who 
know  the  operating  conditions  of  an  oil  pipe  line,  where  all  the 
pumping  plants  are  in  series  from  one  end  of  the  line  to  the  other, 
and  a  delay  or  a  stoppage  at  any  one  station  affects  the  output  of  the 
entire  line,  and  consequently,  the  earning  capacity  of  the  whole 
property. 

FACTS  RKGARDING  THE  COMPOUND  AND  BOUjER  FAR.URES 

34  The  use  of  the  Navy  compound  was  discussed  in  a  prelim- 
inary way  at  a  meeting^  of  the  San  Francisco  Section  of  the  Society 
after  which  it  was  su<^gested  to  the  author  that  it  would  be  well  to 
got  slow  in  using  the  compound,  for  the  reason  that  some  vessels 
had  experienced  such  serious  daniaj^e  to  their  boilers  from  it  as  to 
cast  discredit  upon  this  method  of  boiler  treatment.  The  substance 
of  the  stateiiicnt  was  that  for  some  years  evidence  has  accumulated 

'December  8,  1914. 
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to  show  that  under  certain  circumstances  the  use  of  sodium  car- 
bonate or  sodium  hydrate  in  boilers  makes  the  steel  brittle  and 
causes  failure  of  the  joints  by  cracks ;  that  at  present  it  is  impos- 
sible to  state  how  or  why  the  action  occurs,  but  it  is  possible  to  name 
the  circumstances  under  which  it  is  likely  to  occur,  the  charac- 
teristics of  the  cracking  when  it  does  occur,  and  the  principal  cases 
that  have  come  under  direct  notice. 

35  Briefly,  the  theory  advanced  to  the  author  as  to  the  trouble 
is  as  follows :  That  sodium  carbonate  is  always  partially  converted 
into  sodium  hydrate  when  in  solution  under  boiler  temperature,  so 
that  it  makes  no  difference  whether  the  carbonate  is  used  in  the 
beginning,  or  caustic  soda,  or  both,  as  sodium  hydrate  will  always 
be  present  sooner  or  later.  When  either  of  these  substances  is 
used  for  the  treatment  of  scale,  no  trouble  from  the  cracking  of  the 
steel  is  likely  to  occur,  because  they  react  with  the  scale  and  there 
is  little  or  no  excess  hydrate.  Where  cracking  has  occurred  it  has 
always  been  true  that  free  hydrate  has  been  present  in  the  boilers 
in  the  absence  of  sulphate ;  so  that  the  statement  is  warranted  that 
whenever  sodium  carbonate  or  sodium  hydrate  is  introduced  into 
a  boiler  in  the  absence  of  substances  reacting  with  them,  brittleness 
will  result  sooner  or  later.  Cases  have  been  known  in  which  the 
brittleness  approaches  that  of  neat  cement  of  the  same  thickness  as 
the  plate.  It  occurs  only  in  the  seam  of  the  boiler,  either  due  to 
the  fact  that  the  joints  are  at  higher  stresses  here  than  in  the  rest 
of  the  plate,  or  that  the  joints  are  the  only  place  in  which  this  solu- 
tion can  concentrate,  and  it  is  known  that  unconcentrated  solution 
does  not  attack  steel  at  all.  The  cracks  that  result  are  distinguished 
from  ordinary  forms  of  cracking  by  the  following  characteristics. 

36  They  are  more  fully  developed  at  the  surfaces  of  the  contact 
of  the  joints  than  they  are  at  other  surfaces,  so  that  a  crack  at  a 
i-ivet  hole  will  often  measure  %  in.  on  the  contact  surface  of  a 
Vii-in.  plate  without  showing  at  all  on  the  other  surface;  in  other 
words,  the  surface  of  the  crack  itself  is  usually  triangular,  with  the 
base  of  the  triangle  on  the  contact  surface.  They  usually  originate 
at  the  rivet  holes  and  show  scarcely  any  tendency  to  follow  the  lines 
of  stress.  Running  from  adjacent  rivet  holes,  two  cracks  will  often 
pass  each  other  and  after  passing,  join,  leaving  an  island  in  the 
plate ;  that  is,  the  cracks  show  no  strong  tendency  to  join  each  other. 
They  change  their  direction  sharply  and  often,  to  an  extent  of  90 
deg. ;  they  are  always  unaccompanied  by  any  elongation  of  the  plate: 
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and  finally,  they  are  always,  of  course,  below  the  water  line. 

37  The  statement  made  to  the  author  gave  also  a  number  of 
cases  of  such  defective  plates.  Among  others,  were  named  the 
boilers  of  the  U.  S.  Torpedo  Boat  Destroyer  Aylwin,  wherein  oc- 
curred a  fracture  of  one  drum,  and  cracking  of  one  or  more  drums 
of  three  boilers  out  of  four;  also  the  U.  S.  Coast  Guard  Cutter 
Unalga,  where  a  cracking  of  one  drum  out  of  two  in  a  period  of 
operation  of  about  fourteen  months  was  noted.  The  statement 
concluded  by  a  note  to  the  effect  that  in  the  case  of  the  Coast  Guard 
Service,  an  order  had  been  issued  discontinuing  the  use  of  the  Navy 
compound. 

38  Because  the  treatment,  at  least  in  this  form,  originated  in 
the  Navy  Department,  because  the  Aylwin's  boilers  were  cited 
among  others  as  having  failed  from  this  cause,  and  because  the 
Navy  boilers  are  operated  in  general  with  water  that  is  practically 
free  from  sulphates,  the  statements  with  reference  to  Navy  experi- 
ence were  investigated  as  fully  as  possible,  and  the  following  facts 
were  developed : 

39  The  use  of  Navy  compound  has  not  been  discontinued  in 
the  Navy,  but  the  compound  is  used  ordinarily  only  in  sufficient 
quantity  to  maintain  the  water  in  the  boiler  at  a  low  alkaline 
strength,  and  not  above  14  of  1  per  cent  normal,  the  point  at  which 
corrosion  changes  in  character  from  general  corrosion  to  local  cor- 
rosion or  pitting.  In  a  steaming  boiler  no  difficulty  is  experienced 
in  maintaining  the  alkaline  strength  of  the  water  at  or  above  3 
per  cent  normal ;  but  Naval  boilers  are  idle  during  a  large  part  of 
the  time,  and  owing  to  the  fact  that  the  compound  does  not  remain 
in  solution  in  idle  boilers,  but  settles  to  the  bottom,  the  alkaline 
strength  of  the  water  in  the  upper  part  of  the  boiler  frequently 
falls  between  the  limits  of  1  per  cent  and  2.5  per  cent  of  normal. 
As  is  well  known,  the  effect  of  this  alkaline  strength  is  to  promote 
corrosion  in  its  mast  dangerous  form— local  eorrosion  or  pitting. 

40  The  early  experiments  with  the  boiler  compound  determined 
the  facts  that  good  steel  will  corrode  almost  evenly  over  its  entire 
wetted  surface  when  placed  in  distilled  water,  and  that  as  boiler 
compound  is  added  to  give  the  water  a  low  alkaline  strength,  the 
rate  of  corrosion  is  somewhat  decreased,  but  the  character  of  the 
corrosion  remains  the  same.  Therefore,  low  alkalinity  inhibits  all 
but  a  light  general  corrosion,  which  is  so  small  in  amount  that  its 
effect  may  be  disregarded  for  practical  purposes. 
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41  Further,  since  the  Navy  uses  distilled  water  to  a  Urge 
extent,  only  small  quantities  of  scale-forming  substances  are  ever 
present  in  the  boilers,  and  hence  large  amounts  of  .boiler  compound 
are  not  required  to  prevent  the  formation  of  scale. 

42  In  the  case  of  the  Aylmn's  boilers  the  Naval  Engineering 
Experiment  Station  conducted  an  extensive  investigation  of  the 
rupture  of  the  drum,  and  authority  was  granted  for  a  representa- 
tive of  the  manufacturer  to  be  present  during  the  tests.  The  con- 
clusions of  this  investigation  were  that  no  experimental  or  other 
evidence  indicated  that  the  failure  of  the  Aylmn's  boiler  was  due 
to  the  use  of  boiler  compound  containing  sodium  carbonate  or 
odium  hydrate. 

43  It  is  needless  to  say  that  any  condition  of  design  or  con- 
sti-uction  that  causes  leaky  seams  which  can  be  made  tight  only  by 
(^xcessive  caulking  might  possibly  produce  brittleness  in  the  metal 
of  the  plate. 

44  The  White-Forster  boiler  installed  in  the  Ayltuin  dass  has 
D-shaped  water  drums,  similar  to  the  Yarrow  type.  In  practice, 
it  was  found  impossible  to  keep  the  seams  of  the  White-Porster 
boiler  tight,  owing  to  the  tendency  of  the  drum  to  assume  a  circular 
shape  under  pressure.  The  manufacturers  of  this  boiler  have  since 
corrected  this  by  placing  struts  in  these  drums  across  the  long 
diameter.  It  is  also  understood  that  similar  trouble  has  not  been 
experienced  with  Yarrow  boilers. 

45  With  reference  to  the  Unalga  as  another  vessel  having  had 
trouble  of  a  similar  nature,  not  enough  is  known  at  the  present 
time  upon  which  to  venture  a  statement  as  to  the  cause  of  failure. 
It  is  known,  however,  that  the  cracks  in  the  steam  drum  plates  of 
these  boilers  are  similar  to  those  observed  in  the  Aylwin^s  lower 
drum  plates;  that  the  manufacturer  of  the  boiler  has  conducted 
tests  of  the  material,  and  that  at  the  suggestion  of  the  company 
the  Naval  Engineering  Experiment  Station  will  soon  begin  an 
independent  examination  and  investigation  of  the  material  with 
a  view  to  determining  the  cause  of  the  peculiar  conditions  existing. 
It  has  also  been  learned  that  boiler  compound  in  considerable  quan- 
tity was  used  in  this  boiler,  and  that  another  vessel  with  a  duplicate 
boiler,  but  in  which  only  small  quantities  of  the  compound  were 
used,  has  not  had  trouble. 
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SUPPLEMENT 

BOILER  WATER  TREATMENT 
By  Fred  E.  Geibel,  Assistant  to  Mr.  Babcock 

46  The  water  used  for  boiler  purposes  at  the  Fruitvale  Power 
Station  comes  from  two  bored  wells  driven  on  the  inside  of  the 
station  near  the  north  wall.  The  chemical  analysis  of  the  water  is 
as  follows: 

Silica 0 .932  grains  per  gal. 

Oxides,  iron  and  aluminum 0 .245 

Carbonate  lime 3 .023 

Nitrate  lime 2 .624 

Sulphate  lime 1 .082 

Carbonate  magnesium 5 .667 

Chloride  magnesium 1 .769 

Sodiimi  and  potassium  chlorides 5 .863 

Loss,  etc 0.169 

21 .374 

Total  incrustAting  solids 15 .342  or  2.19  lb.  i^r  thousand 

gal. 

47  This  water  is  ordinarily  classed  "Fair''  and  the  first  step 
taken  to  prevent  corrosion  was  the  installation  of  a  water-treating 
plant.  The  water  received  the  ordinary  lime  and  soda  ash  treat- 
ment, being  allowed  to  stand  from  10  to  16  hours  before  being 
used.  The  scale-forming  solids,  however,  did  not  settle  out  as  was 
evidenced  by  scale  forming  in  the  transformer  cooling  coils,  the 
feed-water  heater  and  in  the  tube  elements.  Chemically,  though, 
the  treated  water  was  pronounced  excellent  and  was  not  considered 
the  cause  of  the  corrosion.  Several  boiler  compounds  were  tried  out 
with  the  treated  water  with  no  better  results. 

48  In  the  original  installation  the  feed-water  was  introduced 
into  the  upper  or  economizer  section  of  each  boiler,  having  been  par- 
tially heated  before  being  discharged  into  the  section.  Operating 
in  this  way,  it  was  practically  impossible  to  keep  tubes  in  the 
upper  sections. 
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49  About  September  1913  the  feed-water  connections  were 
removed  from  the  economizer  sections  and  the  water  fed  directly 
into  the  drums  at  the  front  end,  the  feed  pipe  being  run  into  the 
drum  for  a  distance  of  about  four  feet.  Two  months'  operation 
in  this  way  showed  serious  corrosion  in  the  bottom  of  the  drums 
and  practically  the  entire  destruction  of  the  internal  portions  of  the 
feed  pipe. 

50  At  this  point  the  matter  was  brought  up  as  being  a  case  of 
corrosion  by  stray  currents  from  the  railway  system.  To  detect  the 
presence  of  any  such  currents  in  the  boiler,  a  copper  terminalor 
electrode  was  placed  through  the  shell  of  the  boiler  into  the  water, 
but  insulated  from  the  shell.  A  recording  milli-voltmeter  con- 
nected between  this  terminal  and  the  boiler  shell  or  feed-water  con- 
nection would  indicate  the  presence  of  a  potential  difference,  and  it 
was  expected  that  if  the  curve  drawn  by  the  voltmeter  followed  ap- 
proximately the  load  curve  of  the  station,  it  would  show  that  the 
cause  of  corrosion  was  undoubtedly  stray  electric  current  from  the 
railway  system. 

51  It  was  found  that  a  very  small  difference  of  potential  did 
exist,  but  the  curve  drawn  by  the  meter,  instead  of  following  the 
load  curve  of  the  station,  was  directly  dependent  on  the  boiler  taking 
feed-water.  The  voltmeter  reached  a  maximum  value  which  was 
constant  as  long  as  the  boiler  was  being  fed.  Closing  the  feed-valve 
reduced  the  potential  to  practically  zero,  but  as  soon  as  it  was 
opened  the  voltmeter  would  again  indicate  the  maximum  value. 
This  led  to  the  conclusion  that  the  potential  difference  was  due 
either  to  the  temperature  or  the  chemical  characteristics  of  the  feed- 
water.  Other  experiments,  therefore,  were  started  with  a  copper- 
iron  couple  in  samples  of  water  from  the  wells,  before  and  after 
treating,  and  from  the  boilers,  condensers  and  hot-wells.  Taking 
into  account  the  varying  contact-resistance  between  the  electrodes 
and  the  water,  the  potential  differences  obtained  with  the  several 
samples  did  not  differ  materially.  With  all  the  saniples,  however, 
the  maximum  difference  of  potential  was  obtained  at  temperatures 
between  170  and  190  deg.  fahr. 

52  While  Mr.  Babcock  had  seen  the  paper  by  Mr.  Lyon  de- 
scribing similar  tests  and  was  watching  results,  he  purposely  allowed 
these  tests  to  be  carried  on  in  ignorance  of  the  paper.  At  the  com- 
pletion of  these  electrical  tests  the  results  were  found  to  be  practi- 
cally identical  with  those  described  by  Mr.  Lyon,  which  gave  an 
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unbiased  check  on  the  electrolytic  theory  of  the  corrosion  of  iron 
and  steel  accepted  by  Mr.  Lyon. 

63  This  theory  is  now  accepted  by  many  leading  physicists  and 
embraces  the  fact  that  in  the  presence  of  a  solvent  the  iron  goes  into 
solution  as  a  hydrate  before  oxidizing.  Considering  that  water  is  a 
universal  solvent  every  metal  has  an  inherent  tendency  to  dissolve  in 
water  or  water  solutions.  This  tendency  is  called  the  solution 
tension  of  the  metal.  Opposing  this  tendency  to  dissolve  is  a  pres- 
sure in  the  solution  tending  to  resist  the  entrance  into  the  solution 
of  any  more  of  the  metal.  This  opposing  pressure  is  known  as  the 
osmotic  pressure  of  the  solution.  Accepting  this  theory,  it  is  only 
necessary,  in  order  to  prevent  corrosion,  to  raise  the  osmotic  pressure 
of  the  solution,  or  electrolyte,  above  the  solution  tension  of  the  metal. 
In  the  case  of  boilers,  the  osmotic  pressure  of  the  electrolyte,  or  boiler 
water,  is  raised  by  the  addition  of  alkaline  salts.  The  osmotic  pres- 
sure being  dependent  on  the  concentration  of  the  salts,  the  corrosive 
condition  of  the  electrolyte  is  indicated  by  its  alkaline  strength. 
The  alkaline  strength  to  be  carried  in  the  boiler  depends  on  the  salts 
used. 

54  After  a  few  simple  chemical  tests  on  the  Fruitvale  boiler- 
waters  and  an  investigation  of  the  use  of  the  Navy  Standard  Boiler 
Compoimd  as  described  by  Mr.  Lyon,  it  was  decided  to  adopt  the 
treatment  at  Fruitvale.  In  starting  the  treatment  the  treating  plant 
was  discontinued  and  the  raw  well  water  was  used.  A  quantity  of 
the  compoimd  was  added  to  the  hot- well  continuously  just  sufficient 
to  take  care  of  the  chemical  reactions  necessary  to  render  the  feed- 
water  neutral,  or  only  slightly  alkaline.  One  boiler  at  a  time  was 
boiled  out  with  a  strong  solution  of  the  compoimd.  In  boiling-out, 
the  boilers  were  filled  nearly  full  with  10  per  cent  normal  alkaline 
solution  of  the  compound  and  a  pressure  of  10  lb.  gage  was  kept  up 
for  36  hours.  This  boiling-out  loosened  up  and  brought  out  as  a 
sludge  practically  all  of  the  old  hard  scale  and  rust  in  the  boiler. 
Formerly,  this  scale  at  regular  cleanings  was  removed  but  only  by 
chip-hammering  methods.  The  boiler  was  then  thoroughly  washed 
out  with  clean  water  and  put  in  service  with  sufficient  compound  in 
the  boiler  to  render  the  water  3  per  cent  normal  alkalinity. 

55  The  last  boilers  to  be  put  in  service  at  the  high  concentra- 
tion were  not  boiled  out  as  it  was  found  that  the  small  excess  of 
compound  that  had  been  added  to  the  hot-well  had  practically 
cleaned  these  boilers  in  ordinary  operation. 

56  Before  this  time,  the  boilers  were  regularly  blown-off  once 
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on  the  morning  watch.  However,  after  putting  the  boilers  in  service 
at  the  3  per  cent  concentration  they  were  not  blown  off  until  the  con- 
centration of  salt  ran  too  high.  The  boilers  at  Fruitvale  have 
been  run  from  four  to  five  days  before  blowiijg-off.  The  salt  or 
sodium  chloride  content  has  run  as  high  as  2500  grains  to  the  gallon. 
This  high  concentration  of  salt  is  to  be  avoided  as,  if  for  any  reason 
the  boiler  should  run  below  3  per  cent  alkaline,  serious  corrosion 
would  result.  The  presence  of  so  much  salt  in  the  boilers  at  Fruit- 
vale  is  due  to  there  being  some  salt  in  the  well  water,  and  with  the 
varying  load  carried  it  has  seemed  impossible  to  keep  the  con- 
densers free  from  some  small  leaks.  The  circulating  water  for  the 
condenser  is  from  the  tidal  canal  and  is  consequently  salty.  Recent 
changes  in  the  condensers,  however,  have  reduced  the  salt  content  to 
a  very  low  degree. 

57  In  this  method  of  boiler  treatment  it  will  be  noted  that  each 
individual  boiler  must  be  considered  and  the  water  in  each  boiler  be 
kept  above  the  prescribed  concentration.  At  Fruitvale  Power 
Station  samples  of  the  boiler  waters  are  taken  each  morning.  Simple 
tests  arc  made  to  determine  the  alkalinity  of  the  water  and  chlorine 
or  salt  content.  Any  boilers  low  in  alkalinity  are  treated  with 
sufficient  compound,  pumped  into  the  boiler,  to  bring  the  alkalinity 
up  to  the  required  point.  Any  boilers  high  in  salt  are  blown  down 
to  rid  them  of  the  salt  and  then  additional  compound  added  to  grind 
up  the  alkalinity,  if  necessary.  The  boilers  are  arranged  with  suit- 
al)le  connections  and  a  portable  pumping  outfit  has  been  provided 
for  pumping  compound  directly  into  any  particular  boiler. 

58  Shortly  after  beginning  the  high  alkalinity  in  the  boilers 
serious  trouble  arose  with  the  man-hole  gaskets  blowing  out.  It 
was  thought  that  the  strong  alkaline  solution  was  eating  out  the 
gaskets  which  were  of  the  asbestos  type.  It  soon  developed,  how- 
ever, that  not  only  were  the  man-hole  covers  slightly  warped,  but  the 
surfaces  next  to  the  gaskets  were  coated  in  spots  with  iron  rust. 
The  action  of  the  compound  was  to  eat  away  this  rust  and  a  conse- 
quent leak  started,  resulting  in  the  eroding  and  blowing  away  of  the 
gasket.  The  truing  up  of  the  man-hole  covers  and  cleaning  off  the 
surfaces  has  entirely  eliminated  this  trouble.  This  action  may 
also  be  noticed  in  old  boilers  where  the  seams  are  rusty.  With  the 
first  application  of  the  compound  the  rust  is  eaten  away  and  leaks 
are  started. 

59  There  was  also  some  trouble  with  the  brass  check-valves 
in  the  tube  elements  of  the  boilers  corroding.     This,  however,  was 
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expected  as  it  was  known  that  a  brass-iron  couple  in  a  strong  alkaline 
solution  would  result  in  the  deterioration  of  the  brass.  At  the  time 
the  treatment  was  begim  malleable  check-valves  had  been  ordered 
and  have  since  replaced  the  brass  ones. 

60  In  the  above  described  method  of  boiler-water  treatment  the 
amount  of  compound  consumed  per  day  is  merely  the  amount  re- 
quired to  take  care  of  the  chemical  reactions  in  the  make-up  water, 
the  water  in  the  boilers  having  once  been  made  the  proper  alkaline 
strength.     If  too  little  compoimd  is  used  per  day  the  alkalinity  of 
the  boilers  will  fall  off,  and  if  too  much  is  used  the  alkalinity  will 

gradually  build  up,  as  after  the  chemical  reactions  are  taken  care  of 
any  excess  of  compound  begins  to  raise  the  alkalinity.  Blowing-off 
reduces  the  alkalinity  of  the  boiler  as  some  of  the  excess  compound 
is  blown  out.  This  must  be  made  up  by  the  addition  of  more  com- 
f>ound.  Therefore,  boilers  should  be  blown  off  as  little  as  possible 
2ind  the  frequency  is  dependent  on  the  amount  of  impurities  in  the 
:make-up  water.  The  present  practice  at  Fruitvale  is  a  short  blow 
«very  other  day. 

61  One  important  difference  in  this  method  of  boiler-water 
treatment  and  the  commonly  accepted  theory  as  regards  boiler 
waters  is  the  high  alkalinity  carried  in  the  boiler.  It  has  been 
commonly  considered  that  a  boiler  water  high  in  alkalinity,  or 
sodium  content,  has  a  decided  tendpncy  to  prime.  This  is  probably 
true  if  no  anti-priming  substance,  such  as  trisodium  phosphate,  is 
added.  However,  while  it  was  not  known  or  expected  by  the  boiler 
attendants,  tests  on  the  boiler-waters  at  some  plants  have  shown 
as  high  as  22  per  cent  normal  alkalinity.  With  this  Navy  Standard 
Boiler  Compound  it  has  been  foimd  that  the  tendency  to  prime  is 
more  a  function  of  the  solid  matter  in  suspension  rather  than  the 
per  cent  alkalinity  of  the  water.  The  boilers  at  Fruitvale  have  fre- 
quently been  run  at  10  per  cent  normal  alkalinity  without  any 
tendency  whatever  to  prime. 

62  The  Fruitvale  boilers  have  been  run  with  absolutely  no 
corrosion  for  more  than  a  year  under  the  high  alkalinity  treatment. 
Recently,  owing  to  reports  of  damage  to  boiler  steel  due  to  concen- 
trated sodium  carbonate  or  hydrate  solutions,  the  alkalinity  was  re- 
duced to  less  than  0.5  per  cent  and  kept  at  that  point  for  a  month  or 
more.  While  it  was  not  definitely  proven  that  corrosion  did  again 
set  in,  there  were  some  indications  of  it;  and  since  the  boilers  were 
in  a  critical  condition  before  the  Navy  compound  was  first  used, 
it  was  decided  to  return  to  the  high  alkalinity.     Before  increasing  the 
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alkalinity,  the  boilers  were  carefully  (.xanuned  lor  any  defects  that 
could  be  attributed  to  the  high  alkalinity  treatment  but  absolutely 
none  were  discovered. 

63  The  case  at  Fruitvale  is  one  of  the  most  pronounced  cases  of 
localized  corrosion  on  record.  Such  cases,  diflFering  from  the  ordinary 
cases  of  general  corrosion,  are  found  chiefly  in  boilers  using  a  high 
percentage  of  condensate  or  distilled  water.  The  design  of  a  boiler 
probably  has  a  noticeable  effect  on  localized  pitting,  but  it  is  very 
evident  that  the  low  osmotic  pressure  of  distilled  water  is  the  direct 
cause  of  the  corrosion  and  that  the  corrosion  is  electrolytic  in  its 
action.  The  proof  of  this  is  found  in  the  fact  that  all  other  known 
methods  of  boiler  water  treatment  failed  to  stop  the  corrosion  at 
Fruitvale  and  also,  after  handling  the  situation  for  more  than  a  year 
on  the  electrolytic  theory,  a  return  to  the  ordinary  method  of  treat- 
ment gave  indications  of  immediate  trouble. 

64  General  corrosion,  while  electrolytic  in  its  action,  is  generally 
attributed  to  the  presence  of  some  acid  radical  in  the  water  and  is 
foimd  in  boilers  using  raw  water.  The  raw  water  may  test  slightly 
acid  or  may  become  so  upon  being  heated.  To  stop  this  general 
corrosion  it  is  necessary  to  add  a  sufficient  quantity  of  alkaline 
salts  to  neutralize  the  acid  radical.  This  is  the  ordinary  method  of 
treating  boiler  waters  and  the  method  has  probably  failed  only  in 
such  cases  where  structural  details  were  particularly  favorable  to 
localized  pitting  and  the  impurities  in  the  water  after  being  neu- 
tralized were  not  of  the  proper  character  or  of  sufficient  quantity  to 
bring  the  osmotic  pressure  to  a  point  where  pitting  would  stop. 
The  Navy  compound  is  being  used  with  such  waters  but  other  salts 
in  the  boiler  water  which  do  not  test  alkaline  in  a  clear  sample  must 
act  to  render  it  non-corrosive,  as  excellent  results  are  being  obtained 
at  plants  using  raw  water  with  alkalinities  ranging  from  0.2  to  2.5  per 
cent. 

65  In  the  bad  water  districts,  both  on  locomotive  and  stationary 
boilers,  it  has  been  more  a  problem  of  fighting  the  formation  of  scale 
rather  than  the  corrosion.  The  impurities  forming  the  scale  in  these 
waters  are  chiefly  the  carbonates  and  sulphates  of  lime  and  mag- 
nesium. In  stationary  plants  undoubtedly  the  most  efficient  pro- 
cess is  to  bring  down  most  of  the  scale,  by  the  use  of  chemicals  in 
an  open  type  feed -water  heater,  and  to  supplement  this  treatment 
with  a  compound  in  the  boiler.  The  Navy  compound  cannot  be 
used  for  this  outside  treatment  as  the  compound  holds  the  scale  in 
suspension.     The  most  common  chemical  used  for  this  purpose  is 
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soda-asb.  This  outside  hot  treatment,  of  course,  cannot  be  used 
with  locomotives  and  is  not  always  passible  at  stationary  plants.  In 
such  cases  it  is  necessary  to  handle  all  of  the  solids  in  the  boiler. 
This  is  rather  difficult  in  very  bad  waters,  since  to  prevent  scale  the 
solids  must  be  held  in  suspension  and  the  concentration  of  these 
solids  in  suspension  beyond  a  certain  limit  causes  priming.  This 
liniit  is  not  definitely  fixed  but  depends  upon  the  anti-foaming  agents 
in  the  water  or  the  compoimd. 

66  The  Associated  Pipe  Line  is  using  successfully  the  Navy 
compoimd  in  26  stations  in  the  San  Joaquin  Valley,  chiefly  for  the 
prevention  of  scale.  Most  of  these  stations  have  three  250-h.p. 
water  tube  boilers  and  use  water  containing  solid  matter  varying  in 
amounts  from  5  to  231  grains  per  gallon.  In  places  where  the  solid 
content  is  so  very  high  it  has  been  necessary  to  increase  the  quantity 
of  anti-foaming  chemicals  above  that  ordinarily  contained  in  the 
Navy  compoimd.  This  has  been  done,  not  by  changing  the  com- 
position of  the  compoimd,  but  by  adding  separately  a  quantity  of  the 
non-foaming  ingredient,  which  in  this  case  is  trisodium  phosphate. 
Additional  trisodium  phosphate  has  also  been  necessary  where  the 
compound  has  been  used  on  locomotives. 

67  In  handling  the  Navy  compound  a  simple  chemical  outfit  is 
placed  in  the  hands  of  the  engineer  in  charge  of  a  station.  A  few 
minutes'  use  of  this  outfit  each  day  gives  him  a  positive  indication 
of  the  condition  and  performance  of  each  individual  boiler.  It 
shows  at  once  whether  all  chemical  reactions  have  been  satisfied  and 
also  the  condition  of  the  boiler  water  with  respect  to  scale-formation 
and  corrosion.  Records  of  the  tests  and  of  the  compound  used 
furnished  the  supervising  engineer  give  him  a  ready  check  on  the 
work  of  the  power  plant  employes.  These  simple  tests,  described 
elsewhere  in  this  paper,  are  easy  to  make,  require  but  little  time,  and 
are  practically  a  method  of  feeling  the  very  heart-beat  of  the  power 
station.  They  serve  to  relieve  any  feeling  of  uncertainty  about  the 
place  and  put  the  engineer  in  charge  in  a  position  to  rely  absolutely 
on  his  boilers. 
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APPENDIX  1 

Synopsis  of  Investigations  by  Frank  Lyon, 
Lieutenant-Commander  U.  S.  Navy* 

68  From  July  1896,  to  August,  1899,  Commander  Lyon  was  Aflsistant  Engi- 
neer, U.  S.  S.  Oregon  and  for  the  greater  part  of  the  time  was  in  direct  cbarge 
of  her  boilers.  The  feed  water  was  kept  in  practically  an  open  tank  and  was 
kept  so  stronglv  alkaline  as  to  render  it  unfit  for  ordinary  purposes.  In  this 
vessel  corrosion  of  boilers  was  almost  imknown. 

69  From  May  1906,  to  May  1909,  Mr.  Lyon  was  Senior  Engineer  Officer  of 
the  Li  .  S.  S.  New  Jersey.  Troubles  from  corrosion  were  experienced  throughout 
the  three  years.  The  corrosion  was  most  noticeable  in  the  piping  in  which  the 
water  was  heated  more  or  less  between  its  entrance  to  and  exit  from  the  system. 

70  The  Oregon  had  fire  tubular  boilers  and  the  New  Jersey  Babcock  and 
Wilcox  boilers.  The  water  in  the  latter  was  kept  slightly  alkaline,  but  owing  to 
fear  of  priming  in  these  small  drum  boilers,  it  was  never  kept  as  alkaline  aa  that 
in  the  Oregon's  boilers.  It  was  felt  that  every  effort  to  prevent  corroaon  and 
to  keep  the  boilers  clean  had  been  made,  yet  destructive  local  corrosion  was 
going  on  and  increasing  in  effect  in  spite  of  the  zincs,  non-«cidity  of  the  water, 
cleaning  and  other  efforts  to  stop  it.  The  Navy  regulations  had  been  followed, 
and  experiments  made,  yet  Mr.  Lyon  had  failed  in  every  particular  to  stop  oono-  ' 
sion  of  metals  having  their  surfaces  in  contact  with  water,  and  he  was  detached 
from  that  duty  and  left,  knowing  that  there  was  something  woefully  wrong  in 
the  methods  he  had  pursued  and  with  the  general  methods  of  treating  com)8ion 
on  shipboard. 

71  With  this  excellent  groimding  in  a  knowledge  of  the  effects  of  corrosion, 
he  began  at  the  Naval  Engineering  Experiment  Station  an  experimental  investiga- 
tion of  the  problem  of  preventing  corrosion.    Tests  were  made  in  distilled,  sea 
and  brackish  waters,  in  diluted  sea  and  brackish  waters  with  jars  open  and 
closed;  in  steel  pots,  glass  jars  and  in  a  boiler.    Very  soon  after  starting  this 
investigation  it  was  seen  that  in  the  untreated  distilled  or  in  fresh  waters  the 
si>eciraens  of  steel  corroded  all  over;  that  as  the  concentrations^  increased,  the 
rate  of  corrosion  at  first  decreased  slightly  and  then  began  to  increase.    In  the 
concentration  where  the  rate  showed  an  increase  there  were  alwa3rs  evidences  ti 
local  corrosion  or  pitting,  and  as  the  concentrations  increased  the  rate  of  l^*^ 
increased  to  a  maximum,  then  fell  rapidly  to  zero  and  remained  there,  the  »X^^ 
of  local  corrosion  becoming  smaller  and  more  pronounced  until  they  disappea*^^ 
altogether  in  the  concentration  in  which  the  loss  was  zero. 

72  The  concentration  whose  strength  is  just  below  the  one  in  which  Ic^ 
corrosion  or  pitting  first  appears,  he  called  the  lower-limit  concentration;  "*^ ' 
one  in  which  the  rate  of  corrosion  is  a  maximum,  the  critical;  and  the  one  j 

*The  Joiirnil  of  The  Araerioan  Society  of  Naval  Epgineers  August,  1912.  Navy  Depart 
Washinjjton,  I).  C.  Price  $1.30  postpaid.  Reprints  of  this  article  are  also  available.  Mi 
the  paragraphs  above  which  refer  to  Mr.  Lyon's  work  are  abstracted  liberality  from  his  article 

)In  this  discussion,  the  concentrations  mentioned  are  the  alkaline  lalts  in  'the' water, expren 
percentages  of  "normal  solution."     Equal  volumes  of  normal  solutions  will  just  satijtfy  a  chem 
reaction  completely  without  any  surplus  of  reagents  remaining  on  either  side  of  tl  e  equation. 
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above  the  one  in  which  the  last  signs  of  oonx>sion  appear,  the  upper-limit  one  for 
the  metal  tested. 

73  In  general  the  fundamental  fact  was  established  that  if  the  solution  is 
kept  sufficiently  concentrated  with  sodium  carbonate,  corrosion  is  inhibited. 
That  is  the  sum  and  substance  of  it. 

74  Also,  that  the  order  of  magnitude  in  which  corrosion  occurs  in  distilled- 
water  solutions  in  the  normal  concentration  of  sodium  nitrate,  chloride  and 
sulphate  was  in  about  the  order  of  the  strength  of  the  acid  radicals. 

75  The  upper  and  lower-limit  concentrations  in  those  solutions  in  which 
they  are  found,  vary  with  the  metals  immersed,  and  with  the  conditions  of  the 
surface  of  the  metal  in  contact  with  the  solution,  both  with  regard  to  impurities 
in  it  and  to  the  physical  treatment  it  has  received. 

76  The  last  two  points  are  very  important  to  remember  as  accounting  for 
local  corrosions;  and  also  this  vital  point: 

That  the  rate  of  loss  in  the  critical  concentration  is  greater  than  that  in  the 
untreated  water.  In  other  words,  it  is  better  not  to  treat  the  water  at  all  than 
to  treat  it  near  the  critical  values,  and  this  can  be  done  very  readily  by  pouring 
compound  into  a  boiler  without  paying  attention  to  what  the  concentration  is  in 
the  boiler,  a  fact  that  demonstrates  the  necessity  for  the  individual  testing  of 
the  water  in  the  individual  boiler  under  steaming  conditions. 

77  The  limit  and  critical  concentrations  of  the  following  solutions  for  one 

grade  of  steel  were  determined  very  carefully.  Expressed  in  percentages  of  normal 

strength  in  distilled  water,  they  are: 

(LOwnuumT 
u.    0.16 
0.16 
''  '^'      0.15 

These  are  the  three  salts  used  extensively  in  boiler  treatment.  They  have  practi- 
cally the  same  characteristics  as  regards  solution  pressure,  which  is  the  measure 
of  the  tendency  to  corrosion. 

78  Further  work  along  these  lines  with  open  jars  showed  that  the  concen- 
tration of  lime  solutions  weakened  very  rapidly,  while  those  in  caustic  soda, 
sodium  carbonate,  disodium  phosphate  and  the  chromates  maintained  or  in- 
creased their  concentration  as  the  water  evaporated.  Solutions  of  lime  water 
exposed  to  the  air  may  be  non-corrosive  to  steel  one  day  and  corrosive  the  next, 
due  to  the  absorption  of  carbonic  acid  from  the  air,  while  if  the  upper-limit 
concentration  of  sodium  carbonate  is  made,  steel  thrown  in  it  will  not  corrode 
until  the  concentration  is  brought  below  the  upper-limit  by  some  external  means. 

79  The  English  of  that  is,  use  sodium  carbonate  if  possible;  do  not  use  lime 
unless  forced  to,  and  when  lime  is  used  be  careful  not  to  work  near  the  critical 
value. 

80  Commander  Lyon  found  that  steel  connected  to  copper  by  a  good 
metallic  conductor  does  not  corrode  in  an  upper-limit  concentration  of  sodium 
carbonate,  lime,  caustic  soda  or  disodium  phosphate.  In  similar  concentra- 
tions air,  oxygen,  carbonic  acid  gas,  graphite,  zinc  oxide,  mill  scale,  and  other 
supposed  exciters  of  corrosion  have  no  effect  upon  steel  or  iron  untD  the  con- 
centration is  reduced  below  the  upper-limit  for  that  steel.  Steel  was  suspended 
m  a  glass  basin  in,  and  above,  the  limit  concentration  of  sodium  carbonate,  and 
pure  oxygen  was  blo\\ii  under  it  in  such  a  way  that  sixty  bubbles  a  minute  im- 
pinged on  the  steel  and  passed  up  along  its  sides;  this  continued  for  eight  days, 


SOLUTION 

UPPKR-UMIT 

CHinCAL 

Sodium  carbonate  (calcined) 

2.6 

0.8  ^ 

Caustic  soda 

2.6 

0.8 

Lime 

2.6 

0.6 
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and  no  signs  of  corrosion  were  evident,  and  there  were  no  loflses  of  weight  TliiB 
was  continued  for  fifteen  days  longer,  using  air  instead  of  oxygen,  with  the  same 
result. 

81  Zinc,  being  of  higher  potential  than  iron,  will  oom>de  in  an  upper-Ut 
concentration  for  iron  or  steel. 

82  It  was  found  that  the  upper-limit  concentration  for  all  irans  and  steels 
was  about  2.6  per  cent  normal  alkaline  strength  of  sodium  carbonate  and  of 
caustic  soda  solutions,  in  distilled  and  in  sea-water.  The  highest  ooncentzatioD 
of  any  of  these  chemicals  in  which  corrosion  was  found  is  2.5  per  cent  of  noniud. 

83  With  pure  feed  water,  sodium  carbonate  and  trisodium  phosphate,  prop- 
erly proportioned,  will  stop  corrosion  and  priming  if  enough  of  the  mixture  is 
used.  If  impure  water  is  used,  then  sodium  carbonate,  trisodium  phosj^te  and 
cutch,  (containing  tannic  acid),  when  used  in  the  right  amounts,  will  stop  oono- 
sion,  prevent  priming,  and  also  prevent  scale  from  forming  unless  the  saturation 
of  sludge  gets  too  high.  Such  a  mixture  is  the  Navy  Standard  Boiler  Com- 
pound; and  if  by  the  use  of  this  compound,  the  water  in  the  boiler  is  always 
kept  at  a  concentration  of  or  above  3  per  cent  normal  alkaline  strength,  no 
corrosion  will  take  place,  no  scale  will  form  and  the  water  will  be  no  more  likely 
to  prime  than  it  would  be  if  it  were  untreated. 

84  The  ingredients  of  the  Navy  compound  are  intimately  united  by  thor- 
ough digestion,  dried,  finely  powdered,  and  well  mixed.  Tbey  are  readily 
soluble  in  water.  The  compound  must  show  on  analysis  at  least  76  per  cent  of 
anhydrous  sodium  carbonate  (Na^Os),  10  per  cent  of  trisodium  phosphate 
(Na8P04.12H/)),  1  per  cent  of  dextrine  or  starch,  and  sufficient  catch  to  yi^ 
at  least  2  per  cent  of  tannic  acid,  the  remainder  to  consist  of  water  and  only  sud) 
impurities  as  are  common  to  the  ingredients. 

85  These  investigations  demonstrated  why  the  boilers  of  the  Oregon  showed 
no  signs  of  corrosion  in  three  years,  and  why  those  of  the  New  Jersey  were  con- 
siderably corroded  in  the  same  time.  In  the  one  the  corrosion  had  been  pre- 
vented by  keeping  the  water  strictly  alkaline;  in  the  other  it  had  been  materially 
aided  by  an  insiifficient  degree  of  alkalinity.  Mr.  Lyon's  conclusions  are  tersely 
expressed  as  follows: 

86  "The  writer  has  no  hesitancy  in  saying  that  any  boiler  using  any  water 
can  be  kept  free  from  corroding  for  any  length  of  time  if  treated  with  soda,  and 
if  its  concentration  is  maintained  at  or  above  3  per  cent  normal  alkaline  strength. 
If  the  water  is  not  to  be  kept  sufficiently  alkaline,  it  had  better  be  kept  neutral."-' 
A  statement  that  is  absolutely  borne  out  by  the  results  of  his  treatment  as  appKw 
at  the  Fruitvale  power  plant  according  to  his  method. 


APPENDIX  2 

DIRECTIONS  FOR  USING  NAVY  COMPOUND 

87  The  Navy  compound  is  in  the  form  of  a  dry  powder.  It  is  easily  dis- 
solved in  warm  water,  but  should  be  boiled  with  a  steam  jet  for  30  minutes  or 
more  to  digest  the  tannin  thoroughly.  Ordinarily  this  solution  is  fed  cononu- 
ously  into  the  hot-well  or  feed- water  line  in  just  sufficient  quantity  to  take  care 
of  the  chemical  reactions  or  to  render  the  water  neutnJ.    When  the  boiltfB  are 
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nm  at  high  alkalinity  the  excess  of  compound  necessary  to  raise  the  alkalinity 
should  be  pumped  directly  into  each  boiler.  In  some  instances  where  the  water 
is  bad  there  is  a  tendency  for  the  sludge  to  choke  the  feed  lines  and  feed  pump 
and  it  is  necessary  to  pump  all  of  the  compound  into  the  boiler  at  intervab  of 
6  to  12  hours.  The  quantity  pumped  in  at  any  one  time  must  provide  for  the 
reactions  until  the  next  pumping. 

88  Where  injectors  are  used  on  the  boilers  the  compound  should  not  be  fed 
into  the  water  supply,  but  must  be  put  into  the  boiler  as  above  described.  An 
injector,  however,  can  be  used  for  putting  the  concentrated  compoimd  solution 
into  the  boiler. 

89  In  cases  such  as  the  Fruitvale  plant  the  practice  has  been  to  carry  the 
water  in  the  boiler  at  3.0  per  cent  normal  alkaline  strength,  or  above.  In  plants 
where  general  corrosion  or  scale  is  found,  the  alkalinity  of  the  boiler  water  has 
been  held  at  a  point  at  which  it  was  found  that  no  scale  formed  and  no  corrosion 
was  evident.  If  in  the  necessary  quantity  of  compoimd  required  for  the  above,' 
the  quantity  of  non-foaming  chemicals  was  not  sufficient  to  prevent  light  water 
with  a  reasonable  amount  of  blowing-ofF,  an  additional  quantity  of  trisodium 
has  been  added.  Blowing-o£F,  however,  when  properly  done  clears  the  boiler  of  a 
very  great  amount  of  the  sludge  and  reduces  the  tendency  to  prime. 

90  In  the  above  methods  of  treating,  the  quantity  of  compound  to  be  used 
in  each  case  is  determined  by  the  alkalinity  of  the  water.  The  test  for  alkalinity 
is  very  simple  and  can  be  performed  by  almost  any  one  of  the  power  plant  em- 
ployes. A  knowledge  of  chemistry  is  not  required  but  usually  one  learns  to 
make  the  tests  from  reading  the  following  instructions.  The  test  for  salt  is  not 
generally  required  except  in  plants  using  salt  water  for  condensing  purposes. 

BOILER  WATER  TESTS 

91  In  general,  tests  of  water  show  it  to  be  alkaline,  neutral  or  acid.  An 
acid  substance  neutralizes  an  alkaline  substance  and  vice  versa.  Therefore,  to 
determine  the  degree  of  alkalinity  or  acidity  of  a  water  the  opposite  substance  is 
added  imtil  the  neutral  point  is  reached.  The  quantity  of  substance  added  to 
bring  about  the  state  of  neutrality  denotes,  when  reduced  to  proper  terms, 
the  degree  of  alkalinity  or  acidity  as  the  case  may  be. 

92  Indicaiora,  The  state  of  alkalinity,  neutrality  or  acidity  is  determined 
by  the  use  of  solutions  which  serve  as  indicators.  A  few  drops  of  indicator 
No.  1  added  to  aQ  alkaline  solution  will  turn  it  a  deep  red.  If  added  to  an  acid 
solution  the  color  will  be  pink.  If  the  solution  is  exactly  neutral  the  color  will  be 
a  faint  yellow. 

93  Teat  Ovifil,  The  standard  Boiler  Water  Test  Outfit  contains  two 
standard  solutions  numbered  No.  1  and  No.  2;  two  indicators  similarly  numbered; 
one  small  bottle  of  soda  solution;  one  dish;  one  stirring  rod;  one  50  cc.  measur- 
ing flask,  and  two  burettes  numbered  No.  1  and  No.  2.  The  burettes  are  grad- 
uated from  0  to  25  cc.  in  0.1  cc.  and  are  used  to  determine  the  quantity  of  standard 
solution  used. 

94  Alkalinity  Test.  Draw  off  a  sample  of  water  from  the  boiler  into  a  vessel 
which  has  just  previously  been  washed  out  with  water  from  the  same  boiler. 
Allow  this  water  to  cool  to  about  room  temperature.  Fill  burette  No.  1  with 
solution  No.  1.  Open  pet  cock  at  bottom  of  burette  and  draw  off  a  few  drops  of 
the  solution  imtil  all  air  bubbles  have  been  expelled  from  lower  end  of  burette 


1128  HANDLING  BOILERS  TO  PREVENT  CORROSION 

and  it  is  filled  to  tip  with  solution  when  cock  is  closed.  Measure  ofif  50  cc.  of  the 
sample  of  boiler  water,  using  the  50  cc.  flask,  and  pour  it  into  dish.  Both  the 
flask  and  dish  should  be  just  previously  washed  out  with  other  water  from  the 
same  sample.  The  sample  used  should  be  clear,  and  contain  only  such  im- 
purities as  remain  in  solution.  If  the  suspended  matter  does  not  readily  settle 
out  the  sample  should  be  filtered. 

95  Add  four  drops  of  indicator  No.  1  into  the  sample  in  the  dish  and  the  eolor 
of  the  sample  should  turn  immediately  to  a  deep  red.  Now  read  the  gradufttkm 
at  the  top  of  the  solution  in  the  burette  No.  1 ;  then  from  pet  cock  at  tibe  bottom 
drop  solution  No.  1  into  the  sample  in  the  dish,  stirring  continuously  with  the 
glass  rod,  until  sample  turns  clear,  then  yellow,  then  a  very  faint  pink.  Clofle  the 
pet  cock  and  read  the  graduation  on  the  burette  at  the  top  of  the  solution.  The 
difference  between  the  two  readings  indicates  the  number  of  cc.  of  solution  No.  1 
required  to  neutralize  the  alkali  in  the  sample.  The  strength  of  solution  is  so 
proportioned  that  the  number  of  cc.  of  solution  used  to  neutralise  the  sample 
represents  directly  the  degree  of  alkalinity  in  per  cent  of  a  standard  nonul 
alkaline  solution.  Thus  if  2.3  cc.  of  solution  is  used,  the  alkalinity  of  the  sample 
is  said  to  be  2.3  per  cent.  f 

06  Note:  The  above  instructions  require  that  the  solution  be  added  until 
the  sample  turns  a  faint  pink.  This  indicates  that  the  alkali  has  been  a  little 
more  than  neutralised  and  the  sample  has  become  slightly  add.  The  error, 
however,  will  be  negligible  for  the  purpose  of  testing  boiler  water  if  the  test  is 
carefully  made  and  the  pet  cock  closed  at  the  instant  that  the  faintest  pink  color 
is  attained  in  the  well-stirred  sample.  After  the  sample  becomes  clear  the 
solution  should  be  added  drop  by  drop  and  the  test  conducted  in  a  good  Ught. 

97  Chlorine  Test.  Fill  burette  No.  2  with  solution  No.  2.  Using  the  same 
sample  used  for  the  alkalinity  test,  add  a  drop  or  two  of  the  soda  solution  to  bring 
the  sample  back  to  neutrality  or  slightly  alkaline.  Add  four  drops  of  indicator 
No.  2.  Now  drop  in  solution  from  burette  No.  2,  stirring  continuously,  until  the 
sample  turns  from  yellow  to  a  reddish-yellow  color  throughout.  The  number  of 
cc.  of  solution  used  multiplied  by  10  represents  the  number  of  grains  of  chlorine 
per  gallon  of  water.  That  is,  if  2.2  cc.  of  solution  is  used  it  means  that  the  wat«r 
contains  22  grains  of  chlorine  per  gallon.  If  the  solution  is  added  until  the 
sample  is  a  deep  red,  erroneous  results  will  be  derived.  The  stop  cock  on  burette 
should  be  closed  as  soon  as  the  change  in  color  from  yellow  to  reddish-yellow 
occurs  in  the  well-stirred  sample. 

98  Chlorine  Content.  Where  boilers  are  blown  down  regularly  the  chlorine 
test  may  be  omitted,  as  the  amount  of  chlorine  does  not  reach  a  dangerous  point- 
At  plants  running  condensing  the  chlorine  should  never  be  allowed  to  run  higher 
than  500  grains  per  gallon.     Blowing-ofif  decreases  the  chlorine  content. 

99  Caution.  Keep  dish,  measuring  flask  and  stirring  rod  clean.  N^^ 
pour  standard  solutions  from  the  burette  back  into  the  bottles.  When  ft  fr^ 
supply  of  standard  solution  is  received  pour  out  all  of  old  solution  and  rinse  bottles 
and  burettes  several  times  with  distilled  water.  On  reading  height  of  liquids  in 
flask  or  burettes  always  read  from  bottom  of  meniscus. 

BOILER  WATER  TEST  CHEMICAL 

100  Soda  Solution.  The  soda  solution  is  an  N/2  normal  solution  of  caustic 
soda  made  by  dissolving  20  grams  pure  caustic  soda  (NaOH)  in  distiUed  vftter 
to  make  1000  cc.  of  solution. 
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101  SohiHan  No,  1  is  an  N/2  normal  solution  of  sulphuric  acid.  Take  about 
950  cc.  of  distilled  water  and  to  it  add  slowly  24.5  grams  of  c.p.  sulphuric  acid 
(H1ISO4)  or  13.3  cc.  of  acid  of  1.84  specific  gravity.  (Never  add  water  to  the 
acid).  To  the  solution  now  add  sufficient  distilled  water  to  make  1000  cc.  of 
solution.  To  determine  the  exact  acid  strength  of  the  solution  it  should  be 
checked  against  the  soda  solution.  A  given  quantity  of  the  acid  solution  should 
exactly  neutralize  an  equal  quantity  of  the  soda  solution. 

102  Solulion  No.  2  is  a  solution  of  nitrate  of  silver  made  by  dissolving  41.01 
grams  of  silver  nitrate  (AgNOs)  crystals  in  distilled  water  to  make  1000  cc.  of 
solution.  Such  solution  when  used  with  a  50  cc.  sample  of  water  represents  for 
each  cc.  of  solution  used  10  grains  of  chlorine  per  gallon  of  water.  If  it  is  desired 
that  the  results  be  in  terms  of  grains  of  sodium  chloride  (common  salt),  the  solu- 
tion should  be  mixed  24.85  grams  silver  nitrate  per  1000  cc.  of  solution. 

103  Indicator  No.  1  is  the  neutrality  indicator  and  is  made  by  dissolving 
1  gram  of  methyl  orange  powder  and  5  grams  of  phenolphthalein  powder  in 
500  cc.  of  alcohol  and  adding  enough  distilled  water  to  make  1000  cc.  of  solution. 

104  Irdicator  No.  2  is  for  the  chlorine  or  salt  test  and  is  made  by  dissolving 
a  gram  potassium  chromate  (K/II1O4)  in  distilled  water  to  make  100  cc.  of 
solution. 

DISCUSSION 

Walter  M.  McFarland.  It  is  unpleasant  to  have  to  say  that  a 
number  of  the  statements  in  this  paper  (as  relating  to  marine 
boilers)  are  inaccurate. 

It  is  stated  that  the  White-Forster  boilers  were  of  such  design 
that  it  was  impossible  to  keep  the  joints  tight  ordinarily.  That 
statement  is  incorrect.  The  company  with  which  I  am  connected 
has  built  all  the  White-Forster  boilers  constructed  in  this  country, 
and  I  know  of  a  large  number  used  in  the  British  Navy ;  and  the 
boilers  have  given  satisfaction  generally. 

A  great  deal  might  be  said  about  this  whole  soda  question,  which 
is  a  very  complicated  one.  I  do  not  propose  to  go  into  it  at  length 
now,  but  some  facts  should  be  brought  out.  The  Unalga  was  men- 
tioned as  having  had  boiler  troubles,  and  it  was  said  it  was  not 
known  whether  the  trouble  was  due  to  soda  or  not,  although  it  was 
mentioned  there  was  some  difference  between  the  conditions  on  this 
vessel  and  a  similar  vessel. 

The  facts  are  that  two  vessels,  the  Unalga  and  the  Miami,  were 
built.  They  were  sister  ships,  with  identical  boilers,  and  every- 
thing else,— and  were  put  into  commission  at  the  same  time.  After 
the  boilers  of  the  Unalga  gave  trouble,  the  details  of  which  I  will 
not  go  into  now,  the  suggestion  was  made  to  look  into  this  soda 
qudfetion.  It  was  found  that  in  the  preceding  period  of  about  eigh- 
teen months,  since  the  boat  had  been  commissioned,  the  Unalga  had 
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used  3300  lb.  of  soda  in  her  boilers,  and  the  Miami,  had  tued  only 
300  lb.  and  had  never  had  any  trouble.  The  o£Scials  of  the  Coast 
Guard  decided  that  it  was  undoubtedly  soda  which  caused  the 
trouble.  They  rescinded  at  once  the  order  requiring  soda  to  be  nsed 
so  that  the  strength  of  the  solution  should  not  be  less  than  3  per 
cent  of  a  normal  alkaline  solution ;  and  they  ordered  the  present 
practice,  which  makes  the  water  slightly  alkaline,  so  that  it  is  only 
a  little  more  than  neutral,— one-half  of  1  per  cent  of  a  normal 
solution. 

The  drum  plates  of  the  Unalga  were  badly  cracked  and  the 
drums  were  condemned  by  the  Coast  Guard  officials,  removed,  and 
replaced  by  new  ones.  Very  shortly  after  that,  this  matter  was 
called  to  the  attention  of  the  Navy  Department ;  and  after  the 
Navy  officials  looked  into  the  story  of  the  Vndlga  and  what  had 
happened,  they  also  rescinded  the  order  that  not  less  than  a  3  per 
cent  of  normal  solution  should  be  used.  Since  that  time  they  have 
been  using  the  one-half  of  1  per  cent  solution. 

There  is  another  point  in  the  paper  to  which  I  object.  (I  under- 
stand, of  course,  that  the  author  and  his  associates  got  their  infor- 
mation as  best  they  could,  but  it  is  unfortunate  that  these  erroneons 
statements  should  be  made.)  The  statement  is  made,  in  the  case 
of  the  Aylwin,  that  an  investigation  was  made  by  the  Naval  Experi- 
ment Station  at  Annapolis,  at  which  the  manufacturer  was  per- 
mitted to  have  a  representative  present;  and  it  was  settled  that  the 
trouble  with  her  boiler  was  not  in  any  way  due  to  soda. 

As  a  matter  of  fact,  there  was  a  preliminary  report  from  the 
physicist  of  the  Experiment  Station,  but  the  matter  is  still  under 
investigation  at  the  Experiment  Station  and  has  not  yet  been  set- 
tled. There  is  a  great  deal  to  be  said  about  the  matter ;  it  is  very 
complicated,  and  requires  the  most  careful  study  and  investigation. 
The  reason  for  this  is  not  because  there  is  any  doubt  in  the  min^ 
of  those  who  have  studied  the  subject,  but  the  deleterious  action  of 
soda  comes  as  such  a  surprise  to  those  who  encounter  it  for  the  first 
time  that  they  want  to  investigate  it  carefully  before  endorsing 
this  explanation  of  the  phenomena. 

I  am  authorized  to  say  that  later  on,  at  the  proper  time,  men 
who  have  made  a  very  exhaustive  study  of  this  whole  effect  of  soda 
solutions  on  boiler  seams  will  pref)are  a  paper,  probably  for  this 
Society,  which  will  give  the  latest  possible  information  on 'the 
subject. 
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Geo.  H.  Gibson  said  that  he  believed  that  the  return  to  treating 
Peed  water  inside  the  boiler,  as  advocated  in  this  paper,  is  a  step 
backwards,  at  least  for  stationary  plants.  That  corrosion  will  not 
3ccur  in  a  solution  of  proper  alkalinity  was  originally  demonstrated, 
tie  believed,  by  the  German  investigators  Heyn  and  Bauer.  Where 
water  is  treated  externally  to  boilers,  a  greater  or  smaller  excess 
3f  reagent  is  employed,  which  accumulates  in  the  boilers,  and  the 
concentration  of  alkalinity  can  be  controlled  by  periodic  blowing 
down.  If  the  water  is  treated  cold,  however,  a  considerable  amount 
of  scale  and  sludge  forming  solids  fail  to  be  eliminated  in  the 
softening  system,  as  pointed  out  in  the  paper.  On  the  other  hand, 
if  the  water  is  treated  above  170  or  180  deg.  fahr.,  the  reactions 
are  practically  instantaneous  and  the  precipitate  formed  is  coarse 
and  settles  rapidly.  It  is  certainly  better  to  remove  these  solids 
before  the  water  enters  the  boilers,  as  practiced  in  modern  hot 
process  softening  systems,  wherein  the  water  is  first  heated  and 
de-aerated  by  spraying  through  a  steam  bath  before  the  chemical 
reagents  are  added.  The  proportions  of  the  chemical  should  be 
based  on  an  analysis  of  the  water,  and  lime,  as  well  as  soda,  is 
necessary  for  the  correct  treatment  of  many  waters.  In  this  way 
practically  all  of  the  scale  or  sludge-forming  substances  can  be 
eliminated,  as  will  be  seen  from  the  following  analyses  of  water 
before  and  after  treatment,  as  obtained  in  large  steam  plants. 

Gkainh  per  U.  S.  Gallon 

Before  After 

Softening  Softening 

Total  dissolved  solids 21.49  18.25 

Total  incrusting  solids 18.28  1.35 

Total  dissolved  solids 19.44  21.01 

Total  incrusting  solids 9.04  0.32 

The  first  analysis  quoted  shows  that  the  water  before  treatment 
contained  over  eighteen  grains  per  gallon  of  incrusting  solids.  After 
treatment  it  contained  1.35  grains  and  the  excess  of  reagent  used 
is  0.88  grain  of  sodium  carbonate  and  1.22  grains  of  sodium  hydrate. 
The  second  sample  was  a  water  which  not  only  deposited  scale  but 
caused  corrosion,  the  corrosion  being  due  to  the  presence  of  free 
sulphuric  acid.  Before  treatment,  this  water  contained  9  grains 
of  incrusting  solids  and  after  treatment  0.32  grain.  The  excess  of 
treating  reagent  used  was  3.18  grains  of  sodium  carbonate  and 
0.33  grain  of  sodium  hydrate.  He  could  give  further  examples, 
but  these  illustrate  the  point  at  issue. 
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This  elimination  of  scale  and  sludge  forming  solids  is  found 
more  important  in  preventing  foaming  ^d  priming  than  is  the 
keeping  down  of  alkalinity  in  the  boiler,  as  pointed  out  in  the 
paper.  As  a  matter  of  fact,  boilers  can  be  operated  successfully 
at  heavy  overloads  with  high  alkalinity,  but  not  with  high  alkalinity 
combined  with  a  large  amount  of  sludge  la  the  water. 

A  good  example  is  presented  by  analyses  obtained  at  one  of  the 
boiler  plants  of  the  U.  S.  Navy  Department.  Before  the  water 
softening  system  was  installed  at  this  plant,  a  great  deal  of  trouble 
was  experienced,  but  whether  the  Navy  compound  was  tried  or  not 
he  did  not  know.  The  total  incrusting  solids  in  this  water  were 
23.29  grains.  It  was  impossible  to  operate  the  boilers  up  to  rating ; 
there  was  severe  priming,  and  it  was  found  necessary  to  shut  down 
part  of  the  plant  and  turn  off  a  number  of  lights  and  use  less  steam 
in  order  to  carry  the  balance  of  the  plant.  It  was  the  practice  to 
wash  the  boilers  out  every  24  hours.  After  the  water  softening 
sjrstem  was  put  in,  treating  the  water  hot,  the  incrusting  solids  were 
reduced  to  1.75  grains,  and  the  boilers  operated  successfully,  al- 
though there  is  present  in  the  water  67.63  griains  of  soluble  salts. 

The  elimination  of  sludge  is  also  desirable,  because  of  the  fact 
that  sludge  is  carried  over  by  even  slight  priming,  and  its  accumu- 
lation may  cause  burning  of  superheating  surface,  lubrication 
troubles,  and  filling  up  of  turbine  blades.  Such  removal  is  doubtful 
where  the  precipitation  of  solids  is  brought  about  in  the  boiler  itself, 
as  advocated  in  this  paper. 

M.  F.  Newman  (written).  The  author's  comparison  of  the  dif- 
ference in  operating  conditions  between  the  use  of  hard,  corroding 
feed  water,  and  when  subjecting  the  feed  water  to  treatment  with 
compound  within  the  boilers  is  merely  an  illustration  of  changing 
the  lime  and  magnesia  salts  into  precipitates  of  such  a  form  that 
they  do  not  adhere  to  the  surfaces  within  the  boiler  and  the  effect 
of  introducing  an  alkali  to  combine  with  acid  radicals  that,  under 
ordinary  circumstances,  would  be  free  to  attack  the  boiler  metal. 

The  action  of  boiler  compounds  for  the  precipitation  of  lime  and 
magnesia  and  the  neutralizing  of  harmful  acids  has  long  been 
thoroughly  understood,  and  it  is  well  known  that  the  addition  df 
starch  and  tannin  to  a  compound  consisting  principally  of  sodium 
salts  tends  to  prevent  the  adherence  of  the  precipitated  lime  and 
magnesia. 
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While  the  method  described  by  the  author  may  be  considered 
novel,  it  is  by  no  means  rational,  since  to  impurities  already  present 
in  the  boiler  feed  there  is  being  added  more  impurities,  so  that  the 
final  effect  is  to  increase  the  impurities  in  the  water  in  the  boiler 
without  any  compensation  in  the  way  of  removing  or  freeing  the 
water  from  suspended  matter. 

The  application  of  precipitants  to  water  within  the  boiler  is 
irrational  and  at  the  best  is  a  mere  makeshift.  In  the  process  of 
generating  steam  nothing  but  pure  water  is  evaporated  so  that  there 
is  a  constant  building  up  of  impurities  in  the  water  remaining  in 
the  boiler.  This  applies  to  the  soluble  salts  as  well  as  the  suspended 
matter. 

When  the  reactions  for  the  precipitation  of  lime  and  magnesia 
are  carried  on  within  the  boiler,  the  result  is  to  befoul  the  water 
with  suspended  matter  and  increase  its  density  with  soluble  salts, 
so  that  more  fuel  is  required  for  the  generation  of  steam  and  a 
more  frequent  changing  of  the  water  to  eliminate  the  soluble  solids, 
as  well  as  the  suspended  matter  collected. 

The  logical  method  of  overcoming  scale  and  corrosion  in  steam 
boilers  is  to  properly  soften  and  purify  the  water  by  removing  all 
permanent  hardness,  eliminating  or  neutralizing  all  acids,  and  re- 
ducing the  remaining  scale-forming  substances  to  less  than  3  grains 
per  U.  S.  gallon,  maintaining  the  alkalinity  in  the  purified  water 
between  3  and  4  deg.  (1  deg.  equivalent  to  1  gr.  calcium  carbonate 
per  U.  S.  gal.)  with  the  efluent  clear  and  free  from  suspended 
matter.  Such  a  softened  and  purified  water  constantly  supplied 
to  boilers  will  not  form  scale  or  cause  corrosion. 

As  an  illustration  of  the  results  accomplished  by  this  rational 
method  with  a  properly  designed  apparatus,  the  analyses  in  Table  1 
of  raw  and  softened  water  are  submitted  to  show  water  from  widely 
differing  sources  in  close  agreement  as  to  alkalinity  and  softness. 

William  Kent  said  it  seems  the  author  has  established  his  point 
in  regard  to  the  particular  water  dealt  with,  but  the  paper  contains 
no  reference  to  water  treatment  in  general. 

He  thought  several  terms  in  the  paper  should  be  made  dearer, 
for  instance,  **3  per  cent  normal,"  ''back  shopping,"  ** engine  left 
in  chain  gang,"  *4ight  water,"  etc. 

Regarding  the  composition  of  the  Navy  compound,  he  thought 
the  expression  ^'sufficient  cutch  to  yield  at  least  2  per  cent  tannic 
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acid''  should  be  translated  so  that  engineers  could  go  to  the ehemieal 
manufacturer  and  buy  the  materials  for  making  the  compound. 


TABLE    I        ANALYSES  OF  RAW  AND  SOFTENED  WATEB 


Volatile  and   Organic  Matter. 

Silica     

Iron   and   Alumina    Oxides. . . 

Calcium  Carbonate 

Calcium  Sulphate 

Magnesium  Carbonate    

Magnesium  Sulphate    

Magnesium  Chloride    

Magnesium  Nitrate    

Magnesium  Hydrate    

Sodium  Sulphate    

Sodium  Chloride    

Sodium  Carbonate    

Sodium  Hydrate     

Sodium  Nitrate    

Total   Solids 

Suspended   Matter 

Free  Carbonic  Acid 

Alkalinity    

Incrusting  Solids 

Non-Incru8ting  Solids    


A 

B 

C 

D 

Grains  per  U.  S.  Gallon 

1.45 

1.85 

1 

.75 

.65 

.66 

.45 

.35 

.45 

trace 

trace 

trace 

tnee 

17.75 

1.75 

10.50 

1.50 

8.06 

•   •   •   • 

•  •  ■   • 

•  •  •  • 

•    •   ■    • 

«   •   •   • 

8.99 

«  t  •  • 

12.42 

•   •  •   • 

5.07 

•  •  •  • 

•    •   •    ■ 

•   •   •   • 

.96 

•  •  •  • 

•    •    •    • 

•    •   •   • 

.21 

•  •  •  ft 

•    •    ■    • 

.28 

•   •  •   ■ 

.52 

25.77 

48.59 

•   ■  •   ■ 

6.18 

16.15 

17.68 

.18 

1.32 

•   •   •    • 

.80 

•   •  •   • 

1.06 

•    ■   •   • 

.68 

•   •  •   • 

.08 

•   •  •   • 

•    •   •    • 

.21 

.24 

77.25 

66.48 

21.96 

12.00 

.15 

trace 

.15 

tnee 

.44 

none 

.44 

oone 

17.75 

8.75 

15.25 

8.50 

88.88 

2.48 

21.08 

2.47 

41.92 

62.70 

.13 

8.88 

Analysis  A  Water  from   Shallow   Creek  Bank   Well,   Enderlin,   N.   D. 

Analysis  B  Same  water  as  A  after   softening 

Analysis  C  Spring  water  from   Clarkdale,    Arts. 

Analysis  D  Same  water  as  C  after  softening 

Howard  Stillman  (written).  Concerning  the  use  of  the  3  per 
cent  normal  alkalinity  and  the  Navy  compound  on  locomotive  boilers 
in  main  line  service,  I  quite  differ  from  Mr.  Babeock  as  to  results 
obtained  on  the  locomotive  boilers  he  has  experimented  with.  ^ 
the  first  place  Commander  Lyon  states  distinctly  that  very  rapid 
local  pitting  and  corrosion  occurs  with  alkaline  solution  under  2.t) 
per  cent,  placing  the  concentration  of  3  per  cent  as  the  upper 
limit  at  which  corrosion  will  positively  stop.  This  concentration 
is  equivalent  to  92.7  gr.  sodium  carbonate  per  gallon,  or  12.2  lb- 
per  1000  gal.,  an  amount  of  soluble  matter  locomotive  boilers  can- 
not carry  without  excessive  foaming  and  priming.  With  the  use 
of  the  Navy, compound  on  locomotives  Mr.  Babeock  is  maintaining 
less  than  1  per  cent  normal  alkalinity,  and  there  seems  to  be  no 
reason  to  expect  a  decrease  in  corrosion  under  these  circumstances, 
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inasmuch  as  the  potential  of  the  liquid  is  considerably  less  than  that 
of  the  metal  with  which  it  is  in  contact.  The  evidence  brought  out 
by  Commander  Lyon's  paper  indicated  that  corrosion  would  not 
stop  until  the  potential  of  the  liquid  was  in  excess  of  the  metal, 
and  that  2.6  per  cent  normal  alkalinity  was  required  to  produce 
this. 

On  many  occasions  I  have  inspected  locomotive  boilers  using 
the  Navy  compound  and  as  yet  do  not  find  any  evidence  of  decrease 
in  pitting  and  corrosion  in  bad  water  districts. 

The  Mallet  Consolidation  engine  4031  to  which  Mr.  Babcock 
refers,  was  first  placed  in  service  with  new  firebox  on  Dec.  20,  1912. 
The  Navy  compound  was  first  used  in  July,  1914,  and  maintained 
until  June,  1915,  when  the  engine  was  withdrawn  from  service  and 
condemned  for  new  firebox.  During  the  interval  the  engine  ran 
19,790  miles.  I  made  a  thorough  inspection  of  the  firebox  in  the 
boiler  shop  after  it  had  been  removed,  and  found  the  crown  sheet 
badly  pitted  and  corroded  on  the  water  side.  The  Navy  compound 
was  used  for  a  period  covering  but  43  per  cent  of  the  engine's 
mileage,  but  the  extent  of  the  pitting  and  corrosion  appeared  to 
exceed  that  shown  by  the  firebox  of  an  engine  of  the  same  class 
in  like  service  on  the  same  district,  that  had  used  Navy  compound 
only  4  per  cent  of  its  mileage,  practically  none.  The  evidence  from 
engine  4031  does  not  appear  to  bear  out  Mr.  Babcock 's  statement 
regarding  the  effect  of  the  compound  in  lengthening  the  life  of 
the  boiler.  This  engine  was  shopped,  not  for  machinery,  but  for 
boiler  repairs,  with  a  firebox  mileage  of  but  45,501. 

Mr.  Babcock  states  that  the  new  water  at  Bakersfield  is  very 
light.  The  engineers  in  this  district  state  that  it  appears  to  be 
light  only  when  used  with  Navy  compound.  On  engines  not  using 
Navy  compound  no  trouble  is  experienced  with  ** lightness"  of  this 
water. 

Nothing  new  is  here  brought  out  regarding  the  specific  action 
of  carbonates  or  phosphates  of  soda,  of  which  the  Navy  compound 
is  composed  chiefly,  on  such  solids  as  produce  permanent  hardness. 
The  compound  is  effective  in  breaking  up  and  decreasing  scale 
formation,  throwing  out  such  matter  within  the  boiler  as  insoluble 
carbonates  or  phosphates  in  definite  proportion. 

The  tendency  for  boiler  water  to  foam  and  prime  is  a  direct 
function  of  the  rate  of  evaporation  demanded.  The  evaporation 
of  the  Fruitvale  boilers  was  shown  by  official  test  tQ  be  approxi- 
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mately  3.7  lb.  equivalent  per  sq.  ft.  of  heating  sarface  per 
My  test  records  of  the  Mallet  locomotive  boilers  show  the  correspcmd- 
ing  equivalent  to  be  at  the  rate  of  7937  lb.,  or  an  increase  over  the 
stationary  practice  of  114  per  cent.  There  is  a  great  deal  of  com- 
plaint from  foaming  and  priming  from  our  mechanical  department 
on  the  district  over  which  the  Navy  compound  has  been  used. 

Mr.  Babcock  makes  reference  to  the  use  of  tri-sodium  phosphate 
as  a  specific  against  foaming.  The  evidence  in  operation  of  our 
power  does  not  show  this  to  be  true.  He  states  that  tri-sodium 
phosphate  prevents  the  rise  of  the  surface  tension  of  the  solution 
and .  consequent  priming.  I  do  not  find  any  verification  of  this 
statement  in  principle. 

The  Navy  compound  is  being  applied  by  Mr.  Babcock  most  gen- 
erally to  superheater  locomotives.  Superheaters  are  placed  in  boil- 
ers at  considerable  expense,  and  if,  owing  to  circumstances,  their 
superheating  surface  is  converted  to  evaporating  surface,  as  with 
priming,  their  efficiency  is  impaired  in  direct  proportion. 

In  order  to  determine  the  loss  of  superheat  efficiency  from  this 
cause,  tests  were  made  with  Mikado  engine  3239  in  passenger  service 
between  Los  Angeles  and  San  Luis  Obispo,  a  run  of  223  miles.  This 
engine  is  one  of  our  latest  type  Mikados,  26  x  28-in.  cylinders, 
210,406  lb.  on  drivers,  and  63-in.  wheel.  It  has  used  the  Navy 
compound  and  tri-sodium  phosphate  since  July,  1915.  Pull  details 
of  these  tests  are  on  file,  and  a  summary  of  them  is  here  given. 


TABLE  2      EFFECT  OF  NAVY  COMPOUND   IN  LOCOMOTIVE  OPERATION 


Out  Trip— L.  A. 
to  8.  L.  O. 


Date I  0-23-16 

Navy  Comp.  and  Tri-Sodium  Phos.  with' 

Gal.  fuel  oil  per  1000  ton-miles  .  .  .  |  17 .59 

Average  superheat,  deg,  fahr '      191 

Per  cent  more  fuel   per  1000  ton -I 

miles '      7.78 

Per  cent  less  superheat ,  27 .92 


9-28-16 

without 
16.32 
265 


In  Trip-S.  L,  O. 

Totals  and 

to  L.  A. 

Averages 

9-24-13 

9-29-15 

1 
1 

with 

without 

with     '  vithm 

11.26 

10.78 

13.55       12.74 

242 

249 

221 

254 

4.46 

•  •  •   > 

0.35 

.... 

2.81 

•   •  •   • 

12.99 

— 

The  excesses  shown  for  the  outward  trip  are  due  to  the  treatment 
with  5  lb.  Navy  compound  and  9  lb.  tri-sodium  phosphate,  giv^^ 
at  Los  Angeles.  With  no  treatment  at  San  Luis  Obispo  on  return 
trip  the  losses  were  less. 

Regarding  the   instructions  that  engineers   operating  engi^^ 
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which  are  being  treated  with  this  compound  should,  as  often  as 
necessary,  avail  themselves  of  the  opportunity  to  use  the  blow-off 
cock,  heat  losses  from  blowing  off  are  directly  proportional  to  the 
volume  of  water  wasted  and  heat  units  therein  at  200  lb.  boiler 
pressure. 

F.  F.  Vater  contributed  a  written  discussion,  in  which  he  stated 
that  the  water  used  at  Fruitvale  is  not  a  bad  water ;  as  far  as  the 
analysis  shows,  the  only  corrosive  elements  are  nitrate  of  lime  and 
chloride  of  magnesium.  In  any  properly  operated  treating  plant, 
these  two  substances  would  have  been  changed  to  sodium  chloride 
and  sodium  nitrate,  both  of  which  are  inert.  The  analysis  says 
nothing  of  the  dissolved  oxygen,  which  may  or  may  not  have  been 
present ;  if  present,  it  would  have  a  material  bearing  on  the  trouble. 

If  there  were  no  dissolved  oxygen  in  the  water  after  passing 
through  the  softening  plant,  absolutely  nothing  of  a  corrosive 
nature  remained  in  the  water  after  treatment.  This  being  true 
beyond  argument,  he  suggested  that  the  cause  of  the  pitting  and 
corrosion  lay  entirely  outside  the  quality  of  the  water,  and  that  an 
intelligent  search  would  have  developed  the  cause. 

J.  H.  Andrew  has  definitely  shown  that  a  saturated  solution  of 
caustic  soda  will  embrittle  iron  and  steel  plates  by  occlusion  of 
hydrogen.  At  boiler  temperatures  it  is  well  known  that  soda  ash 
yields  up  its  carbonic  acid,  changing  to  caustic  soda.  We  have, 
therefore,  in  the  boiler  caustic  soda  in  a  dilute  solution,  knowing 
that  caustic  soda  in  saturated  solution  crystallizes  steel  and  iron. 

A  score  of  plants  use  in  their  boilers  well  water  containing 
sodium  carbonate,  and  have  had  trouble  with  cracked  plates,  tears, 
ruptures  and  boiler  explosions.  It  cannot  be  proven  that  soda  ash 
was  the  cause,  because  a  wide  gap  exists  between  a  saturated  solu- 
tion, such  as  used  by  Mr.  Andrew,  and  a  dilute  solution,  which  is 
all  that  could  exist  in  the  boiler.  We  know  that  in  saturated  solu- 
tion the  crystallization  of  the  metal  takes  place  in  short  periods  of 
time,  numbered  by  days.  We  know  further  that  several  years*  time 
elapsed  between  the  introduction  of  the  water  containing  sodium 
carbonate  and  the  culmination  of  the  trouble. 

It  stands  to  reason  that  a  dilute  solution  will  bring  about  the 
same  effect,  given  sufficient  time,  that  a  saturated  solution  will 
bring  about  in  a  short  time.  In  none  of  the  cases  where  trouble 
came,  due  to  crystallized  plates,  did  the  alkalinity  of  the  water 
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entering  the  boUer  equal  1/200  part  normal.  What  then  will  occur 
in  time  to  a  boiler  in  which  3  per  cent  normal  alkalinity  is  main- 
tained? 

He  did  not  like  the  density  of  the  water  where  Navy  compound 
is  used.  Neglecting  the  starch,  tri-sodium  phosphate  or  tannic  acid 
at  Fruitvale,  we  have  a  saturation  of  998.667  grains  per  gallon, 
corresponding  to  a  density  of  1.017.  Sea  water  has  densities  rang- 
ing from  1.026  to  1.03.  He  had  seen  tube  after  tube  burned  out 
in  cases  where  the  water  had  a  density  of  1.0032.  Rather  than  take 
any  chances  beyond  1.0032,  he  would  use  barium  hydrate  to  pre- 
cipitate the  sulphate,  and  get  rid  of  the  sodium  sulphate  end 
product. 

Mr.  Babcock  speaks  of  loss  of  tubes  since  the  adoption  of  the 
Navy  compound,  from  other  causes  than  pitting  and  corrosion.  To 
him,  the  cause  is  excessive  density  of  the  water  evaporated,  and  the 
wonder  is  that  the  tube  loss  from  density  is  not  greater  than  the 
tube  loss  from  pitting  and  corrosion. 

The  whole  tendency  of  the  times  in  boiler  practice  is  to  obtain 
pure  waters.  With  pure  water  high  evaporative  capacities  can  be 
obtained  without  trouble,  and  this  cannot  be  done  by  using  Navy 
compound.  With  boilers  constructed  of  pure  metal,  waters  treated 
hot,  and  low  excess  of  soda  ash,  much  more  economical  boiler  per- 
formance will  be  obtained,  and  no  pitting  or  corrosion  due  to  auto- 
olectrolysis  or  anything  else  will  occur. 

L.  M.  BooTH^  (written).  It  is  surprising  that  Mr.  Babcock 
should  have  been  content  to  follow,  without  modification,  the  error 
of  Mr.  Lyon  of  feeding  to  boilers  a  substance  like  carbonate  of  soda 
which  contains  over  41  per  cent  carbon  dioxide,— itself  a  fmitfal 
cause  of  corrosion.  It  is  safe  to  assume  that,  by  the  use  of  siich  a 
large  quantity  of  soda  ash  in  boilers,  he  has  transferred  some  of  his 
corrosion  troubles  to  steam  lines  and  other  surfaces  beyond  the 
boilers. 

The  record  of  the  reduction  of  corrosion  is  important,  although 
the  author  would  have  had  greater  success  by  a  judicious  use  of 
caustic  soda  instead  of  sodium  carbonate.  It  is  a  fact  that  sodium 
carbonate  changes  to  caustic  soda  in  the  boiler,  so  why  add  the  cor- 
rosive carbon  dioxide  which  must  necessarily  be  promptly  expelled 
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with  the  steam  to  get  in  its  corrosive  work  elsewhere  T  Besides,  the 
water  in  question  is  one  which  requires  a  caustic  treatment  instead 
of  a  carbonate  treatment. 

All  of  the  chemical  information  available  on  boiler  water  treat- 
ment is  none  too  much  to  command  when  tackling  a  corrosion  prob- 
lem, so  it  seems  that  the  author's  ''one  corrective  to  all  waters"  is 
an  endeavor  to  make  the  task  more  easy  and  simple  than  it  really  is. 
In  the  first  place,  let  it  be  understood  that  by  the  elimination  of  the 
lime  process— assuming  that  it  was  eflSciently  carried  oiit— there 
was  fed  to  the  boilers  of  this  power  plant,  every  day  of  service  on 
the  rating  basis,  668  lb.  of  sludge  which  might  just  as  well  have 
been  diverted  to  the  sewer.  The  presence  of  this  suspended  matter, 
1  lb.  per  1000  gal.  of  water  evaporated,  increases  the  tendency  of 
foaming  and  necessitates  more  blowing  off  than  if  Mr.  Babcock  had 
used  the  lime  process  on  the  feed  water  as  preliminary  to  the  excess 
soda  method  in  the  boilers. 

While  no  data  are  given  to  show  the  quality  of  the  water  de- 
livered by  the  water  treatment  plant  which  was  abandoned  for  the 
Navy  compound  process,  it  is  to  be  assumed  that  the  water  was  not 
properly  treated,  since  in  Mr.  Geibers  supplement  are  recorded 
unfavorable  results  in  transformer  cooling  coils,  etc.,  and  also  that 
there  was  hard  scale  in  the  boilers. 

I  wish  to  endorse  the  general  plan  of  testing  the  boiler  blow-off 
water,  although  I  recommend  tests  be  made  to  determine  the  amount 
of  suspended  matter,  in  addition  to  the  alkalinity  tests  described. 
The  additional  information  is  valuable  and  it  is  but  slight  trouble 
to  obtain  it,  the  process  being  much  quicker  and  simpler  than  the 
alkalinity  test. 

E.  N.  Trump  thought  the  paper  implies  that  the  cracking  is  due 
to  excess  of  caustic  soda,  whereas  it  has  not  been  proven  that  caustic 
soda  is  the  cause  of  the  cracking  of  steel.  It  may  be  the  cause  of 
cracking  of  some  kinds  of  steel,  but  not  enough  is  known  about  the 
subject  to  make  exact  determinations.  He  had  undertaken  many 
investigations  and  performed  various  kinds  of  experiments  to  find 
out  the  cause  of  the  cracking  of  steel  in  contact  with  caustic  soda, 
but  so  far  without  result. 

He  thought  the  statements  made  in  the  paper  in  this  connection 
are  not  based  on  adequate  scientific  investigation.  From  his  exper- 
ience there  certainly  existed  no  cracking  because  of  carbonate  of 


1140  HANDLING  BOILEBS  TO  PREVENT   CORROSION 

soda.    An  excess  of  caustic  soda  appears  in  some  instances  to  give 
trouble,  but  only  in  the  case  of  certain  kinds  of  steeL 

Frederick  E.  Geibel  said,  in  reply  to  a  question  by  E.  P.  Bates, 
it  was  found  in  experiments  that  corrosion  was  most  rapid  with  a 
temperature  of  190  deg.  fahr.,  and  results  with  the  boilers  in  service 
checked  with  experimental  figures. 

J.  P.  Walsh  explained  the  shop  terms  questioned  by  Profeawr 
Kent.  He  said  **back  shopping''  refers  to  putting  a  locomotiTe 
in  what  is  termed  the  **back  shop''  after  it  is  practically  worn  out 
In  this  shop  the  flues  are  ordinarily  removed,  and  the  entire  engine, 
boiler  and  parts  thoroughly  overhauled. 

The  term  ** chain  gang"  is  used  in  the  practice  of  rmming 
engines  with  other  than  regularly  assigned  crews,  where  the  crews 
vary  from  Jtrip  to  trip.     A  chain  gang  is  such  a  crew. 

** Light  water"  is  water  which  foams  easily.  Such  water  is 
likely  to  be  carried  over  into  the  cylinders  and  cause  much  trouble. 

The  Author.  In  answer  to  those  advocating  pre-treating  of 
the  boiler  water,  I  might  say  that  any  method  of  purifying  the 
water  before  it  enters  the  boiler  is  certainly  preferable,  all  things 
considered.  The  hot  treatment  is  believed  to  be  more  effective  than 
the  cold,  but  is  necessarily  not  applicable  to  water  for  locomotives. 
The  cold  treatment  has  been  used  very  extensively,  but  unless  water 
is  given  ample  time  to  settle,  the  desired  results  are  not  obtained. 
Recent  experience  with  lime-treated  water  by  the  cold  process  bears 
out  the  statement  made  by  Commander  Lyon— that  lime  water  under 
certain  conditions  is  highly  corrosive. 

Mr.  McParland  promises  some  further  data  on  the  destructive 
action  on  boilers  carrying  water  at  high  alkalinities.    Since  our  ex- 
perience has  failed  to  develop  a  single  case  of  trouble  from  this 
source,  his  paper  will  be  received  with  much  interest.     It  is  to  be 
hoped  that  he  will  be  sufficiently  explicit,  and  that  his  statena^^^ 
will  be  sufficiently  supported  by  unbiased  evidence  to  justify  ^^^ 
charges  that  many  of  my  statements  are  inaccurate. 

It  is  quite  evident  that  Mr.  Stillman  has  not  followed  persona^^y 
the  tests  on  locomotive  boilers  using  Navy  compound.    No  att^^^ 
has  been  made  to  carry  a  3  per  cent  solution  in  locomotive  bail^^' 
but  only  a  sufficient  quantity  to  prevent  scale  and  corrosion.      ^ 
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mileage  on  Engine  4031  given  by  Mr.  Stillman  may  not  be  con- 
sidered as  a  very  good  record,  but  it  is  59  per  cent  greater  than  the 
previous  record  of  this  same  engine  not  using  the  compound.    His 
statements  in  regard  to  the  effect  of  the  compound  on  the  superheat 
are  based  only  on  one  round  trip.    Fuel  records  on  eleven  superheat 
engines  over  a  period  of  twenty  months  show  a  5  per  cent  decrease 
in  gallons  of  fuel  per  1000  ton-miles  in  favor  of  the  engines  treated 
with  Navy  compound.    And  he  persists  in  a  total  lack  of  apprecia- 
tion of  the  well-known  fact  that  a  boiler  can  better  be  blown  off  by 
a  series  of  quick,  short  blasts  than  by  opening  the  cock  wide  for 
several  minutes.    Furthermore,  he  fails  apparently  to  comprehend 
the  meaning  of  the  upper  and  the  lower  limits  fixed  by  Lyon's  in- 
vestigation, beyond  which  in  both  directions  corrosion  does  not  oc- 
cur.   The  zones  between  neutrality  and  the  lower  limit,  and  between 
the  upper  limit  and  any  higher  degree  of  alkalinity  yet  observed, 
are  those  of  no  corrosion.     (See  ** Effect  of  varying  degree  of  con- 
centration  of  alkaline  solutions,''  in  paper  by  Lieut-Com.  Frank 
Ijyon.^) 

The  remainder  of  Mr.  Stillman 's  discussion  is  founded  on  evi- 
dence derived  from  sources  we  have  long  since  found  to  be  unre- 
liable. 

Mour.  Am.  Soc.  Nav.  Engrs.,  August,  1912. 
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AUTOMATIC  MECHANICAL  CONTROL  OF 
LATHES  AND  SCREW  MACHINES 

By  Luther  D.  Bublinoame,  Providknce,  B.  I. 
Member  of  the  8oeietj 

This  paper  has  been  prepared  as  a  companion  paper  to  that 
on  Electric  Control  of  Machine  Tools  presented  before  the  Society 
at  this  meeting  by  L.  C.  Brooks,  Jun.Am.Soc.M.E.,  and  also  to 
the  paper  on  Automatics  presented  by  Ralph  E.  Flanders,  Mem. 
Am.Soc.M.E.,  before  the  International  Engineeiing  Congress,'  San 
Francisco,  September,  1915.  It  will  be  confined  to  a  discussion  of 
the  automatic  control  of  lathes  and  screw  machines  for  the  reason 
that  these  arts  show  the  most  highly  developed  examples  of  auto- 
matic control, — naturally  so,  as  the  attention  of  designers  and  in- 
ventors has  longest  been  directed  to  developing  such  features  in 
these  lines  of  machines. 

2  It  is  the  purpose  of  this  paper  to  supplement  that  of  Mr. 
Flanders  by  illustrating  with  specific  cases  the  general  principles 
and  organization  of  devices  for  automatic  mechanical  control.  There 
is  another  fertile  field  for  investigation  and  discussion  not  dealt  with 
here,  that  is,  the  use  of  fluid  control,  including  pneumatic  control,  a 
field  which  the  Patent  Office  records  show  to  have  already  received 
a  great  amount  of  attention  and  which  will  no  doubt  be  further 
developed  in  the  near  future. 

3  While  it  is  tnie  that  the  automatic  control  of  machine  tools 
began  when  the  first  power  feeds,  reversing  mechanisms,  etc.,  re- 
placed hand  operations,  these  features  have  become  so  well  known 
that  at  the  present  day  something  further  is  meant  when  we  speak  of 
automatic  control.  In  a  general  way  the  term  ''automatic  control" 
now  applies  to  the  organization  of  a  machine  so  that  aU  operations 
required  to  complete  the  work  are  automatically  performed,  and  the 
object  is  to  have  these  operations  so  performed  as  not  only  to  secure 
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in  large  measure  the  advantages  of  hand  work  guided  by  human 
intelligence,  but  also  to  insure  a  uniformity  and  quantity  of  product 
beyond  that  which  can  be  commercially  obtained  by  hand  work,— 
uniformity,  in  that  the  same  conditions  prevail  for  produdng  each 
successive  piece,  and  increased  quantity,  in  that  the  element  of 
fatigue  is  absent  and  that  the  workman  can  often  keep  in  operatbn 
more  than  one  machine. 

4  While  as  a  general  rule  automatic  control  means  added 
complication  of  mechanism,  many  ''single  purpose'^  machines 
having  full  automatic  control  which  are  even  simpler  than  the  cor- 
responding machines  designed  for  general  use  but  without  the 
features  of  full  automatic  control  are  in  use  today. 

5  In  determining  whether  the  employment  of  automatically 
controlled  ''single  purpose"  machines  is  warranted,  the  vital  question 
is  whether  the  product  is  wanted  in  sufiSciently  large  quantities  and 
whether  the  design  is  sufficiently  well  established  to  justify  the 
investment  in  such  special  machines.  The  same  question  piesentB 
itself  in  considering  the  use  of  automatically  controlled  machmes 
for  general  work  as  compared  with  semi-automatic  or  hand  machines. 

6  It  must  be  determined  whether  the  added  original  cost  and 
greater  cost  for  repairs  are  justified  when  to  this  must  also  be  added 
the^  more  expensive  tool  equipment  and  longer  time  required  for 
setting  up. 

7  In  considering  the  cost  for  repairs,  the  <;onditions  to  be  borne 
in  mind  are  the  greater  danger  of  a  breakdown  and  the  greater  skill 
required  to  keep  the  machine  in  running  condition.  It  must  be 
borne  in  mind  that  while  repairs  are  in  progress  a  more  expensive 
equipment  is  standing  idle  and  the  output  is  curtailed  to  a  greater 
degree. 

8  In  Spite  of  such  drawbacks,  each  year  sees  an  advance  m  the 
successful  use  of  automatically  controlled  machines.  The  tendency 
to  manufacture  in  larger  quantities,  including  the  growing  demand 
for  large  numbers  of  duplicate  parts,  provides  a  legitimate  field  for 
many  kinds  of  automatically  controlled  machine  tools,  both  general 
and  special. 

9  The  fact,  already  mentioned,  that  in  operating  automatically 
controlled  machines  the  human  factor  is  less  in  evidence  than  is  the 
case  in  hand  operated  machines,  makes  it  possible  generally  to 
employ  less  skilful  workmen,  or  workmen  who  have  had  a  shorter 
term  of  training,  without  lowering' the  quality  of^the  work.  On  tie 
other  hand,  the  use  of  automatically  controlled  machines  increases 
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the  need  of  skilful  supervision  and  of  skilled  men  for  their  construc- 
tion and  repair. 

10  The  unit  plan  in  the  design  of  automatically  controlled 
machines  makes  it  possible  often  on  a  ''general  purpose"  machine  to 
add  attachments  to  the  simpler  or  basic  design  so  as  to  perform  auto- 
matically the  more  intricate  special  operations  without  adding  new 
machines  to  the  equipment. 

11  The  features  most  prominent  and  essential  in  the  automatic 
control  of  machine  tools  can  be  classified  as  follows: 

I  Spindle  drives 

II  Means  for  inserting,  feeding  and  removing  the  work 

III  Tool  feeding  mechanisms 

IV  Indexing  mechanisms 

V  Ck)ntrolling  means  for  the  various  mechanisms 

I      SPINDLE  DRIVES 

12  Features  of  automatically  controlled  spindle  drives  may  be 
classified  as  follows: 

a    Speed  change 

b    Reversal  of  spindle 

c    Stopping  of  spindle 

13  a  Speed  Change,  In  automatic  turret  machine  work  it  is 
often  important  to  have  more  than  one  spindle  speed  available  dur- 
ing the  operation  on  a  given  piece  of  work,  in  order  that  time  may  be 
most  fully  economized.  At  the  present  time  such  machines  usually 
have  a  constant  speed  drive,  not  only  to  secure  power  on  the  slow 
speed  where  most  needed,  but  also  so  as  to  be  convenient  for  apply- 
ing a  constant  speed  motor  drive. 

14,  The  automatic  change  of  spindle  speeds  in  such  cases  is 
usually^  provided  for  by  gearing  controlled  by  the  mechanism  of  the 
machine.  Fig.  1  shows  the  front  view  of  an  automatic  turret  lathe 
embodying  this  feature,  and  Fig.  2,  a  section  through  the  spindle. 
In  this  construction  any  one  of  eight  changes  of  spindle  speed  can  be 
automatically  obtained,  the  changes  being  made  by  means  of  an 
intermittently  revolving  drum  carrying  dogs  which  shift  levers  1, 
2  and  3  as  desired.  Levers  1  and  3  control  clutches  to  engage  gears 
giving  four  speeds,  and  the  number  of  speeds  so  obtained  can  be 
doubled  by  the  operation  of  lever  2  which  either  clutches  direct  to 
the  spindle  for  the  fast  range  ot  speeds  or  connects  through  dif- 
ferential gearing  for  a  slower  range  of  speeds.    The  dogs  on  the 
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drum  may  be  bo  set  as  to  bring  the  levers  into  idle  positions,  thus 
diBconnecting  the  gearing. 


15    Another  typical  illustration  of  automatic  control  of  spindle 
speeds  is  found  in  the  machine  shown  in  Fig.  21  where  d<^  on  the 
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disc  4  cause  the  shifting  of  clutches  engaging  gears  to  vaiy  the 
speed. 

16     At  the  risk  of  encroaching  on  the  field  covered  by  Mr.  Broob 


Fig.  4    Countershaft   for   Cuttino-opp  Machinx   to   Givb  Constant 

OuTTiNO  Speed 


Fig.  5    Constant  Speed  Drive  for  Screw  Machine  Provided  with  Auto- 
matic Reverse  and  Speed  Change.    Brown  &  Sharps  Mpg.  Co. 

in  his  paper,  anj'example  of  electric  control  of  the  spmdle  speedsl'aiid 
feeds  is  shown  in  Fig.  3.     The  changes  of  speed  are  entirely  auto- 
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matiC;  the  controllers  being  operated  by  cams  on  the  operating  cam 
dnmi..  this  being  an  illustration  of  the  combination  of  mechanical 
and  electric  control.  In  this  machine  the  rheostats  1  are  con- 
nected with  independent  motors.  Rheostat  adjusting  pinions  2  are 
operated  by  lever  segments  which  are  engaged  by  dogs  3  on  the 
drum  4,  and  by  this  means  both  the  spindle  speeds  and  feeds^can  be 
automatically  varied  as  desired. 

17  In  types  of  machines  such  as  cutting-oflF  machines  or  those  on 
which  squaring-up  operations  are  largely  performed,  a  gradual  and 
continuous  change  of  speed  is  desiied  so  that  a  constant  cutting 
speed  of  the  tool  will  be  maintained  from  the  periphery  to  the 
centre  of  the  work  or  vice  versa. 

18  In  order  to  obtain  a  constant  cutting  speed  for  cutting-ofif, 
the  requirements  are  that  there  should  be  an  accelerating  speed  for 
the  work.  A  means  for  automatically  accomplishing  this  is  shown 
in  Fig.  4.  The  automatic  shifting  of  the  belt  on  the  tapering  cones 
gives  the  desired  change  of  spindle  speed.  Cam  1  is  connected  by 
glaring  to  the  tool  carriage  ot  the  machine  and  controls  the  traverse 
ol  the  belt  shifter  2,  so  that  by  providing  the  required  accelerating 
lead  to  the  cam,  a  constant  cutting  speed  is  obtained. 

19  b  Reversal  of  Spindle.  In  designs  of  machines  where  the 
threaling  or  other  operations  require  a  reversal  of  the  spindle,  this 
is  automatically  accomplished  in  various  ways,  an  example  being 
shown  in  Fig.  5.  From  the  constant  sp)eed  shaft  1,  the  spindle  2  is 
driven  in  either  direction  and  at  various  speeds,  the  control  being 
automatic  for  direction  and  for  one  change  of  speed.  Other  changes 
of  speed  are  by  means  of  change  gears  4. 

20  The  reverse  is  obtained  by  shifting  thimble  5,  engaging  re- 
spectively friction  clutches  6  connected  by  chain  and  sprocket  with 
the  oppositely  revolving  shafts  1  and  3.  The  shifting  of  the  thimble 
is  by  means  of  a  level  operated  by  a  cam  on  an  intermittently  re- 
volving shaft.  The  intermittently  revolving  shaft  is  in  turn  set  in 
motion  by  a  trip  lever  operated  by*  dogs  on  a  continuously'revolving 
disk. 

21  The  automatic  change  of  spindle  speed  is  by  means  of 
thimble  7  engaging  respectively  clutches  8  also  operated  byj^lever 
connection  to  a  cam  on  an  intermittently  revolving  shaft. 

22  c  Automatic  Stopping  of  the  Spindle  is  required  for  various 
kinds  of  work.  Some  screw  machines  are  so  designed  as  to  unthread 
the  die  or  tap  by  stopping  the  work  spindle  to  run  the  die  or  tap  ofif 
after  the  threading  operation.    Sometimes  the  spindle  is  stopped  to 
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perform  a  milling,  cross  drilling  or  similar  operation,  and  sometimes 
to  save  time  in  removing  and  replacing  work  when  this  is  a  hand 
operation. 

23  An  automatic  screw  machine  having  the  feature  of  stopping 
the  spindle  for  the  purpose  of  threading  is  illustrated  in  Fig.  6.  This 
is  shown  applied  to  a  multiple  spindle  machine  in  such  a  manner 
that  the  bar  of  stock  opposite  the  die  spindle  is  stopped  and  held 
from  revolving  without  stopping  the  other  bars  of  stock  which  are 
simultaneously  being  operated  on  by  other  tools.  After  the  forward 
movement  for  threading  has  been  completed  the  stock  is  again  re- 
volved, and  by  this  means  the  tap  or  die  is  backed  ofif. 

24  The  revolving  tap  or  die  spindle  is  shown  at  1,  and  when 
each  successive  work  spindle  is  brought  in  line  with  it,  a  clutch  on 
the  constantly  revolving  gear  2  is  disengaged  by  the  lever  3  oper- 
ated by  a  cam  through  a  series  of  levers.  This  lever,  3,  engages  a 
sleeve  4  which  is  normally  in  spring  pressed  engagement  with  gear  2, 
disengaging  same  from  gear  2  and  engaging  it  with  collar  5  which  is 
fast  to  the  spindle  and  which  constitutes  a  brake  to  stop  the  spindle 
from  revolving.  For  heavy  work,  where  a  positive  stop  is  desired, 
a  pin  in  collar  5  engages  projections  6  on  sleeve  4.  The  controlling 
cam  can  be  so  adjusted  as  to  start  the  spindle  revolving  at  the 
completion  of  the  forward  movement  of  the  tap  or  die.  Or,  in  the 
case  of  using  an  opening  die  the  spindle  can  remain  stationary  when 
the  die  runs  off. 

25  A  method  of  stopping  the  spindle  of  a  single  spindle  machine 
for  the  same  purposes  as  above  is  to  apply  a  brake  in  place  of  the 
belt  on  the  **reverse"  driving  pulley.  When  uising  such  a  brake  the 
throwing  of  the  clutch  to  connect  with  this  pulley  stops  the  spindle. 
The  brake  is  so  adjuisted  by  the  use  of  a  spring  as  to  give  a  cushioning 
effect  in  stopping,  a  feature  of  special  importance  in  high  speed 
machines. 

26  As  already  pointed  out,  such  provision  for  stopping  the  work 
spindles  also  facilitates  the  work  of  cross  drilling,  slabbing,  etc. 
Another  use  is  to  stop  the  spindle  at  the  end  of  a  cut  so  that  the 
cutting  tool  can  be  drawn  off  the  work  in  a  straight  path,  thus 
avoiding  an  irregular  scoring  of  the  work  such  as  results  when  the 
tool  is  drawn  off  while  the  work  is  revolving. 

27  A  modification  of  spindle-stopping  means  is  to  revolve 
intermittently  or  index  the  work  spindle  for  various  operations. 

28  An  illustration  of  automatically  stopping  the  spindle  for 
the  purpose  of  saving  time  when  changing  the  work  by  hand  is  shown 
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m  Fig.  21,  where  the  clutch  6,  can  be  thrown  into  eng^ementwiih 
the  brake  7;  also  in  the  Fay  Automatic  Lathe,  built  by  the  Jones  k 
Lamson  Co.,  this  lathe  is  provided  with  automatic  spindle  stopping 
means  which  act  at  the  completion  of  each  cycle  of  operations. 
The  construction  is  such  that  the  spindle  can  also  be  stopped  by  the 
operation  of  a  foot  treadle. 

II      MEANS  FOR  INSERTING,  FEEDING  AND  REMOVING  THE  WORK 

29  Means  for  inserting  and  removing  the  work  will  be  considered 
under  the  heads: 

a    For  bar  stock 

b     For  chucked  work 

c     For  transferring  work  for  secondary  operations 

30  a  Means  for  Feeding  and  Holding  Bar  Stock.  Bar  feeding 
devices  have  in  a  general  way  followed  the  lines  of  the  hand  oper- 
ated Parkhurst  feed,  brought  out  in  the  shops  of  the  Pratt  &  Whit- 
ney Co.  about  1871. 

31  The  use  of  feeding  fingers  and  roller  feeds,  in  the  latter  case 
necessarily^feeding  against  a  positive  stop,  are  forms  of  develop- 
ment which  have  since  followed.  In  the  former  case  graduated  levers 
or  scales  determine  the  distance  the  stock  is  fed.  An  illustration  is 
shown,  in  Figs.  7  and  8,  of  an  automatic  feeding  device  which  can 
be  adjusted  so  as  to  feed  any  required  distance  from  zero  to  the  full 
traverse  of  the  machine.  If  desired,  the  feeding  operation  can  be 
made  to  repeat  so  as  to  produce  certain  kinds  of  work  which  are  longer 
than  the  normal  capacity  of  the  machine.  By  means  of  the  crank  1, 
the  screw  2  adjusts  a  nut  carrying  a  block  3,  so  that  the  motion  of 
the  lever  4  operated  by  the  cam  5  may  give  any  desired  feed  to  the 
slide  6  and  thus  to  the  feed  tube  7,  the  setting  being  to  a  graduated 
scale.  At  the  forward  end  of  this  feeding  tube  are  feeding  fingers 
to  engage  the  bar  of  stock  to  feed  it  forward.  After  the  stock  is 
gripped  by  the  chuck  by  means  of  the  chuck  levers  8,  operated  by 
the  cam  9,  the  feeding  fingers  are  retracted,  ready  for  the  next  opera- 
tion. 

32  A  device  for  stopping  the  machine  when  the  bar  of  stock 
becomes  exhausted  is  shoA\Ti  in  Fig.  9;  this  result  is  accomplished 
by  mechanism  controlled  by  the  disengagement  of  the  feeding  de- 
vices with  the  stock.  This  is  so  designed  as  to  stop  the  machine 
with  the  jaws  of  the  chuck  open,  so  that  a  new  rod  of  stock  may  be 
quickly  inserted.  It  is  also  devised  so  that  the  machine  is  not 
stopped  until  the  length  of  stock  projected  by  the  forward  movement 


L.    D.    BURUNQAHB 


1^ 

11 


AUTOMATIC   CONTBOL  OF  UACHINXS 


S 

I 

si 


St 

:3 


'I 
li 


is 


I..    D.    RUItlJNCAME  1155 

of  the  feeding  devices  precediDg  their  diaengagemeiit  with  the  stock 
is  acted  on  and  severed  from  the  stock;  this  is  accomplished  by  bo 
coDBtructing  the  stop  mechanism  that  it  is  thrown  into  operative 
position  when  the  feeding  devices  are  disei^aged  from  the  stock,  but 
does  not  operate  to  stop  the  machine  until  the  feedinK  devices  are 
again  advanced. 

33  In  this  construction  the  slide  1,  connecting  to  the  feeding 
tube  by  the  grooved  collar  2,  is  drawn  back  by  the  spring  3  when 
the  stock  passes  beyond  the  feediiy;  fingers,  there  being  then  no  fric- 
tion to  hold  it.  Tliis  rocks  dotted  lever  4,  the  movement  being  made 
possible  by  the  widened  space  in  the  cam  groove  at  5.  This  allows 
the  projection  6  to  pass  the  latch  7  so  that  on  the  next  revolution  of 
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the  cam  the  lever  8  carrying  the  latch  is  rocked,  this  in  turn  rocking 
shaft  9  and  throwing  the  driving  mechanism  out  of  operation,  also 
Bounding  the  gong  10,  to  notify  the  operator  that  a  new  piece  of 
Btock  is  needed. 

34  A  well-known  design  of  the  roller  principle  for  feeding  the 
stock  is  shown  in  Fig.  10,  where  the  rollers  1  engage  the  bar  of  stock 
and  feed  it  forward  against  a  stop,  the  rollers  slipping  on  the  stock 
after  it  has  been  advanced  the  required  distance  and  until  the  chuck 
jaws  have  engaged  same,  when  by  the  release  of  the  ring  2,  which 
during  the  feeiling  operation  has  been  held  from  turning,  the  roils  1, 
with  their  dri^-ing  nieclianism,  turn  idly  with  the  revolvii^  bar  of 
stock. 
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35  The  driving  means  for  the  feed  rollers  conaistsof  the  ciiculv 
rack  3,  on  the  intermittently  revolving  ring  2,  which,  when  held 
stationary,  revolves  the  gear  4,  which  in  turn  revolves  the  wormai 
and  the  worm  wheels  6,  the  latter  being  fast  on  the  shafts  carrjing 
the  feed  rollers. 

36  A  deflector  to  separate  work  and  chips  is  shown  id  FIk-  11 
and  operates  as  follows:  While  normally  held  out  of  the  path  ot  the 
falling  chips  by  the  spring  1  the  deflector  2  can  he  swung  into  a  posi- 
tion below  the  spindle  at  the  moment  the  work  is  severed  and  lliu* 
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deposit  the  work  in  a  rcreptaeU'  separate  Ironi  the  ciiips.    Thrdi'- 
flector  is  ojierateil  by  a  dog  3  on  the  disk  4. 

37  A  counting  de^-iee  cim  also  be  attached  to  record  the  numlxr 
of  pieces  inade,  ami,  if  desired,  this  can  be  so  made  as  to  stop  the 
machine  automaticidly  after  the  reqiiireil  number  of  pieces  liavf 
been  produced. 

38  li  Mfins  for  hmrtiiiii  mid  Hc>ii»t'in<j  Chucked  Work.  This 
may  lie  eoiisideri.-<l  thniuirli  successive  stages  from  the  hanci-.ipW- 
ated  method  of  the  Fay  automatic  lathe,  where  the  work,  when  i' 
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is  to  he  finished  od  an  arbor,  is  driven  on  one  arbor  by  the  workman 
so  as  to  be  ready  to  replace  the  piece  beinp  operated  on  when  that 
is  finished,  the  automatic  feature  in  this  case  being  the  stopping  of 
the  spindle  as  already  described. 

39  Stopping  the  spindle  for  the  purpose  of  changing  the  work 
is  also  a  feature  of  value  on  automatic  machines  when  operating  on 
hand  chucked  work,  an  illustration  being  shown  in  Fig.  1,  where  the 
shifting  of  the  levers  1,  2  and  3  to  neutral  positions  disconnects  the 
power  and  stops  the  spindle. 

40  Magazines  for  han<)ling  work  to  be  chucked  automatically 
have  developed  along  many  lines,  and  a  great  number  of  ingenious 


devices  have  been  devised  adapted  to  the  various  shapes  and  kinds 
of  work  to  be  operated  upon.  Several  of  these  are  shown  in  Figs.  12, 
13  and  14. 

41  Fig.  12  shows  a  tilting  magazine  attachment  with  the  maga- 
zine 1  in  position  so  that  the  conveyor  2  can  advance  to  take  a  piece 
of  work.  After  the  piece  of  work  is  taken  by  the  conveyor  the 
magazine  tilts  up  out  of  the  way  of  the  turret  tools.  The  conveyor 
2  then  brings  the  piece  in  line  with  chuck  3  and  deposits  it  in  same. 
The  conveyor  is  free  to  n-volve  so  as  to  facilitate  the  pressing  of  the 
work  into  the  revolving  chuck.  An  ejector  inside  the  spindle  re- 
moves the  work  when  completed. 

42  A  form  of  hopper  for  feeding  studs  into  the  rear  end  of  the 
spindle  is  shown  in  Fig.  13.  This  might  be  called  a  reservoir  maga- 
zine, as  it  has  a  widened  upper  portion  to  carry  a  large  number  of 
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pieces.  An  agitator  1,  operated  by  a  lever  2,  makes  the  feeding 
sure. 

43  Tlie  frame  3  in  Fig.  13  is  adjustable  for  different  lengtbsof 
Rtuds.  The  studs  are  fed  positively  into  the  back  end  of  the  spindle 
by  the  rod  4, 

44  Another  fonn  uf  magazine  is  shonii  in  Fig.  14  adapted  to 
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handle  more  iircgular  shaped  picres.  Tlie  ]>ieces  are  placed  by  hand 
in  bushings  in  tlie  rolarj'  magazine.  In  the  illustration  a  piece  o/ 
work  1  is  shown  as  having  been  taken  fnmi  one  of  the  busli'ngs  2 
when  the  turret  3  was  at  its  fonvard  movement,  and  this  will  I* 
jjlaced  in  chuck  4  when  the  turret  is  indexed  so  as  to  bring  thero  in 
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alignment.    The  magazine  is  indexed  by  a  dog  on  a  cam  shaft  in  tbe 
rear  and  held  in  position  by  a  locking  pin  after  indexing. 

45  A  design  by  which  blanks  which  are  to  be  drilled  and  tapped 
are  fed  from  a  magazine  to  the  chuck  in  one  of  the  spindles  of  tbe 
rotary  turret  by  the  advancing  movement  of  the  drill  itself  is  shown 
in  Fig,  15.  In  this  case  the  hole  is  partially  drilled  in  the  same 
indexed  position  in  which  the  blank  ]s  chucked.  The  remainder  of 
the  drilling  b  done  in  successive  spindle  positions  and  the  tapping 
is  done  in  the  final  position.  When  the  tapping  is  completed,  the 
chuck  releases  the  piece  which  is  withdrawn  by  the  tap  itself,  tbe 
tapped  piece  passing  off  over  the  curved  shank  of  the  tap. 

46  In  this  case  the  spindles  run  at  a  suitable  speed  for  tapping, 
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the  higher  speed  required  lor  drilling  being  obtained  by  running  tiic 
drill  spindles  in  the  opposite  direction  to  the  work  spindles. 

47  I^ai^e  or  irregular  work  presents  many  difficulties  in  auto- 
matic chucking,  and  hand  methods  arc  usually  resorted  to  for  such 
work.  In  some  cases,  however,  automatic  means  have  been  tio- 
viae<l  for  the  chucking  operation. 

48  Fig.  16  shows  a  magazine  for  automatically  feeding  scwii»  £ 
macliine  handwheels  to  the  chuck  of  a  turret  lathe.  The  slide  1  i-s 
reciprocated  by  means  of  levers  2  and  3  and  connections  to  roller  * 
which  is  operated  by  cam  5.  Attached  to  slide  1  are  gripping  jaws  & 
which,  when  in  the  upper  position,  engage  a  handwheel  in  the  raags_»- 

zinc  and,  on  the  downward  movement  of  the  slide,  bring  it  in  lir '^ 

with  the  chuck  as  shown  in  the  illustration.  The  work  is  the^^^" 
gripi>ed  in  ihe  chuck  jin<i  the  gripping  jaws  of  the  feeding  devic=* 
refracted. 
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49  While  this  device  has  been  in  use  for  many  years  it  is  doubt- 
ful whether  such  saving  of  time  as  results  is  sufficient  to  pay  for  the 
expense  of  keeping  it  in  working  condition.    It  is  illustrated  mainly 
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MFC.  Co. 

to  show  the  limitations  of  devices  for  this  purpose  and  to  emphasize 
the  fact  that  in  such  cases  it  is  a  question  whether  automatic  means 
can  successlully  compete  with  hand  work. 
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50  Even  when  placing  the  work  in  the  chuck  by  hand,  auto- 
matic devices  can  be  made  to  assist  in  ways  additional  to  that 
already  mentioned,  of  stopping  the  spindle  ready  for  the  insertion  of 
the  work.  Fluid  or  pneumatic  means  can  be  employed  for  gripping 
the  work,  and  this  can  be  so  applied  as  to  reduce  the  pressu]:;e  for 
the  finishing  cut,  still  maintaining  sufficient  to  hold  the  work  securely 
but  without  risk  of  distor,tion.  Means  for  automatically  ejecting 
the  work  can  also  be  applied. 

51  c  Means  for '  Transferring  Work  for  Secondary  Operations. 
It  is  a  common  practice  to  transfer  work  from  the  main  spindle  to  an 
auxiliary  spindle  or  holder,  after  part  of  the  operations  have  been 
performed,  for  additional  operations  such  as  milling,  cross  drilling, 
etc.  Such  operations  are  thus  performed  without  requiring  addi- 
tional time  and  without  extra  handling.  This  is  a  substitute  for 
the  use  of  a  hopper  for  feeding  the  work  into  a  magazine  in  a  second- 
ary machine  to  perform  these  operations. 

52  Fig.  17  shows  a  transfer  holder  in  use  for  slotting  the  heads 
of  screws.  The  transfer  arm  1  is  swung  by  the  rock  shaft  2  so  that 
the  hole  3  is  in  line  with  the  work  4  in  the  main  spindle  and  engages 
same  before  the  work  is  severed  from  the  rod.  After  the  work  is 
severed  the  arm  1  is  swung  to  the  position  shown  in  the  illustration. 
The  rock  shaft  2  is  then  fed  longitudinally  towards  the  saw  5,  both 
this  motion  and  the  rocking  motion  being  imparted  by  cam  action. 
The  cam  7,  Fig.  18,  (using  the  same  transfer  device),  serves  to  rock 
the  shaft  2  while  cam  6  feeds  it  longitudinally.  In  this  latter  illustra- 
tion the  transter  holder  is  used  to  transfer  the  work  to  an  index  drill- 
ing attachment  by  which  the  work  can  have  a  series  of  holes  drilled 
in  it,  or  a  modification  of  the  attachment  provides  for  index  slab 
milling,  castellating,  etc.  The  attachment  is  timed  with  the  move- 
ments of  the  main  machine  and  three  cams  control  its  motions: 
cam  3  feeding  the  drill;  cam  4  controlling  the  indexing,  and  cam  5 
operating  the  chuck. 

53  The  transfer  holder  can  be  made  to  turn  the  work  end  for 
end  if  desired. 

Ill      TOOL  FEEDING  MECHANISMS 

54  Feeding  mechanisms  may  be  classified  by  the  methods  of 
controlling  the  movements  as  follows: 

a     Controlled  by  removable  strap  cams 

b     Controlled  by  permanent  camp,  and  adjustable  cams  and 

dogs 
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c     Controlled  entirely  by  adjustable  dogs  on  drums 
d    Controlled  by  cams  specially  formed  for  each  job 
e     Controlled  by  permanently  set  dogs  in  combination  with 
adjustable  stops. 

55  Following  Mr.  Flanders*  analysis,  there  would  be  a  further 
classification  determined  by  whether  the  cam  8  acted  direct  or 
through  screws,  etc.  Gearing  is  also  used  in  some  of  these  various 
types  to  vary  the  speed  of  the  cams. 

56  The  object  to  be  attained  by  all  these  means  is  to  save  time 
by  speeding  up  during  the  idle  movements,  and  to  provide  the  most 
efficient  feed  for  each  operation  of  cutting  by  providing  a  change  ol 
leed  which  can  automatically  be  made  eflfective  during  the  operation 
of  cutting. 

57  a  Controlled  by  Removable  Strap  Cams.  This  type  had  its 
origin  in  the  Spencer  machines,  first  brought  out  in  the  early  TO's. 
and  one  of  the  first  successful  automatic  screw  machines  placed  on 
the  market.  A  recent  development  of  this  type  of  machine  and  one 
also  designed  by  Mi*.  Spencer  is  shown  in  Fig.  19.  In  this  machine 
the  stock  feeding  mechanism,  the  tool  feeding  mechanism  and  the 
cross  feeding  mechanism  are  all  operated  by  adjustable  strap  cams. 
In  the  case  of  the  two  former,  the  straps  are  on  the  periphery  ot 
drums  shown  at  1  for  the  stock  feed  and  at  2  for  the  tool  feeding 
mechanism:  in  the  case  of  the  l,ast,  as  well  as  for  indexing  and  lock- 
ing the  turret,  they  are  on  the  faces  of  disks  (shown  at  3  for  the 
cross  slide  and  at  4  for  the  indexing). 

58  The  machines  of  the  Hartford  Automatic  Screw  Machine 
Co.,  in  this  country-  and  of  the  Alfred  Herbert  Co.,  abroad,  are  among 
the  best  known  examples  of  using  this  method  ot  canuning. 

59  6  Controlled  by  Permanent  Cams  and  Adjustable  Catm  and 
Dogs.  An  example  of  the  combined  use  of  permanent  cams  ^ith 
adjustable  cams  and  dogs  is  shown  in  Fig.  20,  where  the  feed  of  the 
individual  tool  holders  1  is  controlled  by  the  permanent  cam  2. 
The  rate  of  revolution  of  this  cam  2  is  controlled  for  varying  the 
feeding  movements  by  an  adjustable  cam  3  which  through  loll  4 
governs  the  position  of  friction  wheels  5  between  the  disks  6.  Be- 
sides this  variable  feeding  mpvement,  a  quick  movement  of  the 
cam  2  is  obtained  by  action  of  the  cam  7  which  operates  a  double 
clutch  8  to  connect  either  direct,  giving  a  quick  movement,  or 
tlirough  the  nnluction  gears  9  for  the  feeding  movement. 

GO     The  strap  cam  10  regulates  the  cress  feed,  and  this  cam  also 
piivtiikes  of  the  quick  and  ^\o\^  TcvoN^xciSw^  controlled  by  clutch  8; 
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it  thus  provides  for  moving  the  cross  slide  forward  quickly  to  the 
point  of  cutting  and  then  reducing  to  the  required  cutting  feed,  after 
which  it  may  be  quickly  returned  so  as  to  bring  the  rear  tool  into 
cutting  position  following  which  the  feeding  movement  is  again 
engaged. 

61  In  the  illustration  shown,  the  feeding  of  the  stock  and  the 
operation  of  the  chuck  are  controlled  by  the  strap  cam  11,  which  also 
partakes  of  the  quick  and  slow  motion  of  the  diiving  mechanism 
already  described. 

62  The  speed  and  direction  of  the  work  spindles  can  also  be 
changed  by  dogs  (not  shown)  controlling  the  belt  shifters  12. 

63  Another  example  of  the  use  of  permanent  cams  and  dogs  is 
shown  in  Fig.  21,  where  the  turret  feed  is  operated  by  the  permanent 
cam  1  and  the  cross  slide  by  the  cam  2.  On  this  same  cam  2  is  a  face 
cam  operating,  through  a  connection  rod  on  the  back  of  the  machine, 
the  gear  segment  3  which  in  turn  operates  a  back  lacing  device. 
The  spindle  speeds  are  controlled  by  dogs  on  the  disk  4.  The  revolu- 
tion of  the  cam  1  is  variable,  being  controlled  by  gears  5. 

64  Still  another  illustration  of  this  type  is  the  Gridley  machine 
shown  in  Fig.  3.  Here  block  and  strap  cams  are  used  for  the  stock 
and  work  feeds,  the  control  of  the  spindle  speeds  and  the  operation 
of  the  chuck,  while  adjustable  pins  or  dogs  6  are  used  to  index  the 
turret  5. 

65  c  Controlled  Entirely  by  Adjustable  Dogs  on  Drum.  The 
machine  shown  in  Fig.  1  has  its  movements  controlled  entirely  by 
dogs  on  intermittently  revolving  drums,  the  only  exception  being 
the  back  facing  device  which  is  controlled  by  a  permanent  cam  8. 
For  the  turret  the  feeding  is  controlled  by  means  of  dogs  11  on  the 
hinged  carriage  12  engaging  adjustable  tripping  blocks  13  on  the 
turret,  providing  an  independent  tripping  point  for  each  tool  of  the 
turret. 

.  66  It  might  be  noted  in  this  connection  that  devices  for  provid- 
ing an  independent  stop  for  each  tool  of  the  turret  have  been  in 
general  use  for  many  years  as  an  automatic  feature  of  hand  oper- 
ated machines.  The  typical  form  is  a  turret  of  adjusting  screws, 
this  turret  being  automatically  indexed  in  time  w^ith  the  indexing 
of  the  main  turret,  thus  bringing  each  screw  which  has  been  adjusted 
for  that  particular  sotting  in  line  with  a  stop  pin.  Warner  &  Swasey 
machines  illustrate  this,  as  shown  in  Fig.  22. 

67  d  Controlled  by  Ca7ns  Specially  Formed  for  Each  Job.  The 
advantages  aimed  at  by  this  method  are  the  securing  of  the  ideal 
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conditions  aa  to  rate  of  feed,  etc.,  for  each  operation,  and  the  mini- 
mum time  for  idle  movements,  and  being  able  to  duplicate  readily 
these  results  for  the  same  job  at  any  future  time,  the  cams  being 
marked  and  preserved  for  this  purpose. 

68  The  cam  operated  turret  feed  mechanism  of  such  a  machine 
is  shown  in  Fig.  23.  The  adyance  feed  is  obtained  by  the  cam  1 
operating  through  the  segment  iever  2  to  feed  the  turret  slide  3. 
The  return  motion  is  accelerated  by  the  revolution  of  the  crank  4 
bringing  the  turret  back  quickly  an  amount  equal  to  the  throw  of  the 
crank. 

69  The  ciose  feed  slides,  which  are  independent  of  each  other. 


are  also  operated  by  special  cams  adapted  to  each  particular  job. 
These  are  shown  in  Fig.  7  at  10  and  11.  The  racks  and  segments 
by  which  the  cross  slides  are  operated  are  shown  in  Fig.  11. 

70  In  a  machine  for  high  speed  work  it  becomes  important,  both 
in  securing  the  desirc{i  speed  and  in  avoiding  objectionable  shock,  to 
move  and  reverse  the  lightest  possible  parts.  For  this  reason  ma- 
chines having  turrets  of  the  "revolver"  or  "barrel"  tj-jw,  in  which 
each  spindle  can  bo  fed  independently,  are  especially  adapted  to  high 
speed  work.  In  such  machines  each  tool  carrier  is  connected  suc- 
cessively with  a  reciprocating  feed  slide,  and  only  the  feed  slide  with 
one  of  the  tool  carriers  connected  therewith  requires  to  be  recipro- 
cated for  the  feed  and  return  movements.     Fig.  20  shows  a  machine 
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of  this  type.  In  order  to  "speed  up"  still  further  this  type  lA  mt- 
chine,  the  use  of  an  auxiliary  slide  has  been  reaorted  to,  this  auxitiuy 
slide  alone  being  moved  during!  that  part  of  the  quick  retuni  more- 
ments  required  to  retract  each  tool  and  even  this  being  discotmedcd 
for  the  remainder  of  the  return  movement,  thus  avoiding  the  sbod 
which  would  result  from  the  rapid  movement  ot  these  slides. 


Fig.  23    Pkbdiko  or  Tubkbi  Sudb  by  Cau  Sficiallt  Fobmev  ro«  the  Job— 
Ai^moNAi,  Quick  Bstciin  DEnim.    Bsowm  ft  Shabpk  Mn.  Oo. 


Fig.  24    Device  i 

71  Fig.  24  shows  an  application  of  such  an  auxiliary  slide '■T'h 
its  disconnecting  means.  The  turret  1  carries  a  series  of  tool  spindlts 
whicli  are  successively  indexed  to  come  into  operative  positions  an'' 
!)■■  engaged  by  the  block  2.  A  main  slide  3  on  which  is  an  airtiliao' 
sliik  4  is  mounted  on  the  bed  of  the  machine.  A  crank  5,  aboon 
the  main  slide,  is  connected  to  the  auxiliary  slide  by  the  two-put 
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connectinfi:  rod  6,  one  end  of  which  is  connected  with  the  main  slide 
and  the  other  with  the  auxiliary  slide.  A  latch  7  holds  these  two 
parts  together  except  when,  during  the  quick  return  motion  which 
is  obtained  by  revolving  the  crank  disk  5,  the  latch  is  disengaged  by 
passing  over  the  cam  8  and  thus  breaks  the  connection  with  the 
auxiliary  or  supplemental  slide  for  the  remainder  of  the  crank 
throw  which  gives  the  quick  return  movement  and  the  quick  ad- 
vance movement  up  to  the  point  of  cutting. 

72  e  Mechanism  Controlled  by  PermanenAu  Set  Dogs  in  Com- 
bination with  Adjvstable  Stops.  This  is  a  feature  of  the  Bullard 
Mult-au-Matic  vertical  lathe,  Fig.  25.  This  lathe  has  been  classed 
by  the  American  Machinist  as  a  "station  type  machine"  because  the 
workman  inserts  and  removes  the  work  at  one  station  or  indexed 
position  of  the  machine,  while  tools  in  the  remaining  positions  are 
performing  successive  operations  on  other  pieces.* 

73  In  this  machine  the  rods  1  and  2  carry  dogs  which  engage 
stops  on  the  frame  of  the  machine  and  trip  respectively  the  advance 
and  return  feed  movements.  The  quick  traverse  motion,  which,  in 
addition  to  retracting  the  tools  quickly,  can  also  bring  them  quickly 
forward  to  the  point  of  cutting,  is  operated  through  gears  3  and  4 
controlled  by  clutches.  The  advance  feed  for  cutting  is  through 
bevel  gears  5  and  change  gears  connecting  shafts  6  and  7,  the  worm  8 
on  the  shaft  7  driving  worm-wheel  9.  These  two  trains  of  mechan- 
ism give  the  desired  advancing  and  retracting  movement*  through 
connection  with  screw  10. 

74  A  n5vel  feature  of  this  feed  is  in  providing  means  for  auto- 
matically tripping  whenever  the  pressure  on  the  cutting  tool  becomes 
excessive.  This  is  accomplished  by  providing  a  thrust  bearing  for 
the  worm  8  which,  through  bell  clank  11,  is  held  in  place  by  ad- 
justable weight  12.  When  the  pressure  is  sufficient  to  raise  the 
weight,  the  mechanism  operates  to  trip  the  latch  13  and  engage  the 
return  motion  the  same  as  if  the  regular  tripping  point  had  been 
reached. 

lY      INDEXING  MECHANISMS 

75  Under  indexing  mechanisms  will  be  treated: 

a    Method  of  revolving  turret 

b     Method  of  locking  and  clamping  turret 

c     Rectifying  the  indexing 

'For  description  of  this  machine,  see  American  Maehiniat,  vol.  40,  no.  5, 
p.  177. 
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76  a  Melbod  oj  Revolving  Turret.  A  welHinown  method  of 
iexing  automatic  turret  machioes  ia  by  the  use  of  the  principle 
the  geneva  stop.  This  has  the  advantage  of  giving  a  siow  start- 
;  movement  gradually  acc.eleratinit  and  slowintr  down  bfitore 
iching  the  stopping  point,  thus  securing  rapid  indexing  and  at  the 
me  time  avoiding  shock.     An  illustration  is  shown  in  Fig.  8  where 


FiQ.  26    Device  h 

e  turret  10  is  indexed  by  the  cagagemeiit  oi  a  pin  11  in  the  slots  12, 
e  disk  13  carrying  the  pin  being  intermittently  revolved  on  the 
aft  14. 

77  When  it  is  not  retjuin'd  to  use  all  the  indexed  positions  of  the 
.rret,  the  idle  ])08itions  can  be  i)assed  by  automatically  tripping  the 
dex  as  many  times  as  there  are  idle  positions  to  pass. 

78  The  geneva  sUiji  principle  is  alsouscd  in  the  indexing  device. 
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Fig.  26,  where  the  pin  1  engages  the  slots  in  the  disk  2  to  index  the 
turret.  The  cylindrical  portion  of  the  pin  carrier  3  engages  coauw 
portions  of  the  disk  2  to  hold  it  in  approximate  [Hisition,  the  lodmi 
being  done  by  engagement  of  pawls  in  notches  4. 


Fia.  27    Indexing  and  Clamfino  Device  fob  Tusbbt.    Gisbolt  UACHiKcCa 


79  Fig.  27  shows  another  application  of  the  geneva  stop,  in 
which  the  roller  engages  slots  forniod  between  blocks  2  for  indexing 
the  turret  3.     Roller  1  is  carried  on  a  sleeve  i  which  is  intermittoilly 

turned  by  gear  5. 
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80  Another  method  securing  the  same  advantage  of  slow  starting 
and  stopping  is  Bho^ii  in  Fig.  28,  where  the  revolution  ot  the  crank 
1  operates  the  curved  sliding  block  2  on  which  is  mounted  the'pawl 
3  engagii^  teeth  4  on  tlie  turret. 

81  b  Methods  of  Locking  and  Clamping  the  Turret.     It  has  been 


)  Device  for  Turret.    Potteb  A  Johnston  Machine  Co. 


Fio,  .10    Me.\ns  roii  Kectipvi.s'o  the  Indexing  or  Multiple  Spindle 
Machine.     Davb-sport  Maciii.se  Co. 

the  general  practice  in  turret  inachinee  to  have  a  locking  pin  to 
automatically  cnjijifrc  to  insure!  the  accurate  alignment  of  the  turret 
with  the  spindle  and  to  liold  the  turret  firmly  in  position  while  the 
tools  are  operating.    Such  locking  pine  are  shown  at  6,  Fig.  19,  and 
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at  5,  Fig.  23,  and  another  method  employing  notches  in  a  disk  of 
comparatively  large  diameter  is  shown  in  Fig.  26.  In  addition  to 
the  use  of  a  locking  pin,  a  further  clamping  device  is  often  used  which 
automatically  clamps  the  revolving  turret  securely  to  the  slide  or 
bed  and  unclamps  it  before  the  next  indexing. 

82  An  example  is  shown  in  Fig.  29  where  the  turret  1  is  clamped 
to  the  turret  slide  2  by  the  central  stud  3  which  is  forced  downwaid 
by  a  camming  action  on  the  projecting  lugs  4.  This  camming 
action  is  pioduced  by  the  revolving  of  gear  5,  this  gear  in  turn  being 
acted  on  by  a  rack  controlled  by  dogs  acting  at  the  desired  point 
of  the  return  motion  of  the  turret  slide.  The  locking  pin  for  the 
turret  is  also  operated  from  this  same  rack,  and  thug  is  timed  with 
the  clamping  device. 

83  Another  method  of  clamping  is  shown  in  Fig.  27  in  which 
the  shoes  6,  by  means  of  a  wedging  action,  hold  the  turret  rigidly  to 
the  slide  during  the  cutting  operations. 

84  c  Means  for  Rectifying  the  Indexing.  In  multiple  spindle 
machines  it  is  more  difficult  to  secure  accurate  indexing  and  thus 
produce  accurate  work  than  in  single  spindle  machines,  because  of 
the  mechanical  difficulties  of  constructing  the  machine.  It  is  diflS- 
cult  to  bore  the  spindle  carrying  head  and  mount  the  spindles  in  it  so 
that  they  will  bo  equally  spaced  and  equidistant  from  the  centre. 
To  overcome  such  inaccuracies  as  are  due  to  this  cause,  rectifjing 
stops  have  been  employed  as  shown  in  Fig.  30,  one  for  each  cross 
tool  carrier.  These  consist  of  a  series  of  pins  1  projecting  from  the 
disk  2,  which  disk  is  secured  to  the  front  end  of  the  spindle  head. 
These  pins  are  engaged  b}^  cooperating  stops  3  on  the  tool  carriers 
4  and  are  made  so  that  the  cutting  edges  ot  the  tools  carried  by  the 
tool  carriers  4  will  ])e  exactly  the  same  distance  from  the  centre  of 
each  spindle  when  the  pins  and  their  cooperating  stops  are  engaced, 
thus  tending  to  counteract  the  inaccuracy  above  referred  to,  or  any 
which  may  result  from  wear  in  the  machine. 

V      CONTUOLT  ING  MEANS  FOR  THE  VARIOUS  MECHANISMS 

85  Aside  from  the  ordinary  practice  in  directly  controlling  the 
various  movc^nients  of  an  automatic  turret  machine,  Mr.  Flanders 
in  his  paper  has  pointed  out  that  the  use  of  a  controlling  shaft  or, 
as  he  terms  it,  a  'iay  shaft,"  constitutes  a  separate  type  of  control. 

80  A  machine  with  this  type  of  control  is  shown  in  Fig.  8,  where 
the  shaft  15  drivers  the  various  mechanisms  of  the  macliine,  except 
llio  sj)indle,  and  by  nieaiia  of  clutches  controls  their  operations. 
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87  The  shaft  7  in  Fig.  1  may  also  be  said  to  be  another  type  of 
controlling  shaft,  as  through  the  interposition  of  dogs  and  levers  it 
controls  the  various  operations  of  the  machine  although  it  does  not 
drive  them.  It  is  an  application  to  what  Mr.  Flanders  terms  the 
screw  feed  type  of  machine.  The  BuUard  machine,  Fig.  25,  is  also 
of  this  type. 

NOTE 

88  It  will  be  understood  that  in  the  limits  of  such  a  paper  as 
this  it  is  not  possible  to  describe  all  makes  of  machines  and  all  success- 
ful mechanisms  that  have  been  devised  for  performing  the  various 
functions  here  discussed.  It  has  been  necessary  to  select  a  few  only 
and  the  selections  have  been  made  as  far  as  possible  of  those  which 
are  typical  and  in  the  main  of  such  as  arc  in  actual  use. 

DISCUSSION 

Ralph  E.  Flanders.  One  of  the  things  in  favor  of  the  hand 
machine  for  large  work  is  that  with  it  higher  speeds  and  feeds  can 
be  used  in  many  cases  than  in  an  automatic  machine.  On  an  auto- 
matic machine  the  speeds  and  feeds  have  to  be  kept  down  to  such  a 
point  that  nothing  serious  will  happen  while  the  operator  is  away, 
attending  to  one  of  his  other  machines.  The  operator  running  the 
hand  machine  has  his  eye  on  the  work  constantly,  and  it  is  safe  to 
run  at  speeds  and  feeds  which  are  not  safe  for  an  unattended 
machine. 

Furthermore,  at  times  the  automatic  machine  has  to  be  so  set 
that  the  slow  feeding  movements  will  start  a  reasonable  length  of 
time  before  the  tool  actually  strikes  the  work,  losing  a  little  time 
there.  This  does  not  mean  that  the  automatic  machine  will  not 
occupy  a  larger  field  every  year  in  certain  kinds  of  work. 

One  further  type  of  mechanism  should  be  added  to  the  classifica- 
tion of  spindle  drives.  This  is  the  type  where  a  change  is  made  in  the 
relative  movement  of  work  spindle  and  tool  carrier.  Each  one  of  the 
author's  speed  classifications  comes  under  this  head  of  change  in  the 
relative  movenienl,  strictly  speaking;  but  the  particular  application 
I  have  in  mind  is  used,  if  I  remember  correctly,  on  the  Gridley 
multiple  spindle  antoniatic.  In  that  machine  the  tap  or  die  may 
be  run  at  a  slower  rate  of  speed  than  the  work  for  threading  on,  and 
then  at  a  fast(»r  rate  of  speed  than  the  work  for  threading  off,  with- 
out changing  tlie  rate  of  speed  of  the  spindle.    Perhaps,  therefore. 
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this  feature  does  not  come  in  the  classification  of  spindle  drive  at 
all,  though  it  has  the  effect  of  some  of  the  other  methods  Mr. 
Burlingame  has  mentioned  under  this  classification. 

Elmer  H.  Neff.  Mr.  Burlingame 's  paper  would  appear  to  use 
the  word  ** control*'  with  a  different  interpretation  from  the  paper 
presented  by  Mr.  Brooks.  The  latter  has  used  the  word  **contror' 
in  the  ordinary  sense  relating  to  the  method  of  conveying  to  the 
machine  tool  its  power  for  operation,  while  this  paper  covers  the 
field  of  devices  applied  to  screw  machines  and  lathes  for  automatic- 
ally performing  the  work  for  which  they  are  designed.  In  other 
words,  it  relates  to  the  details  of  design  of  the  tools.  A  great  deal 
of  interesting  information  has  been  collected  to  cover  the  elements 
of  the  machines  as  listed  in  the  paper. 

Referring  to  the  paragraphs  on  speed  change,  I  would  suggest 
as  a  still  stronger  reason  for  having  incorporated  in  an  automatic 
screw  machine  the  possibility  of  changing  its  spindle  speeds  auto- 
matically during  the  series  of  operations  going  to  make  up  a  finished 
piece,  that  the  presence  of  this  possibility  enables  the  designer  of 
the  tools  to  secure  a  larger  output  from  the  machine.  The  reason 
for  this  larger  output  is  that  some  pieces  of  work,  especially  in  cast- 
ings, will  have  cutting  operations  on  diameters  quite  different  in 
size  from  each  other,  so  that  if  the  small  diameter  has  to  be  machined 
at  the  same  rate  of  rotation  as  is  demanded  by  the  limitations  of 
cutting  speeds  on  the  large  diameter,  the  product  of  the  machine  is 
cut  down  to  a  low  ebb.  A  further  illustration  is  in  the  fact  that 
threading  must  be  done  at  a  relatively  slow  speed  as  compared  with 
turning  operations. 

In  former  years  it  was  a  common  idea  among  those  who  were 
prospective  purchasers  of  automatic  screw  machines,  particularly 
among  those  who  had  not  used  such  machines,  that  a  cheaper  class 
of  labor  could  operate  them.  Experience  has  shown  this  idea  to  be 
a  fallacy.  As  a  matter  of  fact,  if  there  is  any  difference  at  all,  it 
requires  a  higher  degree  of  skill  to  operate  an  automatic  screw 
machine  than  it  does  a  hand  screw  machine.  The  skilled  operator 
attending  from  four  to  seven  or  more  machines  is  sometimes  assisted 
by  a  helper  who  can  slip  a  bar  of  stock  through  the  feeding  finger, 
and  throw  the  starting  lever,  but  that  is  not  operating  the  machine. 
These  screw  machine  operators  are  not  necessarily  machinists  by 
trade,  but  they  should  be  highly  skilled  specialists  in  this  particular 
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work.  The  statement  with  regard  to  greater  skill  required  to  keep 
the  machine  in  running  condition  is  correct,  and  evidently  is  con- 
trary to  the  statement  that  less  skilled  labor  can  be  applied. 

Automatic  screw  machines  are  successfully  performing  the  work 
indicated  by  the  following  classification : 

a  Producing  pieces  from  bar  stock  (bar  brass,  machinery 
steel,  drill  rod,  etc.) 

b  Second  end  operations  on  pieces  produced  by  classification 
a.  In  this  section  the  work  is  fed  into  the  chuck  auto- 
matically from  a  magazine  or  hopper. 

('  Machining  operations  on  blanks  such  as  punchings  and 
small  castings.  The  work  is  automatically  fed  into  the 
chuck  in  such  cases  usually  from  a  chute,  the  only 
requisite  being  that  if  th<3y  are  castings  they  shall  not 
vary  in  roundness  or  size  more  than  the  elasticity  of  the 
chuck  will  allow. 

d  Performing  the  machining  operations  on  pieces  inserted  by 
hand  in  the  chuck.  These  are  usually  castings  of  such 
irregular  shape  or  size  that  they  cannot  be  handled  or 
inserted  from  a  chute  automatically. 

I  have  recommended  and  installed  a  multitude  of  automatic 
machines  during  the  past  18  years,  covering  operations  along  the 
classifications  suggested.  I  cannot  agree  with  Mr.  Flanders  in  his 
discussion  of  this  paper  that  automatic  machines  must  run  at  a 
slower  speed  than  hand  machines  unless  his  statement  should  be 
limited  in  its  application  to  castings.  The  machining  operations  on 
castings  are  liable  to  be  considerably  curtailed  in  speed  on  account 
of  the  variations  in  their  hardness,  and  also  on  account  of  the  liabil- 
ity that  they  may  have  incorporated  in  them  slag  or  other  hard 
substances  that  will  destroy  the  cutting  tools,  and  spoil  considerable 
work,  before  the  operator  discovers  the  injury  to  the  tools. 

There  is  no  direction  in  which  the  general  machine  tool  industry 
is  growing  more  rapidly  than  in  the  field  to  which  automatic  screw 
machines  as  analyzed  above  can  be  applied.  The  reason  for  this 
growth  is  readily  understood  by  those  who  have  used  automatic 
screw  machines  because  their  installation,  almost  without  exception, 
has  shown  very  large  savings  in  cases  of  producing  manufactured 
goods.  At  the  same  time  it  should  be  noted,  in  passing,  that  prac- 
tically all  the  gears  used  in  this  country  are  produced  on  automatic 


1180  AUTOMATIC   CONTROL   OF   MACHINES 

^ear  cutting  machines.  Also  that  the  cylindrical  grinding  machine, 
which  has  developed  very  rapidly,  is  a  semi-automatic  machine, 
that  is,  one  which  produces  automatically  in  many  cases  the  finished 
operation  after  the  piece  has  been  inserted  in  the  machine  by  hand. 
Furthermore,  some  progress  has  been  made  in  the  development  of 
completely  automatic  grinding  machines,  which  insert  their  work 
automatically  from  a  chute. 

Norman  Marshall  inquired  whether  it  was  necessary  to  install 
automatic  stopping  devices  on  these  machines  to  take  care  of  acci- 
dents, and  what  was  the  state  of  their  development. 

H.  K.  Hathaway  said  that  the  contrast  between  what  has  been 
done  in  the  way  of  automatic  control  in  machine  shops  and  in  other 
lines  of  industry,  has  struck  him  very  forcibly  in  the  last  few  years. 

In  the  textile  and  other  allied  industries,  particularly,  there  has 
l)e(*n  much  done  in  the  way  of  the  automatic  stopping  of*  machines 
when  anything  goes  wrong,  as  well  as  other  features  of  automatic 
control.  In  machine  shops,  however,  the  use  of  automatic  control 
has,  comparatively,  been  very  limited. 

The  Author.  As  to  the  differential  rate  of  speed  of  spindle 
and  work,  which  Mr.  Flanders  mentions,  it  is  interesting  to  note 
that  the  patent  records  show  that  practically  every  imaginable  com- 
bination of  running  forward  and  backward,  starting  and  stopping, 
has  been  patented  at  sonui  time,  probably  without  the  claims  beinjr 
of  any  groat  value.  All  combinations  for  control  of  spindle  speeds 
might  be  classed  under  one  heading,  w^hether  they  are  for  stopping 
the  .s[)indle  entirely  or  for  slowing  it  down  thus  giving  a  differential 
speed. 

There  are  some  factors  of  automatic  control  to  which  study  has 
been  given  but  which  are  not  included  in  this  paper.  One  is  the 
supplying  of  oil  to  the  point  of  the  drill,  in  a  turret  machine.  80 
that  the  oil  is  shut  off  as  soon  as  the  turret  is  indexed  to  another 
position,  and  restarted  whenever  the  drill  is  in  line. 

I  agree  with  Mr.  Neff  that  the  use  of  automatically  controlled 
machines  increases  the  need  of  skilful  supervision.  In  fact  this 
statement  is  made  in  the  paper.  It  is  simply  that  less  skilled  men 
can  be  used  as  helpers  on  automatic  machines;  but  there  must  be 
somewhere  up  and  down  the  line  someone  with  a  high  degree  of  skill 
for  the  purposes  of  supervision. 
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Men  who  are  not  fully  trained  mechanics  can  sometimes  be  in- 
structed so  as  to  become  skilful  in  operating  automatic  machines. 
These  are  men  adapted  to  this  work,  who  become  skilled  in  a  sense, 
although  not  classed  as  skilled  **all  around  mechanics."  I  do  not 
wish  to  convey  in  the  paper,  however,  any  thought  but  that  skilled 
supervision  and  skilled  men  are  needed  to  operate  these  machines. 

In  reply  to  Mr.  Marshall,  it  is  a  plan  in  many  types  of  machines 
to  have  a  breaking  or  friction  point  which  will  break  or  yield  first 
and  thus  prevent  breaking  any  of  the  important  parts.  The  ma- 
chine so  constructed  can  after  failure  be  readily  started  up  again 
without  waiting  for  expensive  repairs.  This  feature  might  be  very 
aptly  classed  as  one  of  automatic  control,  but  not  in  the  usual  sense 
in  which  the  mechanism  for  operating  the  machine  is  meant. 

On  the  Bullard  machine  (Fig.  13)  is  a  thrust  for  the  worija  which 
will  allow  it  to  give  if  the  pressure  is  exceeded,  and  will  trip  the 
machine  so  as  to  stop  its  feeding.  This  illustrates  in  another  way 
the  point  made  by  Mr.  Marshall. 
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ELECTRIC  OPERATION  AND  AUTOMATIC 
ELECTRIC  CONTROL  FOR  MACHINE 

TOOLS 

By  L.  C.  Bbooks,  Schenectady,  N.  Y. 
Associate-Member  of  the  Society 

The  application  of  electric  control  to  individual  machine  tools 
is  considered  to  be  one  of  the  most  important  forward  steps  in  the 
improvement  of  machine  shop  efficiency.  The  economies  resulting 
from  substituting  electric  drive  (either  individual  or  group  drive) 
for  the  steam  engine  and  long  line  shaft  drive  were  very  effectively 
outlined  before  this  Society  six  years  ago.^  Prof.  W.  F.  M.  Goss 
too  has  stated:  ** I  am  convinced  that  the  machine  tool  of  the  future 
is  to  be  an  individual  motor  driven  machine,  a  machine  in  which  we 
shall  not  see  pulleys,  belts  or  gears."  This  prophecy  is  surely  being 
fulfilled. 

2  Six  years  ago  it  was  pointed  out  that  for  work  requiring  ad- 
justable speed  motors,  the  direct  current  motor  alone  was  applicable. 
The  same  is  true  still,  if  the  desired  speed  increments  are  small. 
However,  very  satisfactory  results  are  being  obtained  with  alter- 
nating current  in  large  installations  in  steel  mill  and  other  heavy 
duty  work  of  large  capacity. 

3  In  the  early  application  of  electric  motors  to  machine  tools, 
the  motors  were  started  by  hand  starters,  either  of  the  dial,  or  drum 
type,  the  dial  type  usually  being  unprotected.  Some  of  us  vividly 
recall  the  scene  of  an  aged  joiner  attempting  to  start  a  high  speed 
machine,  how  as  the  starting  arm  of  the  rheostat  was-near  the  running 
point,  his  trembling  was  so  great  as  to  cause  the  starting  arm  to 
break  contact.  The  result — a  heavy  arc  on  the  starter  and  a  burned 
hand  on  the  operator.     However,  these  conditions  are  now  entirely 

iTrans.  Am.  Soc.  M.  E.,  Vol.  32,  p.  219;  also,  Proc.  A.  I.  E.E.,  Vol.  29, 
p.  621. 

Presented  at  the  Annual  Meeting,  December  1915,  of  The  Amerigax 
Society  of  Mechanical  Enoinekbs.  Contributed  by  the  Sub-Committee  oti 
Machine  Shop  Practice. 
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reversed  by  use  of  Safety  First  requirements  and  remote  controlled 
automatic  controllers. 

4  During  the  past  year,  the  American  Institute  of  Electrical 
Engineers  has  held  a  series  of  meetings  under  the  auspices  of  the 
Industrial  Power  Committee.  The  subjects  treated  included  the 
characteristics  of  electric  motors;  factors  involved  in  motor  applica- 
tions; fields  of  motor  application  and  controllers.  These  articles 
contained  a  vast  amount  of  valuable  data  and  information  relative 
to  their  subjects  and  to  present  practice,  and  it  is  understood  that 
they  will  be  published  in  a  special  volume.  All  who  are  interested 
are  referred  thereto,  as  any  attempt  to  give-an  abstract  here  would 
be  unsatisfactory. 

CONTROL  APPARATUS 

6  The  importance  of  control  appliances  can  best  be  emphasized 
by  quoting  a  very  prominent  machine  tool  builder:  "In  analyzing 
the  various  elements  of  machine  tools,  the  question  naturally  arises, 
wherein  can  they  be  improved?  There  are  many  ways.  First,  let 
us  consider  the  question  of  control.  Control  iS  the  essence  of 
machine  tool  operation.  It  plays  the  largest  part  in  production 
work.     Control  is  everything   ..." 

6  While  there  are  a  number  of  instances  and  special  locations 
where  dial  or  drum  type  hand  starters  are  more  applicable,  we  have 
reached  the  time  when  automatic  starters,  remote  controlled,  (with 
the  possible  occasional  exceptions  of  the  reversing  switch)  are  the 
most  suitable.  The  principal  advantages  of  automatic  control 
are: 

a  The  use  of  manually-operated  controllers  may  cause  undue 

stresses   on   the   motor,   especially   on   rapid    reversing 

equipments 
b  The  operating  switch,  or  push  button,  is  easily  attached  to 

the  machine  and  the  main  panel  may  be  located  at  a 

distant  point,  out  of  the  way 
c  The  manufacture  of  automatic  appliances  is  now  a  well 

founded  art  and  is  no  longer  an  experiment 
d  A  considerable  increase  in  the  capacity  of  the  machines  is 

obtained 
e  The  starting  time  is  automatically  regulated  to  suit  the 

load  conditions  on  the  motor 
/  Accurate  stopping  points  are  obtained  by  the  application 

of    dynamic   braking^    which    consists    in    connecting  a 
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resistance  across  the  armature  circuit  in  the  off  position 
of  the  starter,  the  stored  energy  of  the  armature  being 
dissipated  as  heat  in  the  resistance 
g  It  permits  the  use  of  operators  not  specially  trained.  It 
entirely  removes  the  element  of  thought  from  the  mind 
of  the  operator  who  has  simply  to  operate  the  master 
switch  or  push  button  in  the  desired  direction  and  does 
not  need  to  think  about  drift  points,  safety  features,  etc. 

TYPES  OP   STARTERS 

7    The  three  general  types  of  automatic  starters  are: 

Time  element^  wherein  the  starting  resistance  is  cut  out  in  a  fixed 

period  of  time.    This  type  is  not  adapted  to  conditions  of  varying 

starting  load. 

Counter  E.M,F.,  wherein  the  starting  resistance  is  cut  out  by 
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magnets  actuated  by  the  counter  e.m.f .  of  the  motor.  The  reliability 
of  this  system  is  decreased  by  the  fluctuation  in  line  voltage,  except 
in  the  case  of  motors  of  small  capacity,  though  it  has  worked  very 
well  in  elevator  work.  Fig.  1  shows  a  connection  of  a  counter  e.m.f. 
starter  with  one  step  of  starting  resistance.  The  contactor  coil  is 
connected  in  multiple  with  the  motor  armature  and  is  so  designed 
that  the  contactor  will  not  close  until. the  counter  e.m.f.  of  the 
motor  has  built  up  to  a  predetermined  value. 

Current  limits  wherein  the  starting  resistance  cut  out  is  regulated 
by  the  motor  current.  The  current  limit  type  of  starters  are  of 
two  kinds:  First,  with  shunt  wound  magnet  switches,  actuated 
through  series  relays  which  will  not  close  until  the  accelerating  cur- 
rent has  reduced  to  a  predetermined  value;  Second,  with  magnetic 
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lock  out  switches  (or  aeries  contactors).  These  series  type  switches 
consifit  esEetitially  of  a  series  wound  coil  actuating  the  switch,  the 
coil  being  in  the  motor  circuit.  The  magnetic  path  in  the  switch 
may  be  so  adjusted  that  the  switch  will  not  close  until  the  current 
bas  reduced  below  a  certain  critical  value. 

8    A  simplified  wiring  scheme  of  a  series  type  of  starter  is  shown 
in  Fig,  2.     The  explanation  of  this  diagram  is: 


Contactor  No.  1  is  shunt  line  contactor. 

Contactor  Nos.  2  and  3  are  series  accelerating  contactors. 

(^ontact()r  \o.  4  is  compound  series  accelerating  contactor. 
with  shunt  holding  coil  and  interlock  in  the  control  cir- 
cuit of  the  hoidinp  coil. 

(.)peration  of  the  control  switch  closes  No.  1  contactor;  motor 
starts  with  all  resistance  in  circuit. 
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Contactor  No.  2  closes  as  current  falls  to  some  predetermined 
value,  short-circuiting  Rl. 

As  contactor  No.  3  closes,  due  to  falling  off  of  current,  R2  in 
short -ciVcui ted ;  this  contactor  also  short-circuits  con- 
tactor No.  2  with  its  coil,  causing  No.  2  to  open. 

In  the  same  manner  contactor  No.  4  closes,  short-circuiting 
resistance  US  and  dropping  out  contactor  No.  3;  in 
closing,  contactor  No.  4  establiahos  a  circuit  through  the 
interlock  for  shunt  holding  coil,  thus  insuring  that 
contactor  No,  4  will  stay  closed  until  the  voltage  fails  or 
the  control  switch  is  opened. 

All  panels,  whether  for  general  starting  duty,  or  for  control 


of  special  machines,  should  be  provided  with  a  suitable  enclosing 
case,  for  the  protection  of  the  appliances  on  the  panel  against  injury, 
also  for  the  protection  of  the  operator  against  accidental  contact 
with  current  carrj-ing  parts.  With  starters  for  motors  of  small 
capacity,  the  enclosing  rase  .should  be  fool-proof  and  meet  all  the 
applicable  Safety  First  requirements.  Under  ordii>arj'  conditions, 
the  control  panels  for  motors  of  large  oap.teity  should  be  provided 
with  small  openings  to  allow  for  the  filiation  of  heat  from  the 
current  carryinsj  jjarts.  In  many  leases,  it  will  be  found  very  de- 
sirable to  make  the  enclosing  ca.se  a.s  a  part  of  the  casting  of  the 
machine  frames. 
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STARTERS   FOR   CONSTANT   SPEED   MOTORS 

10  A  Riartcr  for  small  motors  of  %  h.p.  and  less,  where  starting 
rcsistancp  is  luit  nccessarj-,  is  Bho\vn  in  ¥'\^.  3  and  4.  It  consists  of 
•A  lint!  contactor,  an  overload  relay,  a  field  riicostAt  and  eoimectioii 
iKiard,  mounted  on  the  insulating  base  and  onclosotl  in  a  Safety 
First  case,  which  is  adapt<'ii  for  conduit  wiring.  This  starter  is 
arranged  to  always  start  with  full  field  on  the  motor  by  simply  tum- 
iug  the  field  rheostat  handle  to  the  extreme  left,  thus  closing  the  line 
contactor,  after  which  the  rheostat  handle  may  Ix*  turned  to  the 
point  for  the  desired  motor  RjX'cd.  If  desired,  an  "emergency 
stop"  push  button  may  be  located  at  any  convenient  point  on  thr 


ni!ic]iin<-.  This  starter  is  especially  adapted  for  headstock  motors. 
wood-work iiijj  ma<'hines,  etc.  I''ip.  5  shows  a  wood-turning  lathe 
with  llii-  sUirtiT  -sclf-coiitainfil  in  the  lathe  frame. 

]  1  -V  starter  fur  iTiotors  of  ?.i  tO  'A  h.p.,  where  one  step  of  start ini; 
resistance  is  necessary,  is  shown  in  Figs,  (i,  7,  8  and  9.  The  appli- 
ances on  tile  front  of  the  panel  cimsist  of  line  switch  and  fuses,  {l.i 
eoiilinrliir,  I'l)  cnutitcr  e.m.f.  accelerating  cont-actor,  and  connection 
liii:ird.  The  starting  n-sistance  is  nn>unte<l  on  the  back  of  the  panel. 
The  fiin]|ilr-te  panel  is  eiicioseil  in  a  Saf<^ly  First  case,  the  chief 
f.-!inires,.f  whi.'h  lire: 

II  The  iswiti'h  <']»'r:iting  handle  may  be  locked  in  posititm. 
llius  pvevi'ut inn  unauthorized  oiieration 
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b  A  hinged  door  is  provided  for  the  examination  of  the  panel 

and  renew iug  the  fuses 
c  There  is  an  interlock  between  the  operating  handle  and 


FiC.  6     D.  C.  Startikq  Pa^EL,     Max.  Batiko  3  H.P.  at  230  Voltb 


Fm.  7     P.  C.  Stabtino  Panel.    Max.  Ratiko  3  H.P.  , 


the  covpr  of  the  enclosing  case,  so  that  the  cover  cannot 
be  opiined  until  the  switch  is  open  and  tlie  switch  cannot 
be  closefl  until  the  cover  is  closed,  thus  preventing  any 
injury  to  the  operator  as  a  result  of  accidental  short 


e-:i.k(:tric  upkratiun  for  uacuine  tuols 

circuits.  Tbis  starter  is  arranged  for  push  button  opera- 
tion and  the  enclosiit);  case  may  l>e  fitted  for  condiut 
(ronnwtion. 


Fi.i.  •>     I>.  I'.  STAiiTis-.i  Pa.\ki,.    Max.  Ratikg  3  H.P.  at  230  Volts 

i'2     I'Vir  ;;t;irHTS  of  iargiT  liorse|K)\viT,  arranpement  c  would  bf 
sonK'wli:it    modified    U>   arconunodatc   tbc   additional    accplcraltae 
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contactors.  A  double  pole  line  contactor  should  also  be  supplied. 
The  questions  of  type  of  overload  appliance  and  whether  or  not  a 
dynamic  braking  contactor  is  necessary  depend  upon  the  application. 
The  enclosing  case  should  be  of  sheet  steel,  for  appearance  and  light 
weight,  and  the  interlocking  features  described  above  are  not  neces- 
sary. 

STARTERS  FOR  ADJUSTABLE   SPEED   MOTORS 

13  For  general  service,  the  starters  for  adjustable  speed  motors 
should  be  of  the  same  general  design  as  described  above  for  constant 
speed  service.     The  appliances  on  the  panel  should  include : 

Double  pole  line  contactor 

The  necessary  accelerating  contactors 

Overload  and  no-voltage  protection 

Field  accelerating  relay 

Provisions  for  starting  the  motor  with  full  field 

Provision  for  disconnecting  the  motor  fields  when  the  machine 

is  not  in  use 
Dynamic  braking  contactor,  when  required 
Protected  terminal  connection  board. 

14  The  starting  resistance  should  be  mounted  back  of  the  panel, 
except  in  the  case  of  large  sizes  of  motors  when  it  should  be  separately 
mounted.  The  field  rheostat  should  be  mounted  separate  from  the 
panel,  with  the  possible  exception  of  small  sizes  of  motors.  The 
method  of  control  should  be  at  the  panel  or  remote,  as  operating 
conditions  require. 

REVERSING   SERVICE 

15  For  general  reversing  service,  the  starters  should  be  of  the 
same  general  design  and  requirements  as  given  above  for  non- 
reversing,  with  the  following  modifications: 

a  Dynamic  braking  at  the  "ofif"  position  should  be  supplied 
to  protect  the  motor 

b  Two  double  line  contactors  are  necessary  to  give  the  re- 
versing. In  small  equipments,  a  double  pole,  double 
throw  switch  may  be  used  for  reversing. 

GENERAL   SERVICE 

16  The  types  of  starters  described  above  are  applicable  for  all 
general  service,  as  pumps,  fans,  drill  presses,  grinders,  milling 
machines,  and  boring  mills,  except  in  cases  where  special  features  are 
desired. 
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PROTECTIVE   FEATURES 

17  All  automatic  starters  and  control  apparatus  should  be  pro- 
vided with  protection  from  low  voltage  on  the  line,  also  from  ex- 
cessive overload.  In  all  cases,  except  possibly  pumps  and  fans  and 
similar  machines,  these  protections  should  be  of  such  a  nature  as  to 
disconnect  the  motor  from  the  line,  and  not  to  be  restarted  except 
by  the  operator  at  starting  station.  For  motors  of  over  25  h.p., 
the  overload  protection  should  be  preferably  an  overload  relay, 
either  hand  or  electrically  reset,  as  operating  conditions  require. 
For  motors  below  25  h.p.,  the  overload  protection  should  be  fuses, 
chiefly  for  economic  reasons.  The  fuse  capacity  should  conform 
to  the  requirements  of  the  National  Board  of  Fire  Underwriters. 

I    I    I    4    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    I    ll  I    I    I    I    |,s^ 


^Field  Relay - :i.v..:c— t... 

Fig.  10    CuKBENT  Curve,  Stabtinq  a  5  H.P.,  500/1600  B.PJtf.  Motor  with 

Flywhekl  Load 

In  many  cases  it  will  be  preferable  to  have  the  line  switch  and  fuses 
a  part  of  the  distribution  system,  separate  from  the  control  panel. 

18     With  adjustable  field  motors,  it  is  desirable  to  set  the  field 
rheostat  so  that  the  motor  will  always  operate  at  a  predetermined 
speed.     To  accomplish  this,   connections  should  be  such  that  the 
field  resistance  is  short-circuited  during  the  accelerating  period,  thus 
permitting  the  motor  to  start  under  maximum  torque.     (This  con- 
nection  to  be  re-established  when  the  motor  is  stopped,  thereby 
giving  maximum  torque  for  the  dynamic  brake  cycle).     After  the 
armature  resistance  is  cut  out,  the  field  is  then  automatically  weak- 
ened to  the  predetermined  point.     In  order  to  prevent  the  motor 
from  accelerating  too  fast,  thereby  drawing  excessive  current  from 
the  line,  the  field  accelerating  relay  should  be  supplied.     This  relay 
is  connected  in  the  armature  circuit  with  auxiliary  contacts  which, 
when   closed,    short-circuit   the  field  rheostat    and  as   the  relay 
operates  alternately  cut  the  field  rheostat  in  and  out  as  the  motor 
increases  from  full  field  speed  to  the  desired  fast  speed,  thereby 
preventing  the  high  current  inrushes  on  the  motor.     This  method 
also    permits  of  quickly  obtainhig  full  speed  and  prevents  severe 
field  distortion,  due  to  high  armature  currents.     These  relays  are 
unnecessan-  on  motors  below  5  h.p.,  and  on  motors  of  less  than  50 
h.p.,  with  a  speed  range  of  2:1,  except  in  special  cases  where  the 
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time  of  bringing  acceleration  up  to  speed,  with  150  per  cent  load, 
is  many  times  that  of  the  field  constant. 

19  Fig.  10  is  a  current  curve  when  starting  a  5  h.p.  motor, 
showing  the  starting  peaks,  also  how  the  field  relay  regulates  the 
current. 

20  With  adjustable  speed  motors  of  a  range  of  greater  than 
2  to  1,  provision  should  also  be  made  so  that  the  field  resistance  is 
not  cut  in  until  the  last  accelerating  contactor  has  closed,  thereby 
cutting  out  the  last  step  of  starting  resistance.  Provision  should  be 
made  so  that  the  motor  fields  are  not  energized  when  the  machine 
is  not  in  use. 

21  With  adjustable  speed  motors,  too,  especially  with  a  range 
of  4  to  1,  arrangements  should  be  such  as  to  prevent  a  "pump  back" 
when  stopping  the  motor. 

22  On  work  requiring  quick  reversing,  dynamic  braking  should 
be  provided  at  the  "off"  position  of  the  starting  switch.  In  many 
cases,  as  on  planers  and  boring  mills,  a  graduated  dynamic  braking 
of  two  or  more  points  is  necessary. 

CONTROL  APPARATUS  APPLIANCES 

23  The  individual  appliances  of  control  apparatus  should  be 
of  the  best  possible  quality  applicable  to  the  work  of  long  life,  and 
of  relatively  strong,  rugged  construction.  By  this  is  meant,  that 
with  a  contactor  of  300  amperes  capacity,  it  is  reasonable  to  expect 
1,500,000  or  more  operations  without  renewal  of  parts,  while  with  a 
contactor  of  25  amperes  capacity,  500,000  operations  would  be 
satisfactory'  due  to  the  relative  lightness  of  construction  and  small 
parts. 

24  The  design  of  bearing 'pins  and  surfaces  should  be  such  as 
prevent  **freozing"  and  produce  minimum  wear. 

25  The  appliances  should  operate  satisfactorily  imder  working 
conditions,  with  a  voltage  variation  of  5  per  cent  above  and  20  per 
cent  below  normal.  They  should  also  "wipe  in"  at  or  below  the 
"pick  up"  voltage. 

26  The  teinperature  rise  on  contacts  and  coils  should  not  exceed 
65  deg.  under  continuous  operating  conditions. 

27  All  shunt  wound  coils  should  be  treated  with  a  water- 
proofing process. 

28  Auxiliary'  contacts  should  have  a  positive  action,  to  insure 
good  contact  and  prevent  accumulation  of  dirt. 

29  In  many  cases  where  overtravel  would  be  disastrous,  as  on 
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planers  and  Blotters,  arrangements  should  be  made  to  be  sure  tbe 
line  contactors  will  open  when  the  limit  switch  or  master  controller 
operates  to  cut  ofif  the  supply  of  current. 

RESISTANCES 

30  In  connection  with  starting  apparatus,  one  of  the  most 
important  items  for  consideration  is  the  starting  resistance.  Except 
in  cases  of  small  motors,  cast  iron  grids  are  very  satisfactory  for  this 
service.  Cast  iron  has  a  temperature  coefficient  of  about  O.O007 
and  by  adding  a  small  per  cent  of  certain  allo3r8,  a  very  hi^^  re- 
sistance grid  is  obtained  which  is  suitable  for  rather  small  size  of 
motors.  For  small  motors,  a  high  resistance  wire,  or  ribbon,  is 
suitable,  which  may  be  in  the  form  of  enclosed  coils,  flat  plates  or 
other  special  forms  as  the  various  manufacturers  develop  the  material. 
A  motor  starting  a  load  which  is  subject  to  infrequent  overloads  of 
short  duration  should  have  a  resistance  imit  of  large  thermal  ca- 
pacity, while  a  motor  subject  to  frequent  overloads  should  have  a 
resistance  unit  of  small  thermal  capacity  in  order  to  give  more  rapid 


TABT.E  1     NUMBER  OF  STEPS  OF  STARTING  RESISTANCE 

HOKSEFOWER    OP    MOTOR 

Bclo^   1             1     1-3 

6-25 

35-50  1  6O-I0U110  1t)0 

Number  of  Steps 

! 
I  ircctly  on  Line     |     1 

2 

3       1       4.      .      5 

cooling.  In  all  cases,  the  resistance  units  and  their  mounting 
should  be  of  rugged  construction  and  properly  supported  to  be 
conveniently  accessible. 

31  The  starting  resistance  should  be  so  laid  out  in  the  various 
steps  as  to  give  practically  uniform  acceleration  peaks.  In  certain 
cases,  as  fans,  where  the  load  incre^es  with  the  speed,  it  may  be 
desirable  to  have  the  transition  points  (valley  currents)  tapered,  the 
low  points  being  at  the  beginning,  thereby  requiring  less  starting 
steps,  and  reducing  the  peak  demands  from  the  line. 

32  The  National  Electric  Light  Association  has  proposed  the 
following  requirements  for  direct-current  motors,  as  to  maximum 
starting  current,  for  230  volts,  which  is  the  average  factory  voltage: 

3  h.p.,  and  below 12  amperes  per  h.p. 

Above   3   h.p 9  amperes  per  h.p. 

No  motor  may  be  coimected  without  a  starting  resist- 
ance where  the  starting  current  exceeds  30  amperes. 

33  Table  1  gives  the  number  of  steps  of  starting  resistance 
which  should  be  required  ior  general  service.    Of  course,  there  will 
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be  instances  where  it  will  be  desirable  to  depart  from  this  schedule, 
to  meet  peculiar  operating  conditions. 

APPLICATIONS  OF  AUTOMATIC   CONTROL 

34  With  the  foregoing  general  requirements  for  appliances, 
and  with  the  following  typical  special  examples  described,  it  is  not 
hoped  to  have  universal  agreement.  In  fact,  it  is  hoped  that  the 
criticisms  will  be  wholesome  and  that  other  suggestions  will  be 
numerous.  All  the  data  thus  obtained  would  form  a  desirable 
basis  for  any  future  standardization  of  electrical  equipments  for 
machines  of  the  various  services. 

35  The  importance  of  standardizing  cannot  be  too  strongly 
emphasized.  By  this  is  not  meant  that  the  detail  appliances  should 
all  be  of  the  same  design— the  various  electrical  manufacturers  can 
work  that  part  out  for  themselves— but  that  the  control  equipment 
for  a  certain  type  of  machine  should  contain  a  uniform  set  of  ap- 
pliances. The  space  required  by  every  electrical  manufacturer 
would  thus  be  practically  the  same  and  the  machine  could  be  so 
designed  to  accommodate  the  electrical  equipment,  with  the  result 
that  the  complete  installation  would  be  much  neater  in  appearance 
and  more  satisfactory  in  every  way. 

36  Lathes.  At  the  present  time,  the  problem  of  purely  avio- 
matic  control  for  general  lathes  has  not  been  entirely  solved.  For 
many  uses,  the  drum  controller  has  been  found  to  fill  the  require- 
ments quite  satisfactorily.  An  automatic  starting  panel  with  a 
drum  switch  for  reversing  has  given  good  results  for  certain  applica- 
tions. Lathes  for  a  special  class  of  work  have  been  controlled  with 
safety  and  efficiency,  so  that  it  is  believed  the  day  is  not  far  distant 
when  the  goal  for  general  lathes  will  have  been  reached. 

37  Car  Wheel  Lathes,  The  fimctions  of  a  car  wheel  lathe 
require  that  electrical  equipment  be  designed  for  especially  heavy 
service  and  that  the  control  be  reliable  and  as  simple  as  possible. 
The  equipment  should  consist  of  the  panel  and  resistances,  a  push 
button  station  with  "start,"  "stop"  and  "slow  down,"  and  a  pendant 
or  foot  switch  for  "slow  down,"  the  "slow  down"  feature  being  neces- 
sary when  a  hard  spot  is  reached  in  the  cut,  and  "slow  down"  being  to 
approximately  50  per  cent  of  basic  speed  at  100  per  cent  load.  After 
the  "slow"  button  is  pressed,  it  should  always  be  necessary  for  the 
motor  to  come  to  approximately  full  field  speed  before  it  is  possible 
for  slow  down  contactors  to  be  closed  again,  to  limit  the  "pump  back." 

38  The  panel  requirements  should  consist  of  the  following: 
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One  line  contactor 

The  necessary  accelerating  contactors 

Two  dynamic  brake  contactors 

One  field  accelerating  relay 

Double  pole,  double  throw  line  switch  for  revering. 
39    The  startii^,  brake,  and  slow  down  resistance  should  be 
mounted  on  the  back  of  the  panel,  when  the  size  will  permit,  the 
field  rheostat  beii^  mounted  separately.    The  enclosing  case  ahould 


FlQ.   11       WUEEL  LAtHB   COXTBOIxLINO    PaNKI..      200    AltPBRB  8lKE 

be  of  sheet  Mteel  antl  i)rovided  for  either  wall  or  floor  mounting.    A 
panel  for  50  h.p.  is  sho^vn  in  Fig.  11. 

40    Boring  Mills.    The  control   equipment  for  a  boring  mill 
presents  many  interesting  problems,  among  which  are : 

a  Where  the  mill  is  operating  upon  heavj-  castings,  it  should 

be  accelerated  slowly  on  starting 
b  Dynamic  braking  should  always  be  supphed  when  stopping 
to  insure  efficient  stops,  also  to  prevent  damage  to  ihc 
motor  by  improper  manipulation  of  the  starter 
c  The  control  scheme  miiat  be  such  that  no  possible  com- 
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bination  of  operating  buttons  will  permit  the  motor  to 
run  on  starting  resistance  when  the  load  is  decreased,  or 
produce  a  "pump  back"  with  consequent  heavy  sparking 
at  the  motor  when  stopping. 

41  The  type  of  control  panel  necessary  to  give  most  ideal 
operation  on  a  boring  mill  consists  of  a  straight  series-type  current 
limit  starter,  with  provision  for  maintaining  full  field  on  the  motor 
until  the  last  point  of  armature  acceleration  is  reached.  A  field 
accelerating  relay  should  be  used  when  adjustable  speed  is  desired. 
Dynamic  braking  should  be  supplied  in  all  cases,  the  resistance 
being  adjusted  for  full  load  current  at  high  speed.  The  panel 
should  be  controlled  by  a  "start"  and  "stop"  push  button;  on  very 
large  machines  a  pendant  switch  is  also  desirable  to  be  used  when 
setting  up  the  work.  An  18-ft.  boring  mill  in  operation  is  shown  in 
Fig.  12  and  the  control  panel  is  shown  in  Fig.  13. 

42  Planers,  The  applications  of  electric  motors  and  their 
control  to  planers,  Blotters,  etc.,  is  probably  the  most  interesting, 
from  an  engineering  point  of  view  as  well  as  that  of  economy  in 
production,  of  all  machine  tool  applications.  The  relati\«  ad- 
vantages and  economies  of  the  reversing  motor  drive  for  this  purpose 
are  now  fully  realized  and  have  been  set  forth  in  bulletins  issued  by 
the  various  electrical  manufacturers.  They  are  also  thoroughly 
appreciated  by  all  machine  tool  men,  so  that  a  summation  of  them 
will  be  unnecessary.  However,  the  main  electrical  points  to  be  kept 
in  mind  are: 

a  Sparkless  commutation  of  the  motor 

h  Stability  of  the  motor  at  all  speeds 

c  Gradual  dynamic  braking  (to  prevent  imdue  shock  on  the 
machine)  in  the  shortest  possible  time 

d  Quick  reversing 

e  Independent  cutting  and  return  speeds  with  maximum 
range  of  4  to  1 

/  Provision  for  minimum  drift  when  the  motor  is  stopped 
01*  reversed,  also  when  the  power  fails  as  a  result  of  over- 
load or  low  voltage  on  the  line 

g  Auxiliary-  contacts  on  the  contactors  reduced  to  a  minimum 

h  Provision  for  position  operation  of  the  main  contacts 

i   "Time  efficiency'^  for  the  complete  cycle  as  high  as  possible 

j  All  the  appliances  of  the  control  equipment  designed  so 
as  not  to  be  influenced  by  reasonable  vibration. 

43  Fig.  14  shows  a  72-in.  planer  that  was  changed  from  a  belt 
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10.  12    WiLUAU  Selleks  18  Vt.  Borino  Mill  Operated  with  7'^  mv  50 

H.I'.  Motors  Contiu>li,ed  by  Panel.    A  is  Bapid  Tranev^cse  akd  Feep 

Control  Btation,  B  is  Motor  Panel  akd  C  is  Main  Motok 

Cos'TsoL  Station 
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RcvEKSiNU  MoTOK  Ukivi:.    72-in.  by  22-kt.  IIkuent  Miles  ['i^nex. 
Driven  bv  35  II,P.,  250/1000  R.P.M.,  230-Volt  Motor 


Tia.  25    liATiKiAL  DiscAUuyAi  Vhou  72-is.  Beubnt  Uit.ES  ?y,»,si».  ^iM» 
e^AS-am  Frou  Bklt  Dkivf.  to  Direct  ^o^.:;E^:Tl:l^  Uevkusi^U  ^mtju. "Otei^ 
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drive  to  electric  drive,  and  the  discarded  material  is  shown  in  Fig,  15. 
Fig.  16  shows  a  25  h.p,  control  panel.  Figs,  17  and  18  show  a  com- 
plete machine.  Ii^g.  19  shoM's  the  results  that  may  be  obtained 
from  a  machine  operated  by  this  type  of  equipment. 

44  Fig.  20  shows  a  diagram  of  connections  of  a  planer  control 
equipment.  Contactor  Xo.  G  is  the  accelerating  contactor.  Con- 
tactor No.  8  is  2nd  point  dynamic  brake,  operated  by  the  field  cur- 
rent. When  contactor  N'o.  (i  is  open,  field  current  s  made  through 
an  auxiliary  contact  which  short  circuits  the  fiekl  rheostats  and  half 


Fifi.  18    48-is.  CisriSKATi  I*r,ASEK  Drives  bv  20  U.P.,  250/1000  R.l'.M.. 
230-Voi.T  MOTOK 

of  coil  on  No.  8  eonlaelor.     When  field  current  appr<»aches  full  fielil 
value,  No.  8  contactor  is  so  adjusted  as  to  close. 

4.'>  At  full  field  on  Ihc  motor,  Mliich  is  the  slowest  speetl.  No.  8 
contactor  will  close  almost  in.stantly,  while  on  weak  field  (high  speed) 
the  contactor  iloe«  not  operate  until  such  time  as  the  field  current 
has  reached  a  predetermined  value,  lliis  gives  a  definite  time  lag 
between  closing  of  Isl  ptiint  dyi>Hmi<'  linike  contactor  (No.  4)  and 
2nd  point  (No.  8),  which  allows  Ihe  m<itor  field  to  be  strengthened 
before  increasing  the  dynamic  bnike  load.  When  motor  is  ac- 
celerating contactor  No.  li  closes,  thus  opening  the  auxiliary  contact 
and  allowing  the  fielfl  current  to  pass  through  the  field  rheostats  and 
both  sections  of  coil  on  contactor  No.  8.     The  two  sections  of  this 
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coil  are  wound  in  opposite  directions  and  the  field  current  passing 
through  both  sections  de-enei^izes  the  contactor  and  it  opens. 

46  For  emergency  stopping,  when  the  circuit  breaker  opens, 
an  auxiliary  contact  on  the  circuit  breaker  connects  the  motor  field 
to  the  armature,  and  the  annature  is  connected  across  the  resistance 
for  dynamic  braking. 

47  To  meet  conditions  of  load  where  the  full  load  cut  is  neces- 
sary up  to  the  end  of  the  stroke,  a  definite  brake  value  on  cutting 
speed  is  maintained  independent  of  return  speed.  This  is  ac- 
complished by  contactor  No.  7,  which  has  two  half  coils,  one  being 
connected  across  the  line  and  one  across  the  annature  and  either 
coil  being  powerful  enough  to  operate  the  contactor.    When  the 


Chips  Mape  on  38-in.  Heavt  Duty  Planxb  Drtvbn  b7  50  H.P. 
General  Electgic  Co.  Rbversiko  Puner  EquirmNT 

motor  is  running  in  the  cutting  direction,  the  coil  across  the  line  is 
in  tho  same  direction  as  the  coil  across  the  armature,  so  that  the 
contactor  operates  and  short  circuits  a  part  of  the  dynamic  brake 
resistance,  which  can  be  adjusted  to  give  a  definite  dynamic  brake 
value  on  the  cutting  stroke.  When  the  motor  is  running  in  the 
return  direction,  the  coil  across  tho  armature  is  opposed  to  the  coil 
across  the  line,  and  the  contactor  is  inoperative  mitil  such  time  as 
the  armature  voltage  has  dropped  to  a  predetermined  value  and  the 
armature  has  decelerated  to  a  definite  speed  on  dynamic  braking; 
the  coil  across  the  lino  then  overpowers  the  coil  across  the  armature 
and  the  contactor  closed,  giving  a  3rd  point  dynamic  braking  on 
return  stroke. 
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48  With  the  above  arrangement,  the  maximimi  variation  of 
cutting  stroke  between  no-load  and  full  load  at  high  speed  is  about 
1  in.,  and  is  practically  zero  at  the  slow  speed. 

49  The  complete  electrical  equipment  for  planer  drive  conaists 
of  a  reversing  adjustable  speed  motor;  a  contactor  panel  and  enclosing 
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Fio.  20    Connections  fob  Pi^nib  Cohtbol  Contaotw  Fakels.    10  H.P. 
TO  2S  H.P. 

case  with  the  field  rheostata  mounted  inside  of  the  cover,  with 
external  operating  handles;  the  starting  and  dynamic  brake  re- 
sistance; a  master  controller  of  the  drum  type;  a  pendant  switch  for 
emergency  operation,  a  snap  switch  and  a  special  circuit  breaker. 
A  drum  controller  is  used  for  controlling  the  cross  rail  motor.  It  is 
proposed    to  make   the   control    equipment  of   the  smaller  horse- 
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power  sizes  self  contained  to  economize  space  and  reduce  the  ex- 
ternal wiring  to  be  supplied  by  the  user.  An  average  time  efficiency 
of  90  per  cent  (depending  upon  the  speeds  and  cuts  employed) 
is  obtained  with  these  equipments. 

MOTORS 

IK 

50  Not  the  least  important  factor  for  a  successfully  operating 
electrically  controlled  machine  is  the  motor. 

51  In  a  shimt  motor  which  starts  under  constant  field  excitation, 
the  torque  is  directly  proportional  to  the  armature  current.  This 
type  of  motor  is  applicable  for  machinery  where  constant  speed  is 
desired,  as  small  printing  .presses,  ventilating  fans,  small  machine 
tools,  woodworking  machines,  etc.  For  adjustable  speed  work  it  is 
applicable  to  planers,  boring  mills,  heavy  lathes,  etc. 

52  In  a  series  motor,  the  field  excitation  will  vary  with  the  load, 
which  results  in  a  varying  speed  and  a  very  powerful  torque  at  slew- 
speed.  This  type  of  motor  should  always  have  a  certain  friction 
load  and  be  geared  or  direct  connected  to  the  load  in  order  to  avoid 
the  possibility  of  the  latter  being  thrown  off  and  the  motor  ac- 
celerating to  a  dangerous  speed.  The  type  is  applicable  to  centri- 
fugal pumps,  cranes  and  hoists. 

53  In  a  compound  motor,  the  combination  of  the  shunt  and 
series  fields  produces  the  heavy  starting  torque  with  small  variation 
in  speed.  The  working  speed  can  also  be  increased  by  means  of  the 
shunt  field.  This  type  of  motor  is  applicable  to  machinery  requiring 
large  overload  capacity  for  short  periods  of  time,  as  rock  crushers,  air 
compressors,  shears,  large  printing  presses,  etc. 

54  While  the  control  apparatus  for  general  use  must  be  designed 
to  oj^erate  with  a  standard  motor,  it  is  necessary  that  the  designers 
of  both  the  motor  and  control  appliances  be  in  thorough  cooperation — 
especially  if  the  customer  is  to  obtain  satisfactory  results.  One  of 
the  main  points  to  bear  in  mind  in  the  application  of  electric  control 
to  shop  tools  is  simplicity,  not  only  in  the  design  of  appliances,  but 
in  the  control  schemes  as  well.  This  is  especially  true  in  the  applica- 
tion to  special  and  heavy  duty  machines.  This  will  mean  that  in 
many  instances  the  motor  wnll  need  to  be  designed  for  the  purpose 
and  have  the  desired  characteristics  as  to  stability,  overload,  com- 
mutation, etc.  The  control  problem  will  then  be  very  much  sim- 
plified. Indeed,  many  of  the  troubles  and  probable  failures  of 
electric  control  in  the  past  may  have  been  due  to  the  complicated 
control  api)lied  in  an  attempt  to  have  the  motor  perform  functions 
of  which  its  design  would  not  permit. 
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DISCUSSION 

H.  D.  James^  (written).  For  starters  for  adjustable  speed 
motors,  the  author  specifies  a  field  accelerating  relay.  The  function 
of  this  relay  is  to  prevent  the  operator  from  weakening  the  shunt 
field  of  the  motor  too  rapidly  during  acceleration.  The  weakening 
of  the  shunt  field  causes  the  motor  to  take  an  increased  current,  and 
the  relay  Operates  in  the  same  manner  as  an  ammeter.  When  the 
current  increases  to  a  fixed  value  the  relay  closes  the  contact  and 
increases  the  field  strength  of  the  motor  momentarily.  When  the 
current  drops  the  relay  opens  again,  and  this  alternating  closing 
and  opening  holds  the  field  strength  of  the  motor  at  the  proper 
value  during  acceleration.  The  operation  in  this  respect  is  ideal, 
and  the  relay  has  filled  a  long-felt  want  in  many  types  of  controllers. 
It  has  been  found,  however,  that  when  the  motor  is  operating  at  a 
high  speed  and  the  field  rheostat  is  turned  in  the  direction  of  reduc- 
ing the  motor  speed,  this  increase  in  field  strength  causes  the  motor 
to  act  as  a  generator  and  return  current  to  the  line.  This  regenera- 
tive action  may  be  very  severe  if  the  change  in  field  strength  is 
great.  Under  these  circumstances  the  heavy  current  which  flows 
causes  the  field  relay  to  close  the  current,  and  still  further  strengthen 
the  shunt  field  of  the  motor,  causing  an  increased  current  flow.  The 
operation  of  the  relay  in  this  respect  is  the  opposite  to  what  would 
be  required  for  holding  the  current  at  its  proper  value. 

The  detrimental  action  of  the  field  relay  causes  sufficient  harm 
to  more  than  counterbalance  its  good  effects  during  acceleration, 
and  better  results  can  be  obtained  by  omitting  this  field  relay  and 
using  another  device  for  strengthening  the  motor  field  during  accel- 
eration. 

The  author  states  that  motors  below  25  h.p.  should  have  fuses 
for  overload  protection.  The  company  with  which  I  am  connected 
is  in  favor  of  using  overload  relays  on  all  sizes  of  motors,  even  down 
to  5  h.p.,  where  such  a  relay  can  be  adapted  to  the  controller  speci- 
fied. The  first  cost  of  the  relay  is  more  than  the  fuse,  but  the  con- 
tinual replacing  of  fuses  is  a  running  expense  and  may  often 
amount  to  more  than  the  cost  of  the  relay  during  the  first  year  of 
operation.  If  fuses  continue  to  open,  there  is  a  tendency  to  put  in 
heavier  ones,  which  is  a  further  objection.  Where  an  overload  relay 
is  used,  it  is  so  easy  to  reset  the  relay  that  very  little  annoyance  is 
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caused,  and  usually  the  calibration  of  the  relay  is  left  at  a  reason- 
able value. 

The  author  states  that  a  graduated  dynamic  braking  of  two 
or  more  points  is  necessary  on  planers  and  boring  mills.  Tests 
made  with  the  6.  E.  graphic  recording  ammeter  on  planer  equip- 
ments at  the  William  Wharton  Shops,  Jenkintown,  Pa.,  showed  that 
the  retardation  of  the  planer  bed  was  so  rapid  during  dynamic 
braking  that  the  ammeter  recorded  little  or  no  difference  between 
a  single  step  dynamic  braking  and  a  graduated  dynamic  braking. 
These  tests  were  made  on  Westinghouse,  General  Electric  and  Allis- 
Chalmers  equipments ;  the  G.  E.  equipment  was  of  50  h.p.  size,  and 
the  others  were  35  h.p.  size. 

In  order  to  further  analyze  this  condition  we  made  oscillograph 
tests  on  iy2, 15  and  25  h.p.  motors,  both  variable  and  constant  speed, 
and  with  different  maximum  speeds  and  voltages.     It  was  found 
that  the  graduated  dynamic  braking  made  practically  no  difference 
at  the  time  of  stopping,  and  merely  added  to  the  complication,  the 
cost  and  the  size  of  the  control  equipments.    It  is  further  fouad 
that  a  considerable  variation  can  be  made  in  the  amount  of  resistance 
used  in  the  dynamic  braking  circuit  without  affecting  materially  ^^ 
time  of  stopping  the  motor.     This  investigation,  which  covert  * 
period  of  over  two  years,  has  led  us  to  abandon  the  gradua.*^ 
dynamic  braking  except  in  special  cases  where  a  considerable  ine:^^^^ 
load  is  stopped  and  the  time  of  stopping  is  extended  over  a  c^-O^' 
siderable  period.    The  writer  would  be  very  glad  to  know  of  otn^-J^^^ 
tests  made  in  this  direction  and  what  results  they  show.    It  is        ^' 
portant  to  reduce  controllers  to  a  minimum  number  of  parts,  ^^^^ 
no  refinements  which  do  not  pay  for  themselves  in  actual  res^    ^^^ 
obtained  should  be  introduced. 

The  safe  temperature  rise  for  any  apparatus  should  be  fixed^    ^^ 
the  materials  entering  into  its  design.     The  author  states  that        ^^ 
temperature  rise  on  contacts  and  coils  should  not  exceed  65  (z:3^- 
under  continuous  operating  conditions.    This  is  high  for  some  cla-^s^es 
of  apparatus  and  low  for  others.    Recent  improvements  in  ins""«-^^' 
tion  show  that  magnet  windings  can  be  operated  at  125  deg.  c^^*- 
actual  temperature  measured  by  resistance,  and  give  good  ser^^''^^ 
over  a  long  period  of  time.    This  comes  under  Class  B  insulatioi:i  ^^ 
the  A.I.E.E.  rules.     The  temperature  of  contacts  is  fixed  by    the 
fusing  point  of  the  material  used ;  if  a  spring,  by  the  temperature 
whicli  draws  the  temper  of  the  spring.     The  contacts  subject  to 
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arcing,  such  as  a  line  switch  contactor,  should  be  made  of  very 
refractory  material,  as  the  temperature  set  up  in  the  contact  on 
repeated  operations  is  far  in  excess  of  any  temperature  which  the 
contact  may  be  subjected  to  by  the  passage  of  the  current  itself. 

In  criticism  of  Table  1,  drum  controllers  we  have  had  on  the 
market  for  about  ten  years,  having  one  step  of  starting  resistance 
up  to  and  including  15  h.p.,  and  two  steps  of  starting  resistance 
above  15  h.p.,  and  including  35  h.p.,  have  proven  very  satisfactory. 
Further,  we  conducted  a  series  of  oscillograph  tests  extending  over 
a  period  of  six  months  on  several  hundred  different  motors,  and 
we  have  adopted  as  our  standard  one  step  of  starting  resistance  for 
motors  up  to  and  including  15  h.p.  and  two  steps  of  resistance  above 
15  h.p.  and  including  25  h.p.  Above  that,  we  determine  the  number 
of  steps  by  the  motor  used  and  the  service  conditions.  Most  machine 
tool  motors  start  up  light,  as  it  is  not  the  practice  to  start  a  machine 
tool  with  the  tool  cutting  material.  The  resistance,  however,  is  suf- 
ficient to  start  the  motor  under  full  load  if  the  occasion  should  arise. 
In  the  above  statement,  by  the  resistance  is  meant  that  determined 
by  dividing  the  volts  by  the  amperes  and  adding  sufficient  external 
resistance  to  make  the  theoretical  starting  current  of  the  proper 
value.  As  a  matter  of  fact  the  self  induction  of  the  motor  reduces 
the  current  at  starting  considerably  below  this  value,  particularly 
when  the  motor  starts  up  at  less  than  full  load.  This  reduction  in 
the  number  of  starting  notches  reduces  the  size  and  cost  of  the  con- 
troller, and  if  the  control  is  rugged  enough  to  stand  the  service  it 
does  not  materially  increase  the  wear  on  the  resistance  contactors. 
There  are  some  types  of  control  in  which  the  switches  used  for  short 
circuiting  the  starting  resistance  are  light,  and  a  larger  number 
may  be  required  in  order  to  protect  the  switches. 

In  conclusion,  it  may  be  stated  that  the  electrical  equipment  for 
both  motor  and  controller  is  being  reduced  in  complication  and  gives 
increased  durability.  For  the  best  conditions  to  obtain,  the  con- 
troller should  be  selected  with  respect  to  the  motor  used,  as  some 
designs  and  types  of  motor  require  more  refinement  in  control  appa- 
ratus than  others.  It  is  the  business  of  the  electrical  manufacturer 
to  offer  to  the  machine  tool  builder  a  complete  electrical  equipment 
having  a  maximum  durability  and  a  minimum  complication. 

The  writer  heartily  agrees  with  the  general  statements  made  by 
the  author  with  reference  to  the  advisability  of  using  electric  drive 
for  machine  tools.    A  great  deal  of  engineering  work  has  been  done 
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and  investigations  made  in  connection  with  drives  of  this  kind,  and 
it  is  now  universally  recognized  that  the  individual  motor  represents 
the  best  practice  in  this  respect. 

A  difiSculty  now  encountered  in  motor  application  is  the  me- 

« 

chanical  one  of  attaching  the  motor  and  controller  to  the  machine 
tool  so  that  it  makes  a  presentable  appearance.  This  difSculty  is 
being  overcome  by  the  manufacturers  of  electrical  apparatus  adapt- 
ing their  designs  to  this  service  and  by  the  machine  tool  designers 
obtaining  a  better  conception  of  the  electric  drive  requirements. 
A  great  deal  can  be  done  by  still  closer  cooperation  between  the 
designers  of  both  classes  of  machinery. 

The  writer  believes  in  standardizing  the  requirements  as  much 
as  possible.  There  is  always  danger  that  a  rigid  specification  made 
may  hamper  development  in  the  art.  It  is  better  to  standardize  first 
on  general  requirements  only,  and  allow  the  manufacturers  of  elec- 
trical apparatus  as  much  leeway  as  possible  in  working  out  the 
details  of  their  part  of  the  equipment.  The  apparatus  described 
in  this  paper  is  a  good  representation  of  controllers  manuffiwstnred 
by  one  of  the  leading  companies,  and  in  the  main  is  representative 
of  the  art. 

H.  F.  Stratton  (written).  This  subject  interests  me  strongly, 
for  to  the  best  of  iny  knowledge  I  made  the  first  automatic  controller 
o^enerally  applicable  to  motor  driven  machine  tools.  It  is  true  that 
an  automatic  controller  for  motor  driven  planers  was  built  thirteen 
years  ago,  bnt  the  reversing  planer  controller  was  then,  and  is  now, 
an  equipment  specifically  designed  for  use  with  only  one  tool. 

Some  six  or  seven  years  ago  the  series  accelerating  switch  was 
discovered,  and  its  obvious  cheapness  and  simplicity  at  once  sug- 
gested that  the  time  had  arrived  for  applying,  in  a  broad  way,  auto- 
matic control  to  motor-driven  machine  tools.  Accordingly,  about 
five  years  ago,  a  controller  was  designed  and  built  which  included 
a  train  of  series  accelerating  switches,  and  an  operator's  switch,  by 
means  of  which  the  motor  could  automatically  be  started,  reversed, 
or  stopped  by  dynamic  braking.  This  controller,  in  substantially 
its  original  form,  has  come  into  extensive  use,  and  today  there  are 
thousands  of  them  operating  successfully  on  a  large  variety  of 
machine  tools. 

The  purpose  of  the  automatic  machine  tool  controller  is  simple 
and  important— it  is  to  increase  production. 
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In  Par.  2,  Mr.  Brooks  touches  rather  lightly  on  several  im- 
portant matters,  and  possibly  the  following  statements  may  merely 
affirm  what  he  says.  First,  neither  the  synchronous  motor  nor  the 
induction  motor  in  its  commercial  form,  is  an  adjustable  speed 
motor.  Second,  if  we  except  a  few  continuous  running  machines, 
fully  95  per  cent  of  the  machinery  and  cranes  of  the  steel  industry 
are  driven  by  direct  current  motors.  Third,  the  small  speed  incre- 
ments obtainable  is  only  one  of  several  important  advantages  of 
the  adjustable  speed  direct  current  motor  over  the  alternating  cur- 
rent motor  when  applied  to  machine  tools.  Certainly  other  im- 
portant advantages  are,  first,  a  wide  speed  range  which  may  easily 
be  4  to  1 ;  second,  with  any  given  setting  of  the  rheostat,  the  speed 
is  constant  regardless  of  the  load;  third,  the  motor  can  quickly  be 
started  or  reversed  without  excessive  currents;  fourth,  it  is  very 
simple  to  convert  the  motor  temporarily  into  a  generator  and  stop 
by  dynamic  braking.  Certainly  there  can  be  no  disputing  the  state- 
ment that  the  adjustable  speed  direct  current  motor  excels  the 
alternating  current  motor  for  the  machine  tool  with  individual 
drive. 

In  this  paper,  the  author  paints  a  word  picture  of  a  man  ma- 
nipulating a  drum  type  or  a  dial  type  hand  starter,  and  from  this 
picture  as  a  base,  he  passes  on  to  the  advantages  of  automatic  con- 
trol. I  agree  that  the  automatic  controller  possesses  the  advantages 
mentioned  but  am  eager  to  put  more  emphasis  on  the  main  issue. 
What  we  are  after  is  to  keep  the  machine  going  the  maximum 
amount  of  time  and  at  maximum  speed.  Other  seeming  advantages 
are  so  in  reality  only  when  they  yield  tribute  to  this  principle  of 
increased  capacity.  It  is  true  that  automatic  control  protects  tlie 
motor,  but  that  is  important  chiefly  because  it  saves  delays;  auto- 
matic control  provides  stopping  by  dynamic  braking,  but  that  too 
is  important  chiefly  because  unproductive  time  is  transmuted  into 
productive  effort;  it  is  true  that  the  workman  is  relieved  of  much 
mental  and  physical  effort,  but  that  is  important  chiefly  because 
he  does  more  work.  The  problem  is  a  matter  of  manufacturing 
economics  rather  than  engineering  technique. 

As  Mr.  Brooks  admits  that  the  counter  e.m.f.  system  of  accel- 
eration is  unreliable,  and  as  he  mentions  no  compensating  advan- 
tages for  it,  I  do  not  see  why  he  does  not  favor  the  universal  use 
of  current  limit  acceleration.     In  reality,  there  are  thousands  of 
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small  motors  with  current  limit  acceleration,  and  I  see  no  good 
reason  against  its  universal  use. 

Concerning  the  two  types  of  current  limit  acceleration  this  point 
should  be  emphasized.  Wherever  possible,  use  series  contactors  in 
preference  to  shunt  contactors  and  accelerating  relays.  The  reasons 
are  greater  simplicity,  almost  total  absence  of  fine  wire  coils  and 
control  circuits,  absence  of  small  control  circuit  contacts,  less  space, 
less  money,  and  less  apparatus. 

Mr.  Brooks  very  properly  brings  out  the  advantages  of  enclos- 
ing the  electrical  equipment. 

In  Par.  12,  it  is  stated  that  *  *  a  double  pole  line  contactor  should 
be  supplied."  In  some  cases  probably  it  should  and  in  other  cases 
it  should  not ;  it  all  depends  on  what  you  want.  A  single  pole  line 
contactor  disconnects  the  motor  from  one  side  of  the  line  but  some 
time  may  refuse  to  open ;  a  double  pole  line  contactor  disconnects 
the  motor  from  both  sides  of  the  line,  but  is  just  as  apt  to  stick 
closed  as  the  single  pole  contactor ;  two  single  pole  contactors  dis- 
connect the  motor  from  both  sides  of  the  line  and  it  is  almost  a 
certainty  that  both  contactors  will  not  stick  at  the  same  time.  In 
this  matter,  the  more  you  are  willing  to  pay  for,  the  greater  safety 
will  you  get. 

In  several  places  in  this  section  of  the  paper,  the  author  states 
that  contactors  should  be  used  to  connect  the  motor  to  the  supply 
lines,  or  to  reverse  it,  or  to  establish  dynamic  braking.  I  disagree 
entirely  with  these  statements.  An  enclosed  type  of  operator's 
switch  can  be  used  which,  when  moved  to  different  positions, 
establishes  the  motor  circuits  which  provide  starting,  reversing  or 
dynamic  braking.  This  switch  is  easily  mounted  and  operated, 
will  last  almost  indefinitely,  and  is  in  extensive  and  satisfactory 
use  up  to  35  h.p.  By  its  use  considerable  simplicity  is  gained  and 
not  one  automatic  feature  is  sacrificed. 

Under  the  heading  of  protective  features,  it  is  stated  that  fuses 
and  not  overload  relays  should  furnish  overload  protection  for 
motors  below  25  h.p.  It  ought  to  be  apparent  to  anyone  that  this 
matter  cannot  be  disposed  of  by  such  a  sweeping  generality.  Wh*^ 
is  there  peculiar  about  the  25-h.p.  size  of  motor  that  calls  for  over- 
load relays  above  it  and  fuses  below  it  1  Clearly  this  is  a  matter 
of  service  conditions.  If  the  load  is  such  on  even  a  5-h.p.  motor 
that  overload  protection  is  needed  several  times  a  day,  it  is  obvious 
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that  time  and  money  will  be  saved  by  the  use  of  circuit  breaker 
protection  instead  of  fuse  protection. 

Mf.  Brooks  states  **in  many  cases  it  will  be  preferable  to  have 
the  line  switch  and  fuses  a  part  of  the  distribution  system,  separate 
from  the  control  panel,"  but  he  does  not  explain  why.  It  may 
be  preferable  in  some  cases  to,  but  in  the  majority  of  cases  it  is 
more  convenient  to  have  the  knife  switch  mounted  integral  with  the 
control  panel.  At  least  two  good  reasons  for  this  are  that  there  is 
only  one  equipment  instead  of  two  to  install,  and  that  the  wiring 
between  the  knife  switch  and  the  control  panel  is  eliminated  so  far 
as  the  user  is  concerned. 

At  the  beginning  of  Par.  18  it  is  stated  that  a  field  accelerating 
relay  should  be  supplied  with  motors  above  5  h.p.  and  at  the  end 
of  the  same  paragraph  it  is  stated  that  on  motors  below  50  h.p., 
with  a  speed  adjustment  of  2  to  1,  the  field  relay  is  not  necessary 
except  in  special  cases,  and  in  Par.  20  it  is  stated  that  ''with  ad- 
justable speed  motors  of  a  range  greater  than  2  to  1  provision  should 
always  be  made  so  that  the  field  resistance  is  not  cut  in  until  the 
last  accelerating  contactor  has  closed."  These  statements  are  some- 
what conflicting  but  I  take  it  that  collectively  they  specify  the 
following  conditions:  First,  with  adjustable  speed  motors  having  a 
speed  range  greater  than  2  to  1,  a  contact  should  be  provided  on 
the  last  accelerating  switch  which  short  circuits  the  field  rheostat 
until  this  switch  has  closed,  and  by  inference  this  contact  is  not 
needed  on  adjustable  speed  motors  of  less  than  2  to  1  speed  range. 
Second,  tlie  field  accelerating  relay  may  be  omitted  between  5  and 
50  h.p.  if  the  speed  range  of  the  motor  is  not  greater  than  2  to  1, 
and  by  implication  the  relay  should  be  used  on  motors  larger  than 
50  h.p.  even  if  the  speed  range  is  less  than  2  to  1. 

I  prefer  to  look  at  this  matter  diflferently  and  to  consider  com- 
pound and  shunt  wound  motors  as  calling  for  diflferent  specifications 
covering  the  field  accelerating  relay.  With  a  compound  motor  it 
is  generally  satisfactory  to  omit  the  field  accelerating  relay  entirely 
by  the  use  of  the  following  connections :  Maintain  the  excitation  of 
the  series  field,  and  full  shunt  field  strength  until  the  motor  is 
directly  connected  to  the  supply  lines  and  then  at  the  same  time 
short  circuit  the  series  field  winding  and  introduce  the  field  rheostat 
in  series  with  the  shunt  field  in  one  step.  The  damping  eflfect  of 
the  short  circuited  series  field  delays  the  dying  down  of  the  field 
^ux  to  such  an  extent  that  in  nearly  all  cases  the  motor  has  ample 
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time  to  accelerate  to  high  speed  without  excessive  armature  current. 
In  the  case  of  the  shunt  motor  I  should  recommend  the  use  of  the 
field  accelerating  relay  for  practically  all  motors  of  5  h.p.  or  larger, 
and  with  a  speed  range  of  li/^  to  1  or  more.  I  should  recommend 
the  omission  of  the  contact  on  the  last  accelerating  contactor  to 
short  circuit  the  field  rheostat  and  instead  of  this  connection  to  place 
the  field  accelerating  relay  directly  in  the  armature  circuit  and 
allow  it  to  function  as  soon  as  the  armature  is  connected  to  the 
supply  lines  in  series  with  all  of  the  starting  resistance. 

It  is  stated  that  provision  should  be  made  so  that  the  motor 
fields  are  not  energized  when  the  machine  is  not  in  use.  I  agree 
that  it  is  preferable  to  disconnect  the  motor  fields  when  the  machine 
is  shut  down  for  a  considerable  length  of  time  as  at  noon  or  during 
the  night.  I  do  not  think  the  fields  on  machine  tool  Controllers 
should  as  a  rule  be  disconnected  from  the  line  every  time  the  ma- 
chine is  stopped.  The  reason  is  that  it  requires  an  appreciable 
length  of  time  for  the  shunt  field  to  build  up  to  its  full  strength 
and  if  this  building  up  process  occurs  during  the  time  that  the 
motor  is  being  started,  the  result  is  that  there  is  a  weaker  average 
field  and  an  increased  starting  interval.  On  work  of  frequent 
starting  and  stopping,  more  eurrejit  is  wasted  this  way  than  would 
be  saved  by  disconnecting  the  shunt  fields.  More  important,  the 
productive  time  of  the  machine  is  diminished. 

In  Par.  21  it  is  stated  that  *'with  adjustable  speed  motors 
arrangomeiit  should  Ix'  suoh  as  to  prevent  a  pump  back  when  stop- 
ping the  motor.''  I  take  it  this  means  that  we  should  not  permit 
regenerative  curnMits  due  to  suddenly  increasing  the  current  in  the 
sliunt  field  winding  while  the  motor  is  still  running  at  high  speed. 
I  agree  with  this  most  heartily,  and  I  would  point  out  that  the  most 
effective  way  to  prevent  this  is  to  separate  the  operations  of  start- 
ing, reversing,  or  dynamic  braking  from  the  operations  of  speed 
control.  This  is  one  of  the  vital  objections  to  the  drum  controller 
which  has,  in  addition  to  the  limitations  of  manual  acceleration,  the 
great  disadvantajre  that  heavy  and  damaging  regenerative  currents 
are  caused  every  time  the  drum  controller  is  moved  quickly  from  a 
position  of  relatively  high  speed  to  the  off  position. 

In  Par.  22  it  is  stated  that  graduated  dynamic  braking  should 
be  employed  on  planer  controllers.  I  do  not  think  that  dynamic 
braking  should  bo  used  on  the  planer  controller,  and  I  will  refer 
to  this  in  greater  detail  later  on. 
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Under  the  heading  of  control  apparatus  appliances,  it  is  stated 
that  a  300-ampere  contactor  should  be  good  for  ly^  million  opera- 
tions without  renewal  of  parts,  while  14  million  operations  would 
be  satisfactory  for  a  25-arapere  contactor.  Now,  in  a  general  way, 
a  300-anipere  contactor  would  be  used  on  a  75-h.p.  controller  and  a 
25-ampere  contactor  on  about  a  5-h.p.  controller.  On  ordinary 
machine  tool  work,  a  5-h.p.  motor  is  apt  to  be  started  and  stopped 
a  good  deal  more  frequently  than  a  75-h.p.  motor.  It,  therefore, 
seems  to  me  that  these  specifications  conform  more  to  the  way  in 
which  the  contactor  happened  to  be  designed  than  they  do  to  the 
requirements  of  the  work. 

Tt  is  stated  that  operation  should  be  satisfactory'  with  a  voltage 
variation  5  per  cent  above  and  20  per  cent  below  normal.  If  230 
volts  is  considered  normal,  this  gives  operating  limits  of  voltage  of 
184  and  242.  This  may  be  sufficient  in  many  cases,  but  I  have 
found  there  are  numerous  installations  requiring  voltage  limits  of 
175  and  250. 

Concerning  the  number  of  steps  of  starting  resistance,  this  is  too 
extended  a  topic  to  discuss  in  much  detail.  My  personal  opinion  is 
that  the  table  does  not  specify  enough  accelerating  steps  for  small 
motors.  In  the  case  of  a  reversing  controller  for  either  a  constant 
speed  or  an  adju.stable  speed  motor,  or  in  the  case  of  a  dynamic 
braking  controlh^r  for  an  adjustable  speed  motor,  I  do  not  think 
that  less  than  three  steps  should  be  employed  for  any  size  of  motor. 

Mr.  Brooks  intimates  that  the  automatic  controller  is  not-satis- 
factory for  lathes  and  he  states  that  for  many  uses  the  drum  con- 
troller has  been  found  to  fill  the  requirements  quite  satisfactorily. 
I  think  there  are  more  automatic  controllers  on  lathes  than  on  all 
other  machine  tools  combined.  Several  of  the  fastest  working  ma- 
chine shops  in  this  country  are  using  several  hundred  such  con- 
trollers. As  long  ago  as  1913,  the  R.  K.  LeBlond  Machine  Tool 
Co.  wrote  a  letter  containing  this  statement:  **From  recent  tests 
made  in  our  shop  on  one  of  our  heavy  duty  lathes,  equipped  with 
your  controlling  devices,  we  find  that  we  are  able  to  produce  20 
per  cent  more  work  than  can  be  done  on  an  ordinary  motor  driven 
lathe.  These  results  are  directly  due  to  the  automatic  stopping, 
starting,  and  drift  positions,  and  dynamic  braking  obtained  by  the 
use  of  your  controlling  devices.^* 

I  think  the  old  style  drum  controller  for  lathes  is  unsatisfactory, 
and  I  would  first  refer  to  Par.  3  in  which  is  deacribed  the  discom- 
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fort  of  hand  acceleration  on  a  drum  type  starter,  and  next  to  Par. 
21  in  which  it  is  stated  that  arrangements  should  be  such  as  to  pre- 
vent a  pump  back  when  stopping  the  motor.  In  a  recent  paper 
by  D.  M.  Petty,  electrical  engineer  of  the  Bethlehem  Steel  Company, 
are  described  ''comparative  tests  made  on  duplicate  engine  lathes 
doing  the  same  work  and  driven  by  duplicate  controllers,  the  dif- 
ference being  an  automatic  controller  in  one  case  and  a  drum  type 
controller  in  the  other.''  Among  other  features  is  mentioned  that 
*'the  stopping  time  with  the  automatic  controller  using  dynamic 
braking  in  the  off  point,  was  8  sec.  as  against  40  sec.  with  the  drum 
type  controller. ' '  Mr.  Petty  draws  the  following  conclusions: 
First.     The  automatic  controller  protects  the  motor  from  not  only 

excessive  currents  in  starting,  but  excessive  voltages  in  stopping. 
Second.     It  decreases  the  starting  and  stopping  time,  which  would 

amount  to  a  considerable  item  when  the  operation  requires 

frequent  stopping. 
Note.    The  possible  exceptions  to  this  conclusion  would  be  that  a 

drum  type  controller  might  equal  the  automatic  on  applications 

using  speed  adjustments  of  1  to  1^^  or  under. 

To  Mr.  Petty 's  conclusions  I  would  add  the  following  points: 
Firstf  the  drum  type  controller  has  the  damaging  pump  hack 
characteristic  which  Mr.  Brooks  condemns,  and  second,  with  the 
drum  type  controller  it  is  necessary  to  hunt  for  the  desired  speed 
each  time  the  motor  is  stopped  and  started,  whereas  with  an  auto- 
matic controller  this  best  cutting  speed  is  maintained  regardless  of 
stopping  and  starting,  until  it  is  purposely  changed  to  suit  the 
changing  requirements  of  new  work.  The  only  advantage  which  the 
drum  controller  enjoys  over  the  automatic  controller  as  applied  to 
lathes,  is  that  it  requires  but  one  spline  shaft  for  apron  control, 
whereas  two  are  required  for  automatic  control  on  very  long  bed 
lathes. 

Under  the  subject  of  car  wheel  lathes  it  is  stated  that  the  con- 
troller panel  should  include  in  addition  to  accelerating  contactors, 
two  dynamic  braking  contactors.  Why  not  use  the  same  contactors 
for  acceleration  and  dynamic  braking,  as  this  is  easily  accomplished  f 

Mr.  Brooks  says  a  reversing  planer  controller  should  incorporate 
dynamic  braking.  It  is  my  belief  that  the  planer  motor  should  be 
reversed  by  the  reverse  power  method  instead  of  being  first  stopped 
by  dynamic  braking  and  then  reversed.  The  point  is  to  reverse  the 
motor  in  the  quickest  safe  time.     The  quickest  reversal  is  accom- 
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plished  by  haviDg  field  strength  at  its  maximum,  armature  current 
of  its  highest  safe  value,  and  a  minimum  number  of  movements  of 
magnetically  operated  switches.  To  first  stop  the  motor  by  dynamic 
braking,  means  that  dynamic  braking  switches  must  close  and  open, 
and  in  addition  the  reversing  switches  must  function. 

Mr.  Brooks  has  made  statements  concerning  engineering  matters 
and  specifies  the  operation  which  he  says  should  characterize  auto- 
matic controllers  for  certain  difl^erent  machine  tools.  I  think  these 
statements  are,  in  general,  the  expression  of  the  engineering  policy 
of  one  of  the  electrical  manufacturing  companies. 

I  am  sorry  that  Mr.  Brooks  felt  compelled  in  closing  his  paper 
to  intimate  that  it  is  necessary  to  buy  the  motor  and  the  controller 
from  the  same  company.  He  bases  his  argument  on  the  statement 
that  if  the  controller  engineer  knows  the  motor  well  enough  the 
controller  can  be  made  to  include  less  equipment.  By  inference 
this  controller  would  not  work  as  well  with  some  other  motor.  In 
these  days  of  standardized  motors,  the  controller  should  be  good 
enough  to  work  with  any  standard  motor.  All  competent  control 
engineers  understand  the  characteristics  of  the  motors  to  which 
their  controllers  are  applied.  What  is  more  needed  is  for  the  con- 
trol engineer  to  get  out  in  the  field  and  study  the  work  from  the 
standpoint  of  the  ultimate  user.  In  general,  an  appreciation  of 
operating  requirements  is  much  more  needed  than  an  understanding 
of  motor  characteristics. 

C.  D.  Knight.  The  trend  of  the  discussion  seems  to  be  regard- 
ing the  relative  merits  of  the  drum  controller  vs.  the  automatic,  and 
also  the  use  of  automatic  control  on  lathes. 

The  drum  controller  has  been  in  successful  use  for  a  great  many 
years,  and  by  many  is  considered  an  exceedingly  eflScient  piece  of 
apparatus.  In  specifying  the  advantage  of  automatic  control,  the 
author  states  that  a  considerable  increase  in  the  output  of  the 
machine  is  obtained,  and  there  is  no  doubt  but  what  in  a.  great 
number  of  cases  this  is  so.  It  stands  to  reason  that  a  man  cannot 
operate  the  drum  controller  throughout  the  whole  day  as  rapidly 
as  he  can  the  automatic. 

Furthermore,  with  automatic  control  the  motor  ciomes  up  to  the 
same  predetermined  speed  each  time.  With  the  drum  controller, 
especially  with  adjustable  speed  motors,  the  operator  is  liable  to 
obtain  various  speeds  at  different  times  on  the  same  class  of  work. 
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due  to  his  not  bringing  the  drum  controller  handle  to  the  same  point 
on  each  cycle  of  operation.  With  automatic  control,  including  field 
relays,  once  the  field  rheostat  is  set  for  a  certain  speed  it  is  absolutely 
certain  that  the  motor  will  accelerate  to  that  speed  each  time. 

Another  great  advantage  of  automatic  control  is  the  question  of 
insuring  safety  to  the  operator.  By  placing  push  buttons  or  small 
enclosed  master  switches  on  the  machine,  the  main  part  of  the  con- 
troller can  be  mounted  away  from  the  machine,  and  whether  open 
or  enclosed,  it  will  be  out  of  the  reach  of  the  operator.  I  certainly 
believe  that  in  following  the  lines  of  Safety  First,  we  will  in  time 
have  totally  enclosed  motor  controlling  apparatus. 

Regarding  the  question  of  lathe  control,  there  is  no  doubt  but 
what  a  great  many  machines  have  been  successfully  equipped  with 
automatic  devices.  Where  the  lathe  is  small  and  the  speed  regu- 
lating device  can  be  placed  on  the  headstock  of  the  lathe  within 
the  reach  of  the  operator,  it  is  safe  to  say  the  problem  can  and  has 
been  fairly  well  solved.  The  problems  I  have  in  mind  are  on  big 
lathes  where  the  operator  may  be  10  or  15  feet  away  from  the  head- 
stock  of  the  lathe.  In  this  case  it  is  necessary  to  have  the  speed 
regulating  device  controlled  from  the  apron  of  the  lathe.  There 
have  been  many  proposed  methods  of  doing  this,  but  I  have  yet  to 
see  anything  which  looks  like  a  successful  solution  of  the  problem. 

H.  K.  Hatuaway.  The  discussion  of  the  possibilities  of  elec- 
trical control  on  inillint^  machines,  drill  presses  and  machines  of 
that  character,  which  art;  not  in  the  class  of  automatic  machines  in 
the  same  sense  that  automatic  screw  machines  are,  should  open  up 
a  very  fertile  field.  There  is  much  to  be  done  in  the  way  of  develop- 
ing mechanism  for  the  starting  and  reversing  of  milling  machines 
after  the  cutting  has  been  done,  for  the  releasing  of  clamping 
devices,  etc.  This  is  a  subject  which  our  Sub-Committee  on  Ma- 
chine Shop  Practice  might  very  well  discuss  further. 

H.  J.  Ebekhardt.  a  few  years  ago,  at  the  Newark  Gear  Cutting 
Machine  Company,  we  adapted  a  standard  motor  and  starting  device 
to  one  of  our  standard  machines.  The  problem  came  up  of  how  to 
stop  the  motor  when  the  function  of  the  machine  had  reached  its 
limit.  One  way  was  to  put  a  switch  breaking  mechanism,  operated 
by  a  heavy  spring,  against  the  main  switch  and  throw  it  out  bodily, 
with  the  danger  of  an  arc  forming ;  but  what  we  did  was  to  utilize 
the  overload  switch,  by  putting  a  small  bell  crank  up  against  the 


DISCUSSION  1217 

overload  armature,  and  the  pressure  exerted  by  a  fibre  button,  on 
the  end  of  the  bell  crank,  threw  the  overload  switch  and  stopped 
the  motor. 

Ralph  E.  Flanders.  Regarding  the  statement  of  Professor 
Goss,  included  in  the  paper,  that  in  the  machine  tool  of  the  future 
we  shall  not  see  belts,  I  am  aware  that  up-to-date  electrical  con- 
trolling apparatus  is  provided  with  current  overload,  coils  and 
switches ;  but  there  is  nothing  like  a  slipping  belt  for  telling  a  shop 
man  that  there  is  something  wrong  with  the  machine.  The  very  best 
safety  device  that  I  know  of  between  the  lineshaft  or  motor  and  the 
machine  is  a  properly  proportioned  belt,  and  I  wish  to  put  in  a  word 
for  the  belt  as  a  prominent  feature  of  modem  design. 

Elmer  H.  Neff.  My  attention  has  been  attracted  to  the  quo- 
tation from  Professor  Goss*  address.  I  fear  the  interpretation  placed 
on  the  quotation  is  hardly  correct  because  a  machine  in  which  there 
should  be  no  pulleys,  belts  or  gears  would  surely  be  something  of  a 
problem  for  a  machine  designer  to  produce.  Mr.  Flanders  has 
spoken  a  word  for  the  pulleys  and  belts,  and  I  wish  to  put  in  a 
word  for  the  gears.  I  am  in  favor  of  all  machine  tool  transmission 
having  absolutely  positive  connections  for  the  main  drive  and  for 
the  feed,  and  of  tying  up  the  feed  drive  with  the  main  drive  so 
that  it  cannot  work  unless  the  main  drive  is  in  satisfactory  opera- 
tion. 

At  the  Milwaukee  meeting  of  this  Society  in  1901,  one  session 
was  devoted  to  the  subject  of  electrically  driven  machine  tools.  At 
that  time  an  enthusiastic  electrical  advocate  stated  that  in  a  short 
time  practically  all  machine  tools  would  be  driven  by  electric  motors. 
Nearly  fifteen  years  liave  passed  and  yet  today  the  proportion  of 
machine  tools  sold  fitted  up  with  motors  is  relatively  small.  I  am 
inclined  to  think  that  such  extravagant  statements  as  the  above, 
and  other  similar  statements  which  have  been  made  by  the  advo- 
jcates  of  electric  drive,  have  done  as  much  as  anything  else  to  hinder 
progress  in  that  direction. 

When  electrically  driven  machine  tools  were  first  sold,  the  appli- 
cation of  motors  was  made  on  machines  that  had  not  been  designed 
with  their  use  in  view,  consequently  the  arrangements  were  clumsy 
and  cumbersome.  The  variations  in  speed  had  to  be  obtained  by 
varying  the  speed  of  the  motor  or  by  adding  to  the  machines  them- 
selves, between  the  work  spindle  and  the  motor,  additional  apparatus 
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for  obtaining  the  speed  variations.  This  made  the  motor  drive  a 
very  expensive  one  to  obtain  for  two  reasons.  If  the  variable  speed 
was  obtained  by  varying  the  speed  of  the  motor,  the  motor  had  to  be 
much  too  large  for  ordinary  purposes  because  at  the  slowest  speed 
the  maximum  power  was  required.  If  mechanical  means  for  chang- 
ing the  speed  were  supplied,  a  relatively  large  expense  was  involved. 

A  very  fine  thing  has  come  out  of  this  agitation  for  motor  driven 
machines  in  that  machine  tools  have  been  redesigned  so  that  it  is 
relatively  easy  to  substitute  a  motor  with  sprockets  and  chains  for 
the  belt  connection,  all  the  speed  changes  being  regularly  incor- 
porated in  the  machines  themselves.     These  machines  which  are 
called  single  belt  drive  machines,  or  constant  speed  drive  machines, 
furnish  the  best  solution  of  the  motor  drive  problem.     A  constant 
speed  motor  should  be  used,  and  by  varying  the  speed  mechanically 
within  the  machines  you  have  the  maximum  rotative  effect  at  the 
slow  spindle  speed  which  is  the  time  at  which  you  want  it  most.   A 
further  advantage  has  been  that,  by  driving  the  feed  works  of  the 
machine  from  the  constant  speed  main  drive  shaft,  it  is  possible  to 
vary  the  spindle  speed  without  changing  the  rate  of  feed,  conse- 
quently any  feed  can  be  obtained  with  any  spindle  speed,  and  the 
most  advantageous  spindle  speeds  and  the  most  advantageous  feeds 
can  be  used  on  the  work  in  hand.     The  machine  thus  designed,  which 
as  I  have  stated  especially  lends  itself  to  the  application  of  a  motor, 
has  equally  great  advantage  when  it  is  used  as  regularly  intended, 
with  a  belt  drive  from  the  overhead  works.    With  a  friction  pulley 
on  the  machine  for  the  application  of  power,  and  when  the  machines 
are  designed,  as  they  are  in  many  cases,  with  the  possibility  of  re- 
versing tlie  direction  of  rotation  of  the  spindle  by  the  mechanism 
in  the  machine  itself,  it  is  possible  to  drive  these  machines  without 
the  use  of  a  countersiiaf t,  by  belting  directly  from  the  line  shaft  to 
the  machine. 

For  light  machine  tools  I  am  an  advocate  of  the  group  drive 
system  rather  than  the  individual  drive.  By  light  machine  took 
I  refer  to  those  requiring  a  3-h.p.  motor  or  smaller.  A  great  multi- 
plicity of  motors  such  as  involved  by  the  individual  motor  drive 
involves  too  much  expense  for  installation ;  too  much  expense  for 
up-keep  and  attention ;  too  much  lost  power.  The  group  drive  sys- 
tem in  which  a  motor  can  be  applied  to  a  line  shaft  or  to  the  nia- 
(*hines  in  a  particular  room  furnishes,  I  believe,  the  ideal  electrical 
aiTangement  for  light  machine  tools.    In  such  cases  the  motors  can 
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be  of  sufficient  size  to  run  economically  and  all  of  the  objections 
which  I  have  stated  with  regard  to  the  individual  drivie  are  elim- 
inated. For  large  machines,  or  for  isolated  machines  whether  large 
or  small,  the  individual  motor  drive  furnishes  a  neat  and  desirable 
arrangement. 

The  Author.  It  will  be  noted  that  the  paper  contemplates  the 
permanent  short  circuit  of  the  field  rheostat  during  acceleration, 
and,  as  Mr.  James  states,  the  operation  of  the  field  accelerating  re- 
lay,- with  proper  rheostat  connections,  is  ideal  for  adjustable  speed 
motors. 

Referring  to  the  use  of  overload  relay  vs.  fuses,  there  are,  of 
course,  personal  opinions  as  to  where  the  dividing  line  should  be. 
This  point,  of  course,  comes  up  in  connection  with  the  operation  of 
a  single  step  starting  resistance  which  was  advocated  up  to  15  h.p., 
as  the  peak  current  during  acceleration  under  these  conditions  would 
be  considerably  over  200  per  cent  normal  current,  and  unless  the 
overload  relay  were  fitted  with  a  time  limit  device,  there  would  not 
be  sufficient  protection  to  the  motor  during  normal  working  con- 
ditions. It  will  also  be  noted  that  the  oscillograph  tests  which  our 
company  have  made  indicate  that  there  is  no  difference  in  the  peak 
current,  whether  the  motor  starts  with  a  no-load  or  full-load,  the 
main  question  being  whether  or  not  the  motor  will  stand  the  service. 

In  connection  with  the  question  of  dynamic  braking,  the  opinion 
seems  to  be  universal  as  to  the  necessity  for  this,  the  difference  being 
in  the  method  in  which  it  is  applied,  and  it  would  appear  that 
planers  and  boring  mills  especially,  where  graduated  dynamic  brak- 
ing is  recommended,  would  come  under  Mr.  James'  classification  of 
heavy  inertia  loads.  The  question  also  arises  that  if  graduated  brak- 
ing is  required  on  heavy  inertia  loads,  why  is  it  not  also  desirable 
in  other  cases?  It  is  very  easily  proven  mathematically  that  in- 
creased torque  obtained  by  dynamic  braking  of  necessity  gives 
decreased  stopping  time,  assuming  that  the  dynamic  brake  resistance 
is  properly  adjusted  to  the  operating  conditions  of  load. 

The  65  deg.  temperature  rise  recommended  on  contactor  coils 
is  in  accordance  with  A.I.E.E.  rules  and  U.  S.  Government  standards 
for  this  type  of  appliance.  At  the  present  time  the  use  of  Class  B 
insulation  for  contactor  coils  is  not  general  practice,  although  it  is 
a  probability  for  the  near  future. 

In  the  paper  and  by  various  members  in  the  discussion,  the 
necessity  for  cooperation  between  the  machine  tool  builders  and  the 
electrical  manufacturers  is  very  forcibly  emphaaized. 
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SAFETY  CODE  FOR  THE  USE  AND  CARE  OF 

ABRASIVE  WHEELS 

During  the  year  1914  a  committee  of  the  National  Machine  Tool  Builders' 
Association,  of  which  R.  G.  Williams  of  the  Norton  Company  was  Chairman, 
gave  careful  study  to  the  question  of  providing  a  Safety  Code  for  the  Use 
and  Care  of  Abrasive  Wheels  and  Grinding  Machines.  Their  report  was  pre- 
sented before  the  Worcester  Meeting  of  the  above  Association,  on  April  24th, 
1914. 

Following  the  presentation  of  the  report,  representatives  of  the  Abrasive 
Wheel  Manufacturers  conferred  on  the  matter,  and,  using  the  report  together 
with  a  tentative  report  of  the  special  committee  appointed  by  the  State  of 
Pennsylvania  as  a  basis,  brought  in  their  own  report,  recommending  a  Safety 
Code  which  has  already  received  wide  publicity. 

This  Code  was  presented  to  The  American  Society  of  Mechanical  Engineers, 
who  referred  it  to  its  Sub-Committee  on  Machine  Shop  Practice  for  considera- 
tion. This  Sub-Committee  has  carefully  reviewed  the  Code,  and  its  members 
have  made  various  suggestions,  involving  some  further  modification.  These 
suggestions  have  been  submitted  to  all  members  of  the  Sub-Committee  on 
Machine  Shop  Practice,  and  the  Code  as  now  published  is  endorsed  by  them. 

It  is  in  the  main  as  recommended  by  the  Abrasive  Wheel  Manufacturers. 
In  nearly  all  the  vital  points,  the  Code  recommended  by  the  Abrasive  Wheel 
Manufacturers  is  approved,  and  forms  the  basis  of  the  Code  as  here  printed. 

LUTHEB  D.  BURLINGAME 

Chairman,  Sub-Committee  on  Machine  Shop  Practice 
SAFETY   DEVICES 

Three  general  types  of  safety  devices  to  be  used  for  grinding 
wheels,  namely:  protection  flaiiges,  protection  hoods  and  protection 
chucks,  are  recommended. 

AKTICLE   a:      PROTECTION   FLANGES 

Al  Protection  flanges  of  the  double  or  single  concave  type,  used 
in  conjunction  with  wheels  having  double  or  single  convex  tapered 
sides  or  side,  are  recommended. 

Presented  at  the  Annual  Meeting,  December  1915,  of  The  Amebican 
SociETT  OF  Mechanical  Engineers. 
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A2  Flanges  of  the  sizes  shown  opposite  wheel  diameters  in 
column  C,  article  A9,  shall  be  used.  As  wheels  wear,  size  of  flanges, 
as  indicated  in  column  C,  article  A9,  shall  be  maintained. 

A3,  New  installations  of  protection  flanges  for  double  tapered 
wheels  shall  have  a  taper  of  not  less  than  three-quarters  (%)  of  an 
inch  to  the  foot  for  each  flange,  and  the  center  of  flange  shall  conform 
with  the  dimensions  shown  in  column  B,  article  A9.  Such  flanges 
shall  be  of  a  thickness  not  less  than  is  shown  in  colunm  D,  article  A9. 

TABLE  1   (ARTICLE  A9)     DIMENSIONS  IN  INCHF^  OF  TAPERED  FLANGES  AND 
TAPERED  WHEELS  WHERE  HOODS  ARE  NOT  USED  IN 
CONJUNCTION  THEREWITH 

A  Maximum  flat  spot  at  center  of  flange. 

B  Flat  spot  At  center  of  wheel. 

C  Minimum  diameter  of  flange. 

D  Minimum  -thickness  of  flange  at  bore. 

E  Minimum  diameter  of  lecess  in  taper  flangee. 

F  Mimmum  thicknesn  of  each  flange  for  single  taptnr  at  bore. 


Diam.  of 

Wheel  in 

A 

B 

C 

D 

E 

F 

In. 

6 

0 

1 

3 

H 

2 

H 

8 

0 

1 

6 

H 

3H 

H 

10 

0 

2 

6 

H 

4 

H 

12 

4H 

6 

H 

4 

H 

14 

4H 

8 

H 

w 

H 

16 

6 

10 

H 

7 

H 

18 

6 

12 

H 

8 

1 

20 

6 

14 

H 

9 

1 

22 

6 

16 

H 

lOH 

IH 

24 

6 

18 

H 

12 

IH 

26 

6 

20 

H 

13M 

IH 

28 

6 

22 

li 

14H 

IH 

30 

6 

24 

H 

16 

IH 

Note:     Where  hoods  are  used  in  conjunction  with  tapered  wheels  and  tapered  flanges  the 
speciflcations  given  in  article  D12  may  be  followed. 

A4:  New  installations  of  protection  flanges  for  single  tapered 
wheels  shall  have  a  taper  of  not  less  than  three-quarters  (%.)  of  an 
inch  to  the  foot,  and  the  center  of  flange  shall  conform  with  dimensions 
shown  in  column  B,  article  A9.  Thickness  of  such  flanges  shall  be  as 
shown  in  column  F,  article  A9. 

A5  Each  flange,  whether  straight  or  tapered,  shall  be  relieved 
or  recessed  at  the  center  at  least  one-sixteenth  (1/16)  of  an  inch  on 
the  side  next  to  the  wheel  for  a  distance  as  specified  in  colunm  E, 
article  A9. 

A6  All  tapered  flanges  over  six  (6)  inches  in  diameter  shall  be 
of  steel,  or  other  material  of  equal  strength.  Tapered  flanges  six  (6) 
inches  and  smaller  in  diameter  may  be  made  of  cast  iron. 
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A7  All  flanges  shall  be  accurately  turned^  correct  to  dimensions 
and  in  balance^  except  flanges  which  are  purposely  made  out  of 
balance.  Two  such  flanges  are  known  as  balancing  flanges  and  are 
sometimes  used  to  counteract  out-of -balance  condition  in  an  abrasive 
wheel. 

A8  Both  flanges  in  contact  with  the  wheels  shall  be  of  the  same 
diameter. 

A9  Dimensions  in  inches  of  tapered  flanges  and  tapered  wheels 
where  hoods  are  not  used  in  conjunction  therewith^  are  given  in 
Table  1. 

ARTICLE   B:      protection   HOODS 

Bl  Protection  hoods  shall  always  be  used  where  practical  with 
wheels  not  provided  with  protection  flanges.  Hoods  shall  be  designed 
and  constructed  of  a  material  sufficiently  strong  to  retain  all  pieces 
of  a  broken  grinding  wheel. 

B2  Hoods  shall  conform  as  nearly  as  possible  to  the  periphery  of 
the  wheel,  and  shall  be  so  designed  as  to  leave  exposed  the  least 
portion  of  the  wheel  compatible  with  the  work,  and  shall  be  of  the 
adjustable  type  or  provided  with  a  sliding  tongue  or  similar  device, 
or  a  method  of  contracting  the  rim,  for  the  purpose  of  closing  the 
opening  in  the  hood  as  the  wheel  is  reduced  in  diameter,  to  afford 
maximum  protection  at  all  times. 

B3  Protection  hoods  shall  be  securely  fastened  to  the  grinding 
machine.    If  advisable,  hoods  may  also  be  fastened  to  the  floor. 

ARTICLE  C :      CUPS^  CYLINDERS  AND  SECTIONAL  RING  WHEELS 

Cl  Cups,  cylinders  and  sectional  ring  wheels  shall  be  either  pro- 
tected with  hoods,  or  enclosed  in  protection  chucks,  or  surrounded 
with  proto^tion  bands.  Not  more  than  one-quarter  (^)  of  the  height 
of  such  grinding  wheels  shall  protrude  beyond  the  provided  protection. 

ARTICLE  D:      GENERAL  SAFETY  REQUIREMENTS 

Dl  Competent  men  shall  be  assigned  to  the  mounting,  care  and 
inspection  of  grinding  wheels  and  machines. 

D2  Before  mounting,  all  wheels  shall  be  closely  inspected  to 
make  sure  that  they  have  not  been  injured  in  transit,  storage  or  other- 
wise. For  added  precaution,  wheels  other  than  of  the  elastic  and 
vulcanite  type  should  be  tapped  lightly  with  a  hammer;  if  they  do 
not  ring  with  a  clear  tone  they  should  not  be  used.     Damp  wheels 
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when  tapped  with  a  hammer  may  not  give  a  clear  tone.  Wheels  must 
be  dry  and  free  from  sawdust  when  applying  this  test 

D3  Grinding  wheels  shall  fit  freely  on  the  spindles;  they  shall 
not  be  forced  on,  nor  shall  they  be  too  loose. 

D4  Wheel  arbor  holes  shall  be  made  .005  inches  larger  than  the 
machine  arbor. 

TABLE  2      (ARTICLE  D6)      MINIMUM  SIZES  IN  INCHES  OF  MACHINE  SPINDLES 


SI         mm 


A 

B 

C 

D 

Dism.  of 

M 

nini<]ir 

0 

Uide 

Minimum  Di*m. 

Wh«l  in  In. 

T> 

iin.of 

FUn»e 

1          otR««« 

of  FUnce  ftt  Bo™ 

R 

14 
16 

20 
22 

1 

3 

2 

1               8 

*H 

1               B 

M 

M 

•    M 

H 

M 

1        m 

ze 

8M 

e 

H 

28 

10 

'               7 

30 

10 

■               "■      ... 

D5  The  soft  metal  bushing  shall  not  extend  beyond  the  sides  of 
the  wheel  at  the  center. 

DC  Minimum  sizo,'^  of  machine  spindles  in  inches  for  various 
diameters  and  thicknesses  of  grinding  wheels  are  given  iu  Table  2. 

D7    Ends  of  spindles  al^aVV  ba  tUreaded  left  and  right,  so  that  the 
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nuts  on  both  ends  will  tend  to  tighten  as  the  spindles  revolve.  Care 
should  be  taken  in  setting  up  machines  that  the  spindles  are  arranged 
to  revolve  in  the  proper  direction,  else  the  nuts  on  the  ends  will 
loosen. 

D8  Wheel  spindles  shall  be  of  suflScient  length  to  permit  of  the 
nut  being  drawn  up  at  least  flush  with  the  end  of  the  spindle,  thus 
providing  a  bearing  for  the  entire  length  of  nut. 

D8a  Protruding  ends  of  the  wheel  arbors  and  their  nuts  shall  be 
guarded. 

D9  The  surfaces  of  wheels  in  contact  with  straight  or  tapered 
flanges,  the  surfaces  of  the  flanges  in  contact  with  the  wheels  and  the 
wheel  washers  between  the  flanges  and  wheels  shall  be  clean,  smooth 
and  free  from  foreign  material. 

DlO  Size  of  straight  flanges  for  straight  wheels  shall  not  be  less 
than  shown  by  column  B,  section  D12. 

Dll  All  straight  flanges  shall  be  relieved  or  recessed  at  the 
center  at  least  one-sixteenth  (1/16)  of  an  inch  on  the  inside  surface 
of  flange  for  a  diameter  as  specified  in  column  C,  article  Dl2. 

D12  Dimensions  of  straight  flanges  and  straight  wheels  used 
with  protection  hoods  are  given  in  Table  3. 

Dl3     'Wliecls  shall  never  be  run  without  flanges. 

Dl4  Both  flanges  in  contact  with  the  wheels  shall  be  of  the  same 
diameter  whether  straight  or  tapered. 

D15  Wheel  washers  of  compressible  material,  such  as  blotting 
paper,  rubber  or  leather,  Qot  thicker  than  approximately  0.025 
inches,  shall  be  fitted  between  the  wheel  and  its  flanges.  It  is  recom- 
mended that  the  wheel  washers  be  slightly  larger  than  the  diameter 
of  the  flanges  used. 

Dl6  When  tightening  clamping  nuts,  care  shall  be  taken  to 
tighten  same  only  enough  to  hold  the  wheel  firmly,  otherwise  the 
clamping  strain  is  apt  to  crack  the  wheel. 

D17  Flanges,  whether  straight  or  tapered,  shall  be  frequently 
inspected  to  guard  against  the  use  of  flanges  which  have  become  bent 
or  sprung  out  of  true,  or  out  of  balance.  If  a  tapered  wheel  has 
broken,  the  tapered  flanges  shall  be  carefully  inspected  for  truth 
before  using  with  a  new  wheel.    Clamping  nuts  shall  also  be  inspected. 

D18  The  work  rest  must  be  kept  adjusted  close  to  the  wheel  to 
prevent  the  work  from  being  caught.  Work  rests  must  be  rigid  and 
always  securely  clamped  after  each  adjustment. 

Dl9     (1)   A  speed  of  5000  peripheral  feet  per  minute  is  recom- 
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mended  as  the  standard  operating  speed  for  vitrified  and  silicate 
straight  wheels,  tapered  wheels  and  shapes  other  than  those  known  as 
cup  and  cylinder  wheels,  which  are  used  on  bench^  floor,  swing  frame 
and  other  machines  for  rough  grinding.  Speeds  exceeding  5000  feet 
may  be  used  upon  recommendation  of  the  wheel  manufacturer  but  in 
no  case  shall  a  speed  of  6500  peripheral  feet  per  minute  be  exceeded. 


TABLE   4 


R.P.M.    FOR   VARIOUS   SIZES   OF   GRINDING   WHEELS   TO   GIVE 
PERIPHERAL  SPEED  IN  FT.  PER  MIN. 


Diam.  of 

■ 

1 

Wh«el  in 
In. 

4.000 

i 

4,500 

5.000 

5.500 

6.000 

0.500 

1 

15,279 

17,200 

19.099 

21.000 

22.018 

24,850 

2 

7.639 

o,5wO 

9.549 

10.500 

11.450 

12,420 

3 

5.093 

5,725 

6.366 

7.000 

7.639 

8.270 

4 

3.S20 

4.295 

4.775 

5.250 

5.730 

6.205 

5 

3.056 

3.440 

3.820 

4.200 

4.584 

4.070 

fl 

2.546 

2.865 

3.183 

3.500 

3.820 

4.140 

7 

2.183 

2.455 

2,728 

3.000 

3.274 

3.550 

8 

1.910 

2.150 

2.387 

2.635 

3.865 

3.100 

10 

1.528 

1.720 

1,910 

2.100 

2.292 

2.485 

12 

1.273 

1.453 

1.592 

1.750 

1.910 

2.070 

14 

1.091 

1,228 

1.364 

1.500 

1.637 

1.773 

16 

955 

1.075 

1,194 

1.314 

1.432 

1.552 

18 

849 

957 

1.061 

1.167 

1.273 

1.380 

20 

764 

860 

955 

1.050 

1.146 

1.241 

22 

694 

782 

868 

952 

1.042 

1.128 

24 

637 

716 

796 

876 

955 

1.035 

26 

586 

661 

733 

809 

879 

9.S5 

28 

546 

614 

683 

749 

819 

887 

30 

500 

573 

637 

700 

764 

827 

32 

477   ' 

537 

596 

657 

716 

770 

34 

449   i 

506 

561 

^^,618 

674 

730 

36 

424   1 

477 

531 

5^4^ 

637 

689 

38 

402 

453 

503 

553 

603 

653 

40 

382   1 

430 

478 

525 

573   , 

621 

42 

364   1 

409 

455   1 

500 

546 

591 

44 

347 

391 

434 

477 

521 

5r4 

46 

332   I 

374 

415   i 

1 

456 

498    , 

539 

48 

318 

358 

397 

438 

477 

517 

50 

306 

344 

383 

420 

459    > 

497 

52 

294 

331 

369 

404 

441    , 

487 

54 

283   1 

318 

354 

380 

425    1 

450 

56 

273 

307 

341    { 

366 

410  ; 

443 

58 

264   1 

296 

330   1 

354 

306   1 

428 

60 

255 

1 

277 

319    ' 

350 

383    , 

414 

(2)  A  speed  of  4500  peripheral  feet  per  minute  is  recommended  as 
standard  operating  speed  for  vitrified  and  silicate  wheels  of  the  cup 
and  cylinder  shape,  used  on  bench,  floor,  swing  frame  and  other  ma- 
chines for  rough  grinding.  Speeds  exceeding  4500  peripheral  feet 
per  minute  may  be  used  upon  recommendation  of  the  wheel  manu- 
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facturer  but  in  no  case  shall  5500  peripheral  feet  per  minute  be  ex- 
ceeded. 

D20  For  elastic,  vulcanite  and  wheels  of  other  organic  bonds,  the 
recommendation  of  individual  wheel  manufacturers  shall  be  followed. 

D21  For  precision  grinding  an  operating  speed  of  6500  peripheral 
feet  per  minute  may  be  recommended.  Speeds  higher  than  6500 
peripheral  feet  per  minute  can  be  used  only  upon  recommendation  of 
the  wheel  manufacturer. 

D22  Table  4  gives  revolutions  per  minute  for  various  sizes  of 
wheels  for  the  peripheral  velocities  feet  per  minute  at  the  head  of 
each  column. 

D23  Machine  spindle  speeds  shall  be  tested  and  determined  cor- 
rect for  size  of  wheel  to  be  operated  before  wheel  is  mounted,  and  shall 
never  be  changed  as  a  wheel  is  reduced  in  diameter,  except  by  men  as- 
signed for  such  duties. 

D24  If  a  wheel  spindle  is  driven  by  a  variable  speed  motor,  speed 
control  of  the  motor  shall  be  enclosed  in  a  locked  case,  or  some  device 
shall  be  used  which  prevents  motor  from  being  run  at  too  high 
speeds. 

D25  Grinding  machines  shall  be  sufficiently  heavy  and  rigid  to 
prevent  vibration,  and  they  should  be  securely  mounted  on  substantial 
foundations. 

D26  No  user  of  wlieels  shall  use  on  any  given  machine  a  wheel 
of  larger  diameter  or  greater  thickness  than  specified  by  the  machine 
builder. 

D27  Wheels  which  wear  out  of  round  shall  be  trued  by  a  man 
assigned  to  that  duty.  If  wheels,  hot  provided  with  balancing  flanges, 
become  out  of  balance  through  wear  and  cannot  be  balanced  by  truing 
or  dressing,  they  should  be  removed  from  the  machine. 

D28  A  wheel  used  in  wet  grinding  shall  not  be  allowed  to  stand 
partly  immersed  in  the  water.  Water-soaked  portion  may  throw  the 
wheel  dangerously  out  of  balance. 

D29  Wheel  dressers  should  be  equipped  with  rigid  sheet  metal 
or  other  guards  over  the  tops  of  the  cutters  to  protect  operator  from 
flying  pieces  of  broken  cutters. 

D30  Goggles  shall  be  provided  for  use  of  grinding  wheel 
operators  wliere  there  is  danger  of  eye  injury.  They  should  be  readily 
accessible,  or  better,  should  be  the  individual  property  of  the  operator. 

D31  The  space  about  the  machine  shall  be  kept  dry,  clean  and  as 
free  as  possible  from  castings  or  other  obstructions. 
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D32  Grinding  rooms  shall  not  only  be  well  ventilated  and  well 
lighted,  but  kept  warm  and  dry.  Machines  used  continuously  for  dry 
grinding  shall  be  attached  to  a  dust-exhausting  system.  Besides  pro- 
tection to  the  workmen,  the  dust-exhausting  system  prevents  wear  and 
tear  on  machinery  and  belts. 

D33  Care  shall  be  exercised  in  the  storage  of  wheels.  They  shall 
be  stored  in  dry  places  and  should  be  well  supported  on  edge  in 
racks.  Work  shall  not  be  forced  against  a  cold  wheel,  but  the  work 
applied  gradually,  giving  the  wheel  an  opportunity  to  warm  and 
thereby  eliminate  possible  breakage.  This  applies  to  starting  work  iu 
the  morning  in  grinding  rooms  which  are  not  heated  in  winter,  and 
new  wheels  which  have  been  stored  in  a  cold  place. 

ARTICLE   E:      precautionary   SUGGESTIONS 

El  Cone  pulleys  determining  the  speed  of  a  wheel  should  never 
be  used  unless  belt  locking  devices  are  provided. 

E2  The  maximum  size  of  wlieel  which  should  be  used  with  given 
operating  speeds  sliould  be  indicated  on  each  machine. 

E3  Grinding  machines  should  be  provided  with  a  stop  or  some 
method  of  fixing  the  maximum  size  of  wheel  which  may  be  used,  at 
the  speed  at  which  the  wheel  spintllc  is  running. 

E4  Boxes  should  be  of  proper  length  to  provide  an  ample  bear- 
ing surface,  and  prevent  heating  or  rapid  wear.  It  is  important 
that  the  bearings  be  kept  well  lubricated  and  properly  adjusted. 
Ring  oiling  devices  are  recommended,  amply  protected  from  dust 
and  grit,  and  box  caps  should  be  adjustable  for  take-up. 

E5  For  protection  against  flying  cliips,  etc.,  plate  glass  in  meUl 
frames  can  be  placed  just  above  the  grinding  spaces  of  the  wheels. 

E6  Where  it  is  impracticable  or  undesirable  to  use  a  glass  shield, 
a  leather  flap  may  be  attached  to  the  hood  and  adjusted  so  as  to  inter- 
rupt sparks  and  dust. 

DISCUSSION 

L.  D.  BuRLiNGAME.  An  important  consideration  in  the  auto- 
matic control  of  machine  tools  is  the  control  of  grinding  wheel 
speeds  so  that  wheels  cannot  be  run  beyond  the  safe  limit.  As  the 
wheel,  when  it  wears  down,  requires  a  greater  number  of  revolu- 
tions to  maintain  the  same  surface  speed,  the  problem  is  to  provide 
such  safety  means  as  to  prevent  this  higher  speed  being  used  when 
a  full-sized  wheel  is  in  position. 
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Ralph  E.  Flanders.  I  remember  some  machines  in  which  the 
hood  was  so  arranged  with  reference  to  the  belt  that  it  could  not 
be  shifted  on  to  the  smaller  step,  except  as  the  wheel  grew  smaller 
and  the  hood  was  adjusted  for  the  smaller  diameter,  thus  preventing 
over-speeding  of  the  grinding  wheel. 

Adolph  L.  De  Leeuw.  While  it  seems  to  me  that  the  language 
of  the  Code  is  in  some  particulars  rather  indefinite,  the  Code  forms 
a  basis  and  a  starting  point  for  something  later  which  may  be  more 
definite. 

The  Cincinnati  Milling  Machine  Company  provided  for  driving 
their  grinding  machines  by  electric  motors,  the  controller  for  the 
motor  being  in  a  locked  box,  of  which  the  foreman  of  the  grinding 
department  held  the  key.  The  grinding  wheels,  too,  were  kept  in  a 
locked  compartment  to  which  he  also  had  the  key.  If  the  machine 
was  set  for  the  proper  speed  for,  say,  a  small  wheel,  and  it  was 
desired  to  change  to  a  large  wheel,  it  was  thus  **up  to''  only  one 
man  with  specific  instructions,  who  had  the  necessary  knowledge  to 
open  up  the  box  of  the  rheostat,  change  the  speed,  and  supply  the 
workman  with  the  required  wheel. 

As  grinding  machines  are  furnished  nowadays  there  is,  practi- 
cally speaking,  no  means  of  adjusting  the  speed  of  the  grinding 
wheel;  the  two  or  three  steps  vary  so  widely  that  the  shifting  of 
the  belt  one  single  step  is  entirely  too  great  to  obtain  the  best 
efficiency  of  the  wheel  at  all  -times. 

Extended  experiments,  for  instance,  on  the  grinding  of  cast  iroD 
have  shown  that  there  is  a  very  marked  difference  in  the  amount  of 
metal  which  can  be  removed  with  a  certain  given  amount  of  weight 
of  wheel,  depending  on  the  speed  of  the  wheel.  If,  for  instance,  in 
grinding  a  certain  cast  iron  bushing  it  was  possible  to  remove  2.7 
cu.  in.  of  metal  for  0.002  wear  of  a  wheel  running  at  5700  ft.  per 
rain.,  it  was  possible  to  remove  0.5  and  0.7  in.  of  cast  iron  on  the 
same  kind  of  bushing  with  that  same  grade  of  wheel  when  running 
at  6000  ft. 

There  seems  to  be  a  critical  speed  at  which  the  wheel  has  a 
maximum  metal  removing  capacity,  and  that  critical  speed  is  so 
close  to  some  other  speed,  which  is  very  much  less  eflScient,  that  the 
present  arrangement  of  grinding  machines  does  not  meet  at  all  the 
demands  of  efficiency. 
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Charles  Fair.  Mr.  Flanders  spoke  of  a  grinder  on  which  there 
was  a  hood  arrangement  to  regulate  the  speed  of  the  wheel.  That 
would  be  a  very  easy  thing  to  do  if  an  adjustable  speed  motor  were 
driving  the  wheel,  provided  there  was  an  attachment  corresponding 
to  a  hood.  Of  course,  that  would  only  keep  the  peripheral  si>eed  of 
the  wheel  per  grade  of  wheel;  it  would  have  to  be  changed  as  the 
grades  of  the  wheels  themselves  were  changed,  calling  fpr  a  differ- 
ence in  peripheral  speed. 
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GAS  PRODUCERS  WITH  BY-PRODUCT 

RECOVERY 

By  Arthur  H.  Lymn,*  London,  England 

Non-Member 

The  art  of  generating  producer  gas  from  coal  is  a  very  old  one, 
but  the  development  of  the  simultaneous  recovery  of  the  valuable  by- 
products is  comparatively  recent,  having  been  confined  to  the  last 
twenty-five  years  or  so.  The  object  of  this  paper  is  to  present  a  his- 
torical resume  of  this  development  in  Europe. 

2  The  early  attempts  in  Europe  to  recover  the  by-products  of  the 
producer  gas  process  are  generally  recognized  to  have  been  made  in 
Great  Britain.  In  that  country  the  knowledge  that  the  treatment  of 
fuel  by  a  mixture  of  steam  and  air  (the  former  in  excess)  would  con- 
vert a  large  percentage  of  the  nitrogen  contained  in  the  coal  into 
ammonia  was  first  applied  in  practice  on  a  large  scale.  The  details 
of  a  plant  to  operate  on  this  principle  had  already  been  worked  out  by 
Messrs.  Young  and  Beilby  in  England  and  Grouven  in  Germany 
among  other  investigators. 

3  The  gas  producer  designed  by  Young  and  Beilby  differed  in 
operation  from  the  ordinary  by-product  gas  producer  in  that  it  was 
heated  from  the  outside.  The  coal  was  distilled  in  the  upper  part  of 
the  producer  or  retort  and  the  tar  vapors  passed  down  through  red 
hot  coke  and  were  (it  was  claimed)  decomposed  into  permanent  gas 
and  ammonia.  The  coke  in  the  lower  half  of  the  producer  was  burned 
in  a  mixture  of  steam  and  air  and  the  resulting  gases,  together  with  the 
gaseous  products  of  tlie  coal  distillation,  passed  out  of  the  producer  by 
way  of  exits  at  the  middle.    The  arrangement  is  shown  in  Pig.  1. 

4  It  is  particularly  interesting  to  note  that,  as  far  back  as  1883, 
Young  and  Beilby  claimed  to  recover  in  the  form  of  anmionia  from 
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)  to  70  per  cent  of  the  total  Ditrogeo  in  the  fuel  and  that  the  per- 

iotage  composition  of  their  gas  was: 

Carbonic    acid 16.6  par  eent 

Carbonic  oxide 8.1  per  eeot 

Methane    2.3  per  cent 

Hfdrogen    28.6  per  tent 

Nitrogen    44.4  per  tent 


Fig.  lo    TocNQ  and  Bbilbt's  By  Pbobdct  Gas  Pkoducer 

Although  their  retort  was  heated  from  the  outside  instead  of  the  air 
and  steam  blast  being  superheated,  it  will  be  seen  that  the  results 
claimed  by  them  as  to  amnionia  were  not  far  short  of  what  we  realize 
today.  The  gas  composition,  too,  was  practically  the  same  as  that  of 
the  gas  which  has  since  become  so  widely  known  as  Mond  gas  aiiil 
wliirh  has  the  following  pcrcentasro  composition: 

Cnrbonic   acid 14  to  16  per  ceat 

Carbonic   oiide 10  to  12   per  cent 
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Methane   2  to     3  per  cent 

Hydrogen   25  to  26  per  cent 

Nitrogen DiffereDce 

The  above  makes  it  obvious  that  Dr.  Mond  was  not  the  first  inveetigator 

to  produce  gas  of  this  composition. 

5  It  is  now  rather  more  than  twenty-five  years  Since  the  late 
Dr.  Ludwig  Mond  first  put  into  commercial  practice  the  process  de- 
scribed in  his  British  Patflnts  No.  3821  of  1883  and  8973  of  1885,  of 
gasifying  fuel  by  means  of  steam  and  air  and  simultaneously  recover- 
ing the  ammonia.  His  first  plant  was  installed  at  the  works  of 
Brunner,  Mond  and  Co.,  Northwich,  England,  and  its  capacity  was 
developed  to  some  200  tons  a  day.  Unfortunately  this  plant  was  not 
in  a  good  position  to  be  photographed,  but  a  diagram  of  it  is  given 
in  Fig.  2. 

6  The  Mond  producer  was  rectangular  in  section  and  was  formed 
with  a  kind  of  double  chamber.  Its  operation  was  similar  to  that  of 
Young  and  Beilby,  in  that  the  coal  was  distilled  in  a  downward  di- 
rection in  the  upper  part  and  the  coke  residue  was  gasified  in  the 
lower  part,  all  the  gases  mixing  and  leaving  the  producer  together. 


Fig.  lb    Additional  SBcnoH  or  Fio.  la 

The  gas  was  passed  into  a  long  horizontal  rectangular  washer  and  a 
fine  spray  of  water  was  thrown  into  it  by  a  series  of  revolving  dashers. 
By  this  means  a  large  proportion  of  the  dust  was  removed,  which  was 
afterwards  taken  out  of  the  water  lute  manually  with  long  scoops, 
an  irksome  operation.  From  the  washer,  the  gas  was  conducted  into 
a  high  lead-lined  acid  tower  {filled  with  earthenware  ring  tiles) 
where  in  passing  upwards  it  came  into  contact  with  sulphate  of 
ammonia  solution  trickling  down.     This  solution  contained  a  slight 
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excess  of  sulphuric  acid  and  deprived  the  gae,  hy  absorption,  of  nearly 
all  the  ammonia  contained  in  it.  From  this  tower,  the  gas  was  passed 
into  a  similar  tower,  called  the  scrubber,  where  it  was  brought  into 
contact  with  cool  water  for  scrubbing  and  cooling  it  and  it  was  then 
delivered  for  use. 


F](i.  3    MoND  Producer  with  Supbrheateb 

7  The  water,  having  taken  up  the  heat  of  the  gas,  was  collected 
in  tanks  from  which  it  was  introduced  into  the  heater,  also  of  tower 
construction.  It  was  here  brought  into  contact  with  the  cold  air  to 
be  used  in  the  producers,  saturating  this  air  with  water  vapor  at  from 
70  to  80  dcg.  ucnt.  and  beaming  again  cooled.  Then  it  was  returned 
to  the  scrubber,  whore  it  again  took  up  the  heat  of  the  gas,  and  so  on 
in  a  coiitiniKiiiH  cycle. 
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8  After  this  plant  had  been  in  operation  for  some  time,  it  was 
found  that,  owing  to  the  large  proportion  of  steam  in  the  air  blast, 
the  heat  value  of  the  gas  was  below  the  desired  standard  and  also  the 
yield  of  ammonia  was  less  than  that  which  Dr.  Mond  had  set  out  to 
obtain.     It  was  therefore  decided  to  change  the  design  of  the  gas 
generating  part  of  the  plant  so  that  the  air  and  steam  blast  would 
enter  the  producer  with  a  considerable  degree  of  superheat,  thus 
enabling  a  still  greater  excess  of  steam  to  be  used.     This  modified 
design  was  disclosed  in  Mond^s  British  Patent  No.  12,440  of  189v} 
and  is  shown  in  Fig.  3.    The  producer*  was  made  circular  in  section 
instead  of  rectangular  and  its  whole  shell  was  surrounded  by  a  jacket 
through  which  the  air  was  passed  on  its  way  to  the  grate,  reducing 
the  losses  from  radiation  and  at  the  same  time  further  superheating 
the  steam  and  air  blast.    Directly  contiguous  to  the  producer  was  ar- 
ranged a  superheater,  consisting  of  a  series  of  parallel  tubes  with 
alternate  ends  connected,  surrounded  by  a  series  of  larger  tubes  form- 
ing an  annular  space.    The  gas  from  the  producer  passed  througfa  the 
inner  tubes  and  superheated  the  steam  and  air  blast  which  was  passed 
through  tlie  annular  space  in  a  counter-current  direction  on  its  way 
to  the  producer.    With  this  provision,  the  gas  was  found  to  possess  a 
much  higher  Iieat  value  and  a  considerably  increased  yield  of  ammonia 
was  obtained  without  extra  fuel. 

9  It  is  interesting  to  note  that  Dr.  Mond,  with  that  great  courage 
in  engineering  undertakings  for  which  he  was  famed  in  the  days  of  his 
greatest  activities,  built  a  very  large  unit  plant  at  the  outset,  and 
smaller  plants  in  later  years.  This  was  contrary  to  the  usual  order  of 
things,  and  discloses  the  reason  for  the  wide-spread  idea  that  by- 
product producer  plants  were  only  profitable  when  built. in  very  large 
and  costly  units. 

10  Among  the  plants  built  by  Dr.  Mond  or  his  successors  in 
]^]ngland — The  Power-Gas  Corporation — the  central  station  at  Dudley 
Port,  Staffordsliirc,  for  the  distribution  of  Mond  gas  over  an  area  of 
about  120  square  miles,  through  about  30  to  40  miles  of  pipes,  is  of 
particular  interest.  The  author  had  charge  of  this  plant  for  some 
time.  The  gas  from  this  station  is  supplied  to  iron  and  steel  works, 
machine  shops,  foundries,  galvanizing  works,  pumping  stations, 
enameling  works  and  municipal  electric  stations.  The  installation 
had  originally  a  capacity  of  16,000  h.p.,  which  has  just  recently  been 
largely  increased.  A  general  view  of  this  plant  which  is  familiar  to 
many  engineers  in  this  country  is  shown  in  Fig.  4. 
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11  The  Dudley  Port  plant  is  quite  unique  in  that  it  ie  the  only 
central  station  iu  the  world  designed  and  built  for  the  distributioa  of 
producer  gas.  The  gas  is  sold  to  consumers  in  competition  with  coal, 
ordinary  lightiug  gas  and  electricity.  The  advantages  to  be  derived 
from  taking  supplies  of  the  gas  were  not  apparent  to  the  public  for 
several  years,  but  once  they  had  been  fully  demonstrated  the  number 
of  consumers  rapidly  increased. 

12  Up  to  about  the  year  1891',  Dr.  Mond  was  constantly  en- 
deavoring to  improve  his  process,  but  after  that  time  he  appeared 
to  be  satisfied  with  bis  design  anil  in  fact  in  advancing  years  he  be- 


Fio.  4    Mond  Gas  Cektkal  Station  at  Dudlev  Post,  Bnoi^nd 

came  adverse  to  any  material  modifications.  The  result  was  that  the 
design  of  the  Mond  plants  did  not  advance  with  the  times  and  the 
writer  is  of  the  opinion  that  in  those  cases  in  America  in  which  Mond 
system  plants  Jiavc  not  been  so  successful  as  was  expected,  it  has  been 
chiefly  attributable  to  this  factor  and  to  the  failure  to  realize  that  a 
certain  state  of  reliability  and  efficiency  in  other  countries,  with  quite 
different  fuels  and  under  totally  unlike  conditions,  is  not  necessarily 
a  criterion  for  exactly  the  same  results  in  this  country. 

13  After  Dr.  Mond  had  demonstrated  the  succes-s  of  his  process, 
it  was  not  liirij,'  before  nnotlicr  worker,  E.  J.  Duff,  claimed  attention. 
As  a  whole.  Duff's  plant  cm!)odiod  very  little  to  distinguish  it  from  the 
Mond  plant,  the  same  process  being  of  course  carried  out  in  the  two 
plants.     Duffs   producer   was   of   rectangular   section   inside,   jrith 
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rounded  corners,  and  hie  superlieater,  as  shown  in  Fi^.  5,  consisted  ef 
a  series  of  parallel  gas  tubes  witb  alternate  ends  connected,  sunoimded 
by  one  chamber.  Baffle  plates  in  this  chamber  compelled  the  Bteun 
and  air  blast  to  take  a  zig-zag  path  on  its  way  to  the  producer.    Ei- 
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cept  for  this  slight  difference  in  the  construction  of  the  superheater, 
which,  however,  occasioned  no  difference  in  the  action  of  the  producer, 
there  was  practically  nothing  to  distinguisJi  the  DuS  plant  from  the 
Mond  plant. 

11-  Several  large  plants  were  constructed  according  to  Mr.  DufTs 
(lesifTiis.  One  of  tlmse  is  shown  in  Fig.  6.  This  was  erected  at  Fleet- 
wdoii.  Kncrhuid.     The  phoiograph  does  not  show  the  producers  very 
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well  but  conveys  a  good  idea  of  tlie  great  height  and  size  of  the  towers 
for  ammonia  abaorption,  gas  cooling  and  air  aaturation.  These  large 
towers  are  characteristic  of  the  plants  of  this  construction.  It  is  well 
known  in  Great  Britain  that  Mond  and  Duff  were  at  one  time  in 
conflict  in  the  matter  of  their  patents,  but  that  their  interests  were 
afterwards  amalgamated  into  one  company.  The  Power-Gas  Corpora- 
tion, formed  in  1901.    The  patents  in  question  have  since  expired  in 
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England,  but  it  may  be  that  some  of  Duff's  American  patents  are  still 
in  force. 

15  Messrs.  Crossley  Bros.,  of  Manchester,  were  the  next  to  claim 
material  improvements,  which,  however,  do  not  appear  to  have  been 
realized  in  practice.  In  fact,  it  is  the  author's  belief  that  some  time 
ago  this  firm  ceased  altogether  to  build  plants  for  the  gasification  of 
coal  and  the  simultaneous  recovery  of  the  by-products.  It  is  perhaps 
of  interest  nevertheless  to  include  here  a  diagram,  of  the  first  form  of 
plant  Messrs.  Crossley  Bros,  adopted  (Fig.  7). 
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Iti  Briefly  tlie  claims  made  for  tliie  plant  were  that  the  washing 
and  cooling  of  the  gases,  as  well  as  the  condensing  of  the  water  vapor 
and  the  absorption  of  tlic  ammonia,  took  place  in  one  and  the  same 
apparatuB,  the  ammonium  sulphate  liquor  being  utilized  for  the  pur-' 
pose  of  saturating  the  air  with  water  vapor  and  the  liquid  being 
thereby  cooled  at  the  same  time.  As  a  matter  of  fact,  in  the  first  series 
of  operations  a  washer  made  up  of  two  compartments  was  used; 
the  gas  would  leave  this  apparatus  in  a  more  or  less  uncooled  ?tate  and 
also  practically  saturated  with  water  vapor  at  a  comparatively  high 
temperature.  Fig.  7  does  not  show  therefore  all  the  necessary  ap- 
paratus. 

17     The  second  claim  made,  that  is,  that  the  air  was  saturated  by 
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means  of  the  sulphate  liquor,  represented  a  very  dangerous  practice. 
A  fine  sulphate  of  ammonia  liquor  spray,  with  its  excess  of  highly- 
eorrosivc  acid,  would  naturally  be  carried  forward  to  the  superheaters, 
etc.,  and  with  very  obvious  results.  Messrs.  Crossley  Bros.,  as  a  matter 
of  fact,  took  out  later  a  patent  for  the  utilization  of  the  above  system 
ill  combination  with  a  somewhat  costly  bed  of  lime,  which  the  saturated 
air  had  to  pass  through,  clearly  to  absorb  its  contained  acid  spray. 

18  The  next  step  in  the  development  of  this  process  was  that 
taken  by  the  author  on  the  ba.sis  of  his  British  Patent  No.  8014  of 
1908.  This  was  an  attempt  to  dispetiso  entirely  with  the  costly  and 
irksome  towers  of  the  Moiid  and  other  plants,  which  became  blocked 
up  from  time  to  time  causing  serious  trouble  and  delay.    The  att«nipt 
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was  made  by  replacing  the  mechanical  washer  and  towers  by  washeTs 
of  special  construction,  which  obviously  could  not  become  blocked  up. 
Four  double  washers  were  proposed,  one  for  washing  the  gas,  the 
second  for  absorbing  the  ammonia,  the  third  for  cooling  the  gas  and 
the  fourth  for  saturating  the  air.  This  design  was  later  modified  in 
favor  of  a  double-luted  washer  and  was  changed  a  third  time  by  The 
Power-Gas  Corporation  for  a  combination  of  double  and  single  cham- 
ber washers  upon  the  same  principle.  An  idea  of  the  general  ap- 
pearance of  a  plant  with  these  washers  may  be  obtained  from  Fig.  8. 

19  Various  modifications  of  ammonia  recovery  plants  are  also 
disclosed  in  patents  taken  out  by  A.  B.  DufiP,  of  Pittsburgh.  Notable 
among  these  is  a  producer  with  a  circular  grate  and  also  a  circular 
section  superheater  with  four  enclosed  gas  tubes.  The  former  is 
illustrated  in  British  Patent  No.  16,164  of  1903  and  the  latter  in 
British  Patent  No.  16,243  of  1903.  These  modifications  have  been 
adopted  in  Great  Britain  in  two  or  three  plants  and  are,  I  believe, 
working  successfully  with  Scotch  and  other  more  or  less  non-caking 
coals. 

20  In  another  design  (British  Patent  No.  4372  of  1910)  A.  B. 
Duff  claims  that  by  passing  the  gas  around  the  evaporator  before 
entering  the  washers,  its  heat  can  be  utilized  for  evaporating  the 
sulphate  of  ammonia  liquor.    On  first  sight,  this  idea  appears  to  be  a 
good  one,  but  it  seems  to  the  writer  that  great  difficulty  may  be  ex- 
perienced  in  carrying  it  out  in  practice  on  account  of  the  dust  and 
tar  present  in  the  gas  at  this  stage  of  the  operations.     Moreover,  it 
must  be  borne  in  mind  that  in  this  design  the  gas  is  washed  before  it 
is  allowed  to  enter  the  ammonia  absorption  tower,  and  that  the  washing 
water  is  used  for  saturating  the  air  going  into  the  producers.     It  there- 
fore appears  that  the  air  will  carry  to  the  producers  a  not  incon- 
siderable proportion  of  the  ammonia  which  will  thus  be  lost.     The 
author  is  not  aware  of  a  plant  on  these  lines  having  been  built  and 
put  into  operation,  and  is  but  meagrely  informed  concerning  the 
earlier  Duff  plants  built  in  the  United  States. 

21  It  may  be  taken  that  all  the  designs  above  referred  to  were, 
broadly  considered,  based  upon  what  is  generally  known  throughout 
the  world  as  the  Mond  process.  Two  different  propositions  for  the 
gasification  of  coal  and  the  simultaneous  recovery  of  the  by-products 

will  now  be  referred  to. 

22  The  first  of  these  is  that  by  F.  J.  Rowan,  of  Glasgow,  who 
proposed  to  combine  the  gas  producer  process  with  the  usual  process 
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utilized  in  lighting  gas  works,  viz.,  to  replace  the  absorption  of  the 
ammonia  bj  acid  (as  is  done  in  the  Mond  process)  by  a  condensing 
plant.  He  did  not  propose  actually  to  produce  the  ammonia  in  any 
different  way,  and  it  is  obvious  that  since,  for  every  ton  of  coal  gasified, 
approximately  150,000  cu.  ft,  of  gas  at  normal  temperature  and  pres- 
sure, together  with  about  1.5  tons  of  excess  water  vapor,  are  produced, 
an  apparatus  for  condensing  the  ammonia  cannot  be  otherwise  than 
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very  excessive  in  size.  Moreover,  the  gases  enter  the  condensing  plant 
at  a  temperature  of  400  deg.  cent,  or  more,  at  which  temperature  their 
volume  is  multiplied  several  times.  The  condensed  ammonia  liquor 
is  extremely  dilute  and  must  be  distilled  with  lime  in  the  usual 
manner  adopted  in  lighting  gas  works,  a  not  very  pleasant  operation. 
These  facts  make  the  diPRculty  of  carrying  out  this  proposition  obvious, 
and  the  writer  is  not  aware  that  any  plant  was  built  on  these  lines. 
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The  author  himaelf  haa  tried  surface  cooling  for  by-product  prodncer 
gas  but  hae  found  firstly,  that  meteorological  conditions  have  too  much 
influence  on  the  result  and  secondly,  that  the  apparatus  required  wonid 
bo  much  more  expenaive  owing  to  the  large  volume  of  gaa  to  be  dealt 
with  and  the  lower  rate  of  heat  transference  possible. 

33  The  second  proposition  is  tliat  by  Quintin  Moore  who  designed 
a  producer  divided  into  three  parts,  a  lower  brick-lined  part,  a  middle 
water-jacketed  part  and  an  upper  air-cooled  part.  The  arrangement 
is  shown  in  Fig.  9. 

24     By  this  cooling  of  the  upper  part  of  the  producer,  Monrc 
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claimed  to  iibiain  ;i  ;ri"'(l  yield  of  ammonia  with  about  half  the  amount 
of  steam  in  the  air  Uhi't.  It  does  not  seem  likely,  however,  that  siioh 
cooling  can  ponelniti'  far  into  the  fuel  bod,  and  it  slioiild  not  be  over- 
looked that  other  wurkiTs,  in  particular  the  late  Dr.  Mond,  previoiisK 
considered  tlu!  pussihiJify  nf  rccovorint;  ammonia  by  means  of  merely 
cooling  the  producer,  but  came  to  the  conclusion  (based  on  sound 
scientific  ktiowlcdgtO  that  cooling  was  not  the  only  desideratum  in 
ammonia  recovery. 

'i!i     One  can  cas^ily  overrate,  too,  the  importance  of  saving  steam. 
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In  the  Mond  process^  practically  all  the  steam  is  generated  from  waste 
heat  and,  moreover,  most  of  it  is  continuously  recovered.  Any  further 
saviDg  can  only  be  secured  at  the  expense  of  some  of  the  sulphate  of 
ammonia  yield.  At  all  events,  Mr.  Moore  states  in  his  published 
matter  that  he  obtains  more  ammonia  when  he  introduces  more  steam, 
hence  his  usual  amount  of  steam  does  not  produce  the  maximum  am- 
monia recovery. 

Z6  Fig.  10  illustrates  a  plant  built  on  the  Moore  system.  The 
small  air-cooled  tubes  are  so  constructed  and  in  such  a  position  as  to 
bring  about  great  likelihood  of  frequent  stoppage  of  the  plant  on 
account  of  tar  and  dust  deposits.  Whatever  may  be  the  results  with 
this  plant  with  non-caking  coals,  the  plant  does  not  seem  to  be  ap- 
plicable to  caking  fuels  with  any  reasonable  degree  of  eflSciency.  The 
only  publication  regarding  this  system  wliich  has  come  before  the 
writer  shows  the  results  of  tests  of  but  five  hours  duration,  which  tests 
have  obviously  but  little  value  for  practical  purposes. 

Z7  Some  five  years  ago  the  writer  set  out  to  design  a  new  type  of 
plant  which  should  retain  the  advantages  of  previous  types  without 
their  disadvantages.  He  was  led  to  do  this  by  the  realization  that,  in 
spite  of  the  extreme  cheapness  of  producer  gas  as  made  by  plants 
operating  under  the  Mond  system  and  although  a  considerable  number 
of  plants  had  been  built  and  operated  in  a  somewhat  restricted  number 
of  countries,  the  adoption  of  the  producer  gas  process  had  not  become 
general  throughout  the  industrial  world.  Careful  investigations  of 
the  situation  led  to  the  conclusion  that  although  the  process  as  such 
was,  and  is,  really  good,  the  means  adopted  for  carrying  it  out  left 
much  to  be  desired,  especially  from  the  point  of  view  of  capital  outlay, 
labor  requirement,  repair  costs  and  simplicity  of  operation.  These 
drawbacks  were  inherent  primarily  to  the  ammonia  absorption,  gas 
washing,  gas  cooling  and  air  saturating  elements  of  the  plant.  All 
these  operations  were  heretofore  carried  out  in  high  and  cumbersome 
towers  packed  with  earthenware  ring  tiles,  or  in  equally  cumbersome 
horizontal  luted  dasher  washers. 

2S  A  system  of  vertical  washers,  in  which  an  intensive  washing 
of  the  gases  was  brought  about  chiefly  by  means  of  the  momentum  of 
the  gases,  was  first  designed  and  put  into  practice.  Vertical  me- 
chanical washers  had  not  been  used  previously  in  gas  producer  plants 
and  the  writer  first  designed  one  on  the  lines  already  known  in  other 
branches  of  the  gas  industry,  in  which  the  washing  liquid  was  sprayed 
by  means  of  a  series  of  co-axial  revolving  discs  upon  collecting  cones, 


rj46   .  BY-PRUDUCT   QAS   PRODUCEBS 

each  of  which  delivered  the  liquid  directly  upon  the  next  levolTJng 
disc  below,  and  so  on.  It  was  found,  however,  in  setting  this  wubei 
to  work,  that  with  such  an  arrangement,  the  momentum  of  the  gu  to 
performing  much  more  work  than  was  the  mechanical  movement  of 
the  discs,  a  rather  aurprisiog  fact.  Accordingly,  the  mechinical 
feature  of  the  washer  was  eliminated,  the  collecting  cones  were  cat 
away  to  give  the  gas  more  play  and  the  washer  now  had  the  appearance 
as  shown  in  Fig.  11.  It  will  be  seen  that  if  plumb  lines  are  taken 
down  the  inside  edges  of  the  collecting  cones  and  down  the  ovAaAt 


Fig.  11     Lymn  Washeb 

edges  of  the  discs,  a  considerable  space  exists  between  them,  which  is 
such  ill  practice  that,  if  no  gas  is  passing,  the  water  entering  at  the 
top  falls  straight  down  to  the  bottom. 

20  With  this  modified  washer,  a  plant  originally  designed  to  deal 
with  the  gas  from  45  to  50  tons  of  coal  per  day  was  able  to  deal  with 
that  from  00  to  100  tons  per  day,  so  that  the  capital  outlay  of  the  gas 
washing  part  of  the  plant  was  straightway  reduced  one-half.  Such 
washers  have  now  been  in  operation  for  approximately  two  years  with 
entire  success,  and  it  is  now  possible  to  design  washer  units  of  this 
particular  type  to  deal  with  quantities  of  gas  from  10,000  up  to  about 
1,300.000  en.  ft.  per  hr. 

M  Fisr.  12  illiLSilratos  the  general  appearance  of  a  plant  with  these 
washers.  'J'he  dinicnsioning  of  the  washers  is  not  a  very  simple  mat- 
ter, being  of  iicwssity  purely  empirical,  and  the  author  has  arrived  at 
the  dimensions  entirely  by  stepwise  trial. 
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31  If  Fig.  12  IB  compared  with  the  previously  shoTD  diagrams 
of  other  plants,  it  will  be  seen  that  the  whole  apparatus  looks  much 
less  cumbersome  and  obviously  simpler  in  operation,  involves  less 
auxiliary  machinery  and  consequently  less  first  cost.  It  will  be  further 
noted  that  exactly  the  same  kind  of  apparatus  is  employed  for  each 
of  the  operations  of  absorbing  the  ammonia,  cleaning  the  gas  and  re- 
covering the  steam.  For  the  final  stage  of  removing  the  last  traces  of 
tar,  etc.,  however,  centrifugal  cleaners  combined  with  dry  scrubbers, 


Fill.  12    Lyhh  Ttpb  Pboducib  Ga8  Ammonia  Becoveby  Pi.uit 

or  such  metliods  as  have  been  proposed  by  H.  F.  Smith,  have  to  be 
utilized. 

32  Steel,  instead  of  lead,  is  iised  in  these  plants  for  the  parts  of 
ammonia  absorbing  apparatus.  A  Lymn  plant  constructed  with  no 
lead  whatevei-  has  been  in  operation  in  Germany  for  approximately 
four  years  ami  no  corrosion  has  yet  been  discovered.  This  plant  is 
shown  iu  Fig.  13.     Its  capacity  is  8000  h.p. 

33  Improvements  in  the  removal  of  dust  have  been  accomplished 
by  the  adoption  of  a  cyclonic  duet  separator  of  somewhat  special  design. 
With  this  separator,  the  bulk  of  the  dust  is  removed  in  a  dry  state 
and  not  by  means  of  water.    The  removal  of  all  the  wet  and  sloppy 
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duBt  from  the  earlier  horizontal  rectangular  washers  was  a  very 
troublesome  proceeding,  involviiig  considerable  costly  manual  labor, 
as  will  easily  be  realized. 

34  In  the  gas  producer  itself  of  an  ammonia  recovery  plant, 
mechanical  action  which  has  been  so  widely  applied  to  ordinary  gas 
producers,  both  in  the  United  States  and  in  Qermany  but  not  so  much 
in  England,  involves  agitation  in  the  fuel  and  aah  zones  of  the  pro- 
ducer and  mechanical  ash  removal.  Many  attempts  in  this  direction 
of  mechanical  action  have  been  made  and  some  of  them  have  met  with 
more  or  less  success.    The  writer  believes  the  first  of  such  proposals 
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was  made  by  E.  J.  Duff,  who  designed  an  octagonal -sect  ion  revolvable 
producer  with  a  stationary  grate,  ash  trough  and  top,  as  ehown  in 
Fig.  14.  This  design  was  disclosed  in  British  Patent  No,  1 5,646  of 
1901,  but  the  specification  does  not  state  that  it  was  intended  for 
ammonia  recovery  purposeB,  although,  as  far  as  the  author's  recol- 
lection goes,  the  inventor  considered  it  primarily  in  this  connection. 
The  writer  is  unaware  of  any  practical  trial  having  been  made  of 
tliis  producer. 

35     T!ie  next  of  these  proposals  was  a  combination  of  the  well- 
known  Talbot  stirrer  with  the  Mond  producer.     This  was  made  bj 
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Dr.  Mosd  himself  and  is  ehovn  in  Fig.  16.    This  apparatus  was  tried 
out  thoroughly  with  various  coals  of  a  more  or  less  coking  nature.    It 
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was  very  costly  to  install  and  its  operation  was  not  without  difficulties. 
The  writer  docs  not  know  of  any  more  producers  of  this  type  being 
built  beyond  the  first. 
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36  Another  attempt  to  adapt  revolving  producers  to  ammonia 
recovery  plants  was  one  made  by  the  author,  but  it  was  not  sufficiently 
succesaful  to  warrant  general  adoption.  The  great  depth  of  fuel 
requisite  for  ammonia  recovery  renders  the  operation  of  mechanical 
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producers  exceedingly  difficult.  One  of  the  difficulties  found  by  the 
writer  in  practice  was  that,  when  using  a  caking  coal,  the  producer 
revolved  while  the  coal  remained  more  or  less  stationary,  resulting 
only  in  the  grinding  of  the  coal  at  the  periphery  of  the  producer. 

37     Another  step  in  this  direction  was  the  combination  with  the 
prodacer  of  the  mechanical  ash  removing  apparatus  designed  by  Mr. 
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Trump.  This  combination  is  illustrated  in  Pig.  16  and  has  been 
adopted  on  a  somewhat  large  scale.  A  battery  of  these  so-called  Mond- 
Trump  producers  was  built  in  England  and  at  the  time  of  its  installa- 
tion the  writer  was  hopeful  that  the  combination,  though  very  costly, 
would  prove  to  be  a  valuable  development ;  however,  the  information  to 
hand  regarding  it  is  not  very  encouraging. 

38  Still  another  proposition  is  that  made  by  A.  B.  Duff,  in  which 
a  mechanically  operated  stirring  poker  is  utilized  in  the  producer  (Fig. 
17).  This  worked  very  well  indeed  when  tried  with  Scotch  washed 
nut  and  the  writer  believes  it  has  been  further  adopted  for  use  with 
this  or  similar  coals.  Scotch  coal  does  not  cake,  however,  and  there- 
fore with  such  coal  there  appears  to  be  insuflBcient  justification  for 
incurring  the  additional  cost  of  this  stirring  gear,  except  it  be  for  the 
purpose  of  increasing  the  rate  of  gasification.  The  writer  has  had  a 
great  deal  of  experience  with  Scotch  nut  in  stationary  producers  and 
has  never  had  the  slightest  trouble  with  this  coal.  He  would  there- 
fore be  interested  to  know  the  results  obtained  with  this  device  when 
applied  to  English  caking  coals,  and  still  more  to  those  in  this  country. 

39  After  the  previous  mentioned  failure  of  the  revolving  shell 
producer,  the  author  carried  on  further  trials  of  mechanical  agita- 
tion and  ash  removal.  These  trials  met  with  success  and  resulted 
in  the  design  of  producer  based  on  the  principle  which  has  been  so 
largely  utilized  for  ordinary  hot  gas  producers  in  Europe,  where 
the  rotary  grate  and  the  mechanical  ash  removal  have  been  further 
constructionally  improved  and  very  widely  introduced  both  by 
Kerpely  of  Vienna  and  by  the  writer's  German  licensees.  On  the 
basis  of  the  last-named  firm's  designs  as  adopted  for  hot  gas  pro- 
ducers, the  sv'stem  has  been  applied  to  ammonia  recovery,  material 
modifications  being  of  course  necessary.  These  modifications  are 
to  provide  a  vastly  increased  volume  of  air  and  steam,  a  deeper 
fuel  bed,  superheating  of  the  blast  of  air  and  steam,  increased 
pressure  of  the  air  blast  and  consequently  deeper  water  lute,  etc. 
Plants  on  this  system  have  been  built  by  the  Badische  Anilin  und 
Soda-Fabrik,  of  Ludwigshafen  (Fig.  18),  and  by  the  German  Govern- 
ment at  Ilcinitz  (Fig.  19).  Several  others  are  under  construction. 
These  represent  the  latest  type  of  Lymn  plant  adopted  in  large  scale 
practice. 

40  Tlie  plants  in  operation  have  worked  well  and  a  resume  of 
the  operating  results  of  one  plant  is  given  in  Table  1.  These  results 
are  taken  from  the  daily  log  sheets  of  a  plant  now  gasifying  about  80 
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tons  of  coal  per  24  hours,  the  gas  being  used  for  driving  four  1300 
h.p.  gas  engine  electric  sets  and  also  for  firing  furnaces.  The  coal  in 
use  is  common  slack  and  brown-coal  at  an  average  price  of  12  t«  13 
shillings  per  ton.  The  heating  value  of  the  coal  is  10,400  B.tu.  per 
lb.  (6000  kg.  cal.  per  kg.)  and  the  nitrogen  contained  in  the  coal 
averages  0.80  per  cent.  These  records  cover  two  periods  of  four  weeks, 
each  being  selected  quite  haphazard.  In  spite  of  the  high  cost  and  low 
nitrogen  content  of  the  coal,  the  cost  of  gas  per  kw-hr.  worked  out  at 
only  0.55  pfg.  or  0.13  cents,  an  interesting  result. 

41  There  is  one  point  m  connection  with  this  industry  which  1 
think  deserves  considerable  attention.     It  is  well  known  that  the 
amount  of  steam  generally  used  in  these  plants  with  normal  coal  is 
approximately  2^  tons  for  every  ton  of  coal  gasified.    Of  this  amount, 
up  to  two-fifths  is  recovered  from  the  heat  of  the  gases  (i.e.,  during 
the  gas  cooling  and  air  saturating  cycle  of  operations)  in  a  modem  and 
properly  designed  plant.    The  remainder,  1%  tons,  has,  however,  to 
be  made  by  direct  coal-fired  boilers  or  other  means.    Needless  to  say 
the  provision  of  separate  boilers  involves  a  considerable  charge  on  the 
operating  costs  of  the  plant,  and  it  should  therefore  always  be  one's 
endeavor  to  obtain  as  large  a  quantity  of  steam  as  possible  in  the  form 
of  waste  steam  at  practically  atmospheric  pressure  (which  is  quite 
sufficient)  or  to  raise  such  steam  by  utilizing  waste  heat. 

42  In  connection  with  gas  power  plants,  the  steam  can  be  made 
by  utilizing  the  heat  of  the  exhaust  gases  from  the  gas  engines.  This 
is  a  problem  to  which  the  author  has  devoted  considerable  attention, 
and  in  the  plant  referred  to  above,  all  the  steam  is  produced  in  special 
boilers  of  his  own  design  which  are  heated  by  the  exhaust  from  the  gas 
on^ines.  In  this  particular  installation  there  are  four  boilers,  each 
attached  to  a  1300-h.p.  gas  engine;  and  each  raising  2  to  3  lb.  of 
steam  per  h.p-hr.  This  amount  of  steam  is  25  per  cent  more  than 
that  required  for  the  gasification  of  the  coal. 

43  It  may  be  suggested  that  when  boilers  are  utilized  for  this 
purpose  there  is  danger  of  corrosion,  but  four  years'  full-time  opera- 
tion is  sufficient  criterion  that  this  is  not  so.  The  writer's  experience 
is  that  satisfactory  operation  is  merely  a  question  of  properly  di- 
iiicnsioning  the  boilers. 

44  The  above  mentioned  plant  is  the  first  in  the  world  to  be 
absolutely  self-contained  as  far  as  steam  is  concerned  and  great 
strides  are  now  being  made  in  the  Lymn  plants  in  the  matter  of 
utilizing  the  heat  of  waste  gases  from  all  kinds  of  operations  for 
tlie  production  of  steam. 
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45  At  all  events,  it  is  important  to  realize  that  where  ooal  is 
expensive  gas  engines  are  obviously  the  more  economical  to  adopt, 
and  where  coal  is  cheap  the  by-products  more  than  pay  for  the  coal 


TABLE  1     ACTUAL  OPERATING  RESULTS  OF  POWER  GAS  PLANT  (LYMN  SYSTEM) 

Driving  Larqs  Gas  Enoinsb  and  Fibino  Fujutacbs 


First  Period  of  4  Weeks 


Total 


Coal  consumption  of  the  gas 

plant I  1,806  tons 

Power  produced  (kw-hr.) I  1,889.740 

Yield  of  sulphate  of  ammonia.'  49.1 1  tons 

Yield     of     tar     (oontainiiW 
water) |  189.7  tons 

Average  heating  value  of  the! 

gases 155  B.t.u.  per  cu.  ft. 

(1380  oal.  per  cu.  m.) 

Sulphur  contained  in  the  gas 

(average) 0.63  grams  per  cu.  m. 

Tar    oontained    in    the    gas 

(average) I  0.04  grams  per  cu.  m. 

The  auxiliary  machines  con- 
sumed   regularly    71    kw. 

Including  10  per  cent  de- 
preciation the  gas  costs  per 
kw-hr.  work  out  at  0.069 

penny 

Second  period  of  4  weeks 

Coal  consumption  of  the  gas 
plant 

Power  produced  (kw-hr.) 

Yield  of  sulphate  of  ammonia.'  54.3  tons 

Yield  of  tar  (containing 
water) 231.7  tons 

Average  heating  value  of  the 


1,967  tons 
1,899.600 


154  B.t.u.  per  cu.  ft. 
0.38  grams  per  cu.  m. 


Sulphur  contained  in  the  gas 

(average) 

Tar    oontained    in    the    gas 

(average) 0.057  grams  i>er  cu.  m. 

The  auxiliary  machines  ooxh 
msumed  regularly  78  kw. 
Including    10   per   cent   de-. 

preciation  the  gas  costs  perj 

kw-hr.   work   out  at  0.07i 

penny 


Average 

per  Day  of 

24  Hours 


I 


General  Average 


64.6  tons 

•   •  •   • 

1.76  tons 
6.78  tons 


Per  kw-hr.  1.58  lb.  (0.72  kg.) 

Per  hr.  2812  kw. 

Per  ton  coal  60  lb.  (27.1  kg.) 

Per  ton  coal  230  lb.  (105  kg.) 


70.2  tons 

•   >   •   • 

1.94  tons 
8.27  tons 


Per  kw-hr.  1.72  lb.  (0.78  kg.) 

Per  hr.  2830  kw. 

Per  ton  coal  61  lb.  (27.6  kg.) 

Per  ton  ooal  257  lb.  (117  kg.) 


Notb: — The  nitrogen  efficiency  during  these  two  periods  was  70  per  cent.     It  is  frequently 
75  per  cent. 


and  the  gas  can  be  made  for  nothing  or  even  at  a  profit.  In  the 
latter  case,  it  does  not  matter  very  much  what  quantities  of  gas  are 
used  per  h.p.,  and  under  such  circumstances  ga&-fired  steam  plants 
become  as  profitable  as  gas  engine  plants  or  more  so. 
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TABLE  2     ESTIMATES  OF  WORKING  COBTB  FOR  (1)  A  2OO0  H.P.  POWER  OAS  IN- 
STALLATION. (II)  A  4S00  KW.  PRODUCER  GAS  PLANT,  AND  (HI)  A  PRODUCES 
GAS  PLANT  FOR  CONTINUOUS  GASIFICATION  OF  500  TONS  OF  COAL  DAILY 


CONDITIONS 

IBT 

Poi™ 

Power      1 

m 

aooo  b.h,p. 

(ISSOkw.) 
I!.fl00 

U.900 

S«»b.h.p.  i 

(4600  kw.)  ■ 

12.000 

«  ' 

6  ' 
14.300. 

uotcoilpecdsy 

600  tua 

HMtiiu  valur  of  c<»l  in  B.t.u.  per  lb. 

12.000 

Coit  o[  lulphuric  Kid  (MO  dtg.  Twsdd 

•"""•"■"»" 

Value  of  .ulph.U.  o[  unmomi  in  dollu 

iperihortuu.  . 

as 

1.U,  perkuf-br,.- 

COST  OF  PLANT 

Pioducer    iwwer    fu    snd    anuDonii 

(Lyma SyMem)  indoUu*,. 

— .- 

40.600 

*.«0 

126.900  1 
12SI0O 

106.000 

■  ■!  13.000  I 

..|  I3S,000  I 


Touofcoaliu 
Tom  o[  Bulpbi 
Tom  of  tu  rei 
Tom  ol  sulpbii 


WORKING  DATA 

K.  prrinnum 

d  (indudiDg  Btuid'by  lo« 
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TABLE  2    ESTIMATES  OF  WORKING  COSTS  FOR  (I)  A  2000  H.  P.  POWER  GAS  IN- 
STALLATION. (II)  A  4500  KW.  PRODUCER  GAS  PLANT.  AND  (III)  A  PRODUCER 
GAS  PLANT,  FOR  CONTINUOUS  GASIFICATION  OF  600  TONS  OF  COAL  DAILY 

(Continued  from  previous  pace) 


I 
Power 


II 
Power 


III 
Heating 


ANNUAL  WORKING   COSTS  OF  GAS  ENGINE 

PLANT 
(Based  upon  first  class  German  Gas  Engine  practice) 
Cost  of  gas  as  above 


Repairs 

Oil,  waste,  water 

Labor  at  American  rates 

Depreciation  and  interest 

Total  costs 

Total  cost  of  power  in  cents  per  kw-hr 

Total  cost  of  power  in  dollars  per  kw-year. 
Total  cost  of  power  in  dollars  per  h.p.-year. 


Dollars 

Dollars 

per  Annum 

per  Annum 

11,012 

970 

Profit 

1250 

6170 

840 

4420 

3500 

10.370 

10.380 

43.180 

27,072 


62,170 


0.60 


0.16 
13.80 
10.30 


46  To  give  a  general  idea  of  the  adaptability  of  ammonia  re- 
covery plants  for  power  as  well  as  for  heating  purposes,  three  esti- 
mates of  working  costs  have  been  made  for  (I)  a  2000  h.p.  power 
gas  installation,  coupled  together  with  gas  engines  and  working 
4000  hr.  per  annum,  (II)  a  4500  kw.  producer  gas  plant,  coupled 
together  with  gas  engines  and  dynamos  furnishing  current  for  say 
electrochemical  purposes,  working  8500  hr.  per  annum,  and  erected 
near  a  colliery  where  the  coal  will  be  cheap,  and  (III)  a  producer 
gas  plant  for  a  daily  and  continuous  gasification  of  500  tons  of  coal, 
the  gas  being  used  say  for  firing  steel  furnaces.  The  estimates  are 
given  in  Table  2.  The  working  costs  of  these  three  plants  are  based 
upon  the  actual  results  in  practice  referred  to  above.  It  has  been 
assumed  that  the  cost  of  labor  is  50  per  cent  and  the  cost  of  ap- 
paratus is  25  per  cent  more  than  in  England  and  Germany. 

47  It  will  be  realized  that  for  industries  such  as  electrochemical 
plants  requiring  a  large  amount  of  power,  it  is  quite  unnecessary  to 
have  recourse  to  water  powers  which  are  almost  invariably  situated  in 
localities  quite  unsuitable  as  manufacturing  sites  and  which  therefore 
zeqnire  long,  costly  and  unreliable  transmission  systems  subject  to  the 
dangers  of  sleet,  wind  and  electrical  failures.  Every  power  user  who 
depends  upon  an  uninterrupted  supply  of  current  for  the  success  of 
hifl  operations  would  gladly  dispense  with  this  transmission,  even 
were  its  high  cost  of  no  importance. 
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48  In  considering  the  deTelopment  of  ammonia  recovery  pluts, 
the  statements  made  so  fat  have  referred  to  the  treatment  of  coal. 
which  is  obviously  the  most  used  combustible.  They  may  also  be  taken, 
however,  as  applying  to  waste  coal  containing  a  high  percentage  of 
ash,  as  well  as  to  other  poor  ^ade  coals,  lignite,  coke  breeze,  etc. 

49  Coke  breeze,  as  obtained  in  the  manufacture  of  lightiog  gas, 
has  now  a  particularly  advantageous  application  in  these  planU.  It 
is  well  known  that  as  a  general  rule  the  retorts  in  gas  works  are  heated 
by  means  of  good  trade  coke  which  has  a  high  selling  value,  but  the 
coke  breeze  which  is  sieved  out  is  practically  a  waste  product    Thie 


substance  can  now  be  dealt  with,  producing  all  the  gas  for'  firing  the 
retorta  together  with  about  60  lb.  (value  $1J30)  of  sulphate  of  am- 
monia per  ton  of  breeze.  Fnrtbermore,  much  good  coke  is  thus  aet 
free  for  sale  to  the  public  at  a  high  value.  A  large  plant  is  already 
openting  on  these  lines  in  England  and  is  very  successful  and 
{wofitable. 

60  There  are,  however,  other  combustibles  whose  use  in  pri>- 
dnoer  plaota  ia  restricted  on  account  of  the  high  percentage  of  watei' 
th^y  eontain.     Sach  in  particular  are  peat  and  wet  brown-coal 

61  The  writer,  as  technical  manager  to  The  Power-Gas  Corpora- 
tion, WBB  able  to  apply  successfully  the  Mond  Gas  process  to  the  treat- 

mt  of  peat  between  1904  and  1907.    The  drying  of  peat  is  a  moet 
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difficult  matter  and  in  view  of  this  fact  it  is  interesting  to  note  that 
today  it  is  possible  to  produce  regularly  power  gas  and  by-products 
from  peat  containing  up  to  60  per  cent  water.  This  peat  can  be  ob- 
tained by  relatively  short  periods  of  drying  in  the  atmosphere  in 
practically  all  countries.  Evidences  of  success  in  this  matter  are  the 
facts  that  a  20-ton  plant  was  erected  in  Germany  some  years  ago  to 
demonstrate  the  advantages  of  this  process,  and  another  plant  (Fig. 
20)  dealing  with  100  tons  of  peat  per  day  and  producing  sulphate  of 
ammonia  and  power  gas  has  been  in  operation  in  northern  Italy  for 
about  three  years.  In  the  latter  case  a  further  peat  bog  has  now 
been  purchased  and  a  second  and  larger  plant  built  on  it. 

52  The  quantity  of  ammonium  sulphate  produced  per  ton  of 
peat  depends  upon  the  nitrogen  content  and  varies  between  70  and 
220  lb.  per  ton  of  dry  peat  gasified.  Where  peat  with  about  2  per 
cent  nitrogen  is  available,  one  can  obtain  a  large  profit  simply  from 
the  ammonium  sulphate,  regarding  the  gases  as  a  by-product.  In- 
deed, with  peat  which  contains  little  nitrogen,  gas  can  in  most  cases 
be  produced  without  cost.  Other  by-products  which  can  be  produced 
from  peat  are  tar  (which  contains  much  paraffin),  acetate  of  lime,  etc. 

53  The  application  of  the  Mond  process  to  peat  as  worked  out  in 
England  has  at  times  been  erroneously  referred  to  as  the  Frank-Caro 
process.  As  a  matter  of  fact,  however,  only  one  plant  was  built  ac- 
cording to  Frank  and  Carols  designs.  This  was  at  Osnabruck,  Ger- 
many, and  it  was  shut  down  after  twelve  months^  operation. 

54  About  sixty  by-product  producer  gas  plants  are  already 
built  having  a  yearly  fuel  capacity  of  approximately  2,000,000  tons. 
These  are  distributed  among  Great  Britain  (which  has  most  of 
them),  Germany,  Italy,  Spain,  China,  Japan  and  this  country.  The 
gas  from  them  is  being  used  not  only  for  power  production  but  also 
for  all  kinds  of  industrial  heating  operations,  such  as  reheating 
furnaces,  forging  furnaces,  annealing  furnaces,  steel  furnaces,  core 
stoves,  crucible  heating,  galvanizing  baths,  gas  works  retort  firing, 
spelter  furnaces,  glass  works  operations,  evaporating  brine,  calcining 
operations,  roasting  operations,  etc. 

55  It  may  be  taken  for  granted  that  few  industrial  processes 
lend  themselves  to  introduction  into  a  foreign  country  without  alter- 
ation to  meet  local  conditions  and  fuels.  Some  mistakes  have  been 
made  in  the  past  owing  to  too  rigid  adherence  to  European  designs. 
The  recognition  of  these  facts  has  led  to  the  installation  of  a  demon- 
stration plant  of  the  author's  design  in  the  Pittsburgh  district,  in 
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which  trials  of  American  fuels  are  being  carried  out  on  a  large 
scale. 

56  It  may  be  contended  by  many  that  the  adoption  of  a  large 
number  of  ammonia  recovery  plants  would  run  down  the  sulphate  of 
ammonia  market^  but  it  must  be  borne  in  mind  that  in  England,  where 
by-product  producer  gas  plants  have  made  more  progress  than  in  all 
other  countries  together,  the  proportion  of  sulphate  of  ammonia  made 
by  this  means  amounts  to  only  13  per  cent.  The  remainder  comes 
from  lighting  gas  plants  and  coke  ovens  which  in  Germany,  and  also 

TABLE  3    THE  NITROGEN  CONTENT  OF  AMERICAN  COALS 


Amount  of  Coal 

• 

AverageContent 

Amount  of  Coal 

ATerageContent 

Samples 

of  Nitrogen  in 

Samples 

of  Nitrogen  in 

State 

Analysed 

Per  Cent  on 

SUte 

Analysed 

Per  Cent  on 

for  Nitrogen 

Theoretically 

for  Nitn^;en 

TheoreticsUy 

Content 

Dry  Fuel 

Content 

Dry  Fuel 

AlflbftlDAr 

37 
46 

1.42 
1.14 

Ohio 

16 
20 

1.30 

AlMka 

Oklahoma 

1.63 

Arisona 

1 

1.25 

Oregon 

1 

1.42 

18 

1.41 

PMiDsylvania . . 

106 

1.28 

California 

4 

0.97 

Rhode  Island. . 

10 

0.19 

Colorado 

176 

1.36 

Tennessee 

16 

1.46 

Georgia 

1 

1.13 

Texas 

6 

1.16 

niinoifl 

67 
23 

1.28 
1.27 

Utah 

32 
27 

1.11 

Indiana 

Virginia 

1.29 

Iowa 

15 

1.16 

Washington .... 

169 

1.58 

Kansas 

30 

1.24 

West  Virginia. . 

266 

1.37 

Kentucky 

22 

1.42 

Wyoming 

192 

1.30 

Maryland 

15 

1.71 

Michigan 

2 

1.38 

Miaeouri 

40 

1.11 

Total 

1467 

•    ■    ■    • 

Montana 

81 

1.03 

New  Mexico. . . 

27 

1.29 

North  Dakota. 

6 

1.16 

Average 

■    >  •   • 

1.325 

to  a  great  extent  in  England,  are  producing  nearly  as  much  sulphate 
of  ammonia  as  is  possible. 

57  The  consumption  of  sulphate  of  ammonia  is  steadily  on  the 
increase,  although  the  market  has  fluctuated  considerably  during  the 
past  year.^  This  substance  must  therefore  be  supplied  from  other 
sources  than  those  which  have  so  largely  supplied  it  up  to  now.  With 
reference  to  the  production  of  nitrogenous  fertilizers,  there  is  room 
for  a  very  large  increase  in  the  production  of  sulphate  of  ammonia 
from  gas  producer  plants,  in  spite  of  the  increasing  production  of 
synthetic  nitrogenous  fertilizers. 


»1914. 
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58  Regarding  the  nitrogen  content  of  American  coals,  Table  3 
represents  the  average  of  some  1500  analyses  made  by  that  thorough 
body  of  workers,  the  Department  of  Mines  of  the  II.  S.  Geological 
Survey.  More  than  560  million  tons  of  coal  per  annum,  containing 
on  an  average  about  1.3  per  cent  nitrogen,  are  produced  in  this  coimtry. 
Imagine  this  quantity  of  coal  being  converted  into  producer  gas  and 
the  ammonia  recovered  from  the  whole  of  it,  and  deduct  the  amount 
of  sulphate  of  ammonia  which  is  already  produced.  The  remarkable 
result  is  arrived  at  that  about  25  million  tons  of  sulphate  of  ammonia, 
having  a  value  of  600  million  dollars,  are  wasted  per  annum.  Surely 
it  is  worth  while  to  consider  recovering  at  all  events  a  small  portion 
of  this,  especially  whep  it  is  realized  that  every  dollar  spent  by  agri- 
culturists in  sulphate  of  ammonia  means  improved  crops. 
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REPORT   OF   THE   COMMITTEE   ON 

STANDARDIZATION  OF  SPECIAL  THREADS 

FOR  FIXTURES  AND  FITTINGS 

ON  STRAIGHT  PIPE  THBBADSi 
DEFINITIONB  OF  TEKH8  USED 

The  term  "outside  diameter"  used  in  this  report  refers  in  ttie 
case  of  male  threads  to  the  top  of  the  threads  or  largest  diameter, 
and  in  the  case  of  female  threads  to  the  bottom  of  the  threads  or 
largest  diameter.  The  term  "root  diameter"  similarly  refers  to  the 
smallest  diameter.  The  "pitch  diameter"  is  of  course  determined  by 
subtractii^  from  the  outside  diameter  of  a  theoretical  full  V-thread 
the  single  depth  of  the  thread.  Fig.  1  illustrates  these  various 
diameters. 
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FEMALE  MALE 

Fig.  1     OuTsiDi,  Pitch  and  Boot  Duioms 


Soiled  ThreadB  for 


'See  Paper  No,  1474  for  report  of  this  committee  o 
Screw  Sheila  of  Electric  Sockets  and  Lamp  Baaes. 
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TABLE  2    EST^^fATES  OF  WORKING  COSTS  FOR  (I)  A  2000  H.P.  POWER  0A8  IN- 
STALLATION. (II)  A  4500  KW.  PRODUCER  GAS  PLANT.  AND  (HI)  A  PRODUCER 
GAS  PLANT  FOR  CONTINUOUS  GASIFICATION  OF  600  TONS  OF  COAL  DAILY 


CONDITIONS 


Load  Conditions  op  Fulnt 


Houn  of  full  load  per  annum 

Siae  ot  plant  in  b.h.p.  or  kw.  or  long  tons  of  ooal  i>er  day 


Coat  of  coal  in  dollars  i>er  short  ton 

Heating  value  of  coal  in  B.t.u.  per  lb 

Nitrogen  content  of  coal  in  i)er  cent 

Coet  of  sulphuric  acid  (140  deg.  Twaddell)  in  dollars  i>er 

short  ton 

Value  of  sulphate  of  ammonia  in  dollars  i>er  short  ton. 

Value  of  tar  in  dollars  per  short  ton 

Heat  consumption  of  gas  engines  in  B.t.u.  per  kw-hr. . 


4000 

2000  b.h.p. 

(1350  kw.) 

2 

12.600 

1.3 

0 

55 

5 

14.900 


8500 

6600  b.h.p. 

(4500  kw.) 

1 

12.600 

1.3 

9 
55 

5 
14,300 


8760 

500  tou 

2 

12.600 

1.3 

9 
55 


COST  OF  PLANT 

Producer  power  gas  and  ammonia  recovery  plant 
(Lymn  System)  in  dollars 

Buildings  and  foundations  for  same 

Complete  gas  engine  installation  consisting  of  gas 
engines,  djrnamos,  all  auxiliary  machines,  exhaust 
boilers,  overhead  crane,  etc.,  in  dollars 


Buildings  and  foundations  in  dollars . 
Total  cost  of  installation 


40,600 
4.400 


88,000 
13.000 


126,500 
12.000 


335.500 
(spare  set  of 
2250  kw.) 
48,000 


138.000 


522,000 


WORKING  DATA 

Amount  of  kw-hr.  per  annum 

Tons  of  coal  used  (including  stand-by  losses)  per  annum . 

Tons  of  sulphate  of  ammonia  recovered  per  annum 

Tons  of  tar  recovered  per  annum 

Tons  of  sulphuric  acid  consumed  per  annum 

Rate  ot  amortisation  on  machines  and  plant  in  per  cent; 

per  annum I 

Rate  ot  amortisation  on  buildings  and  foundations  in] 

per  cent  per  annum i 


5.400.000 

4830 

206 

230 

190 

12 

6 


38.250.000 

29.840 

1346 

1500 

1280 

12 

6 


605.000 
55.000 


660,000 


304.400 

9210 

10.500 

8800 

12 


6 


ANNUAL   WORKING    COSTS   IN    DOLLARS   OF 

PRODUCER  GAS  AND  AMMONIA  RECOVERY 

PLANT  (LYMN  SYSTEM) 

Cost  of  coal 

Labor 

Repairs  and  maintenance 

Oil.  waste,  lighting,  etc 

Sulphuric  acid 

Depreciation  and  interest 

Total  debit 

Credit  by  sulphate  of  ammonia 

Credit  by  tar 

Total  credit 

Total  annual  cost  of  gas 


Cost  of  gas  in  cents  per  1000  cu. 
160  B.t.u.  per  cu.  ft.  net) . 


ft.   (heating  value] 


V.Coii\Anu«d  on  next  page) 
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dimensions  of  pipe  and  certain  formulae  shown  in  Fig.  2.     In  this 
figure 


L  = 


0.8Z)+4.8 


n 


R^D" 


0.05D+I1.9 


n 


F 


fi=L+2 


© 


n 


fl  = 


16  n 


5    The  sizes  shown  in  Fig.  2  and  above  described  were  adopted 
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I 
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I 
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2  THftEADS  FCRFECT  MTTOM 
BUT  FI^T  jrOF 

I  4  THREADS  IMPERFECT 
I   !    TOP  AND  SOT  TOM 


PITCH 

ROOT 

BAS^ 

DIAM.               0(AM. 

PITCH 

AT                       AT 

OtAM. 

END                   ENO 

won 

OF                      OF 

VTRAIOHT 

PIPE                 PIPE 

PIPE 

1 

THREADS 

1 

//-  DIFP 

ERENCE 

IN  OIAM.  FOR  ONE  THREAD. 

71       NUMBER  OF  THREADS  PER  INCH. 


MINIMUM  PITCH  DlA«I.OF 
'    FEMALE  LOCK  NUT  THREAD. 

C, 

MAXIMUM  PITCH  DIAM.  OF  STRAIOHT 
MALE  LOCK  NUT  THREAD 


Fio.  2    Basic  Straight  Pips  Sizes 


by  the  Committee  of  Manufacturers  on  Standardization  of  Fittings 
and  Valves  on  September  17,  1913,  except  the  straight  pipe  thread 
and  the  lock-nut  sizes  which  were  later  adopted  by  the  same  Com- 
mittee on  March  16,  1915.  The  figmes  for  the  various  pipe  sizes  as 
published  by  that  Committee  are  given  in  Table  1,  with  the  addition 
of  columns  headed  D,  G  and  H.  Your  Committee  heartily  endorses 
the  work  done  by  the  Committee  of  Manufacturers  on  Standardiza- 
tion of  Fittings  and  Valves. 

TOLERANCES 

6    The  maximum  tolerances  taken  on  the  pitch  diameters  by 
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TABLE  3    ESTIMATES  OF  WORKINQ  C08TS  FOR  (I)  A  3000  S.P.  POWEB  018  IN- 
STALLATION. (11)  A  UOO  KW.  FRODUCEH  QAS  PLANT,  AND  (UI)  A  PRODDCEB 
GAS  PLANT  FOR  CONTINUOUS  GASIFICATION  OF  BOO  TONS  OF  OOAL  DAILT 


Credit  by  tsr 

Tot*l  credil 

Total  uQUftl  cost  of  (». , . 

Coat  of  gu  in  ceaU  pec  1000  cu.  [t.  (hem 


1— 


(.Canbauad  on 


ARTHUR   H.   LTMN 


1257 


TABLE  2    ESTIMATES  OF  WORKING  COSTS  FOR  (I)  A  2000  H.  P.  POWER  GAS  IN- 
STALLATION. (II)  A  4600  KW.  PRODUCER  GAS  PLANT.  AND  (III)  A  PRODUCER 
GAS  PLANT.  FOR  CONTINUOUS  GASIFICATION  OF  500  TONS  OF  COAL  DAILY 

(Continued  from  previous  pace) 


I 
Power 


II 
Power 


III 
Heating 


ANNUAL  WORKING   COSTS   OF  GAS  ENGINE 

PLANT 
(Based  upon  first  class  German  Gas  Engine  practice) 
Cost  of  gas  as  above 


Repairs 

Oil,  waste,  water 

Labor  at  American  rates 

Depreciation  and  interest 

Total  costs 

Total  cost  of  power  in  cents  per  kw-hr 

Total  cost  of  power  in  dollars  per  kw-year. 
Total  cost  of  power  in  dollars  per  h.p.-year. 


Dollars 
per  Annum 
11.012 

1260 

840 

3500 

10.380 


27.072 


0.50 


Dollars 

per  Annum 

070 

Profit 

5170 

4420 

10,370 

43.180 


62,170 


0.16 
13.80 
10.30 


46  To  give  a  general  idea  of  the  adaptability  of  ammonia  re- 
covery plants  for  power  as  well  as  for  heating  purposes,  three  esti- 
mates of  working  costs  have  been  made  for  (I)  a  2000  h.p.  power 
gas  installation,  coupled  together  with  gas  engines  and  working 
4000  hr.  per  annum,  (II)  a  4500  kw.  producer  gas  plant,  coupled 
together  with  gas  engines  and  dynamos  furnishing  current  for  say 
electrochemical  purposes,  working  8500  hr.  per  annum,  and  erected 
near  a  colliery  where  the  coal  will  be  cheap,  and  (III)  a  producer 
gas  plant  for  a  daily  and  continuous  gasification  of  500  tons  of  coal, 
the  gas  being  used  say  for  firing  steel  furnaces.  The  estimates  are 
given  in  Table  2.  The  working  costs  of  these  three  plants  are  based 
upon  the  actual  results  in  practice  referred  to  above.  It  has  been 
assumed  that  the  cost  of  labor  is  50  per  cent  and  the  cost  of  ap- 
paratus is  25  per  cent  more  than  in  England  and  Germany. 

47  It  will  be  realized  that  for  industries  such  as  electrochemical 
plants  requiring  a  large  amount  of  power,  it  is  quite  unnecessary  to 
have  recourse  to  water  powers  which  are  almost  invariably  situated  in 
localities  quite  unsuitable  as  manufacturing  sites  and  which  therefore 
require  long,  costly  and  unreliable  transmission  systems  subject  to  the 
dangers  of  sleet,  wind  and  electrical  failures.  Every  power  user  who 
depends  upon  an  uninterrupted  supply  of  current  for  the  success  of 
his  operations  would  gladly  dispense  with  this  transmission,  even 
were  its  high  cost  of  no  importance. 
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46  In  considering  the  development  of  ammonia  reeovery  plants, 
the  statements  made  so  far  have  referred  to  the  treatment  of  coal, 
which  is  obviously  the  most  used  combustible.  They  may  also  be  t^en, 
however,  as  applying  to  waste  coal  containing  a  high  percentage  of 
ash,  as  well  as  to  other  poor  grade  coals,  lignite,  coke  breeze,  ete. 

49  Coke  breeze,  aa  obtained  in  the  manufacture  of  lighting  gas, 
has  now  a  particularly  advantageous  application  in  these  planU.  It 
is  well  known  that  aB  a  general  rule  the  retorte  in  gas  works  are  heated 
by  means  of  good  trade  coke  which  has  a  high  selling  value,  but  the 
coke  breeze  which  is  sieved  out  is  practically  a  waste  product   This 
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substance  can  now  be  dealt  with,  producing  all  the  gas  for*  firing  the 
retorts  together  with  about  60  lb.  (value  $1J20)  of  sulphate  of  »Di- 
monia  per  ton  of  breeze.  Furthermore,  much  good  coke  is  thus  Kt 
free  for  sale  to  the  public  at  a  high  value.  A  large  plant  is  sheiAj 
operating  on  these  lines  in  England  and  is  very  successfnl  bhA 
profitable. 

50  There  are,  however,  other  combustibles  whose  use  in  pro- 
ducer plants  is  restricted  on  account  of  the  high  percentage  of  water 
they  contain.     Such  in  particular  are  peat  and  wet  brown-coal 

51  The  writer,  as  technical  manager  to  The  Power-Gas.  Corpora- 
tion, was  able  to  apply  successfully  the  Mond  Gas  process  to  the  treat- 
ment of  peat  between  1904  and  1907.    The  drying  of  peat  is  a  most 


ARTHUR    H.    LYMN  1259 

difScuIt  matter  and  in  view  of  this  fact  it  is  interesting  to  note  that 
today  it  is  possible  to  produce  regularly  power  gas  and  by-products 
from  peat  containing  up  to  60  per  cent  water.  This  peat  can  be  ob- 
tained by  relatively  short  periods  of  drying  in  the  atmosphere  in 
practically  all  countries.  Evidences  of  success  in  this  matter  are  the 
facts  that  a  20-ton  plant  was  erected  in  Germany  some  years  ago  to 
demonstrate  the  advantages  of  this  process,  and  another  plant  (Fig. 
20)  dealing  with  100  tons  of  peat  per  day  and  producing  sulphate  of 
ammonia  and  power  gas  has  been  in  operation  in  northern  Italy  for 
about  three  years.  In  the  latter  case  a  further  peat  bog  has  now 
been  purchased  and  a  second  and  larger  plant  built  on  it. 

52  The  quantity  of  ammonium  sulphate  produced  per  ton  of 
peat  depends  upon  the  nitrogen  content  and  varies  between  70  and 
220  lb.  per  ton  of  dry  peat  gasified.  Where  peat  with  about  2  per 
cent  nitrogen  is  available,  one  can  obtain  a  large  profit  simply  from 
the  ammonium  sulphate,  regarding  the  gases  as  a  by-product.  In- 
deed, with  peat  which  contains  little  nitrogen,  gas  can  in  most  cases 
be  produced  without  cost  Other  by-products  which  can  be  produced 
from  peat  are  tar  (which  contains  much  parafBn),  acetate  of  lime,  etc. 

53  The  application  of  the  Mond  process  to  peat  as  worked  out  in 
England  has  at  times  been  erroneously  referred  to  as  the  Frank-Caro 
process.  As  a  matter  of  fact,  however,  only  one  plant  was  built  ac- 
cording to  Frank  and  Caro's  designs.  This  was  at  Osnabruck,  Qer- 
niaTiy,  and  it  was  shut  down  after  twelve  months'  operation. 

54  About  sixty  by-product  producer  gas  plants  are  already 
built  having  a  yearly  fuel  capacity  of  approximately  2,000,000  tons. 
These  are  distributed  among  Great  Britain  (which  has  most  of 
them),  Germany,  Italy,  Spain,  China,  Japan  and  this  country.  The 
gas  from  them  is  being  used  not  only  for  power  production  but  also 
for  all  kinds  of  industrial  heating  operations,  such  as  reheating 
furnaces,  forging  furnaces,  annealing  furnaces,  steel  furnaces,  core 
stoves,  crucible  heating,  galvanizing  baths,  gas  works  retort  firing, 
spelter  furnaces,  glass  works  operations,  evaporating  brine,  calcining 
operations,  roasting  operations,  etc. 

55  It  may  be  taken  for  granted  that  few  industrial  processes 
lend  themselves  to  introduction  into  a  foreign  country  without  alter- 
ation to  meet  local  conditions  and  fuels.  Some  mistakes  have  been 
made  in  the  past  owing  to  too  rigid  adherence  to  European  designs. 
The  recognition  of  these  facts  has  led  to  the  installation  of  a  demon- 
stration plant  of  the  author's  design  in  the  Pittsburgh  district,  in 
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Minimum  pitch  diameter      =B — T 

Minimum  outside  diameter  ^B—T-\-\^h'9^^^\ 

FEMALE  FITTINGS 
Maximum  pitch  diameter     ^B+T 

Maximum  root  diameter       =B+r-  H/  Q-S^^Q^  \ 

Minimum  pitch  diameter      =  B 

0.64952 


Minimum  root  diameter       =J5— 
Minimum  outside  diameter  »/J+ 


n 
0.64952 


n 

1  ables  2  and  3  are  given  for  convenience,  being  derived  from  the 
above. 

TABLE  2    SPECIAL  STRAIGHT  FIXTURE  PIPE  THREADS.     MALE  THREADS 

DiMBNSIONS  IN  InOHSS 


Pipe 

Threads 
per 
In. 

Max 

Outdde 

lUUM  DiAM 

Pitch 
Banc 

IBTBB 

Root 

Minimum  Diameter 

Toler- 
ance 

Minimum 
Length 

Siie       1 

1 

Outside 

Pitch 

Pitch 
Diameter 

of  Thread 

1 

27 

0.3989 

0.3748 

0.3507 

0.3868 

0.3708 

0.004 

0.2638 

K 

18 

0.62' 0 

0.4899 

0.4538 

0.5089 

0.4849 

1     0.005 

0.4018 

H 

18 

0.6631 

0.6270 

0.5909 

0.6460 

0.6220 

0.005 

0.4078 

3^ 

14 

'     0.8248 

0.7784 

0.7320 

0.8033 

,     0.7724 

,     0.006 

0.5337 

U 

14 

1     1.0353 

0.9889 

0.9425 

1.0138 

0.9829 

0.006 

0.5457 

1 

IIH 

1     1.2951 

1.2386 

1 . 1821 

1.2692 

1     1.2316 

0.007 

0  6828 

TABLE 

3     SPECIAL  STRAIGHT  FIXTURE  PIPE  THREADS    FEMALE  THREADS 

DiMEN 

BIONB  IN  I 

NCHE8 

Pipe       1 

Threads 
per 
In. 

27 

Maximum  I 

Pitc  . 
0.3788  ' 

Diameter 

Root      ' 

1 

Mini 
Outside 

MUM  DiaM 

ETER 

Toler- 
ance 

Minimuni 

Length 
of  Thread 

Si/e       1 

1 

Pitch 
Banc 

Root 

Pitch 
Diameter 

Ks         1 

0.3628 

0.3989 

0.3748 

0.3507 

0.004 

0.263S 

>4              1 

18 

0.4949  ' 

0.4709  1 

0.6260 

0.4899 

0.4538 

0.005 

0.401S 

^8 

18 

0.6320 

0.6080 

0.6631 

0.6270 

0.5909 

0.005 

0.4078 

l^i 

14 

0.7844 

0.7635  1 

0.8248 

0.7784 

0.7320 

0.006 

0.5337 

?4              . 

14 

0.9949 

0.9640   1 

1.0353 

1.9889 

0.9425 

0.006 

0  5457 

1 

ll^-i 

1.2456 

1.2080   ' 

1.2951 

1   2386 

1.1821 

0.007 

0  682S 

ELECTRIC  CAPS 

14  While  the  sizes  given  in  Tables  2  and  3  should  be  satisfactory 
on  gas  burners,  fixture  nipples,  insulating  joints,  hickeys  and  the 
general  run  of  similar  fittings  for  all  female  threads  and  for  male 
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threads  when  straight  threads  are  necessary,  they  are  not  safely 
usable  on  electric  socket  caps  as  the  fit  with  the  nipple  or  coupling 
should  be  sufficiently  loose  to  permit  the  cap  to  be  easily  screwed 
down  to  the  shoulder  without  strain. 

15  Male  Electric  Socket  Caps,  Pipe  couplings  into  which  these 
caps  are  screwed  are  commercially  made  with  a  tolerance  of  one 
thread  each  side  of 'the  notch  on  the  American  Briggs  Standard  as 
adopted  by  the  Committee  of  Manufacturers  on  Standardization  of 
Fittings  and  Valves.  Therefore,  it  is  desirable  that  the  maximum 
be  less  than  basic  size  by  0.001  in.  more  than  one  thread.  Referring 
to  Fig.  2, 

Maximum  pitch  diameter =B — (H+O.OOl) 

As  the  tolerances  as  well  as  the  relative  root  and  outside  diameters 
will  be  as  in  Par.  6  to  9  and  13,  Table  4  is  derived  for  convenience; 
in  this  the  minimum  lengths  of  thread  recommended  are  also  shown. 


TABLE  4 


SPECIAL  STRAIGHT  ELECTRIC  FIXTURE  THREADS. 

CAPS.  ETC. 

DimKSioMS  IN  Inches 


MALE  ELECTRIC 


Pipe 
Sise 


Threads 
ler 
In. 


H 
Va 
H 

H 


27 
18 
18 
14 
14 
IIH 


Maximum  Diamstxr 

MiNIMUlI    DlAlMVnSB 

ToiMBr 
ANCB 

"iwtoh 
Diameter 

Minimum 

Outside 

Pitch 

Root 

Outside 

Pitch 

of  Thread 

0.3956 

0.3715 

0.3474 

0.3836 

0.3675 

0.004 

0.250 

0.5215 

0.4854 

0.4493 

0.5044 

0.4804 

0.005 

0.281 

0.6586 

0.6225 

0.5864 

0.6415 

0.6175 

0.005 

0.281 

0.8193 

0.7729 

0.7265 

0.7978 

0.7669 

0.006 

0.375 

1.0298 

0.9834 

0.9370 

1.0083 

0.9774 

0.006 

0.375 

1.2887 

1.2322 

1.1757  1 

1.2628 

1.2252 

0.007 

0.500 

16  Female  Electric  Socket  Caps.  The  ^in.  size  is  most  largely 
used  and  owing  to  the  oversize  fixture  nipples  now  in  use  an  arbitrary 
minimum  pitch  diameter  of  0.3790  in.  is  recommended.  This  size 
will  not  be  too  loose  on  standard  nipples.  For  sizes  above  ^  in.  a 
minimum  pitch  diameter  one  thread  larger  than  ba>sic  is  taken: 

Minimum  pitch  diameter =B+H 

17  Tolerances  on  all  sizes  should  be  same  as  established  in 
Par.  6  to  9  and  13,  and  the  root  and  outside  diameters  should  be 
proportional.  Table  5  is  derived  for  convenience  in  which  the 
minimum  length  of  thread  recommended  is  shown. 

18  Your  Committee,  therefore,  recommends  the  use  of  straight 
pipe  threads  and  locknut  threads  as  adopted  by  the  Committee  of 
Manufacturers  on  Standardization  of  Fittings  and  Valves  and  as 
described  in  Par.  4  to  12  of  this  report,  and  further  recommends  the 
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use  of  the  special  straight  threads  described  in  Par.  8  to  13  and 
thereafter  in  this  report.  It  further  recommends  that  there  be 
deposited  with  the  Bureau  of  Standards,  Washington,  D.  C,  master 
gages,  the  expense  of  such  gages  to  be  borne  by  the  manufacturers. 

TABLE  5    SPECIAL  STRAIGHT  ELECTRIC  FIXTURE  THREADS.    FEMALE  ELEC- 
TRIC CAPS,  ETC. 

DnoKBiONs  IN  Ikcbsb 


Threads 

MAXO<T7<i 

DiAMKVB 

MlNUCTTM  DiAMSTKB 

TOLU- 
ANOS 

Mintmnm 

Pipe 

per 
In. 

Length 
of  Thread 

Sise 

Pitch 

Root 

Outside 

Pitch 

Root 

Pitch 
Diameter 

H 

27 

0.3830 

0.3670 

0.4031 

0.3790 

0.8549 

0.004 

0.2638 

H 

18 

0.4984 

0.4744 

0.5295 

0.4934 

0.4673 

0.005 

0.4018 

H 

18 

0.6356 

0.6116 

0.6666 

0.6305 

0.5044 

0.005 

0.4078 

H 

14 

0.7889 

0.7580 

0.8293 

0.7829 

0.7365 

0.006 

0.437 

H 

14 

0.9994 

0.9685 

1.0398 

0.9934 

0.9470 

0.006 

0.437 

1 

IIH 

1.2510 

1.2134 

1.3005 

1.2440 

1.1875 

0.007 

0.500 

19  The  Straight  Pipe  Threads  recommended  by  the  Committee 
of  Manufacturers  on  Standardization  of  Fittings  and  Valves  are 
known  by  that  name.  Your  Committee,  therefore,  recommends  the 
use  of  this  name  for  these  standards  only,  and  that  the  special 
standards  above  described  be  known  as  Special  Straight  Fixture 
Pipe  Threads  and  Special  Straight  Electric  Fixture  Threads  re- 
spectively. 

Respectfully  submitted, 

Edward  S.  Sanderson,  Chairman 
■  Wm.  J.  Baldwin 
Stanley  G.  Flago,  Jr. 
Chas.  B.  Hare 
Harry  E.   Harris 
A.  H.  Moore 
W.  B.  Webster 
George  B.  Thomas,  Secretary 


No.  1526 

REPORT  OF  THE  POWER  TEST 

COMMITTEE 

ON  RULES  FOR  CONDUCTING  PERFORMANCE 
TESTS  OF  POWER  PLANT  APPARATUS 

To  The  Council  op   The  American   Society  op   Mechanical 

Engineers  : 

The  Power  Test  Committee  which  was  appointed  under  the  Coun- 
cil's  resolution  of  April  13,  1909  to 

''revise  the  present  testing  codes  of  the  Society  relating  to 
boilers,  pumping  engines,  locomotives,  steam  engines  in  gen- 
eral, internal  combustion  engines,  and  apparatus  and  fuels 
therefor,  and  to  exiend  these  codes  so  as  to  apply  to  such 
power  generating  apparatus  as  the  present  codes  do  not 
cover,  including  water  power,  bringing  them  into  harmony 
with  each  other  and  with  the  best  practice  of  the  day," 

begs  to  submit  the  results  of  its  work  in  the  accompanying  set  of 
revised  codes  and  appendices. 

The  general  plan  of  the  revision  was  devised  by  Mr.  Barms,  who 
at  the  Committee's  request  soon  after  its  appointment,  submitted 
the  first  draft  of  a  form  of  report  which  was  afterwards  substan- 
tially agreed  upon  and  carried  out.  The  first  draft  was  discussed 
by  the  Committee,  and  later  the  whole  matter  was  referred  to  a  sub- 
committee consisting  of  Messrs.  Kent,  Wood,  and  Barrus,  who  were 
appointed  at  a  meeting  of  the  General  Committee  in  December  1911. 
The  results  of  the  Sub-Committee's  work  were  approved  by  a  majority 
of  the  full  committee  and  submitted  to  the  Society  in  a  preliminary 
report  which  was  published  in  The  Journal  of  November  1912. 

The  preliminary  report  was  presented  at  the  annual  meeting  in 
December  1912,  and  was  widely  discussed  and  criticised  both  ver- 
bally and  in  writing.    Since  that  time  it  has  been  further  discussed 

Presented  at  the  Annual  Meeting,  December,  1915,  of  The  American 
Society  of  Mechanical  Engineers.  Beceived  by  the  Council,  December  7, 
1915,  and  ordered  printed. 
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by  correspondence.  In  the  light  of  the  criticisms  attending  these 
discussions,  the  sub-committee  has  again  made  an  extensive  revision, 
which  has  been  approved  by  a  majority  of  the  full  committee,  and 
it  is  now  submitted  as  a  final  report  for  publication  in  the  Tran- 
sactions. 

The  members  of  the  Sub-Conmiittee  have  applied  themselves  dili- 
gently to  the  work,  having  held  no  less  than  thirty-eight  meetings,  each 
lasting  from  6  to  12  hours,  all  three  members  being  usually  present 
The  work  done  by  the  other  members  of  the  committee  has  been 
carried  on  mainly  by  correspondence.  It  is  due  to  those  who  have 
furnished  discussions  or  otherwise  assisted  the  Sub-Committee  to 
say  that  the  members  of  the  Society  whose  names  appear  on  the  list 
attached  herewith  (and  a  few  engineers  who  are  not  members)  have 
commented  upon  the  work  either  verbally  or  in  writing;  and  every- 
one of  their  comments  has  received  consideration.  In  a  large  number 
of  instances  the  codes  have  been  modified  in  accordance  with  the 
suggestions  thus  made. 

A  report  of  this  kind  cannot  be  expected  to  deal  with  all  the  re- 
finements of  laboratory  tests,  or  to  conform-  to  the  methods  practiced 
by  every  individual  who  engages  in  testing  work;  but  it  is  intended 
to  set  forth  the  correct  governing  principles  and  serve  the  practical 
purposes  of  the  engineering  public. 

The  Committee  originally  organized  by  electing  Dr.  Jacobus  as 
chairman.  Dr.  Chas.  E.  Lucke,  one  of  the  original  members  of  the 
Committee,  resigned  early  in  1912,  and  the  vacancy  thus  made  was 
not  filled.  Owing  to  pressure  of  his  business  duties,  Dr.  Jacobus  re- 
resigned  the  chairmanship  in  December  1911,  but  the  Committee 
laid  his  resignation  on  the  table  and  appointed  Mr.  Barrus  vice-chair- 
man to  serve  as  active  chairman  in  his  place.  Later,  the  Commit- 
tee accepted  the  resignation  and  promoted  Mr.  Barrus  to  the  Chair- 
manship, this  action  being  in  due  tiixie  approved  by  the  Council. 

Respectfully  submitted, 
Geo.  H.  Barrus,  Chairman.  Edward  F.  Miller  ^       r^rM^nLrrn-ny^i:* 

_      -,      _  »      ^     »^  I         *  ViMMl  1  1  tit. 

D.  S.  Jacobus  L.  P.  Breckenridge  I  ^^ 

William  Kent  Arthue  West  f    ^^^^,^^  .^.^^^^ 

Albert  C.  Wood  Edward  T.  Adams  / 

Xcw  York,  Nov.  15,  1913. 
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Postscript  relating  to  final  revision  completed  in  Aug.  1915. 

The  report  of  the  Committee  with  the  foregoing  introduction  was  printed 
in  December  1914,  marked  **  Subject  to  revision  for  typographical  errors, 
errors  of  diction,  and  obvious  mistakes, ' '  and  copies  were  submitted  for  further 
comment  to  those  who  had  taken  part  in  the  previous  discussion.  Copies 
were  also  sent  to  the  three  Am.  Soc.  M.  £.  committees  pertaining  to  Railroads, 
Gas  Power,  and  Bureau  of  Engineering  Standards  (now  termed  Standardiza- 
tion Committee) ,  and  to  the  Standards  Committee,  A.  I.  E.  E.,  the  Bureau  of 
Mines,  and  others  interested  in  the  subject,  all  of  whom  were  likewise  asked 
for  comments.  Suggestions  received  from  these  sources  have  been  availed  of 
in  preparing  the  final  revision  now  submitted,  and  all  the  modifications  in- 
troduced have  received  the  unanimous  approval  of  the  Committee. 

Geo.  H.  Barrus,  Chairman 
Boston,  December  4,  1915. 

(At  the  meeting  of  the  Council,  December  7,  1915,  it  was  voted 
that  a  permanent  committee  be  appointed  to  interpret  the  rules 
when  called  upon  to  do  so,  to  make  such  revisions  as  may  be  found 
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desirable,  and  to  modify  the  rules  to  meet  new  conditions  as  they 

may  arise  in  the  future ;  this  new  committee  to  hold  meetings  from 

time  to  time  at  which  all  interested  parties  may  have  an  opportunity 

to  present  suggestions.) 

Calvin  W.  Bice, 

Secretary. 

New  York,  Jan,  3,  1916, 
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FIRST  SECTION:  GENERAI.  MATTERS 

PART  I 
INSTRUCTIONS  REGARDING  TESTS  IN  GENERAL 

OBJECT 

1  Ascertain  the  specific  object  of  the  test,  and  keep  tliis  in  view 
not  only  in  the  work  of  preparation,  but  also  during  the  progress  of 
the  test,  and  do  not  let  it  be  obscured  by  devoting  too  close  attention 
to  matters  of  minor  importance.  Whatever  the  object  of  the  test 
may  be,  accuracy  and  reliability  must  underlie  the  work  from  be- 
ginning to  end. 

2  If  questions  of  fulfillment  of  contract  are  involved,  there  should 
be  a  clear  understanding  between  all  the  parties,  preferably  in  writing, 
as  to  the  operating  conditions  which  should  obtain  during  the  trial, 
the  methods  of  testing  to  be  followed,  corrections  to  be  made  in  case 
the  conditions  actually  existing  during  the  test  diflEer  from  those 
specified,  and  as  to  all  other  matters  about  which  dispute  may  arise, 
unless  these  are  already  expressed  in  the  contract  itself. 

Among  the  many  objects  of  performance  tests,  the  following  may  be  noted: 

Determination  of  capacity  and  efficiency,  and  how  these  compare  with 
standard  or  guaranteed  results 

Comparison  of  different  conditions  or  methods  of  operation 

Determination  of  the  cause  of  either  inferior  or  superior  results 

Comparison  of  different  kinds  of  fuel 

Determination  of  the  effect  of  changes  of  design  or  proportion  upon 
capacity  or  efficiency,  etc. 

PREPARATIONS 
A     Dimensions 

3  Measure  the  dimensions  of  the  principal  parts  of  the  apparatus 
to  be  tested,  so  far  as  they  bear  on  the  objects  in  view,  or  determine 
these  from  correct  working  drawings.  Notice  the  general  features  of 
the  apparatus,  both  exterior  and  interior,  and  make  sketches,  if  needed, 
to  show  unusual  points  of  design. 
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The  dimensions  of  the  heating  surfaces  of  boilers  and  superheaters  to  be 
found  are  those  of  surfaces  in  contact  with  the  fire  or  hot  gases.  The 
submerged  surfaces  in  boilers  at  the  mean  water  level  should  be  con- 
sidered as  water-heating  surfaces,  and  other  surfaces  which  are  ex- 
posed to  the  gases  as  superheating  surfaces. 

In  the  case  of  condensers,  and  feedwater  heaters,  the  outside 
surfaces  are  to  be  taken.  In  reheaters  and  steam  jackets,  the  surfaces 
to  be  considered  are  those  exposed  to  the  steam  of  lower  pressure. 

The  dimensions  of  engine  cylinders  should  be  taken  when  they  are 
cold,  and,  if  extreme  accuracy  is  required,  as  in  scientific  inyestigations, 
corrections  should  be  applied  to  conform  to  the  mean  working  tempera- 
ture. If  the  cylinders  are  much  worn,  the  average  diameter  should  be 
found.  The  clearance  of  the  cylinders  may  be  determined  approximately 
from  working  drawings  of  the  engine.  For  accurate  work,  when  prac- 
ticable, the  clearance  should  be  determined  by  the  water  measurement 
method.     (See  Appendix  No.  1  for  water  determination  of  clearance.) 

B     Ezamination'^ofSPlaiit 

4  Make  a  thorough  examination  of  the  physical  condition  of  all 
parts  of  the  plant  or  apparatus  which  concern  the  object  in  view,  and 
record  the  conditions  found,  together  with  any  points  in  the  matter 
of  operation  which  bear  thereon. 

In  boilers,  for  example,  examine  for  leakage  of  tubes  and  riveted  or  other 
metal  joints.  Note  the  condition  of  brick  furnaces,  grates  and  bafSes. 
Examine  brick  walls  and  cleaning  doors  for  air  leaks,  either  by  shut- 
ting the  damper  and  observing  the  escaping  smoke  or  by  candle-flame 
test.  Determine  the  condition  of  heating  surfaces  with  reference  to 
exterior  deposits  of  soot  and  interior  deposits  of  mud  or  scale. 

See  that  the  steam  main  is  so  arranged  that  condensed  and  entrained 
water  cannot  flow  back  into  the  boiler. 

Ascertain  the  interior  condition  of  all  steam,  air,  gas,  or  water  cylin- 
ders and  the  condition  of  their  pistons,  and  of  water  plungers  and  im- 
pellers, together  with  the  valves  and  valve-seats  belonging  thereto. 
Examine  for  air  leaks  in  exhaust  piping,  condenser,  packings,  etc,  using 
vacuum  gage  or  candle-flame  test,  or  by  filling  the  piping,  etc,  with 
warm  water  under  a  slight  head.  Examine  steam,  air,  gas,  or  water 
piping,  traps,  drip  valves,  blow-off  cocks,  safety  valves,  relief  valves, 
heaters,  etc.,  and  make  sure  that  they  do  not  leak.  Determine  the  con- 
dition of  the  blading,  nozzles,  and  valves  in  steam  turbines,  and  of 
buckets,  guides  and  draft-tubes  in  water  turbines. 

See  Appendices  Nos.  2  and  3  for  general  methods  of  leakage  exam- 
ination and  test. 

5  If  the  object  of  the  test  is  to  determine  the  highest  eflSciency  or 
capacity   obtainable,    any    physical    defects,   or   defects   of   operation. 
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tending  to  make  the  result  unfavorable  should  first  be  remedied ;  all 
fouled  parts  being  cleaned,  and  the  whole  put  in  first-class  condition. 
If,  on  the  other  hand,  the  object  is  to  ascertain  the  performance  under 
existing  conditions,  no  such  preparation  is  either  required  or  desired. 

G    General  Precautions  against  Leakage 

6  In  steam  tests  make  sure  that  there  is  no  leakage  through  blow- 
offs,  drips,  etc.,  or  through  any  steam  or  water  connections  of  the  plant 
or  apparatus  imdergoing  test,  which  would  in  any  way  affect  the  re- 
sults. All  such  connections  should  be  blanked  off,  or  satisfactory  as- 
surance should  be  obtained  that  no  leakage  is  going  on  either  out  or  in. 
This  is  a  most  important  matter,  and  no  assurance  should  be  considered 
satisfactory  imless  it  is  susceptible  of  absolute  demonstration. 

See  Appendix  No.  3  for  further  details. 

D    Apparatus  and  Instruments 

7  Select  the  apparatus  and  instruments  specified  in  the  Code  of 
Rules  applying  to  the  test  in  hand,  locate  and  install  the  same,  and 
complete  the  preparations  for  the  work  in  view. 

8  The  arrangement  and  location  of  the  testing  appliances  in  every 
case  must  be  left  to  the  judgment  and  ingenuity  of  the  engineer  in 
charge,  the  details  being  largely  dependent  upon  locality  and  sur- 
roundings. One  guiding  rule,  however,  should  always  be  kept  in 
view,  viz.,  see  that  the  apparatus  and  instruments  are  substantially 
reliable,  and  arranged  in  such  a  way  as  to  obtain  correct  data. 

9  A  siunmary  is  given  below,  embracing  the  entire  list  of  apparatus 
and  instrimients  referred  to  in  the  various  Codes,  with  descriptions 
of  their  leading  features,  methods  of  application  and  use,  and,  where 
needed,  methods  of  calibration;  these  particulars  being  supplemented 
in  some  instances  by  further  descriptions  in  the  Appendix. 

( 
9  a    Weighing  Scales 

For  determining  the  weight  of  coal,  oil,  water,  etc.,  ordinary  platform 
scales  serve  every  purpose.  Too  much  dependence,  however,  should  not 
be  placed  upon  their  reliability  without  first  calibrating  them  by  the 
use  of  standard  weights,  and  carefully  examining  the  knife-edges,  bear- 
ing plates,  and  ring  suspensions,  to  see  that  they  are  all  in  good  order. 

Other  scales  required  in  connection  with  test  work  are  small  scales  for 
weighing  coal-samples  used  for  moisture  tests,  and  laboratory  scales  for 
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analyses  and  calorific  determinations  pertaining  to  fuels.    Such  sealn 
should  be  sensitive  to  1/1000  of  the  quantity  weighed. 

For  testing  locomotives  and  some  classes  of  marine  boilers,  where 
room  is  lacking,  sacks  or  bags  are  sometimes  required  to  facilitate  the 
handling  of  coal,  the  weighing  being  done  before  loading  on  the  tender 
or  delivery  to  the  fire  room. 

9b    Water  Weighing  and  Measuring  Apparatus 

(1)  Feedwater.  Wherever  practicable  the  feedwater  should  be 
weighed,  especially  for  guarantee  tests.  The  most  satisfactory  and 
reliable  apparatus  for  this  purpose  consists  of  one  or  more  tanks  each 
placed  on  platform  scales,  these  being  elevated  a  sufficient  distance 
above  the  floor  to  empty  into  a  receiving  tank  placed  below,  the  latter 
being  connected  to  the  feed  pump.  Where  only  one  weighing  tank  is  used 
the  receiving  tank  should  be  of  larger  size  than  the  weighing  tank,  to 
afford  sufKcient  reserve  supply  to  the  pump  while  the  upper  tank  is 
filling.  If  a  single  weighing  tank  is  used  it  should  preferably  be  of 
such  capacity  as  to  require  emptying  not  oftener  than  every  ^ye  min- 
utes. If  two  or  more  tanks  are  used,  the  intervals  between  successive 
emptyings  should  not  be  less  than  three  minutes.  Measuring  tanks 
calibrated  by  weighing  may  also  be  used. 

In  tests  of  complete  steam  power  plants,  where  it  is  required  to 
measure  the  feedwater  without  unnecessary  change  in  the  working  con- 
ditions, a  water  meter  may  be  employed.  Meter  measurement  may  also 
be  required  in  many  other  cases,  such  as  locomotive  and  marine  service. 
The  accuracy  of  meters  should  be  determined  by  calibration  in  place 
under  the  conditions  of  use. 

If  a  large  quantity  of  water  is  to  be  measured,  an  automatic  water- 
weigher,  a  rotary,  disk,  or  Venturi  meter,  a  weir,  or  some  form  of  orifice 
measurement  may  be  employed.  In  any  case  the  measuring  apparatus 
should  be  calibrated  under  the  conditions  of  use,  unless  its  design  is  such 
that  standard  formulse  and  constants  may  be  applied  for  determining 
the  discharge.  If  recording  mechanism  is  employed  in  connection  with 
orifice  or  weir  measuring  apparatus,  make  sure  that  its  record  is  reli- 
able. 

See  Appendix  No.  4  for  methods  of  calibrating  meters  and  Appen- 
dix No.  5  for  orifice  formula. 

(2)  Water  of  Condensation  Under  Pressure.  In  measuring  jacket 
water  or  any  supply  under  pressure  which  has  a  temperature  exceeding 
212  deg.  fahr.,  the  water  should  first  be  cooled,  as  may  be  done  bj 
discharging  it  into  a  tank  of  cold  water  previously  weighed,  or  by 
passing  it  through  a  coil  of  pipe  submerged  in  running  and  cokier 
water,  preventing  thereby  the  loss  of  evaporation  which  occurs  when 
such  hot  water  is  discharged  into  the  open  air.  If  such  water  is  un- 
trapped,  the  drain  pipe  should  be  provided  with  a  gage  glass  and  the 
outlet  choked,  so  as  to  keep  the  water  in  sight  in  the  glass. 

(3)  Water  Flowing  in  Large  Pipes  Under  Pressture.  Venturi  meters, 
Pitot  tubes,  pitometers  and  orifices  may  be  used  for  measuring  water 
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discharged  by  pumps  through  pipes  under  pressure.     (See  Appendix 
No.  6.) 

(4)  Water  Flowing  in  Streams  and  Canals.  Weirs,  current  meters, 
float  rods,  etc.,  may  be  employed  for  measuring  the  water  used  by 
waterwheels,  and  in  some  cases  that  discharged  by  pumping  engines. 
(See  Appendix  No.  5.) 

9  c    Steam  Measuring  Apparatus 

Various  forms  of  steam  meters  may  be  employed  for  measuring  steam, 
provided  such  meters  are  properly  calibrated  under  conditions  of  use, 
and  the  pulsations  of  pressure,  if  any,  are  not  serious.  For  measuring 
the  steam  used  by  the  auxiliaries  of  a  steam  plant,  either  individually 
or  collectively,  the  orifice  form  of  steam  meter  may  be  used,  consisting 
of  an  orifice  in  a  plate  inserted  between  the  two  halves  of  a  pair  of 
flanges  in  the  pipe  through  which  the  steam  passes,  or  placed  in  a  by- 
pass through  which  the  steam  is  diverted,  with  gage  pipe  on  either  side 
for  determining  the  fall  of  pressure.  The  quantity  of  steam  repre- 
sented by  the  various  differences  of  pressure  which  occur,  may  be  found 
by  arranging  the  apparatus  so  as  to  draw  steam  through  the  orifice, 
and  discharge  it  into  a  tank  of  water  resting  on  platform  scales,  by 
which  its  actual  weight  in  a  given  time  is  determined. 

A  plate  %  in.  thick  containing  an  orifice  1  in.  diameter,  with  square 
edges,  will  discharge  the  approximate  quantities  of  dry  steam  per  hour 
given  in  Table  1,  with  various  pressure  drops,  the  pressure  below  the 
orifice  being  100  lb.  by  gage. 

TABLE  I     DISCHARGE  THROUGH  ORIFICE   I   IN.  DIA.  AT   100  LB.  PRESSURE 

Pressure  Lb.  of 

Drop.  Lb.  Dry  Steam 

Per  Sq.  In.  Per  Hour. 

%     430 

1    615 

2    030 

3  1200 

4  1400 

5  1560 

10  2180 

15  2640 

20  3050 

The  water-glass  method  affords  an  approximate  means  for  determin- 
ing the  steam  consumption  of  auxiliaries,  and  for  measuring  the  leak- 
ages of  steam  and  water  from  the  boiler  and  its  connections.  (See 
Appendix  No.  3  for  description  of  water-glass  method.) 
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9d    Gas  and  Air  Measuring  Apparatus 

Apparatus  to  be  used  for  measuring  gas  and  air  embraces  gas  meters, 
gasometers,  Venturi  meters/  orifices  and  Pitot  tubes.  The  standard  of 
reference  for  calibrating  apparatus  for  this  purpose  is  the  gasometer. 
If  a  Pitot  tube  is  used,  and  this  instrument  cannot  be  calibrated  by 
actual  measurement,  the  constants  employed  should  be  those  obtained 
from  a  similar  instrument  which  has  been  calibrated  by  actual  reference 
to  gasometer  measurement  under .  as  nearly  as  possible  the  same 
conditions. 

Directions  for  using  the  Pitot  tube  for  gas  and  air  measurement  are 
given  in  Appendix  No.  6.  See  also  paper  by  W.  C.  Bowse,  Trans. 
Am.  Soc.  M.  E.,  Vol.  35,  p.  633. 

In  this  connection  attention  is  directed  to  the  electric  method  of  gu 
measurement  proposed  by  G.  C.  Thomas  and  described  in  his  paper 
in  Volume  31  of  the  Transactions,^  also  to  orifice  measurements  de- 
scribed by  R.  J.  Durley,  in  Volume  27.* 

Air  and  other  gases  may  also  be  measured  by  passing  the  air  or  gases 
over  a  steam  coil  and  noting  the  rise  in  temperature  due  to  the  con- 
densation of  a  certain  amount  of  steam  in  a  given  time,  making  suitable 
correction  for  radiation.  In  the  case  of  gases  which  are  hot,  the 
measurement  can  be  made  by  cooling  the  gas,  using  a  coil  through 
which  cold  water  is  passed,  care  being  taken  that  the  temperature  of  the 
coil  is  above  the  dew-point  of  the  air  or  gas. 

9  e    Anemometers 

For  determining  the  approximate  quantity  of  air  discharged  under 
light  pressures  by  fans  or  blowers,  or  the  amount  of  air  used  in  the 
combustion  of  fuels,  an  anemometer  of  the  fan-wheel  type  may  be  usedj 
provided  all  the  air  can  be  passed  through  one  or  more  openings  of 
suitable  size  in  which  the  anemometer  may  be  placed.  These  openings 
should  preferably  be  of  such  size  (say  at  least  15  in.  sq.)  that  tiie 
resistance  interposed  by  the  instrument  (the  fan  being  about  2^  in. 
*  in  diameter)  may  be  neglected.  The  instrument,  when  in  use,  can 
best  be  supported  on  the  end  of  a  small  rod  and  moved  slowly  across  the 
open  end,  also  up  and  down,  so  as  to  obtain  an  average  for  the  whole 
area.  In  the  case  of  very  large  openings  the  area  should  be  subdivided 
into  a  number  of  equal  parts,  the  velocity  determined  for  each  subdivi- 
sion, and  the  results  averaged. 

The  anemometer  is  usually  calibrated  by  mounting  it  on  the  end  of  a  long  and 
light  rod  which  can  be  revolved  around  a  central  point  and  ita  reaAing  compared 
with  the  velocity  of  the  rod  when  moved  in  still  air.  Where  smtable  meauB  can 
be  provided  for  calibrating  the  anemometer  under  approximately  its  working 
conditions,  such  calibration  is  much  to  be  preferred. 

»  See  E.  P.  Coleman's  paper  on  "The  Flow  of  Fluids  in  a  Venturi  Tube,"  Trans.  Am.  Soc  M.  E 
vol.  28,  p.  483. 

2  C.  C.  Thomas.  An  Electric  Gas  Meter.     Trans.  Am.  Soc.  M.  E.,  vol.  31,  p.  655. 

'  R.  J.  Durley,  On  the  Measurement  of  Air  Flowing  into  the  Atmosphere  through  Circular 
Urifices  in  Thin  Plates  and  under  Small  Differences  of  Pressure.  Trans.  Am.  Soc.  M.  E.,  v<A.  27. 
p.  193. 
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The  quantity  of  air  supplied  for  combuation  in  boiler  and  other 
furnaces  may  be  determined  from  the  analysis  of  the  products  of  com- 
bustion, using  the  formula  given  in  the  Boiler  Code,  K  58  (g). 

9  f    Screens  for  Sizing  Coal 

The  dimensions  of  screen  openings  to  be  used  for  sizing  anthracite 
coals  are  given  in  Table  2,  the  sizes  in  each  case  being  the  opening 
through  which  the  specified  grade  will  pass,  and  that  over  which  it 
will  be  carried  without  passing  through.  The  openings  referred  to  are 
circular. 

TABLE  2    ANTHRACITB  COAL  SIZES 


Name 

Diameter  of  opening 

through  or  over  which 

coal  will  pass,  in. 

Name 

Diameter  of  opening 

through  or  over  which 

coal  will  pass,  in. 

Through 

Over 

Through 

Over 

Broken .  . 

Egg 

Stove. . . . 
Chestnut. 

4>4 

2A 
IN 

3M 
2A 

A 

No.  1  Buckwheat* 
No.  2  Buckwheat* . 
No.  3  Buckwheat* . 
Cukn 

Pea 

*The  terms  "Buckwheat,"  "Rice."  and  "Barley,"  respectively,  are  used  in  some  locali- 
ties instead  of  No.  1,  No.  2,  and  No.  3  Buckwheat. 

The  sizes  and  grades  of  bituminous  and  semi-bituminous  coals  vary 
80  much  according  to  kind  and  locality  that  there  are  no  standards  of 
size  for  these  coals  which  are  generally  recognized.  (For  bituminous 
coal  sizes  see  Appendix  No.  7.) 


9g    Pressure  Gages 

For  determining  pressure,  the  gages  belonging  to  the  plant  may  be 
used,  provided  they  are  compared  with  a  standardized  gage  of  the 
spring  or  mercury  type  and  verified,  due  allowance  being  made  for 
the  head  of  water,  if  any,  standing  in  the  connecting  pipe.  Such 
comparisons  should  be  made  with  both  gages  at  their  respective  normal 
temperatures.  In  the  use  of  spring  gages  for  steam  the  gages  should 
be  protected  by  proper  syphons  or  water  seals  and  no  leakage  should  be 
allowed  at  the  gage-cock.  The  gages  should  also  be  located  so  that 
they  will  not  be  unduly  heated. 

For  measuring  low  pressure  or  vacuum,  a  U-tube  gage  may  be  em- 
ployed or  a  spring  gage  may  be  used,  provided  it  is  referred  to  a 
standard  and  corrected  for  water  in  the  connecting  pipe.  In  eases 
where  extremely  high  vacuimis  are  to  be  measured,  as  in  turbine  prac- 
tice, the  absolute- pressure  gage  is  useful,  provided  the  exhaustion  is 
complete  and  no  air  is  admitted  afterwards. 
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For  determining  yteam  pressure  on  the  two  sides  of  an  orifiee,  two 
gages  should  be  used  which  are  carefully  graduated  to  single  pounds,  or, 
better,  one  gage  should  be  used  and  this  piped  up  so  as  to  connect  at 
will  to  either  side  of  the  orifice.  A  differential  g^e  may  also  be 
employed,  indicating  at  once  the  pressure  drop.  If  the  pressure  drop 
is  small,  a  glass  XJ-tube  containing  mercury  may  be  used.  If  the  drop 
is  less  than  one-half  a  pound,  water  columns  may  be  substituted. 

For  determining  the  water  pressure  in  the  force  main  of  a  pumping 
engine,  the  gage  should  be  one  which  is  sensitive  to  changes  amounting 
to  ^  per  cent,  of  the  pressure  indicated.  If  such  a  gage  is  not  a  part 
of  the  equipment  of  the  plant,  a  special  test  gage  should  be  attached. 

Between  the  gage  and  the  force  main  a  small  reeervoir  having  an  air  chamber 
should  be  interposed,  in  the  manner  shown  in  Appendix  No.  8,  so  as  to  prevent 
undue  fluctuations  of  the  gage  and  allow  the  gage  cock  to  be  run  wide  open. 
By  means  of  a  gage  glass  on  the  side  of  the  chamber  and  an  air  valve,  the  average 
water  level  may  be  adjusted  to  the  height  of  the  center  of  the  gage,  and  correction 
for  this  element  of  variation  avoided.  If  not  thus  adjusted,  the  reading  is  to  be 
referred  to  the  level  shown,  whatever  this  may  be. 

For  calibrating  gages  indicating  pressures  above  the  atmosphere,  the 
dead-weight  testing  apparatus  which  is  manufactured  by  many  of  the 
prominent  gage  makers  may  be  employed  as  a  standard  of  comparison. 
It  consists  of  a  vertical  plunger  nicely  fitted  to  a  cylinder  containing  oil 
or  glycerine,  through  the  medium  of  which  the  pressure  is  transmitted 
to  the  gage.  The  plunger  is  surmounted  by  a  circular  stand  on  which 
weights  may  be  placed,  and  by  means  of  which  any  desired  pressure  can 
be  secured.  The  total  weight,  in  poimds,  on  the  plunger  (including  weight 
of  plimger)  divided  by  the  average  area  of  the  plunger  and  of  the  bush- 
ing which  receives  it,  in  square  inches,  gives  the  pressure  in  pounds  per 
square  inch. 

Another  standard  of  comparison  is  the  mercury  column.  If  this 
instrument  is  used,  assurance  must  be  had  that  it  is  properly  graduated 
with  reference  to  the  ever-varying  zero  point;  that  the  mercury  is  pure; 
arid  that  the  proper  correction  is  made  for  any  difference  of  tempera- 
ture that  exists,  compared  with  the  temperature  at  which  the  instru- 
ment was  graduated. 

For  pressures  below  the  atmosphere,  an  air  pump  or  some  other  means 
of  producing  a  vacuum  is  required,  and  reference  must  be  made  to  a 
mercury  gage.  Such  a  gage  may  be  a  U-tube  having  a  length  of  30  in., 
with  both  arms  properly  filled  with  pure  mercury. 

The  practice  of  choking  the  gage  cock  to  reduce  fluctuations  of  the  gage  pointer, 
if  carried  too  far,  is  objectionable,  especially  when  there  is  leakage  around  the 
plug.  The  pressure  indicated  under  these  circumstances  is  less  than  the  true 
pressure.  Before  reading  a  gage  of  the  spring  type,  the  free  working  of  the  mecl>- 
anism  within  should  be  assured  by  tapping  the  outside  of  the  gage  and  thereby 
slightly  moving  the  pointer. 

9h     Thermometers 

Thermometers  should  be  of  the  kind  having  g^duationa  marked  on 
the  glass  stem.    Those  used  for  temperatures  above  the  boiling  point  of 
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mercury  (or  say  500  deg.  fahr.)  should  have  nitrogen  in  the  top  of 
the  bore.  They  should  also  have  a  small  safety  bulb  at  the  top. 
Thermometers  constructed  in  this  way  can  be  used  satisfactorily  up  to 
1000  deg.  fahr. 

Thermometers  which   are  used   for   important  data  should  be  cali- 
brated before  and  after  a  test,  by  reference  to  standard  thermometers. 

Standard  thermometers  are  thooe  which  indicate  212  deg.  fahr.  in  steam  escap- 
ing from  boiling  water  at  the  normal  barometric  pressure  of  29.02  in.  (referred  to 
32  deg.),  the  whole  stem  up  to  the  212  deg.  point  being  surrounded  by  the  steam  ; 
which  indicate  32  deg.  fahr.  in  melting  ice,  the  stem  being  likewise  completely 
immersed  to  the  32  dog.  point;  and  which  are  calibrated  for  points  between  and 
beyond  these  two  reference  marks.  For  temperatures  between  212  deg.  and 
400  deg.  fahr.,  the  comparison  of  the  thermometer  should  be  made  with  the 
temperature  given  in  Marks  and  Davis  Steam  Tables,  the  method  required 
being  to  place  it  in  a  thermometer-well  surrounded  by  saturated  steam  tmder 
sufficient  pressure  to  give  the  desired  temperature.  The  pressure  should  be 
determined  by  a  correct  gage,  and  the  thermometer  should  be  immersed  to  the 
same  extent  as  it  is  under  its  working  condition. 

A  thermometer-well  consists  of  a  hollow  plug  threaded  at  the  upper  end  and 
screwed  into  a  threaded  hole  in  the  top  of  a  horiiontal  pipe,  the  lower  part  ex- 
tending vertically'  into  the  interior  of  the  pipe  as  far,  if  practicable,  as  the  center. 
The  inside  diameter  should  be  slightly  larger  than  the  outside  diameter  of  the 
thermometer  tube,  and  the  well  should  be  filled  with  mercury  or  high-grade  mineral 
oil  for  temperatures  below  500  deg.,  and  with  soft  solder  for  higher  temperatures. 
For  superheated  steam  the  immersed  portion  should  be  fluted  bo  as  to  increase 
the  area  of  the  absorbing  surface. 

When  the  stem  is  not  immersed  the  correction  to  be  added  is  0  000088  n  {T-t), 
in  which  n  is  the  number  of  degrees  on  the  scale  not  immersed,  T  the  indicated 
temperature,  and  t  the  mean  temperature  of  the  air  surrounding  the  stem  as 
shown  by  a  thermometer  suspended  at  the  mean  point. 

For  accurate  work  thermometers  should  be  standardized  for  the  immersion  at 
which  they  are  intended  to  be  used,  and  such  immersion  should  be  recorded. 

Thermometers  are  so  readily  broken  that  it  is  desirable  in  important  tests  to 
have  a  sufficient  number  on  hand  so  that  in  case  of  accident  the  readings  will  not 
be  interrupted.     These  spare  thermometers  should  preferably  be  calibrated. 

Thermometers  may  be  calibrated,  if  desired,  by  direct  comparison  with  Stan- 
dard Thermometers  certified  by  the  U.  S.  Bureau  of  Standards. 

For  ordinary  work  thermometers  may  be  used  without  correction  if  they  are  of 
the  type  that  are  gradiuited  at  a  given  immersion,  the  degree  of  immersion  being 
marked  on  the  stem  and  the  temperature  of  the  exposed  stem  being  approximately 
that  at  which  it  was  graduated. 


9i    Barometers 

For  important  or  extremely  accurate  steam  tests  and  for  gas  engine 
tests  the  pressure  of  the  atmosphere  should  be  taken,  either  by  a 
mercurial  or  aneroid  barometer,  and  the  reading  from  this  instru- 
ment, reduced  to  pounds  pressure  per  square  inch,  should  be  employed  in 
determining  the  absolute  steam  pressure.  In  many  cases  it  is  sufficient 
to  refer  to  the  daily  records  of  the  nearest  station  of  the  Government 
Weather  Bureau.  These  records,  which  refer  to  sea-level,  should  be  cor- 
rected for  altitude.  Aneroid  barometers  may  be  readily  calibrated  by 
comparing  them  with  a  mercury  barometer,  making  proper  temperature 
corrections. 
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9j    Hygrometers 

In  tests  where  the  hygrometric  conditions  of  the  atmosphere  play 
an  important  part,  it  is  necessary  to  use  a  hygrometer.  The  ordinary 
instrument  consisting  of  a  wet  and  dry  bulb  thermometer,  preferably  of 
the  sling  type,  is  suitable  for  the  purpose.  Hygrometric  tables  prepared 
for  the  CJommittee  by  Messrs.  W.  H.  Carrier  and  J.  A.  Moyer,  Members 
Am.  8oc.  M.E.,  are  given  in  Appendix  No.  9. 

9  k    Pyrometers 

Metallic  pyrometers  used  for  determining  high  temperatures  must 
be  handled  cautiously  owing  to  the  difficulty  of  exposing  the  whole 
of  the  stem  to  the  current  of  gas  the  temperature  of  which  is  to 
be  determined.  Electric  pyrometers  either  of  the  thermo-couple  or  resist- 
ance type  are  satisfactory  for  this  work  within  their  practical  range, 
which  is  1800  deg.  fahr.  for  iron-nickel  couples  and  3000  deg.  fahr.  for 
platinum-iridium  couples  or  platinum  resistance  pyrometers.  Instru- 
ments of  this  kind  can  readily  be  calibrated  by  comparing  them  at  low 
ranges  of  temperature  with  a  standardized  mercurial  thermometer,  both 
being  placed  for  example  in  a  current  of  hot  air  the  temperature  of 
which  is  under  control.  For  extremely  high  temperatures  such  as  that 
of  a  boiler  furnace,  optical,  pneumatic,  and  radiation  pyrometers 
may  be  used.  The  calibration  of  high-temperature  instruments  can  best 
be  imdertaken  in  a  laboratory  especially  fitted  for  the  purpose.  See 
Appendix  No.  10. 

91    Draft  Gages 

The  simplest  form  of  draft  gage  is  the  ordinary  U-tube.  When 
the  tube  is  kept  clean  and  the  two  legs  are  close  together  with  the 
scale  extending  at  least  to  the  center  of  each  leg,  it  gives  satisfactory 
indications.  For  measuring  small  amounts  of  draft  some  form  of 
multiplying  gage  may  be  employed.  One  of  the  simplest  multiplying 
instruments  consists  of  a  U-tube  in  which  one  leg  is  inclined  from  the 
horizontal  and  the  amount  of  multiplication  varies  inversely  as  the  sine 
of  the  angle  of  inclination,  the  tube  being  filled  with  a  light  mineral  oil. 
Various  satisfactory  instruments  having  the  multiplying  feature  are  on 
the  market.  These  can  readily  be  calibrated  by  comparison  with  the 
simple  U-tube  gage  when  indicating  a  high  draft,  say  one  inch  or  more. 
It  is  preferable  to  use  kerosene  instead  of  water  in  the  U-tube,  anU 
make  allowance  for  the  difference  of  specific  gravity.  Draft  readings 
should  be  expressed  in  inches  of  water  column. 

9  m    Steam  Calorimeters 

The  most  satisfactory  instruments  for  determining  the  amount  of 
moisture  in  steam  are  calorimeters  that  operate  upon  the  throttling 
principle,  or  that  combine  the  throttling  and  separating  principles; 
the  orifice  used  being  of  such  size  as  to  throttle  to  atmospheric  pressure, 
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and  the  instrument  being  provided  with  two  thermometers,  one  showing 
the  temperature  above  the  orifice  and  the  other  that  below  it.  If  no 
commercial  make  of  calorimeter  is  available  on  a  test,  an  instrument  of 
the  throttling  type  can  be  made  of  pipe  fittings  as  shown  in  Appendix 
No.  11.  Instruments  working  on  the  separating  principle  alone  may 
also  be  employed ;  also  certain  forms  of  electric  calorimeters.  See  Trans. 
Am.  See.  M.  E.,  Vol.  28,  p.  616. 

Directions  for  applying  sampling  nozzles  are  given  in  Part  III,  K  28 
and  29. 

Further  references  to  Steam  Calorimeters  are  included  in  Appendix 
No.  11. 

« 

9n    Coal  Calorimeters 

To  determine  the  total  heat  of  combustion  of  a  sample  of  coal 
or  other  fuel,  the  best  form  of  calorimeter  to  use  is  one  in  which 
the  fuel  is  burned  in  an  atmosphere  of  oxygen  gas.  The  Mahler 
type  of  calorimeter  is  recognized  as  the  most  complete  and  accu- 
rate apparatus  of  this  kind.  Where  the  engineer  conducting  a  test 
does  not  have  this  instrument,  or  some  other  reliable  calorimeter  at 
hand,  the  heat  units  can  be  determined  by  sending  samples  to  a  testing 
laboratory  where  such  instruments  are  used. 

For  description  of  one  form  of  the  Mahler  Calorimeter  see  Appendix 
No.  12. 

9  0     Gas  Calorimeters 

The  total  heat  of  combustion  of  gas  should  be  found  by  burning  the 
gas  in  the  Junker  calorimeter,  described  in  Appendix  No.  13. 

9p    Coal  Analysis  Apparatus 

The  analyses  commonly  made  are  what  are  termed  "proximate" 
analyses.  For  complete  determinations  of  the  quality  of  coal,  it  is 
necessary  also  to  make  the  '^ultimate"  analysis.  Approved  methods  of 
analysis  are  briefly  described  in  Appendix  No.  14. 

9q    Gas  Analysis  Apparatus 

Foil  determining  the  composition  of  flue  gases  in  ordinary  boiler 
work  one  of  the  simplest  and  most  convenient  instruments  is  the  Orsat 
apparatus.  This  instrument  can  readily  be  used  by  the  person  conduct- 
ing a  test,  or  by  some  assistant  whom  he  directs. 

For  determining  the  hydrogen  and  other  unburned  combustible  mat- 
ter in  the  fiue  gases,  and  for  general  gas  analysis,  the  Hempel  apparatus, 
or  some  modification  thereof,  is  required.  Work  of  this  kind  should  be 
entrusted  to  a  person  who  is  familiar  with  all  phases  of  the  subject. 
These  instruments  are  briefly  described  in  Appendix  No.  15. 

Instruments  known  as  CO,  recorders  are  useful,  if  their  accuracy  is 
established. 


1288  REPORT  OP  POWER  TEST  COMMITTEE 

9  r    Appliances  and  Methods  Pertaining  to  Smoke  Determination 

No  wholly  satisfactory  methods  for  either  quantitatiYe  or  qualitative 
smoke  determinations  have  yet  come  into  use,  nor  have  any  reliable 
methods  been  established  for  definitely  fixing  even  the  relative  density 
of  the  smoke  issuing  from  chimneys  at  different  times.  One  method 
commonly  employed,  which  answers  the  purpose  fairly  well,  is  that  of 
making  frequent  visual  observations  of  the  chimney  at  intervals  of 
one  minute  or  less  for  a  period  of  one  hour  and  recording  the  observed 
characteristics  according  to  the  degree  of  blackness  and  density,  and 
giving  to  the  various  degrees  of  smoke  an  arbitrary  percentage  value 
rated  in  some  such  manner  as  that  expressed  in  Table  3. 


TABLE  3    SMOKE  PERCENTAGES 

Dense   black    100 

Mediimi  black   80 

Dense  gray    60 

Medium  gray 40 

Light   gray    20 

Very  light   6 

Trace   1 

Clear   chimney   0 

The  color  and  density  of  smoke  depend  somewhat  on  the  character  of 
the  sky  or  other  background,  and  on  the  air  and  weather  conditions 
obtaining  when  the  observation  is  made,  and  these  should  be  given  due 
consideration  in  making  comparisons.  Observations  of  this  kind  are 
also  subject  to  personal  errors  and  errors  of  judgment.  Nevertheless, 
these  methods  are  useful,  especially  when  the  results  are  plotted,  ac- 
cording to  the  percentage  scale  determined  on,  so  that  a  graphic  repre- 
sentation of  the  changes  can  be  shown. 

Various  forms  of  charts  and  clouded  glass  arrangements  for  comparing 
and  fixing  smoke  densities  have  been  proposed,  and  to  some  extent  used, 
but  these  have  proved  more  or  less  unsatisfactory  and  they  are  subject  to 
personal  errors,  and  to  sky,  wind,  and  weather  conditions,  the  same  as 
the  simpler  method  above  described. 

Among  the  chart  methods  referred  to,  the  use  of  the  Ringelmann 
smoke  chart  is  perhaps  the  most  familiar.  This  is  shown  in  Appendix 
No.  16. 

Another  method  of  smoke  determination  consists  in  the  use  of  a  nar- 
row flat  metal  plate  suspended  in  the  flue,  the  character  of  the  smoke 
being  indicated  by  the  amount  and  quality  of  the  soot  and  dust  de- 
posited upon  the  plate  in  a  given  time.  This  method,  like  others,  is 
useful  in  furnishing  a  means  of  comparison  in  different  cases  rather 
than  a  means  of  exact  determination.  See  Appendix  No.  17  for  further 
description. 
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Among  the  latest  methods  brought  out  for  indicating  and  recording 
the  density  of  smoke  is  one  depending  on  the  variations  in  the  electrical 
conductivity  of  the  metal  selenium  due  to  variations  in  the  intensity  of 
light  shining  upon  it.  Openings  are  provided  on  either  side  of  the  flue 
directly  opposite  each  other.  The  selenium  is  located  at  one  opening 
and  a  strong  light  at  the  other.  The  intensity  of  the  light  rays  falling 
on  the  selenium  varies  with  the  density  of  the  smoke.  A  milliampere 
meter  in  circuit  with  the  selenium  cell  registers  the  variations. 

9  s    Indicators 

To  determine  the  amount  of  power  developed  in  the  cylinder  of  a 
reciprocating  engine,  or  that  expended  in  a  pump  or  compressor 
cylinder,  the  instrument  required  is  the  steam  engine  indicator.  One 
or  more  of  these  instruments  is  attached  to  the  cylinder  or  cylinders, 
and  operated  from  the  cross-head  or  main  shaft  by  the  use  of  proper 
driving  rig.  As  to  the  selection  of  the  make  of  instrument,  it  should 
be  one  which  is  in  all  respects  of  first-class  construction,  and  adapted 
to  the  purpose  for  which  it  is  to  be  used. 

Outside  spring  indicators  are  preferred  for  superheated  steam, 
and  in  other  cases  where  the  temperature  of  the  gas  or  vapor  is  very 
high  or  very  low.    For  fuller  particulars  see  Appendix  No.  18. 

9t    Planimeters 

To  determine  the. area  of  indicator  diagrams  from  which  to  ascertain 
the  mean  effective  pressure,  it  is  convenient  to  use  some  form  of 
planimeter.  The  simplest  and  probably  the  most  desirable  instnmient 
is  the  Amsler  polar  planimeter,  in  which  the  area  is  registered  in 
square  inches. 

It  is  desirable  to  calibrate  a  planimeter  from  time  to  time  by  run- 
ning it  over  a  figure  having  a  known  area,  such  as  a  right  angle  triangle 
of  say  4  in.  in  IcMgth  and  2  in.  in  height,  observing  whether  it  checks 
with  the  computed  area. 

9  u    Tachometers  and  Other  Speed  Measuring  Apparatus 

For  determining  the  speed  of  revolution  of  an  engine  shaft,  especially 
where  the  speed  exceeds  300  r.p.m.,  a  convenient  instrument  is  a  tachome- 
ter which  continuously  indicates  on  a  dial  the  number  of  turns  per 
minute.  This  instrument  can  be  arranged  to  have  a  permanent  location 
and  to  be  operated  continuously  when  the  engine  is  running,  or  it  can 
be  a  portable  instrument  which  is  held  in  the  hand  and  applied  for  the 
time  being  to  the  end  of  the  shaft.  These  instruments  are  of  four 
general  classes,  viz:    fly-ball,  liquid,  electro-magnetic,  and  vibration. 

These  instruments  should  be  calibrated  by  comparison  with  the  record 
obtained  by  counting  with  the  watch  and  a  speed  recorder  or  indicator, 
the  number  of  turns  per  minute. 

The  determination  of  variation  of  speed  during  a  single  revolution,  or 
the  effect  due  to  sudden  changes  of  the  load,  is  desirable,  especially  in 
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engines  driving  electric  generators  used  for  lighting  purposes.  There 
is  no  recognized  standard  method  of  making  such  determinations,  and  if 
they  are  desired  the  method  may  be  devised  to  suit  the  requirements. 

One  method   for  determining  the  instantaneous  variation   of  speed 
which  accompanies  a  change  of  load,  is  described  as  follows:     A  screen 
containing  a  narrow  slot  is  placed  on  the  end  of  a  bar  and  vibrated  bj 
means  of  an  electric  current.     A  corresponding  slot   in  a  stationary 
screen  is  placed  parallel  and  nearly  touching  the  vibrating  screen,  and 
the  two  screens  are  placed  a  short  distance  from  the  fly-wheel  of  the 
engine  in  such  a  position  that  the  observer  can  look  through  the  two 
slots  in  the  direction  of  the  spokes  of  the  wheel.     The  vibrations  are 
adjusted  so  as  to  conform  to  the  frequency  with  which  the  spokes  of 
the  wheel  pass  the  slots.     When  this  is  done  the  observer  viewing  the 
wheel  through  the  slots  sees  what  appears  to  be  a  stationary  flywheel. 
When  a  change  in  the  velocity  of  the  fly-wheel  occurs,  the  wheel  appears 
to  revolve  either  backward  or  forward  according  to  the  direction  of  the 
change.     By  careful  observations  of  the  amount  of  this  motion,  tiie 
angular  change  of  velocity  during  any  given  time  is  revealed. 

9  V    Friction  Brakes  or  Absorption  Dynamometers 

The  power  delivered  by  an  engine  may  be  determined  by  the  applica- 
tion of  a  Prony  brake  to  the  rim  of  the  fly-wheel.  The  friction  device 
may  consist  of  a  simple  band  or  rope,  a  number  of  ropes,  or  a  series  of 
blocks,  encircling  the  wheel.  Weighing  scales  either  of  the  platform  or 
spring  type  are  required  for  measuring  the  torque.  For  long  runs  the 
wheel  is  made  with  interior  flanges  for  holding  water  to  keep  the  rim 
cool. 

The  most  satisfactory  brake  for  absorbing  and  measuring  power  is 
some  form  of  water  friction  brake.  The  advantage  of  a  water  brake  is 
that  it  can  be  employed  equally  well  for  large  or  small  amounts  of 
power,  and  it  is  necessarily  kept  cool  by  the  water  upon  which  it  de- 
pends for  its  operation.  With  this  brake,  the  determination  of  the 
quantity  of  water  used  and  the  number  of  degrees  its  temperature  is 
raised  (when  corrected  for  radiation)  furnishes  a  means  of  computing 
the  amount  of  lieat  coiiverte<l  into  work,  and  thereby  obtaining  an 
additional  measurement  of  the  amount  of  power  developed. 

Another  satisfactory  form  of  brake  is  the  electric  dynamometer,  in 
which  the  work  is  transformed  into  electric  energy,  and  the  torque  is 
measured  in  the  same  manner  as  in  a  Prony  brake. 

Several  brakes  are  described  in  Appendix  No.  19. 

9  w    Transmission  Djmamometers 

Transmission  dynamometers  furnish  means  for  determining  the  amount 
of  power  delivered  by  an  engine  under  working  conditions.  In  the  case 
of  a  mill  engine  it  is  the  power  transmitted  from  the  main  shaft  of  the 
engine  to  the  driving  shaft  of  the  mill.  If  this  power  is  carried  through 
a  belt,  the  dynamometer  measures  the  net  amount  of  force  transmitted. 
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In  a  marine  engine  driving  a  screw  propeller  through  a  long  shaft,  the 
dTnamometer  shows  the  torsional  strain  on  the  shaft  at  a  point  as 
near  as  practicable  to  the  engine.  In  a  locomotive  the  dynamometer 
measures  the  amount  of  pull  on  the  draw-bar  through  which  the  power 
is  transmitted  to  the  first  car  of  the  train. 
See  Appendix  No.  20  for  details  regarding  dynamometers. 

9x    Electrical  Instruments 

The  output  of  an  engine  driving  an  electric  generator  should  be 
determined  by  the  use  of  a  set  of  electrical  instruments  supplementary 
to  the  switchboard  equipment,  and  connected  to  the  generator  so  as  to 
be  thrown  in  and  out  of  circuit  by  means  of  switches.  These  instruments 
should  include  the  shunts,  transformers,  or  multipliers,  which  belong  to 
them,  and  should  be  such  as  have  been  verified  by  comparison  with 
known  standards  based  on  those  of  the  U.  8.  Bureau  of  standards  at 
Washington.  The  instruments  selected  should  be  as  nearly  ''dead-beat" 
as  practicable,  that  is,  the  pointer  should  come  to  rest  at  once,  after 
changes  of  load. 

The  instruments  required  for  a  direct-current  generator,  where  the 
load  is  substantially  constant,  embrace  a  single  ammeter  and  a  single 
voltmeter.  Where  the  load  is  rapidly  fluctuating,  a  watt-hour  meter  is 
also  needed.     , 

Those  required  for  a  single-phase  alternating-current  generator  car- 
rying a  substantial  constant  load  embrace  one  ammeter,  one  volt- 
meter, and  one  single-phase  wattmeter.  For  a  rapidly  fluctuating  load 
a  watt-hour  meter  should  also  be  used.  For  a  two,  or  three-phase 
alternating-current  generator,  with  substantially  constant  load,  one  am- 
meter and  one  voltnieter,  each  arranged  for  ready  connection  at  will  to 
any  phase,  and  two  single-phase  wattmeters,  are  required.  Where  the 
load  is  rapidly  fluctuating  a  polyphase  watt-hour  meter  is  also  needed. 

In  the  case  of  an  alternating-current  generator  excited  from  an  inde- 
pendent source  of  power  or  by  a  motor  generator,  additional  instnunents 
are  necessary  for  measuring  the  power  used  for  excitation. 

The  instruments  should  be  so  located  with  reference  to  the  gener- 
ator, switchboard,  and  neighboring  conductors,  as  to  avoid  the  disturb- 
ing effects  due  to  stray  fields.  If  the  switchboard  equipment  is  compli- 
cated, the  wiring  should  be  connected  imder  the  supervision  of  one  who- 
is  familiar  with  all  the  details  of  the  switchboard,  its  connections,  and 
the  surrounding  cables. 

Watt-hour  meters  should  be  verified  in  place  and  under  working  con- 
ditions. Directions  for  calibrating  these  meters  and  further  details 
regarding  the  application  and  use  of  electrical  instruments,  determina- 
tion of  power  factor,  etc.,  are  given  in  Appendix  No.  21. 

9y    Water  Rheostats 

For  tests  of  engines  driving  electric  generators  under  certain  fixed 
loads  it  is  often  necessary  to  regulate  the  output  of  current  by  tho  use 
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of  a  water  rheostat.  One  of  the  simplest  and  most  effeetlTe  forms  of 
-this  apparatus  for  direct-current  work  consists  of  a  coil  of  wire  wonnd 
spirally  on  a  wooden  reel  immersed  in  a  stream  of  running  water,  or 
in  a  tank  or  some  natural  body  of  water  where  circulation  can  be 
provided  for,  arranged  with  a  system  of  switches  so  that  more  or  less 
of  this  resistance  can  be  turned  on  as  may  be  required.  A  No.  12  B.  Q. 
iron  wire  2000  ft.  long,  thus  used,  will  handle  a  current  of  1600  ampena 
at  250  volts. 

Other  rheostats  are  described  in  Appendix  No.  22. 
9z    Steam  Tables 

Quantities  depending  upon  the  properties  of  saturated  and  super- 
heated steam,  which  are  used  throughout  the  Codes,  such  as  B.t.iL 
per  pound  of  steam,  temperatures  corresponding  to  various  pres- 
sures, etc.,  are  based  on  Marks  and  Davis  tables  (edition  of  1909). 
The  report  of  a  test  should  state  the  authorship  of  the  tables  on  which 
the  calculations  are  based. 


MISCELLANEOUS  INSTRUCTIONS 

10  The  person  iu  (^harge  of  a  test  should  have  the  aid  of  a  sufficient 
number  of  assistants,  so  that  he  may  be  free  to  give  special  attentioD 
to  any  part  of  the  work  whenever  and  wlierever  it  may  be  required. 
He  should  make  sure  tliat  the  instruments  and  testing  apparatus 
continually  give  reliable  indications,  and  that  the  readings  are  cor- 
rectly recorded.  He  should  also  keep  in  view,  at  all  points,  the 
operation  of  the  plant  or  part  of  the  plant  under  test,  and  see  that 
the  operating  conditions  determined  on  are  maintained  and  thai 
nothing  occurs,  either  by  accident  or  design,  to  vitiate  the  data.  This 
last  precaution  is  especially  needed  in  guarantee  tests. 

11  Before  a  test  is  undertaken,  it  is  important  that  the  boiler, 
engine,  or  other  apparatus  concerned  shall  have  been  in  operation  a 
sufficient  length  of  time  to  attain  working  temperatures  and  proper 
operating  conditions  throughout,  so  that  the  results  of  the  test  may 
express  the  true  working  performance. 

It  would,  for  example,  be  manifestly  improper  to  start  a  test  for  determining 
the  maximum  efficiency  of  an  externally  fired  boiler  with  brick  setting, 
until  the  boiler  had  been  at  work  a  sufficient  number  of  days  to  dry  out 
thoroughly  and  heat  the  brick  work  to  its  working  temperature;  and 
likewise  improper  to  begin  an  engine  test  for  determining  the  perform- 
ance under  certain  prearranged  conditions  until  those  eonditions  had 
become  established  by  a  suitable  preliminary  run« 
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12  An  exception  should  be  noted  where  the  object  of  the  test  is  to 
obtain  the  working  performance^  including  the  effect  of  preliminary 
heating,  in  which  case  all  the  conditions  should  conform  to  those  of 
regular  service. 

13  In  preparation  for  a  test  to  demonstrate  maximum  efSciency,  it 
is  desirable  to  nm  preliminary  tests  for  the  purpose  of  determining 
the  most  advantageous  conditions. 

OPERATING  CONDITIONS 

14  In  all  tests  in  which  the  object  is  to  determine  the  performance 
under  conditions  of  maximum  efficiency,  or  where  it  is  desired  to 
ascertain  the  effect  of  predetermined  conditions  of  operation,  all  such 
conditions  which  have  an  appreciable  effect  upon  the  efficiency  should 
be  maintained  as  nearly  uniform  during  the  trial  as  the  limitations 
of  practical  work  will  permit.  In  a  stationary  steam  plant,  for  ex- 
ample, where  maximum  efficiency  is  the  object  in  view,  there  should 
be  uniformity  in  such  matters  as  steam  pressure,  times  of  firing, 
quantity  of  coal  supplied  at  each  firing,  thickness  of  fire,  and  in  other 
firing  operations;  also  in  the  rate  of  supplying  the  feedwater,  in  the 
load  on  the  engine  or  turbine,  and  in  the  operating  conditions  through- 
out. On  the  other  hand,  if  the  object  of  the  test  is  to  determine  the 
performance  imder  working  conditions,  no  attempt  at  uniformity  is 
either  desired  or  required  imless  this  uniformity  corresponds  to  the 
regular  practice,  and  when  this  is  the  object  the  usual  working  con- 
ditions should  prevail  throughout  the  trial. 

RECORDS 

15  A  log  of  the  data  should  be  entered  in  notebooks  or  on  blank 
sheets  suitably  prepared  in  advance.  This  should  be  done  in  such 
manner  that  the  test  may  be  divided  into  hourly  periods,  or,  if  neces- 
sary, periods  of  less  duration,  and  the  leading  data  obtained  for  any 
one  or  more  periods  as  desired,  thereby  showing  the  degree  of  imi- 
formity  obtained. 

16  The  readings  of  the  various  instruments  and  apparatus  con- 
cerned in  the  test  other  than  those  showing  quantities  of  consumption 
(such  as  fuel,  water,  and  gas),  should  be  taken  at  intervals  not  ex- 
ceeding half  an  hour  and  entered  in  the  log.  Whenever  the  indications 
fluctuate,  the  intervals  should  be  reduced  according  to  the  extent  of 
the  fluctuation.    In  the  case  of  smoke  observations,  for  example,  it 
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is  often  necessary  to  take  observations  every  minute,  or  still  oftener, 
continuing  these  throughout  the  period  covering  the  range  of 
variations.  When  it  is  essential  that  a  number  of  instruments  be 
read  simultaneously,  there  should  be  an  observer  stationed  at  each  one 
and  the  readings  should  be  taken  on  signal  from  a  time-keeper. 

17  Make  a  memorandum  of  every  event  connected  with  the 
progress  of  a  test,  however  unnecessary  at  the  time  it  may  appear.  A 
record  should  be  made  of  the  exact  time  of  every  such  occurrence  and 
the  time  of  taking  every  weight  and  every  observation.  For  the  pur- 
pose of  identification  the  signature  of  the  observer  and  the  date 
should  be  affixed  to  each  log  sheet  or  record. 

18  In  the  simple  matter  of  weighing  coal  by  the  barrow-load,  or 
weighing  water  by  the  tank-full,  which  is  required  in  many  tests,  a 
series  of  marks,  or  tallies,  should  never  be  trusted.  The  time  each 
load  is  weighed  or  emptied  should  be  recorded.  The  weighing  of  coal 
should  not  be  delegated  to  unreliable  assistants,  and  whenever  prac- 
ticable, one  or  more  men  should  be  assigned  solely  to  this  work.  The 
same  may  be  said  with  regard  to  the  weighing  of  feedwater. 

PLOTTINGlDATA|ANDiRESULTS 

19  If  it  is  desired  to  show  the  uniformity  of  the  data  at  a  glance 
the  whole  log  of  the  trial  should  be  plotted  on  a  chart,  preferably  while 
the  test  is  in  progress,  using  horizontal  distances  to  represent  times  of 
observation,  and  vertical  distances  on  suitable  scales  to  represent 
various  data  as  recorded.  A  chart  showing  the  log  of  a  boiler  test 
is  illustrated  in  Appendix  No.  ^3. 

REPORT 

20  The  report  of  a  test  should  present  all  the  leading  facts  bearing 
on  the  design,  dimensions,  condition,  and  operation  of  the  apparatus 
tested,  and  should  include  a  description  of  any  other  apparatus  and 
auxiliaries  concerned,  together  with  such  sketches  and  photographs 
as  may  be  needed  for  a  clear  understanding  of  all  points  under  con- 
sideration. It  should  state  clearly  the  object  and  character  of  the 
test,  the  methods  followed,  the  conditions  maintained,  and  the  con- 
clusions reached,  closing  with  a  tabular  sunmiary  of  the  principal 
data  and  results. 
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PART  II 

STANDARDS  RELATING  TO  CAPACITY, 
EFFICIENCY  AND  ECONOMY 

21  The  standard  units  on  which  to  base  the  various  measures  of 
capacity,  and  the  standard  forms  of  expressing  eflSciency  and  economy 
to  which  the  Codes  apply,  are  assembled  in  Tables  4,  5  and  6. 

TABLE  4    DEFINITION  OF  UNITS 

One  British  thermal  unit,  or  heat  unit  as  herein  used  =  1/180  of  the  heat 
required  to  raise  1  lb.  of  water  from  32  deg.  to  212  deg.  fahr. 

One  unit  of  evaporation  (U.  E.)  =  heat  required  to  evaporate  1  lb.  of  water 
at  212  deg.  into  steam  at  the  same  temperature  =  970.4  British  thermal 
units. 

One  foot-pound  =  work  done  by  1  lb.  force  acting  through  1  ft. 

One  pound  (of  force)  ==  the  force  exerted  by  gravity  on  1  lb.  of  matter  where 
the  acceleration  due  to  gravity  is  32.1740  ft.  per  second  per  second;  that 
is,  (very  nearly)  the  force  of  gravity  on  1  lb.  of  matter  at  latitude  45 
deg.  at  the  sea  level. 

Mechanical  equivalent  of  heat:  1  B.t.u.  =  777.54  ft-lb.  or  1  ft-lb.  =  0.0012861 
B.t.u.* 

One  horsepower  =  33,000  ft-lb.  per  min.  =  550  ft-lb.  per  sec. 

=  1,980,000  ft-lb.  per  hour. 

=  2,546.5  B.t.u.  per  hour  =  42.44  B.t.u.  per  min. 
=  745.7  watts  =  0.7457  kilowatts.* 

One  kilowatt  =    1000     watts   =    1.3410     h.p.   =   3,415     B.tu.     per     hour 

=  737.56  ft-lb.  per  sec. 

One  kilowatt-hour  =  1.3410  h.p-hr.  =  2,655,200  ft-lb. 

One  U.  8.  gallon  =  231  cu.  in. 

One  atmosphere  =  760  m.m.  or  29.921  in.  of  mercury  at  32  deg.  fahr. 

=  29.951  in.  of  mercury  at  62  deg.**  fahr. 
=  14.6963  lb.  per  sq.  in. 

*  Based  on  the  following  accepted  values: — 

1  mean  calorie— 4.1834  X  107  dyne-centimeters  (Marks  &  Davb) 

1  ^yne=»Qgrj  ggc  (International  Standard).    1  cm.—     i2~  '^ 

1  B.  t.  u. »  1.8  Ib-deg.  cent.     1  gram  -  .002204622  lb. 

1  watt=  10.7  d>'ne-centi meters  per  .sec.  =0.73756046  ft.  lb.  per  ."-co. 

1  h.p.  =«.'»5()*ft.  lb.  per  sec.  =  j^  y.^yg^^^.  — 745.702  watts. 

**  At  latitude  45  deg.  at  sea  level  the  density  of  mercury  at  32  deg.  is  13.50545  granoa  per  cy. 
cm.     Linear  expansion  of  mercury  0.(XXX)333  per  deg.  fahr. 
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TABLE  5    STANDARD  UNITS  OF  CAPACITY 


a  Boilers* 


{ 


h  Beeiprocating 
Steam  Engines 


e  Steam  Turbines 


■•{ 


Turbo-generators, 
(including  engine- 
driven  generators) 


e  Pumping    Ma- 
chinery   


/  Ck>mpre88ors,  Blow 
ersy  and  Fans 


";{ 


g  Locomotives   .....  < 


h  Qsa  Producers 


i  Gas  and  Oil  Engines  < 


j  Waterwheels 


One  poimd   of  water  evaporated   into   dry 
steam  from  and  at  212  deg.  per  hour 

One  indicated  horsepower  developed  in  the 

main  cylinders 
One    brake    horsepower    delivered    by    the 

main  shaft 

One    brake    horsepower    delivered    by    the 
main  shaft 

One    kilowatt    delivered    at    the    generator 

terminals,!  not  including  kilowatts  used  by 

exciter  t 
One  gallon  of  water  discharged  to  the  force 

main  in  24  hr. 
One  gallon  of  water  discharged  per  min.{ 
One  water  horsepower  delivered  to  the  force 

main,  based  on  the  total  head  including 

suction 

One  cu.  ft  of  air  at  62  deg.  and  30  in.Y 

One  air  horsepower 

One  indicated  horsepower  developed  in  the 

main  cylinders 
One   dynamometer   horsepower   delivered   to 

the  draw-bar 
One  pound  of  dry  fuel  of  given  quality  con- 
sumed per  hour. 
One  cu.  ft.  per  hour  of  dry  gas  having  a 

stated  quality  at  60  deg.  and  30  in. 
One    brake    horsepower    delivered    by    the 

main  shaft 
One  indicated  horsepower  developed  in   the 

engine  cylinder 
One  brake  horsepower  delivered  by  the  main 

shaft 
One    kilowatt    delivered    at    the    generator 

terminals,!  not  including  kilowatts  used  by 

exciter  t 


*  A  subsidiary  unit  which  may  bo  used  for  stationary  boilers  is  a  "Boiler  Horsepower,"  or  34 '4 
lb.  of  water  evaporated  from  and  at  212  deg.  per  hour,  i.e.,  from  water  at  212  deg.  into  steam  at 
the  same  temperature.  The  unit  called  "Myriawatt"  has  been  suggested  by  some  engineers  as 
a  unit  of  boiler  capacity.  It  is  2  per  cent  greater  than  the  "boiler  horsepower"  and  is  CKiuivalcnt 
to  34,150  heat  units  per  hour,  the  "boiler  horsepower"  being  33,479  heat  units  per  hour. 

t  If  switchboard  instruments  are  used  for  the  electrical  measurements,  correction  should  b* 
made  for  the  drop  in  voItaRe  between  generator  and  switchboard,  unless  the  drop  is  so  small  as 
to  be  negligible. 

X  If  the  exciter  current  is  taken  from  an  outside  source  the  kw.  thus  supplied  including  field 
rheostat  losses  are  to  be.'deductcd  from  the  total  output.  Likewise  the  kw.  used  by  separatelv 
driven  ventilating  fan. 

• 

§  This  unit  applies  to  small  pumps  and  some  cla.s8es  of  largo  sized  pumps. 

11  30   in.   mercury   barometer  refers  in  round  numbers  to  a  standard   atmosphere   at  62 
deg.     In  exact  figures  the  standard  atmosphere  is  29.951   in.  of  mercury   at   62   deg. 
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22  Contracts  for  power  plant  apparatus  should  specify  the  leading 
dimensions  of  the  apparatus  and  its  rated  capacity,  expressed  in  the 
units  given  in  Table  5.  If  a  specific  guarantee  of  capacity  is  made, 
either  working  capacity  or  maximum  capacity,  the  operating  condi- 
tions under  which  the  guarantee  is  to  be  met  should  be  clearly  set 
forth;  such,  for  example,  as  steam  pressure,  speed,  vacuum,  quality 
of  fuel,  force  of  draft,  etc.  Likewise  if  a  contract  contains  a  guar- 
antee of  economy  all  the  conditions  should  be  fully  specified. 

23  The  commercial  rating  of  capacity  determined  on  for  power 
plant  apparatus,  whether  for  the  purpose  of  contracts  for  sale,  or 
otherwise,  should  be  such  that  a  sufficient  reserve  capacity  beyond  the 
rating  is  available  to  meet  the  contingencies  of  practical  operation; 
such  contingencies,  for  example,  as  the  loss  of  steam  pressure  and 
capacity  due  to  cleaning  fires,  inferior  coal,  oversight  of  the  attend- 
ants, sudden  demand  for  an  unusual  output  of  steam  or  power,  etc. 


TABLE  6    STANDARDS  OF  EFFICIENCY  AND  ECONOMY 


a  Boilers 


Belation  between  B.t.u.  absorbed  by  boiler  per  lb.  of 
dry  coal  and  calorific  value  of  1  lb.  dry  coal.  (Effi- 
ciency of  boiler  furnace  and  grate.) 

Relation  between  B.t.u.  absorbed  by  boiler,  per  lb. 
of  combustible  burned  and  calorific  value  of  1  lb. 
combustible.     (Efficiency  based  on  combustible.) 


h  Reciprocating 
Steam  Engines 


e  Steam  Turbines   . 


B.t.u.  per  i.h.p-hr. 
B.t.u.  per  brake  h.p-hr. 
Pt-lb.  of  net  work  per  B.t.u. 
Thermal  efficiency  referred  to  i.h.p. 
Thermal  efficiency  referred  to  br.  h.p. 
Rankine  cycle  ratio  referred  to  i.h.p. 
Rankine  cycle  ratio  referred  to  br.  h.p. 
Lb.  of  steam  per  i.h.p-hr. 
Lb.  of  steam  per  br.  h.p-hr. 

B.t.u.  per  br.  h.p-hr. 

Ft-lb.  of  net  work  per  B.t.u. 

Thermal  efficiency. 

Rankine  cycle  ratio. 

Lb.  of  steam  per  br.  h.p-hr. 


Note:-  The  term  "steam"  in  Table  6  means  dry  steam,  either  saturated  or  superheated  as 
the  case  may  be.  If  it  contains  moisture,  the  moisture  is  to  be  deducted.  If  superheated,  oo 
correction  is  to  be  made. 
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d  Turbo-generatora, 
(including  engine- 
driven  generators) 


(1)  B.t.u.     per  kw-lir. 

(2)  Ft-lb.  of  net  work  per  B.t.u. 

(3)  Thermal  efficiency. 

(4)  Rankine  cycle  ratio. 

(5)  Lb.  of  steam  per  kw-hr. 


f    ( 1 )     Ft-lb.  of  work  per  million  B.t.u. 
e  Pumping   Engines.  I    ^g^     p^.,^   ^^  ^^^  ^^^^  ^  B^^ 


I 

/  Compressors,  Blow-  J 
ers,  and  Pans  . . . 


(1)  B.t.u.  per  net  air  h.p-hr. 

(2)  Ft-lb.  of  net  work  per  B.t.u. 

(3)  Lb.  of  steam  per  net  air  b.p-hr. 

(4)  Lb.  of  steam  per  1000  cu.  ft.  of  free  air  com- 
pressed to  100  lb.  gage  pressure  reduced  to  atmos- 
pheric temperature. 


g  Complete  Steam  Power  Plants: 


Plants  in  General.  I     (2 

(3 


Electric  Plants    . 


Pumping  Plants   . 


Air  Machinery 
Plants 


h  Locomotives 


i  Gas  Producers 


(2 
(3 

(1 

(2 


1 


(1 

(2 
(3 
(4 
(5 


Re 


Lb.  of  coal  as  fired  per  i. h.p-hr. 

Lb.  of  steam  per  i.h.p-hr. 

Heat  units  in  fuel  consumed  per  i.h.p-hr. 

Lb.  of  coal  as  fired  per  kw-hr. 

Lb.  of  steam  per  kw-hr. 

Heat   units   in  fuel  consumed   per   kw-hr. 

Ft-lb.  of  work  per  million  B.t.u. 

Lb.  of  coal  as  fired  per  water  h.p-hr. 


Lb.  of  coal  as  fired  per  air  h.p 
Lb.  of  steam  per  air  h.p-hr. 


-hr. 


Lb.  of  coal  as  fired  per  i.h.p-hr. 

Lb.  of  coal  as  fired  per  dyn.  h.p-hr. 

Lb.  of  steam  per  i.h.p-hr. 

Lb.  of  steam  per  dyn.  h.p-hr. 

Lb.  of  coal  as  fired  per  ton-mile. 

ation  between  B.t.u.  of  the  gas  output  per  lb.  of 
ry  fuel  and  calorific  value  of  1  lb.  of  dry  fuel. 


Note: — The  i.h.p.  and  brake  h.p.  in  this  table  refer  to  that  of  the  main  engine,  turbine,  or  watff- 
wheel,  and  the  kw.  to  the  power  measured  at  the  generator  terminals,  not  includiof  exciter 
output 
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j  Gas  and  Oil  Engines 


k  Waterwheels 


(1)  B.t.u.  per  i.h.p-hr. 

(2)  B.t.u.  per  br.  h.p-hr. 

(3)  Ft-lb.  of  net  work  per  B.t.u. 

(4)  Thermal  efficiency  referred  to  i.h.p. 

(5)  Thermal  efficiency  referred  to  br.  h.p. 

(6)  Lb.  of  oil  per  i.h.p-hr. 

(7)  Lb.  of  oil  per  br.  h.p-hr. 

(8)  Cu.  ft.  of  dry  gas  at  60  deg.  and  30  in.  per 
i.h.p-hr. 

(9)  Cu.  ft.  of  dry  gas  at  60  deg.  and  30  in.  per  br. 
h.p-hr. 

'    (1)     Relation  between  brake  h.p.  and  potential  h.p. 
of  total  water  used. 
(2)     Relation  between  kw-hr.  delivered  and  potential 
kw-hr. 


The  English  Standards  used  in  Tables  4  to  6  may  be  converted  into  metric 
units  (and  vice  versa)  by  the  use  of  the  following  factors: 


•s  for  Converting  English 

Units  to  Metric  Units. 

One  inch 

—  2.54         centimeters 

One  foot 

=  0.3048     meter 

One  sq.  in. 

=  6.4516     sq.  cm. 

One  cu.  ft. 

=  0.028317 cubic  meter 

One  U.  8.  gallon 

—  3.7854     Uters 

One  pound 

=  0.453592  kilogram 

One  lb.  per  sq.  in 

=  0.070307kg.  per  sq.  cm. 

One  foot-pound 

—  0.13826  meter-kilogram 

One  horsepower 

=  1.0139     cheval-vapeur 

One  B.t.u. 

=  0.252       kilogram -calorie 

One  deg.  Fahr. 

—  0.55556  deg.  centigrade 

Factors  for  Converting  Metric 

One  centimeter 
One  meter 
One  sq.  cm. 
One  cubic  meter 
One  liter 
One  kilogram 
One  kg.  per  sq.  cm. 
One  meter-kilogram 
One  cheval-vapeur 
One  kilogram-calorie 
One  deg.  centigrade 


Units  to  English  Units. 

=  0.3937  inch 

=  3.28083  foot 

=  0.155  sq.  in. 

=35.3145  cu.  ft 

=  0.26417  U.  8.  gaUon 

=  2.20462  pounds 

=14.223  lb.  per  sq.  in. 

=  7.233  foot-poimd 

=  0.98629  horsepower 

=  3.9683  B.tu. 

=  1.8  deg.  Fahr. 


The  "calorific  value"  of  fuel  is  the  number  of  heat  units  developed  in  completely  burning  one 
pound  of  the  fuel  including  the  heat  contained  in  any  water  vapor  formed  through  burning  the 
hydrogen  comi>onent.  This  is  the  higher  heat  value  and  not  the  so-called  net  or  available  heat 
value,  in  obtaining  which  the  latent  heat  in  the  vapor  thus  formed  is  deducted. 
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PART  in 

RULES  FOR  SAMPLING  AND  DRYING  COAL  AND  ASH 
AND  SAMPLING  STEAM  AND  GASES 

A    Sampling  and  Drying  Goal 

24  .Select  a  representative  shovelful  from  each  load^  as  it  is  drawn 
from  the  coal  pile  or  other  source  of  supply,  and  store  the  samples 
in  a  cool  place  in  a  covered  metal  receptacle.  When  all  the  coal 
has  thus  been  sampled,  break  up  the  lumps,  thoroughly  mix  the 
whole  quantity,  and  finally  reduce  it  by  the  process  of  repeated 
quartering  and  crushing  to  a  sample  weighing  about  5  Ib.^  the  largest 
pieces  being  about  the  size  of  a  pea.  From  this  sample  two  1-qt 
air-tight  glass  fruit  jars,  or  other  air-tight  vessels,  are  to  be  promptly 
filled  and  preserved  for  subsequent  determinations  of  moisture, 
calorific  value,  and  chemical  composition.  These  operations  should 
be  conducted  where  the  air  is  cool  and  free  from  drafts. 

26  When  the  sample  lot  of  coal  has  been  reduced  by  quartering  to 
say  100  lb.,  a  portion  weighing  say  15  to  20  lb.  should  be  withdrawn 
for  the  purpose  of  immediate  moisture  determination.  This  is  placed 
in  a  shallow  iron  pan  and  dried  on  the  hot  iron  boiler  flue  for  at 
least  12  hours,  being  weighed  before  and  after  drying  on  scales  reading 
to  quarter  ounces. 

26  The  moisture  thus  determined  is  approximately  reliable  for  an- 
thracite and  semi-bituminous  coals,  but  not  for  coals  containing  much 
inherent  moisture.  For  such  coals,  and  for  all  reliable  determinations 
the  following  method  should  be  pursued : 

Take  one  of  the  samples  contained  in  the  glass  jars,  and  subject  it  to  a 
thorough  air  drying,  by  spreading  it  in  a  thin  layer  and  exposing  it  for 
several  hours  to  the  atmosphere  of  a  warm  room,  weighing  it  before 
and  after,  thereby  determining  the  quantity  of  surface  moisture  it  con- 
tains. Then  crush  the  whole  of  it  by  running  it  through  an  ordiniuy 
coffee  miU  or  other  suitable  crusher  adjusted  so  as  to  produce  somewhat 
coarse  grains  (less  than  1-16  in.)>  thoroughly  mix  the  crushed  sample, 
select  from  it  a  portion  of  from  10  to  50  grams,*  weigh  it  in  a  balance 
which  will  easily  show  a  variation  as  small  as  1  part  in  1000,  and  dry  it 
for  one  hour  in  an  air  or  sand  bath  at  a  temperature  between  240  and 
280  deg.  fahr.,  (this  temperature  being  necessary  with  coal  which  is  not 

^  Or  say  one  small  shovelful  for  each  500  lb. 
«  Say  H  oi.  to  2  oi. 
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powdered).  Weigh  it  and  record  the  loss,  then  heat  and  weigh  again 
until  the  minimum  weight  has  been  reached.  The  difference  between  the 
original  and  the  minimum  weight  is  the  moisture  in  the  air-dried  coaL 
The  sum  of  the  moisture  thus  found  and  that  of  the  surface  moisture  is 
the  total  moisture. 

If  a  large  drying  oven  is  available,  the  moisture  may  be  determined 
by  heating  one  of  the  glass  jars  full  of  coal  (the  cover  being  removed) 
at  a  temperature  between  240  and  280  deg.  fahr.  until  it  reaches  a 
minimum  weight. 

With  certain  lignites  lower  temperatures  for  drying  may  be  advisable. 
(See  Appendix  No.  38.) 

B    Sampling  Ashes  and.Refuse 

27  The  general  method  above  described  may  also  be  followed  for 
obtaining  a  sample  of  the  ashes  and  refuse,  and  for  determining  the 
amo\mt  of  moisture,  if  any,  in  the  sample. 

C    Sampling  Steam 

28  Construct  a  sampling  pipe  or  nozzle  made  of  %-in.  iron  pipe 
and  insert  it  in  the  steam  main  at  a  point  where  the  entrained  moisture 
is  likely  to  be  most  thoroughly  mixed.  The  inner  end  of  the  pipe, 
which  should  extend  nearly  across  to  the  opposite  side  of  the  main, 
should  be  closed  and  the  interior  portion  perforated  with  not  less  than 
twenty  %-in.  holes  equally  distributed  from  end  to  end  and  preferably 
drilled  in  irregular  or  spiral  rows,  with  the  first  hole  not  less  than 
half  an  inch  from  the  wall  of  the  pipe. 

The  sampling  pipe  should  not  be  placed  near  a  point  where  water  may 
pocket  or  where  such  water  may  affect  the  amount  of  moisture  con- 
tained in  the  sample.  Where  non-return  valves  are  used,  or  where  there 
are  horizontal  connections  leading  from  the  boUer  to  a  vertical  outlet, 
water  may  coUect  at  the  lower  end  of  the  uptake  pipe  and  be  blown 
upward  in  a  spray  which  will  not  be  carried  away  by  the  steam  owing 
to  a  lack  of  velocity.  A  sample  taken  from  the  lower  part  of  this  pipe 
wiU  show  a  greater  amoimt  of  moisture  than  a  true  sample.  With  goose- 
neck connections  a  smaU  amount  of  water  may  coUeet  on  the  bottom 
of  the  pipe  near  the  upper  end  where  the  inclination  is  such  that  the 
tendency  to  flow  backward  is  ordinarily  counterbalanced  by  the  flow  of 
steam  forward  over  its  surface;  but  when  the  velocity  momentarily 
decreases  the  water  flows  back  to  the  lower  end  of  the  goose-neck  and 
increases  the  moisture  at  that  point,  making  it  an  undesirable  location 
for  sampling.  In  any  case  it  should  be  borne  in  mind  that  with  low 
velocities  the  tendency  is  for  drops  of  entrained  water  to  settle  to  the 
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bottom  of  the  pipe,  and  to  be  temporarily  broken  up  into  spray  when- 
ever an  abrupt  bend  or  other  disturbance  is  met.* 

29  If  it  is  necessary  to  attach  the  samplisg  nozzle  at  a  point  near 
the  end  of  a  long  horizontal  run,  a  drip  pipe  should  be  proTided  a 
short  distance  in  front  of  the  nozzle,  preferably  at  a  pocket  formed 
by  some  fitting,  and  the  water  running  along  the  bottom  of  the  main 
drawn  off,  weighed,  and  added  to  the  moisture  shown  by  the  calori- 
meter; or  better,  a  steam  separator  should  be  installed  at  the  point 
noted. 

30  In  testing  a  stationary  boiler  the  sampling  pipe  should  be  lo- 
cated as  near  as  practicable  to  the  boiler,  and  the  same  is  true  as 
regards  the  thermometer-well  when  the  steam  is  superheated.  In  an 
engine  or  turbine  test  these  locations  should  be  as  near  as  practicable 
to  the  throttle  valve.  In  the  test  of  a  plant  where  it  is  desired  to  get 
complete  information,  especially  where  the  steam  main  is  unusually 
long,  sampling  nozzles  or  thermometer-wells  should  be  provided  at 
both  points,  so  as  to  obtain  data  at  either  point  as  may  be  required. 

31  In  a  locomotive,  the  calorimeter  should  be  attached  either  to  ' 
the  steam  dome  where  it  may  be  connected  to  the  throttle  opening,  or 
to  the  steam  passage  in  the  saddle  casting  on  one  side. 

D    Sampling  Gases 

32  Producer  Gas.  A  satisfactory  sample  of  the  gas  flowing 
through  the  main  may  be  obtained  by  tapping  into  the  main  a  %-in. 
pipe,  extending  it  to  the  center,  the  end  of  the  pipe  being  left  open. 
The  point  of  attachment  should  be  near  the  producer  or  near  the 
scrubber  according  as  the  gas  is  used  for  heating  purposes  or  for 
power,  or  if  desired  samples  may  be  obtained  at  both  points.  The 
thermometer  showing  the  temperature  of  the  gas  should  be  located  near 
the  sampling  pipe. 

33  Flue  Gases.  The  sample  for  flue  gas  analysis  should  be  drawn 
from  the  region  near  the  center  of  the  main  body  of  escaping  gases, 
using  a  sampling  pipe  not  larger  than  %-in.  gas  pipe.  The  point 
selected  should  be  one  where  there  is  no  chance  for  air-leakage  into 
the  flue  which  could  aifect  the  average  quality.  In  a  round  or  square 
flue  having  an  area  of  not  more  than  one-eighth  of  the  grate  surface, 
the  sampling  pipe  may  be  introduced  horizontally  at  a  centre  line, 
or  preferably  a  little  higher  than  this  line,  and  the  pipe  should  con- 

*  With   reference  to  sampling  exhauat  steam  see  paper  by  H.  Q.  Stott  and  R.  J.  S.  Pigott  • 
Trans.  Am.  Soc.  M.  E.,  Vol.  82,  pp.  75-77. 
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tain  perforations  ojctending  the  whole  length  of  the  part  immersed, 
pointing  toward  the  current  of  gas,  the  collective  area  of  the  perfora- 
tions being  less  than  the  area  of  the  pipe.  The  pipe  should  be  fre- 
quently removed  and  cleaned. 

It  is  advisable  to  take  samples  both  from  the  flue  and  from  the 
furnace,  so  as  to  determine  the  amount  of  air  leakage  through  the 
setting  and  the  changes  in  the  composition  of  the  gas  between  the 
furnace  and  the  flue.  It  is  best  to  draw  a  continuous  sample,  using 
a  suitable  aspirator,  and  provide  a  branch  pipe  from  which  to  obtain 
the  test-sample.  The  test-sample  can  then  be  taken  either  momentarily 
or  continuously,  according  to  the  requirements. 
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SECOND  SECTION:  INDIVIDUAL  CODES 

PART  IV 

RULES  FOR  CONDUCTING  EVAPORATIVE  TESTS  OF 

BOILERS 

OBJECT  AND  PREPARATIONS 

34  Determine  the  object  of  the  test,  take  the  dimensions,  note  the 
physical  conditions,  examine  for  leakages,  install  the  testing  ap- 
pliances, etc.,  as  pointed  out  in  the  general  instructions  given  in  f  1 
to  33,  and  make  preparations  for  the  test  accordingly. 

FUEL 

35  Determine  the  character  of  fuel  to  be  used.*  For  tests  of 
maximum  efficiency  or  capacity  of  the  boiler  to  compare  with  other 
boilers,  the  coal  should  be  of  some  kind  which  is  conunercially  regarded 
as  a  standard  for  the  locality  where  the  test  is  made. 

In  the  Eastern  States  the  standards  thus  regarded  for  semi-bituminous 
coals  are  Pocahontas  (Va.  and  W.  Va.)  and  New  River  (W.  Va.)  ;  for 
anthracite  coals  those  of  the  No.  1  buckwheat  size,  fresh-mined,  con- 
taining not  over  13  per  cent  ash  by  analysis;  and  for  bituminous  coals, 
Youghiogheny  and  Pittsburgh  coals.  In  some  sections  east  of  the  Alle- 
gheny Mountains  the  semi-bituminous  Clearfield  (Pa.)  and  Cumber- 
land (Md.)  are  also  considered  as  standards.  These  coals  when  of 
good  quality  possess  the  essentials  of  excellence,  adaptability  to  vari- 
ous kinds  of  furnaces,  grates,  boilers,  and  methods  of  firing  required, 
besides  being  widely  distributed  and  generally  accessible  in  the  Eastern 
market. 

There  are  no  special  grades  of  coal  mined  in  the  Western  States 
which  are  widely  and  generally  considered  as  standards  for  testing 
purposes,  the  best  coal  obtainable  in  any  particular  locality  being 
regarded  as  the  standard  of  comparison. 

36  A  coal  selected  for  maximum  efficiency  and  capacity  tests 
should  be  the  best  of  its  class,  aud  especially  free  from  slagging  and 
unusual  clinker-forming  impurities. 

37  For  guarantee  and  other  tests  with  a  specified  coal  containing 
not  more  than  a  certain  amount  of  ash  and  moisture,  the  coal  selected 

>  This  code  relates  primarily  to  tests  me  do  with  coal.     For  reference  to  oil  and  gaa  fuel  teata 
me  ^61. 
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should  not  be  higher  in  ash  and  in  moisture  than  the  stated  amounts, 
because  any  increase  is  liable  to  reduce  the  efficiency  and  capacity 
more  than  the  equivalent  proportion  of  such  increase. 

38  In  cases  of  guarantee  tests  with  fuel  of  a  specified  calorific 
vahie^  there  should  be  a  clear  imderstanding  as  to  the  permissible 
variation  from  the  given  value. 

39  The  size  of  the  coal,  especially  where  it  is  of  the  anthracite 
class,  should  be  determined  by  screening  a  suitable  sample.  (See  f  9f 
and  Appendix  No.  7  for  list  of  sizes.) 

APPARATUS  AND  INSTRUMENTS 

40  The  apparatus  and  instruments  required  for  boiler  tests  are : 

(a)     Platform  scales  for  weighing  coal  and  ashes. 
(&)     Oraduated  scales  attached  to  the  water  glasses. 

(c)  Tanks   and   platform    scales  for   weighing   water    (or   water   meters 

calibrated  in  place). 

(d)  Pressure  gages,  thermometers,  and  draft  gages. 

(e)  Calorimeters  for  determining  the  calorific  value  of  fuel  and  the  quality 

of  steam. 
{/)     Pyrometers. 
{g)     Oas  analyzing  apparatus. 

41  Full  directions  regarding  the  use  and  calibration  of  the  above- 
mentioned  appliances  are  given  under  the  heading  Apparatus  and 
Instruments,  ^f  7  to  9,  and  in  1[  24  to  33. 

42  For  particulars  regarding  the  best  location  of  the  various  in- 
struments and  apparatus,  see  Appendix  No.  24. 

OPERATING  CONDITIONS 


43  Determine  what  the  operating  conditions  and  method  of  firing 
should  be  to  conform  to  the  object  in  view,  as  pointed  out  in  ^  14, 
and  see  that  they  prevail  throughout  the  trial,  as  nearly  as  possible. 

Where  uniformity  in  the  rate  of  evaporation  is  required,  arrangement  can 
usuaUy  be  made  to  dispose  of  the  steam  so  that  this  result  can  be 
attained.  In  a  single  boiler  it  may  be  accomplished  by  discharging 
steam  through  a  waste  pipe  and  regulating  the  amount  by  means  of 
a  valve.  In  a  battery  of  boilers,  in  which  only  one  is  tested,  the  draft 
may  be  regulated  on  the  remaining  boilers  to  meet  the  varying  demands 
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SECOND  SECTION:  INDIVIDUAL  CODES 

PART  IV 

RULES  FOR  CONDUCTING  EVAPORATIVE  TESTS  OF 

BOILERS 

OBJECT  AND  PREPARATIONS 

34  Determine  the  object  of  the  test,  take  the  dimensions,  note  the 
physical  conditions,  examine  for  leakages^  install  the  testing  ap- 
pliances, etc.,  as  pointed  out  in  the  general  instructions  given  in  f  1 
to  33,  and  make  preparations  for  the  test  accordingly. 

FUEL 

35  Determine  the  character  of  fuel  to  be  used.^  For  tests  of 
maximum  efficiency  or  capacity  of  the  boiler  to  compare  with  other 
boilers,  the  coal  should  be  of  some  kind  which  is  commercially  regarded 
as  a  standard  for  the  locality  where  the  test  is  made. 

In  the  Eastern  States  the  standards  thus  regarded  for  semi-bitaminoos 
coals  are  Pocahontas  (Va.  and  W.  Va.)  and  New  River  (W.  Va.) ;  for 
anthracite  coals  those  of  the  No.  1  buckwheat  size,  fresh-mined,  con- 
taining not  over  13  per  cent  ash  by  analysis;  and  for  bituminous  coals, 
Youghiogheny  and  Pittsburgh  coals.  In  some  sections  east  of  the  Alle- 
gheny Mountains  the  semi-bituminous  Clearfield  (Pa.)  and  Cumber- 
land (Md.)  are  also  considered  as  standards.  These  coals  when  of 
good  quality  possess  the  essentials  of  excellence,  adaptability  to  vari- 
ous kinds  of  furnaces,  grates,  boilers,  and  methods  of  firing  required, 
besides  being  widely  distributed  and  generally  accessible  in  the  Eastern 
market. 

There  are  no  special  grades  of  coal  mined  in  the  Western  States 
which  are  widely  and  generally  considered  as  standards  for  testing 
purposes,  the  best  coal  obtainable  in  any  particular  locality  being 
regarded  as  the  standard  of  comparison. 

36  A  coal  selected  for  maximum  efficiency  and  capacity  tests 
should  be  the  best  of  its  class,  and  especially  free  from  slagging  and 
unusual  clinker-forming  impurities. 

37  For  guarantee  and  other  tests  with  a  specified  coal  containing 
not  more  than  a  certain  amount  of  ash  and  moisture,  the  coal  selected 

^  This  code  relates  primarily  to  te3ta  ma  do  with  coal.     For  reference  to  oil  and  gas  fuel  tests 

see  ^61. 
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should  not  be  higher  in  ash  and  in  moisture  than  the  stated  amounts, 
because  any  increase  is  liable  to  reduce  the  efficiency  and  capacity 
more  than  the  equivalent  proportion  of  such  increase. 

38  In  cases  of  guarantee  tests  with  fuel  of  a  specified  calorific 
value,  there  should  be  a  clear  understanding  as  to  the  permissible 
variation  from  the  given  value. 

39  The  size  of  the  coal,  especially  where  it  is  of  the  anthracite 
class,  should  be  determined  by  screening  a  suitable  sample.  (See  f  9f 
and  Appendix  No.  7  for  list  of  sizes.) 

APPARATUS  AND  INSTRUMENTS 

40  The  apparatus  and  instruments  required  for  boiler  tests  are : 

(a)     Platform  scales  for  weighing  coal  and  ashes. 
(&)     Graduated  scales  attached  to  the  water  glasses. 

(c)  Tanks   and   platform   scales   for   weighing   water    (or   water   meters 

calibrated  in  place). 

(d)  Pressure  gages,  thermometers,  and  draft  gages. 

(e)  Calorimeters  for  determining  the  calorific  value  of  fuel  and  the  quality 

of  steam. 
(/)     Pyrometers. 
(g)     Gkis  analyzing  apparatus. 

41  Full  directions  regarding  the  use  and  calibration  of  the  above- 
mentioned  appliances  are  given  under  the  heading  Apparatus  and 
Instruments,  ^  7  to  9,  and  in  ^  24  to  33. 

42  For  particulars  regarding  the  best  location  of  the  various  in- 
struments and  apparatus,  see  Appendix  No.  24. 

OPERATING  CONDITIONS 

43  Determine  what  the  operating  conditions  and  method  of  firing 
should  be  to  conform  to  the  object  in  view,  as  pointed  out  in  ^  14, 
and  see  that  they  prevail  throughout  the  trial,  as  nearly  as  possible. 

Where  uniformity  in  the  rate  of  evaporation  is  required,  arrangement  can 
usually  be  made  to  dispose  of  the  steam  so  that  this  result  can  be 
attained.  In  a  single  boiler  it  may  be  accomplished  by  discharging 
steam  through  a  waste  pipe  and  regulating  the  amount  by  means  of 
a  valve.  In  a  battery  of  boilers,  in  which  only  one  is  tested,  the  draft 
may  be  regulated  on  the  remaining  boilers  to  meet  the  varying  demands 
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for  steam,   leaving  the  test  boiler  to   work   under  a  steady  rate  of 
evaporation. 

DURATION 

44  The  duration  of  tests  to  determine  the  efficiency  of  a  hand-fired 
boiler  should  be  at  least  10  consecutive  hours.  In  case  the  rate  of 
combustion  is  less  than  25  lb.  per  square  foot  of  grate  per  hour,  the 
tests  should  be  continued  for  such  a  time  as  may  be  required  to  bum 
a  total  of  at  least  250  lb.  of  coal  per  square  foot  of  grate.  Tests  of 
longer  duration  than  10  hours  are  advisable  in  order  to  obtain  greater 
accuracy. 

45  In  the  case  of  a  boiler  using  a  mechanical  stoker,  the  duration, 
where  practicable,  should  be  at  least  24  hours.  If  the  stoker  is  of  a 
type  that  permits  the  quantity  and  condition  of  the  fuel  bed  at  be- 
ginning and  end  of  the  test  to  be  accurately  estimated,  the  duration 
may  be  reduced  to  10  hours,  or  such  time  as  may  be  required  to  bum 
the  above  noted  total  of  250  lb.  per  sq.  ft. 

In  commercial  tests  where  the  service  requires  continuous  operation  ni^t 
and  day,  with  frequent  shifts  of  firemen,  the  duration  of  the  test, 
whether  the  boilers  are  hand-fired  or  stoker-fired,  should  be  at  least 
24  hours.  Likewise  in  commercial  tests,  either  of  a  single  boiler  or 
of  a  plant  of  several  boilers,  which  operate  regularly  a  certain  number 
of  hours  and  during  the  balance  of  the  day  the  fires  are  banked,  the 
duration  should  not  be  less  than  24  hours. 

The  duration  of  tests  to  determine  the  maximum  evaporative  capacity 
of  a  boiler,  without  determining  the  efficiency,  should  not  be  less  than 
three  hours. 

STARTING  AND  STOPPING 

46  The  conditions  regarding  the  temperature  of  the  furnace  and 
boiler,  the  quantity  and  quality  of  the  live  coal  and  ash  on  the  grates, 
the  water  level,  and  the  steam  pressure,  should  be  as  nearly  as  possible 
the  same  at  the  end  as  at  the  beginning  of  the  test. 

47  To  secure  the  desired  equality  of  conditions  with  hand-fired 
boilers,  the  following  method  should  be  employed :  , 

The  furnace  being  well  heated  by  a  preliminary  run,  bum  the  fire  low, 
and  thoroughly  clean  it,  leaving  enough  live  coal  spread  evenly  over 
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the  grate  (say  from  2  to  4  in.)^,  to  serve  as  a  foundation  for  the 
new  fire.  Note  quickly  the  thickness  of  the  coal  bed  as  nearly  as  it 
can  be  estimated  or  measured;  also  the  water  level*,  the  steam  pressure, 
and  the  time,  and  record  the  latter  as  the  starting  time.  Fresh  coal 
should  then  be  fired  from  that  weighed  for  the  test,  the  ashpit  thor- 
oughly cleaned,  and  the  regular  work  of  the  test  proceeded  with. 

Before  the  end  of  the  test  the  fire  should  again  be  burned  low  and 
cleaned  in  such  a  manner  as  to  leave  the  same  amount  of  live  coal 
on  the  grate  as  at  the  start.  When  this  condition  is  reached,  observe 
quickly  the  water  level',  the  steam  pressure,  and  the  time,  and  record 
the  latter  as  the  stopping  time.  If  the  water  level  is  lower  than  at 
the  beginning,  a  correction  should  be  made  by  computation,  rather  than 
by  feeding  additional  water.  Finally  remove  the  ashes  and  refuse  from 
the  ashpit. 

In  a  plant  containing  several  boilers  where  it  is  not  practicable  to 
clean  thenr  simultaneously,  the  fires  should  be  cleaned  one  after  the 
other  as  rapidly  as  may  be,  and  each  one  after  cleaning  charged  with 
enough  coal  to  maintain  a  thin  fire  in  good  working  condition.  After 
the  last  fire  is  cleaned  and  in  working  condition,  bum  all  the  fires 
low  (say  4  to  6  in.),  note  quickly  the  thickness  of  each,  also  the  water 
levels,  steam  pressure,  and  time,  which  last  is  taken  as  the  starting 
time.  Likewise  when  the  time  arrives  for  closing  the  test,  the  fires 
should  be  quickly  cleaned  one  by  one,  and  when  this  work  is  completed 
they  should  all  be  burned  low  the  same  as  at  the  start,  and  the  various 
final  observations  made  as  noted. 

In  the  case  of  a  large  boiler  having  several  furnace  doors  requiring 
the  fire  to  be  cleaned  in  sections  one  after  the  other,  the  above  directions 
pertaining  to  starting  and  stopping  in  a  plant  of  several  boilers  may 
be  followed. 

48  To  obtain  the  desired  equality  of  conditions  of  the  fire  when  a 
mechanical  stoker  other  than  a  chain  grate  is  used,  the  procedure 
should  be  modified  where  practicable  as  follows: 

Regulate  the  coal  feed  so  as  to  bum  the  fire  to  the  low  condition  required 
for  cleaning.  Shut  off  the  coal-feeding  mechanism  and  fill  the  hoppers 
level  fuU.  Clean  the  ash  or  dump  plate,  note  quickly  the  depth  and 
condition  of  the  coal  on  the  grate,  the  water  level,*  the  steam  pressure, 
and  the  time,  and  record  the  latter  as  the  starting  time.  Then  start 
the  coal-feeding  mechanism,  clean  the  ashpit,  and  proceed  with  the 
regular  work  of  the  test. 

When  the  time  arrives  for  the  dose  of  the  test,  shut  off  the  coal- 
feeding  mechanism,  fill  the  hoppers  and  bum  the  fire  to  the  same  low 

1  1  to  2  in.  for  amall  anthracite  coals. 

*  Do  not  blow  down  the  water-glass  column  for  at  least  one  hour  before  Uieee  readings  are 
taken.  An  erroneous  indication  may  otherwise  be  caused  by  a  change  of  temperature  and  density 
of  the  water  within  the  column  and  connecting  pipe. 
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point  as  at  the  beginning.  •  When  this  condition  is  reached,  note  the 
water  level,  the  steam  pressure,  and  the  time,  and  record  the  latter  as 
the  stopping  time.     Finally  clean  the  ash  plate  and  haul  the  ashes. 

In  the  case  of  chain  grate  stokers,  the  desired  operating  conditions 
should  be  maintained  for  half  an  hour  before  starting  a  test  and  for 
a  like  period  before  its  close,  the  height  of  stoker  gate  or  throat  pl&te 
and  the  speed  of  the  grate  being  the  same  during  both  of  these  periods. 


RECORDS 

49  The  records  of  data  should  be  obtained  as  pointed  out  in  Part  I, 
If  15  to  18.  Half -hourly  readings  of  the  instruments  are  usually 
sufficient.  If  there  are  sudden  and  wide  fluctuations,  the  readings  in 
such  cases  should  be  taken  every  fifteen  minutes,  and  in*6ome  instances 
oftener. 

In  hand -fired  tests  the  coal  should  be  weighed  and  delivered  to  the  firemen 
in  portions  sufficient  for  one  hour 's  run,  thereby  ascertaining  the  degree 
of  uniformity  of  firing.  An  ample  supply  of  coal  should  be  maintained 
at  aU  times,  but  the  quantity  on  the  floor  at  the  end  of  each  hour  should 
be  as  small  as  practicable,  so  that  the  same  may  be  readily  estimated 
and  deducted  from  the  total  weight.  Likewise  in  stoker  tests  the  weight 
of  coal  fed  each  hour  to  the  furnace  should  be  obtained. 

The  records  should  be  such  as  to  ascertain  also  the  consumption  of 
foedwater  each  hour,  and  thereby  determine  the  degree  of  uniformity 
of  evaporation. 

QUALITY  OF  STEAM 

50  If  the  boiler  docs  not  produce  superheated  steam  the  percentage 
of  moisture  in  the  steam  should  be  determined  by  the  use  of  a 
throttling  or  separating  calorimeter,  in  the  manner  pointed  out  in 
Part  III,  ^  ^-29.  If  the  boiler  has  superheating  surface,  the  tempera- 
ture of  the  steam  should  be  determined  by  the  use  of  a  thermometer 
inserted  in  a  thermometer-well,  as  pointed  out  in  If  9h,  Part  I. 


SAMPLING  ANDIDRYINGICOAL 

51  During  the  progress  of  the  test  the  coal  should  be  regularly 
sampled  for  the  purpose  of  analysis  and  determination  of  moisture,  in 
the  manner  pointed  out  in  Part  III,  K  24  to  26. 
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ASHES  AND  REFUSE 

62  The  ashes  and  refuse  withdrawn  from  the  furnace  and  ashpit 
during  the  progress  of  the  test  and  at  its  close  should  be  weighed  so 
far  as  possible  in  a  dry  state.  If  wet,  the  amount  of  moisture  should 
be  ascertained  and  allowed  for,  a  sample  being  taken  and  dried  for 
this  purpose.  This  sample  may  serve  also  for  analysis,  for  the 
determination  of  unburned  carbon,  and  for  fusing  tests.* 

CALORIFIC  TESTS  AND  ANALYSES  OF  COAL 

63  The  quality  of  the  fuel  should  be  determined  by  calorific  tests 
and  analyses  of  the  coal  sample  above  referred  to.  Directions  for 
making  these  tests  and  analyses  will  be  found  in  Part  I  under  the 
headings  Coal  Calorimeters  and  Coal  Analysis  Apparatus,  f  9n  and 
^  9p  and  in  Appendices  Nos.  12  and  14. 

ANALYSES  OF  FLUE  GASES 

64  For  approximate  determinations  of  the  composition  of  the  flue 
gases,  the  Orsat  apparatus,  or  some  modification  thereof,  should  be 
employed.  If  momentary  samples  are  obtained  the  analyses  should 
be  made  as  frequently  as  possible,  say  every  15  to  30  minutes,  de- 
pending on  the  skill  of  the  operator,  noting  the  furnace  and  firing 
conditions  at  the  time  the  sample  is  drawn.  If  the  sample  drawn  is  a 
continuous  one,  the  intervals  may  be  made  longer. 

66  Fuller  directions  will  be  foimd  in  Part  I,  under  the  heading 
Gas  Analysis  Apparatus,  If  9q,  and  in  Appendix  No.  15. 

SMOKE  OBSERVATIONS 

66  In  tests  of  bituminous  coals  requiring  a  determination  of  the 
amount  of  smoke  produced,  observations  should  be  made  regularly 
throughout  the  trial  at  intervals  of  five  minutes  (or  if  necessary 
every  minute),**  noting  at  the  same  time  the  furnace  and  firing  con- 
ditions. 

67  Full  particulars  regarding  these  observations  are  given  in  Part 
I,  under  the  heading  Appliances  and  Methods  Pertaining  to  Smoke 
Determination,  Tf  9r,  and  in  Appendices  Nos.  16  and  17. 

*  See  paper  by  F.  C.  Hubley  on  Bituminoua  Coals;  Predetermination  of  Their  Clinkering  Action 
(pToc.  The  Engineers^  Club  of  Phila,  Jan.  1016)  and  by  Lionel  8.  Marks  on  the  Clinkering  of 
Coal  (Trans.  Am.  Soc.    M.  E.,  vol.  36.  p.  801). 

*^  For  observations  covering  a  period  of  one  or  more  single  6rings.  Uie  intervals  should 
b«  quarter-minutea 
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CALCULATION  OF  RESULTS 

58a    Corrections  for  Quality  of  Steam 

When  the  percentage  of  moistare  is  less  than  2  per  cent  it  is  suffi- 
cient merely  to  deduct  the  percentage  from  the  weight  of  water  fed, 
in  which  case  the  factor  of  correction  for  quality  is 

_  per  cent  moisture 
100 

When  the  percentage  is  greater  than  2  per  cent  or  if  extreme  aecnraey 
is  required,  the  factor  of  correction  is 

in  which  P  is  the  proportion  of  moisture;^  H  the  total  heat  of  1  lb.  of 
saturated  steam,  A,  the  heat  in  water  at  the  temperature  of  satiurated 
steam,  and  h  the  heat  in  water  at  the  feed  temperature. 

When  the  steam  is  superheated  the  factor  of  correction  for  quality  of 

steam  is    .>   -,    in  which  Hb  is  the  total  heat  of  1  lb.  of  superheated  steam 
ti — n 

of  the  observed  temperature  and  pressure. 

Unless  otherwise  provided,  a  combined  boiler  and  superheater  should 

be  treated  as  one  unit,  and  the  equivalent  of  the  work  done  by  the 

superheater  should  be  included  in  the  evaporative  work  of  the  boiler. 

58b    Correction  for  Steam  or  Power  Used  for  Aiding  Combustion 

The  quantity  of  steam  or  power,  if  any,  used  for  producing  drafts 
injecting  fuel,  or  aiding  combustion,  should  be  determined  and  recorded 
in  the  Table  of  Data  and  Besults.  There  should  also  be  recorded,  by 
foot-note  below  the  table,  a  statement  showing  whether  or  not  a  deduc- 
tion has  been  made  from  the  total  evaporation  for  steam  or  power  so 
used,  and  if  such  deduction  has  been  made,  the  method  of  computing  it 

58c    Equivalent  Evaporation 

The  ''equivalent  evaporation  from  and  at  212  deg. "  is  obtained  by 
multiplying  the  weight  of  water  evaporated,  corrected  for  moisture  in 
steam,  by  the  ''factor  of  evaporation."    The  latter  equals. 

H—h 
970.4 

in  which  H  and  h  are  respectively  the  total  heat  of  saturated  steam 
and  of  the  feedwater  entering  the  boiler. 

The  "factor  of  evaporation"  and  the  ''factor  of  correction  for 
quality  of  steam"  may  be  combined  into  one  expression  in  the  case  of 
superheated  steam  as  follows: 
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970.4 

58d    Efficiency 

The  ''efficiency  of  boiler,  furnace  and  grate"  is  the  relation  between  the 
heat  absorbed  per  pound  of  dry  coal,  and  tlie  calorific  value  of  one 
pound  of  dry  coal,  or  the  relation  between  the  two  based  on  coal  as  fired. 

The  "efficiency  based  on  combustible"  is  the  relation  between  the 
heat  absorbed  per  pound  of  combustible  burned,  and  the  calorific  value 
of  one  pound  of  combustible.  This  expression  of  efficiency  furnishes 
an  approximate  means  for  comparing  the  results  of  different  tests,  w^en 
the  losses  of  unburned  coal  due  to  grates,  cleaning,  etc.,  are  eliminated. 
(For  "furnace  efficiency"  see  Appendix  No.  32). 

The  "combustible  burned"  is  determined  by  subtracting  from  the 
weight  of  coal  supplied  to  the  boiler,  the  moisture  in  the  coal,  the 
weight  of  ash  and  unburned  coal  withdrawn  from  the  furnace  and 
ashpit,  and  the  weight  of  dust,  soot,  and  refuse,  if  any,  withdrawn 
from  the  tubes,  flues,  and  combustion  chambers,  including  ash  carried 
away  in  the  gases,  if  any,  determined  from  the  analyses  of  coal  and 
ash.*  The  "combustible"  used  for  determining  the  calorific  value  is 
the  weight  of  coal  less  the  moisture  and  ash  found  by  analysis. 

The  "heat  absorbed"  per  pound  of  coal,  or  combustible,  is  calcu- 
lated by  multiplying  the  equivalent  evaporation  from  and  at  212  deg. 
per  lb.  of  coal  or  combustible  by  970.4. 


58e    Heat  Balance 

A  "heat  balance,"  or  approximate  distribution  of  the  calorific 
value  of  one  lb.  of  dry  coal  among  the  several  items  of  heat  utilized 
and  heat  lost,  should  be  obtained  in  cases  where  the  flue  gases  have  been 
analyzed  and  a  complete  analysis  made  of  the  coal. 

The  loss  due  to  moisture  in  the  coal  is  found  by  multiplying  the 
total  heat  of  one  pound  of  superheated  steam  at  the  temperature  of 
the  escaping  gases,  calculated  from  the  temperature  of  the  air  in  the 
boiler  room,  by  the  proportion  of  moisture  referred  to  dry  coal. 

The  loss  due  to  moisture  formed  by  the  burning  of  hydrogen  is 
obtained  by  multiplying  the  total  heat  of  one  pound  of  superheated 
steam  at  the  temperature  of  the  escaping  gases,  calculated  from  the 
temperature  of  the  air  in  the  boiler  room,  by  the  proportion  of  the 
hydrogen  determined  from  the  analysis  of  the  coal  referred  to  dry 
coal,  and  multiplying  the  result  by  9. 

The  loss  due  to  heat  carried  away  in  the  dry  gases  is  found  by 
multiplying  the  weight  of  gas  per  pound  of  dry  coal  by  the  elevation  of 
temperature  of  the  gases  above  the  temperature  of  the  boiler  room,  and 
by  the  specific  heat  of  the  gases  (0.24).    The  weight  of  gas  per  pound 

*  In  cases  of  high  rates  of  combustion  the  determination  of  the  combustible  burned  may  be 
subject  to  considerable  error  on  account  of  the  loss  of  cinder,  soot,  and  unburned  fuel  which  are 
blown  to  waste. 
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of  dry  coal  is  obtained  by  finding  the  weight  of  dry  gas  per  pound  of 
carbon  burned,  using  the  formula 

11  C0,+8  0+7  (CO+N) 
3  (CO,-f  CX)) 

in  which  GOs,  CO,  O,  and  N  are  expressed  in  percentages  by  volume, 
and  multiplying  this  result  by  the  proportion  of  the  carbon  burned  to 
the  whole  amount  of  coal  as  determined  from  the  results  of  the  analysis 
of  the  coaly  ash,  and  refuse. 

The  loss  due  to  incomplete  combustion  of  carbon  is  found  by  first 
obtaining  the  proportion  of  the  carbon  monoxide  in  the  gases  to  the 
simi  of  the  carbon  monoxide  and  carbon  dioxide,  then  multiptying  this 
proportion  by  the  proportion  of  carbon  in  the  coal  minus  the  carbon  lost 
in  the  ash  and  refuse,  referred  to  the  total  carbon  in  the  coal,  and  finally 
multiplying  the  product  by  10,150,  which  is  the  number  of  heat  units 
generated  by  burning  to  carbon  dioxide  one  pound  of  carbon  contained 
in  carbon  monoxide. 

The  loss  due  to  combustible  matter  in  the  ash  and  refuse  is  found 
by  multiplying  the  proportion  that  this  combustible  bears  to  the  whole 
amount  of  dry  coal,  by  its  calorific  value  per  pound.  For  most  purposes 
it  is  sufficient  to  assume  the  latter  to  be  14,600  B.t.u^  the  same  as  that 
of  carbon. 

The  loss  due  to  moisture  in  the  air  is  determined  by  multiplying 
the  weight  of  such  moisture  per  pound  of  dry  coal  by  the  elevation  of 
temperature  of  the  flue  gases  above  the  temperature  of  the  boiler  room 
and  by  0.47.  The  weight  of  moisture  is  f(fund  by  multiplying  the  weight 
of  air  per  pound  of  dry  coal  by  the  moisture  in  one  pound  of  air  deter- 
mined from  readings  of  the  wet  and  dry-bulb  thermometer. 

58f    Heat  of  Combustion  of  Coal,  by  Analysis 

The  heat  of  combustion  may  be  computed  from  the  results  of  the 
ultimate  analysis  by  using  the  formula 

14,600  C +62,000  (H ^)  +4000  S 

in  which  C,  H,  O,  and  S  refer  to  the  proportions  of  carbon,  hydrogen, 
oxygen,  and  sulphur,  respectively. 


58g    Air  for  Combustion 

The  quantity  of  air  used  may  be  calculated  by  the  formulae 

3.032  N 


Lb.  of  air  per  lb.  of  carbon  — 


COa+CO 
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in  which  N,  CO,  and  CO  are  the  percentages  of  dry  gas  obtained  by 
analysis,  and 

Lb.  of  air  per  lb.  of  coal  =  lb.  air  per  lb.  C  X  (per  cent  C  in  the  coal 
less  per  cent  carbon  in  refuse  referred  to  coal). 

The  ratio  of  the  air  supply  to  that  theoretically  required  for  com- 

N 
plete  combustion  is  

N— 3.782(0— JCO) 

DATA  AND  RESULTS 

69  The  data  and  results  should  be  reported  in  accordance  with 
the  form  printed  below  (Table  7),  adding  lines  for  data  not  provided 
for,  or  omitting  those  not  required,  4s  may  conform  to  the  object  in 
view.  If  a  shorter  form  of  report  is  desired  the  items  in  fine  print 
designated  by  letters  of  the  alphabet  may  be  omitted ;  or  if  only  the 
principal  data  and  results  are  desired  the  subjoined  abreviated  table 
(Table  8)  may  be  used.  Unless  otherwise  indicated,  the  items  should 
be  the  averages  of  the  data. 

CHART 

60  In  trials  having  for  an  object  the  determination  and  exposi- 
tion of  the  complete  boiler  performance,  the  entire  log  of  readings 
and  data  should  be  plotted  on  a  chart  and  represented  graphically. 
See  Appendix  No.  23. 

TESTS  WITH  OIL  AND  GAS  FUELS 

61  Tests  of  boilers  using  oil  or  gas  for  fuel  should  accord  with 
the  rules  here  given,  excepting  as  they  are  varied  to  conform  to  the 
particular  characteristics  of  the  fuel.  The  proper  length  of  tests  with 
gas  and  oil  fuels  may  be  determined  by  a  consideration  of  the  pro- 
bable errors  and  the  degree  of  accuracy  desired,  the  minimum  dura- 
tion for  economy  tests  being  5  liours.  With  these  fuels  the  "flying" 
method  of  starting  and  stopping  is  employed. 

The  table  of  data  and  results  should  contain  items  stating  character  of 
furnace  and  burner,  quality  and  composition  of  Oil  or  gas,  temperature 
of  oil,  and  data  regarding  the  performance  of  apparatus  supplying  the 
fuel. 
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TABLE  7    DATA  AND  RESULTS  OF  EVAPORATIVE  TEST 

Code  of  1915 

(1)     Test  of boiler  located  at 

To  determine 

Test  conducted  by  , 


Dimensions 

(2)  Number  and  kind  of  boilers 

(3)  Kind  of  furnace   

(4)  Grate  surface  (width length ) • sq.  ft 

(a)  Approximate  width  of  air  openinss  in  grate in. 

(b)  Percentage  of  area  of  air  openings  to  grate  surface p«r  cent 

(5)  Water  heating  surface aq.  ft 

(6)  Superheating  surface aq.  ft 

(7)  Total  heating  surface aq.  ft 

(o)     Ratio  of  water  heating  surface  to  grate  surface ( — )  to  1 

(b)  Ratio  of  total  heating  surface  to  grate  surface ( — )  to  1 

(c)  Ratio  of  minimum  draft  area  to  grate  surface 1  to  ( — ) 

id)     Volume  of  combustion  space  between  grate  and  heating  surface cu.  ft. 

(«)     Distance  from  center  of  grate  to  nearest  heating  surface ft. 

Date,  Duration,  etc. 

(8)  Date    

(9)  Duration    hr. 

(10)  Kind  and  size  of  coal  

AvERAOs  Pressures,  Tempseultures,  etc. 

(11)  Steam  pressure  by  gage lb.  per  sq.  in. 

(a)    Barometric  pressure    in.  of  mercury 

(12)  Temperature  of  steam,  if  superheated deg. 

(a)    Normal  temperature  of  saturated  steam dag. 

(13)  Temperature  of  feed  water  entering  boiler d^. 

(a)    Temperature  of  feed  water  entering  economiier deg. 

ib)    Increase  of  temi>erature  of  water  due  to  economizer dsf. 

(14)  Temperature  of  escaping  gases  leaving  boiler deg. 

(a)    Temperature  of  gases  leaving  economizer deg. 

ib)    Decrease  of  temperature  of  gases  due  to  economizer deg. 

(c)    Temperature   of   furnace deg. 

(15)  Force  of  draft  between  damper  and  boiler in.  of  water 

(a)  Draft  in  main  flue  near  boiler in.  of  water 

ib)  Draft  in  main  flue  between  economizer  and  chimney in.  of  water 

(c)  Draft  in  furnace in.  of  water 

id)  Draft  or  blast  in  ash  pit in.  of  water 

(16)  State  of  weather   

(a)    Temperature   of   external    air deg. 

ib)    Temperature  of  air  entering  ash  pit** .'.deg. 

(c)     Relative  humidity  of  air  entering  ash  "pit per  cent 

*  Uii!?^  otherwise  designated  this  is  the  total  area  enclosed  within  the  furnace  walls  pro- 
jected hori«Dntally. 

**  Thenoometer  should  be  protected  from  direct  radiation  of  boiler  and  furnMe. 


(21) 
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Quality  of  Steam 

(17)  Percentage  of  moisture  in  steam  or  number  of  degrees  of  super- 

heating   per  cent  or  deg. 

(18)  Factor  of  correction  for  quality  of  steam 

Total  Quantitibs 

(19)  Total  weight  of  coal  as  firedf lb. 

(20)  Percentage  of  moisture  in  coal  as  fired per  cent 

Total  weight  of  dry  coal  (Item  19  X  [^~ ^^^^  '^1  \    lb. 

(22)  Ash,  clinkers  and  refuse  (dry) 

(A)  Withdrawn  from  furnace  and  ash  pit lb. 

(B)  Withdrawn  from  tubes,  flues  and  combustion  chamber.. lb. 

(C)  Blown  away  with  gases lb. 

(D)  Total  lb. 

(a)     Weight  of  clinkers  contained  in  total  aah lb. 

(23)  Total  combustible  burned   (Item  21  —  Item  22D)»» lb. 

(24)  Percentage  of  ash  and  refuse  based  on  dry  coal per  cent 

(25)  Total  weight  of  water  fed  to  boilerj  lb. 

(26)  Total  water  evaporated,  corrected  for  quality  of  steam   (Item  25 

X   Item  18)    lb. 

(27)  Factor   of  evaporation   based  on   temperature   of   water   entering 

boiler     

(28)  Total  equivalent  evaporation  from  and  at  212  deg.   (Item  26   X 

Item  27)    lb. 

Hourly  Quantities  and  Rates 

(29)  Dry  coal  per  hour lb. 

(30)  Dry  coal  per  sq.  ft.  of  grate  surface  per  hour lb. 

(31)  Water  evaporated  per  hour,  corrected  for  quality  of  steam lb. 

(32)  Equivalent  evaporation  per  hour  from  and  at  212  deg.  * lb. 

(33)  Equivalent  evaporation  per  hour  from  and  at  212  deg.  per  sq.  ft. 

of  water  heating  surface*   lb. 

Capacity 

(34)  Evaporation  per  hour  from  and  at  212  deg.  (same  as  Item  32) lb. 

(a)     Boiler  horsepower  developed  (Item  34-7-  34  Hi) bl.-h.p. 

(35)  Bated  capacity  per  hour,  from  and  at  212  deg lb. 

(o)     Rated  boiler  horsepower bl.-h.p. 

(36)  Percentage  of  rated  capacity  developed per  cent 

t  The  term  "aa  fired"  means  actual  condition  including  moisture,  corrected  for  ettimatad  dif- 
ference in  weight  of  coal  on  the  grate  at  beginning  and  end. 

**lf  either  of  the  two  items  22B  and  22C  is  omitted,  the  fact  should  be  so  stated. 

§  Corrected  for  inequality  oi  water  level  and  of  steam  pressure  at  beginning  and  end. 
*Tha  symbol  "U.  E."  meaning  Units  of  Evaporation,  may  be  substituted  for  Um  azprsMioD, 
Equivalent  evaporation  from  and  at  212^. 
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Economy 

(37)  Water  fed  £er  lb.  of  coal  as  fired  (Item  25  -4-  Item  19) lb. 

(38)  Water  evaporated  per  lb.  of  dry  coal  (Item  26  _i-  Item  21) lb. 

(39)  Equivalfnt  evaporation  from  and  at  212  deg.  per  lb.  of  coal  as 

fired  (Item  28  _l-  Item  19)    lb. 

(40)  Equivalent  evaporation  from  and  at  212  deg.  per  lb.  of  dry  coal 

(Item  28  -h  Item  21)   lb. 

(41)  Equivalent  evaporation  from  and  at  212  d($g.  per  lb.  of  combustible 

(Uem  28  _i-  Item  23)   lb. 

ErnciKNCY 

(42)  Calorific  valtie  of  1  lb.  of  dry  coal  by  calorimeter* B.t.u. 

(a)     Oalorifio  value  of  1  lb.  dry  ooal  by  analysis B.tu. 

(43)  Calorific  value  of  1  lb.  of  combustible  by  calorimeter B.t.u. 

(a)     Oalorifio  value  of  1  lb.  oombui^ble  by  analysis • B.t.u. 

(44)  Efficiency  of  boiler,  furnace,  and  grate 


^      Item  40X970.4 
lOOX x7- 


Item  42 
(45)     Efficiency  based  on  combustible 

Item  41X970.4 


See  Appendix  No.  32 per  cent 


lOOX 


Item  43 


per  cent 


Cost  of  Evaporation 

(46)  Cost  of  coal  per  ton  of lb.  delivered  in  boiler  room dollars 

(47)  Cost  of  coal  required  for  evaporating  1,000  lb.  of  water 

under  observed  conditions dollars 

(48)  Cost  of  coal  required  for  evaporating  1,000  lb.  qf  water 

from  and  at  212   deg dollars 

Smoke  Pata 

(49)  Percentage  of  smoke  as  observed per  cent 

(a)      Weight  of  soot  pier  hour  ol)tained  from  smoke  meter per  cent 

Firing  Data 

(50)  Kind  of  firing,  whether  spreading,  alternate,  or  coking 


(a)  Average  thickaess  of  fire in. 

(b)  Average  intervals  between  firings  for  each  furnace  during  time  when  firm 

are  in  normal  condition min. 

(c)  Average  interval  between  times  of  leveling  or  breaking  up min. 

lOO—ItemaO 
*If  the  calorific  value  \»  desired  per  lb.  of  coal  "as  fired,"  multiply  Item  421:^ — 
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(51)     Analysis  of  diy  gases  by  volume 

(a)  Carbon  dioxide  (COi) per  cent 

(6)  Oxygen  (O) per  cent 

(c)  Carbon  monoxide  (CO) per  oent 

id)  Hydrogen  and  hydrocarbons per  eent 

(«)  Nitrogen,  by  difference  (N) per  cent 

^52)     Proximate  analysis  of  coal 

Ab  fired         Dry  eoal         Combustible 


(a)  Moisture 

(h)  Volatile  matter, 

(c)  Fixed  carbon. . . 

id)  Ash 


100  per  cent   100  per  cent          100  per  cent 
(e)     Sulphur,  separately  determined  referred  to  dry  coal per  cent 

(53)     Ultimate  analysis  of  dry  coal 

id)  Carbon  (C) per  oent 

ib)  Hydrogen  (H) per  oent 

(c)  Oxygen  (O) per  cent 

id)  Nitrogen  (N) oer  cent 

(e)  Sulphur  (S) per  cent 

if)  Ash per  oent 


100  per  cent 


(r>4)     Analysis  of  ash  and  refuse,  etc. 

(a)     Volatile  matter per  oent 

ib)     Carbon per  oent 

(c)     Earthy  matter per  cent 

100  per  oent 

id)     Sulphur,  separately  determined per  cent 

(e)     Fusing  temperature  of  ash deg. 

(55)     Heat  balance,  based  on  dry  coal 


I         Dry  coal 

r       -        ■  .    . 

B.t.u.     Per  oent 


(a)     Heat  absorbed  by  the  boiler  (Item  40  X070.4) 

(6)     Loss  due  to  evaporation  of  moisture  in  coal I      « 

ie)     Ia)m  due  to  heat  carried  away  by  steam  formed  by  the  burn- 
ing of  hydrogen 

id)     TxMM  due  to  heat  carried  away  in  the  dry  flue  gaseo 

(«)     Loss  due  to  carbon  monoxide ! 

if)     Loss  dun  to  combustible  in  ash  and  refuse i 

ill)     Loss  duo  to  heating  moisture  in  air '< 

ih)     IxiSB    due    to    unconsumcd   h^-drogen   and   hy<irocarbons,   to 
radiiition.  and  unaccounted  for 

(i)      Total  nilorific  vahip  of   1  Ib.  of  dry  coal     (Item  42.) 100 
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If  it  is  desired  that  the  heat  balance  be  based  on  eoal  ''as  fired"  or  on 
"combustible  burned"  the  items  in  the  first  eolunm  are  multiplied  bj  the 
proportion 

100— Item  20   ,  ,.«.„.,,  lOO-Item  20 

~  "  '100  ~        ^^"  ^^    ^  ^^^    ^'  ^y  ^^^  proportion  {SSZ^i^-^-ljlitem^) 

for  ''combustible  burned." 

TABLE  8    PRINCIPAL  DATA  AND  RESULTS  OF  BOILER  TEST 

(1)  Grate  surface  (width length  ) sq.  ft. 

(2)  Total  heating  surface aq.  ft 

(3)  Date    

(4)  Duration    hr. 

(5)  Kind  and  size  of  coal .• 

(6)  Steam  pressure  by  gage lb.  per  sq.  in. 

(7)  Temperature  of  feed  water  entering  boiler deg. 

(8)  Percentage  of  moisture  in  steam  or  number  of  degrees  of  super- 

heating   per  cent  or  d^. 

(9)  Percentage  of  moisture  in  coal per  oent 

(10)  Dry  coal  per  hour lb. 

(11)  Dry  coal  per  sq.  ft.  of  grate  surface  per  hour lb. 

(12)  Equivalent  evaporation  per  hour  from  and  at  212  deg lb. 

(13)  Equivalent  evaporation  per  hour  from  and  at  212  deg.  x>er  sq.  ft. 

of  heating  surface lb. 

(14)  Rated  capacity  per  hour,  from  and  at  212  deg lb. 

(15)  Percentage  of  rated  capacity  developed per  cent 

(16)  Equivalent  evaporation  from  and  at  212  deg.  per  lb.  of  dry  coal lb. 

(17)  Equivalent   evaporation   from   and   at   212    deg.   per   lb.   of   com- 

bustible   lb. 

• 

(18)  Calorific  value  of  1  lb.  of  dry  coal  by  calorimeter B.t.u. 

(19)  Calorific  value  of  1  lb.  of  combustible  by  calorimeter B.t-u. 

(20)  Efiiciency  of  boiler,  furnace,  and  grate per  cent 

(21)  Efficiency  based  on  combustible per  cent 
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PART  V 

RULES  FOR  CONDUCTING  TESTS  OF  RECIPROCATING 

STEAM  ENGINES 


INTRODUCTION 

62  The  code  for  steam  engine  tests  applies  to  tests  for  determining 
the  performance  of  the  engine  alone  (including  reheaters  and  jackets^ 
if  any)  apart  from  that  of  steam-driven  auxiliaries  which  are  necessary 
to  its  operation.  For  tests  of  engine  and  auxiliaries  combined,  and 
tests  of  multiple  expansion  engines  from  which  steam  is  withdrawn 
for  heating  feedwater  or  otherwise,  refer  to  the  Code  for  Complete 
Steam  Power  Plants,  Part  IX. 

• 

OBJECT  AND  PREPARATIONS 

63  Determine  the  object  of  the  test,  take  the  dimensions,  and  note 
the  physical  condition  not  only  of  the  engine  but  of  all  parts  of  the 
plant  that  are  concerned  in  the  determinations,  examine  for  leakages, 
install  the  testing  appliances,  etc.,  as  pointed  out  in  the  general  in- 
structions given  in  ^  1  to  33,  and  prepare  for  the  test  accordingly. 

APPARATUS  AND  INSTRUMENTS 

64  The  apparatus  and  instruments  required  for  a  performance  test 
of  a  reciprocating  steam  engine  are: 

(a)  Tanks   and   platform   scales   for   weighing   water    (or   water   meters 

calibrated  in  place). 

(b)  Graduated  scales  attached  to  the  water  glasses  of  the  boilers  if  the 

feedwater  is  measured. 

(c)  Pressure  gages,  vacuimi  gages,  and  thermometers. 

(d)  Steam  calorimeter. 
(0)     Barometer. 

(/)  Steam  engine  indicators. 

{g)  Planimeter. 

(h)  Tachometer,  revolution-counter,  or  other  speed  measuring  apparatus. 

(  i)  Friction  brake,  or  dynamometer  if  available. 
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66  Directions  regarding  the  use  and  calibration  of  these  appliances 
are  given  in  T[  7  to  9,  and  in  ^  24  to  33. 

66  The  determination  of  the  heat  and  steam  consumption  of  an 
engine  by  feedwater  test  requires  the  measurement  of  the  various 
supplies  of  water  fed  to  the  boiler ;  that  of  the  water  wasted  by  separa- 
tors and  drips  on  the  main  steam  line;  that  of  steam  used  for  other 
purposes  than  the  main  engine  cylinders;  and  that  of  water  and  steam 
which  escape  by  leakage  of  the  boiler  and  piping;  all  of  these  last  being 
deducted  from  the  total  feedwater  measured. 

Where  a  surface  condenser  is  provided  and  the  steam  consumption  is  de- 
termined from  the  water  discharged  by  the  air  pump,  no  such  meas- 
urement of  drips  and  leakage  is  required,  but  assurance  must  be  had 
that  all  the  steam  passing  into  the  cylinders  finds  its  way  into  the 
condenser.  If  the  condenser  leaks,  the  defects  causing  such  leakage 
should  be  remedied,  or  suitable  correction  should  be  made.  The  water 
of  condensation  from  jackets  and  reheaters,  if  not  included  in  the  air 
pump  discharge,  should  be  added  tl^ereto. 

67  When  no  other  method  is  available  the  steam  consumption  may 
be  determined  by  the  use  of  a  steam  meter^  bearing  in  mind  the 
caution  that  it  should  be  calibrated  under  the  exact  conditions  of  use. 

68  The  steam  consimied  by  steam-driven  auxiliaries  which  are  re- 
quired for  the  operation  of  the  engine  should  not  be  included  in  the 
total  steam  from  which  the  heat  consumption  is  calculated,  but  the 
quautity  of  steam  thus  used  should  be  determined  and  reported. 

69  For  fuller  particulars,  see  description  of  Steam  Measuring  ap- 
paratus, Tf  9  (c),  Part  I,  and  Appendices  Nos.  3  and  25. 


OPERATING  CONDITIONS 

70  Determine  what  the  operating  conditions  should  be  to  conform 
to  the  object  in  view,  and  see  that  they  prevail  throughout  the  trial, 
as  pointed  out  in  %  14,  Part  I. 

DURATION 

71  A  test  for  steam  or  heat  consumption,  with  substantially  con- 
stant load,  should  be  continued  for  such  time  as  may  be  necessary  to 
obtain  a  number  of  successive  hourly  records,  during  which  the  results 
are  reasonably  uniform.     For  a  test  involving  the  measurement  of 
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feedwater  for  this  purpose,  five  hours  duration  is  sufficient.  Where  a 
surface  condenser  is  used,  and  the  measurement  is  that  of  the  water 
discharged  by  the  air  pump,  the  duration  may  be  somewhat  shorter. 
In  this  case,  successive  half -hourly  records  may  be  compared  and  the 
time  correspondingly  reduced. 

72    When  the  load  varies  widely  at  different  times  of  the  day,  the 
duration  should  be  such  as  to  cover  the  entire  period  of  variation. 


STARTING  AND  STOPPING 


73  The  engine  and  appurtenances  having  been  set  to  work  and 
thoroughly  heated  under  the  prescribed  conditions  of  test,  (except  in 
cases  wliere  the  object  is  to  obtain  the  performance  under  working 
conditions),  note  the  water  levels  in  the  boilers  and  feed  reservoir,  take 
the  time,  and  consider  this  the  starting  time.  Then  begin  the  measure- 
ments and  observations  and  carry  them  forward  imtil  the  end  of  the 
period  determined  on.  When  this  time  arrives,  the  water  leveb  and 
steam  pressure  should  be  brought  as  near  as  practicable  to  the  same 
points  as  at  the  start.  This  being  done,  again  note  the  time  and  con- 
sider it  the  stopping  time  of  the  test.  If  there  are  diflferences  in  the 
water  levels,  proper  corrections  are  to  be  applied. 

74  Where  a  surface  condenser  is  used,  the  collection  of  water  dis- 
charged by  the  air  pump  begins  at  the  starting  time,  and  the  water 
is  thereafter  measured  or  weighed  until  the  end  of  the  test. 


Care  should  be  taken  in  cases  where  the  activity  of  combustion  in  the  boiler 
furnaces  affects  the  height  of  water  in  the  gage  glasses  that  the  same 
conditions  of  ^e  and  drafts  obtain  at  the  beginning  and  end  of  the 
test.  For  this  reason  it  is  best  to  start  and  stop  a  test  without  inter- 
fering with  the  regularity  of  the  operation  of  the  feed  pump,  provided 
the  latter  can  be  regulated  to  run  so  as  to  supply  the  feedwater  at  a 
uniform  rate.  In  some  cases  where  the  supply  of  feedwater  is  irregular, 
as,  for  example,  where  an  injector  of  excessive  capacity  is  used,  the 
supply  of  feedwater  should  be  temporarily  shut  off. 

Suitable  care  should  be  observed  in  noting  the  average  height  of 
the  water  in  the  glasses,  taking  sufficient  time  to  satisfactorily  judge 
of  the  fuU  extent  of  the  fluctuation  of  the  water  line,  and  thereby  its 
mean  position. 
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RECORDS 

76  The  general  data  should  be  recorded  as  pointed  out  in  Part  I, 
^j  15  to  18,  under  the  heading  Records.  Half -hourly  readings  of  the 
instruments  are  sufficient,  excepting  where  there  are  wide  fluctuations. 
A  set  of  indicator  diagrams  should  be  obtained  at  intervals  of  15  or 
20  minutes,  and  oftener  if  the  nature  of  the  test  makes  it  necessary. 
Mark  on  each  card  the  cylinder  and  the  end  on  which  it  was  taken, 
also  the  time  of  day.  Record  on  one  card  of  each  set  the  readings  of 
the  steam  and  vacuum  gages.  These  records  should  subsequently  be 
entered  on  the  general  log,  together  with  the  areas,  pressures,  lengths, 
etc.,  measured  from  the  diagrams,  when  these  are  worked  up. 

76  Further  directions  may  be  found  in  Part  I,  H  9  (s),  under  the 
heading  Indicators,  and  in  Appendix  No.  18. 


CALCULATION  OF  RESULTS 


77a    Diy  Steam 


The  quantity  of  dry  steam  consumed  is  determined  by  deducting 
the  moisture,  if  any,  found  by  calorimeter  test  from  the  total  amount 
of  feedwater  (the  latter  being  corrected  for  leakages  and  other  loeses) 
or  from  the  amount  of  air  pump  discharge,  as  the  ease  may  be.  If  the 
steam  is  superheated,  no  correction  is  to  be  made  for  the  superheat. 

77b    Heat  Consumption 

The  number  of  heat  units  consumed  by  the  engine  is  foimd  by  mul- 
tiplying the  weight  of  feedwater  consumed,  corrected  for  moisture  in 
the  steam,  if  any,  and  for  plant  leakages  and  other  exterior  lessee,  by 
the  total  heat  of  1  lb.  of  steam  (saturated  or  superheated)  at  the  pressure 
in  the  steam  pipe  near  the  throttle,  less  the  heat  in  1  lb.  of  water  at 
the  temperature  corresponding  to  the  pressure  in  the  exhaust  pipe  near 
the  engine. 

77c    Indicated  Horsepower 

In  a  single  double-acting  cylinder  the  indicated  horsepower  is  found 
by  using  the  formula 

FLAN 

33,000 

in  which  P  represents  the  average  mean  effective  pressure  in  pounds 
per  sq.  in.  measured  from  the  indicator  diagrams,  L  the  length  of 
stroke  in  ft.,  A  the  area  of  the  piston  less  one-half  the  area  of  the 
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piston  rod,  or  the  mean  area  of  the. rod  if  it  passes  through  both 
cylinder  heads,  in  sq.  in.,  and  N  the  number  of  single  strokes  per ' 
minute.    See  Appendix  No.  36  for  method  of  determining  mean  eifectiye 
pressure. 

Where  extreme  accuracy  is  required,  the  power  developed  by  each 
side  or  the  piston  may  be  determined  and  the  results  added  together. 

77d    Brake  Horsepower 

The  brake  horsepower  is  found  by  .multiplying  together  the  net  pres- 
sure or  weight  in  pounds  on  the  brake  arm  (the  gross  weight  minus  the 
weight  when  the  brake  is  entirely  free  from  the  pulley),  the  circum- 
ference of  the  circle  whose  radius  is  the  horizontal  distance  between 
the  centre  of  the  shaft  and  the  bearing  point  at  the  end  of  the  brake 
arm  in  feet,  and  the  number  of  revolutions  of  the  brake  shaft  per 
minute,  and  dividing  the  product  by  33,000. 

77e    Electrical  Horsepower 

The  electrical  horsepower  of  a  direct-connected  generator  is  found 
by  dividing  the  output  at  the  terminals,  expressed  in  kilowatts,  by  the 
decimal  0.7457.  In  the  case  of  alternating-current  generators  the  net 
output  is  to  be  used,  this  being  the  total  output  less  that  consumed  for 
excitation  and  separately -driven  ventilating  fan.    See  Appendix  No.  21. 

77f    Efficiency 

The  thermal  efficiency,  that  is  the  proportion  of  the  total  heat  con- 
sumption which  is  converted  into  work,  is  found  by  dividing  2546.5, 
(B.t.u.  equivalent  of  one  h.p-hr.),  by  the  number  of  heat  units  actually 
consumed  per  h.p-hr. 

The  efficiency  of  the  Rankine  cycle  is  found  by  dividing  the  heat 
utilized  per  pound  of  steam  in  an  ideal  engine  working  on  the  Bankine 
cycle  between  the  pressure  and  temperature  in  the  steam  pipe  near  the 
throttle  and  the  pressure  and  temperature  in  the  exhaust  pipe  near  the 
engine,  by  the  difference  between  the  total  heat  of  1  lb.  of  steam  at 
the  throttle  pressure  and  temperature  (saturated  or  superheated  as  the 
case  may  be)  and  the  heat  of  1  lb.  of  water  at  the  temperature  of  the 
steam  in  the  exhaust  pipe  near  the  engine.    See  Appendix  28. 

The  Bankine  cycle  ratio  (or  the  efficiency  ratio  referred  to  the  Bankine 
cycle)  is  found  by  dividing  the  efficiency  of  the  actual  engine  (referred 
to  the  i.h.p.  or  br-h.p.,  as  the  case  may  be),  by  the  efficiency  of  the 

Bankine  cycle. 

77g    Steam  Accounted  for  by  Indicator  Diagrams  at  Points  Near  Cut-off  and 
Release 

The  steam  accounted  for,  expressed  in  pounds  per  Lh.p.  per  hour, 
may  readily  be  found  by  using  the  formula 
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13,750    \^c+E)Wr—{H-\-E)Wk\ 
m.e.p.     I  J 


m 

in  which 
m.e.p.  =  mean  effective  pressure. 
C  s=  proportion  of  direct  stroke  completed  at  points   on   expansion 

line  near  cut-off  or  release. 
E  =  proportion  of  clearance. 

H  :=  proportion  of  return  stroke  uncompleted  at  point  on  compres- 
sion line  just  after  exhaust  closure. 

Wf   =  weight  of  1  ou.  ft.  steam  at  pressure  shown  at  oat-off  or  re- 
lease point. 

Wk   =  weight  of  1  cu.  ft.  steam  at  pressure  shown  at  compreitoion 
point. 

The  points  near  cut-off  release  and  compression  referred  to  are  in- 
dicated in  Fig.  1. 

In  multiple  expansion  engines  the  mean  effective  pressure  to  be 
used  in  the  above  formula  is  the  aggregate  m.e.p.  referred  to  the 
cylinder  under  consideration.     In   a  compound  engine  the   aggregate 


Compression 

Pio.  1      Points  where  *  *  Steam  Accounted  for  by  Indicator  ' '  is  Computed 

m.e.p.  for  the  h.p.  cylinder  is  the  sum  of  the  actual  m.e.p.  of  the  h.p. 
cylinder  and  that  of  the  l.p.  cylinder  multiplied  by  the  cylinder  ratio. 
Likewise  the  aggregate  m.e.p.  for  the  l.p.  cylinder  is  the  sum  of  the 
actual  m.e.p.  of  the  l.p.  cylinder  and  the  m.e.p.  of  the  h.p.  cylinder 
divided  by  the  cylinder  ratio.     (See  Appendix  No.  34.) 

The  relation  between  the  weight  of  steam  shown  by  the  indicator 
at  any  point  in  the  expansion  line  and  the  weight  of  the  mixture  of  « 
steam  and  water  in  the  cylinder  may  be  represented  graphically  by 
plotting  on  the  diagram  a  saturated  steam  curve  showing  the  total 
consumptiou  per  stroke  (including  steam  retained  at  compression)  and 
comparing  the  abscissae  of  this  curve  with  the  abscissae  of  the  expan- 
sion Une,  both  measured  from  the  line  of  no  clearance. 
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77h    Cut-Off  and  Ratio  of  Expansion 

To  find  the  percentage  of  cut-off,  or  what  may  best  be  termed  the 
"commercial  cut-off,"  the  following  rule  should  be  ol^rred: 

Through  the  point  of  maximum  pressure  during  admission 

draw  a  line  parallel  to  the  atmospheric  line.     Through  a  point 

on   the   expansion   line   where   the   cut-off   is   complete   draw    a 

hyperbolic  curve.    The  intersection  of  these  two  lines  is  the  point 

of  commercial  cut-off,  and  the  proportion  of  cut-off  is  found 

by  dividing  the  length  measured  on  the  diagram  up  to  this  point 

by  the  total  length. 

To  find  the  ratio  of  expansion  divide  the  volume  corresponding  to 

the  piston   displacement,   including  clearance,   by   the  volunle   of  the 

steam  at  the  commercial  cut-off,  including  clearance. 

In  a  multiple  expansion  engine  the  ratio  of  expansion  is  found  by 
dividing  the  volume  of  the  l.p.  cylinder,  inc],nding  clearance,  by  the 
volume  of  the  h.p.  cylinder  at  the  commercial  cut-off,  Including  clearance. 

77i    Miscellaneous 

The  method  of  obtaining  a  "combined  diagram"  n  compound  and 
other  multiple  expansion  engines  is  described  in  Appendix  No.  26. 
The  method  of  finding  the  "diagram  factor"  and  the  manndBr  of 
determining  the  "efficiency  of  the  Bankino  cycle"  are  given  in  Ap- 
pendices Nos.  27  and  28,  respectively.* 


DATA  AND  RESULTS 

78  The  data  and  results  should  be  reported  in  aceordaBce  with 
the  form  (Table  9)  given  herewith,  adding  lines  for  data  not  provided 
for,  or  omitting  those  not  required,  as  may  conform  to  the  object  in 
view.  If  a  shorter  form  is  desired  the  items  in  fine  print  designated 
by  letters  of  the  alphabet  may  be  omitted;  or  if  the  principal  data 
and  results  pertaining  to  steam  consumption  only  are  desired,  the  sub- 
joined abbreviated  table  (Table  10)  may  be  used.  Unless  otherwise 
indicated,  the  items  should  be  the  averages  of  the  data. 

(See  footnote  of  Table  9  for  reference  to  engines  driving  electric 
generators  and  other  machinery.) 

TABLE  9    DATA  AND  RESULTS  OF  STEAM-ENGINE  TEST 

Code  of  1915 

(1)     Test  of  engine  located  at 

To  determine 

Test  conducted  by 

*For  other   matters   relating  to  tbe   analysii  of   engine   performance,   see   treatise!  on 
thermodynamics. 
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Dimensions,  etc. 

(2)  Type  of  engine  (simple  or  multiple  expansion) 

(3)  Class  of  service  (mill,  marine,  electric,  etc) 

(4)  Auxiliaries  (steam  or  electric  driven) 

(a)  Type  and  make  of  condenBer  equipment 

(b)  Rated  capacity  of  condenser  equipment li.p. 

(c)  Type  of  oil  pump,  jacket  pump,  and  reheater  pump  (direct  or  independently 

driven) 


(5)     Bated  power  of  engine 

(a)  Name  of  builders. . . 

(b)  Kind  of  valves 

(c)  Type  of  governor . . . 


l8t  2d  3rd 

(6)  Diameter  of  cylinders in 

(7)  Stroke  of  pistons ft     

(a)     Diameter  of  piston-rod,  each  end in 

(8)  Clearance    (average)    in  per  cent  of  piston 

displacement    

(9)  H.P.  constant  1  lb.  1  rev li.p 

(a)  Cylinder  ratio  (based  on  net  piston  displace- 

ment)   Ito  —        

(b)  Area  of  interior  steam  surface sq.  ft 

(c)  Area  of  jacketed  surfaces sq.  ft 

(10)  Capacity   of    generator    or    other    apparatus 

consuming  power  of  engine h.p 

Date  and  Dueation 

(11)  Date    

(12)  Duration    hr. 

Average  Pressures  and  Temperatures 

(13)  Pressure  in  steam  pipe  near  throttle,  by  gage lb.  per  sq.  in. 

(14)  Barometric   pressure    in.  of  mercury 

(a)    Pressure  at  boiler,  by  gage lb.  per  sq.  in. 

(15)  Pressure  in  1st  receiver,  by  gage lb.  per  sq.  in. 

(16)  Pressure  in  2nd  receiver,  by  gage lb.  per  sq.  in. 

(17)  Pressure  in  exhaust  pipe  near  engine  by  gage lb.  per  sq.  in. 

(18)  Vacuum  in  condenser in.  of  mercury 

(a)    Corresponding  absolute   inressure lb.  per  sq.  in. 

(19)  Pressure  in  jackets  and  reheaters lb.  per  sq.  in. 

(20)  Temperature  of  steam  near  throttle deg. 

(a)  Temperature  of  saturated  steam  at  throttle  pressure dag. 

(b)  Temperature  of  steam  leaving  Ist  receiver,   if  superheated deg. 

(c)  Temperature  of  stoam  leaving  2nd  receiver,  if  superheated deg. 

(21)  Temperature  of  steaiii  in  eximust  pipe  near  engine deg. 

(a)  Temperature  of  injection  or  ciiculating  water  entering  condenser ....  d^. 

(b)  Temperature    of   injection    leavu.g   condenser ^ deg. 

(c)  Temperature  of  air  in  engine  room dsg. 
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Quality  of  Steam 

(22)  Percentage  of  moisture  in  steam  near  throttle  or  number  of  de- 

grees of  superheating per  cent  or  deg. 

Total  Quantitixs 

(23)  Total  water  fed  to  boilers lb, 

(24)  Total  condensed  steam  from  surface  condenser  (corrected  for  con- 

denser leakage) lb. 

(25)  Total  dry  steam  consumed  (Item  23  or  24  less  moisture  in  steam)*,  .lb. 

HoxTBLY  QuANTrms 

(26)  Total  water  fed  to  boilers  or  drawn  from  surface  condenser  per 

hour    lb. 

(27)  Total  dry  steam  consumed  for  all  purposes  per  hour  (Item  25  h- 

Item  12)    lb. 

(28)  Steam  consumed  per  hour  for  all  purposes  foreign  to  the  main 

engine lb. 

(29)  Dry  steam  consumed  by  engine  per  hour  (Item  27  —  Item  28) lb. 

(a)     Circulating  water  supplied  to  condenser  per  hour. lb. 

HouBLY  Hkat  Data 

(30)  Heat  units  consumed  by  engine  per  hour  [Item  29  X  (total  heat  of 

steam  per  pound  at  pressure  of  Item  13  minus  heat  in  1  lb.  of 
water  at  temperature  of  Item  21)  ] B.t.u. 

(a)     Heat  converted  into  work  per  hour B.t.u. 

(6)     Heat  rejected  to  oondenaer  per  hour  (Item  29a  X  [Item  216— 21a1)  (approxi- 
mate)   B.t.u. 

(c)     Heat  rejected  in  form  of  uncondensed  steam  withdrawn  from  cylindersf .  .B.t.u. 
id)     Heat  lost  by  radiation B.t.u. 

Indioatob  Diaobams 

.  ,  ^  .  ,  IttOyl  2d.  Oyl.  8d  Oyl. 

(31)  Commercial  cut-on  in  per  cent 

of  stroke per  cent 

(32)  Initial  pressure  above  atmosphere lb.  per  sq.  in 

(33)  Back  pressure  at  lowest  point  above 

or  below  atmosphere lb.  per  sq.  in. 


(a)     Mean   back   pressure   above 

atmoiphere  or  lero lb.  per  iq.  in. 


*  See  footnote  Table  6.  also  first  paragraph  under  "Calculation  of  Ratoltf"  t77ft, 
t  In  midtiple  expansion  engfnea. 
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(34)     Mean  effective  pressure lb.  per  sq.  in.   . 


(a)  Equivalent  m.e.p.  referred  to  Ist 

eylinder lb.  per  sq.  in, 

(b)  Equivalent  m.e.p.  referred  to  2nd 

cylinder lb.  per  aq.  in. 

(e)    Equivalent  m.e.p.  referred  to  8rd 

cylinder lb.  per  aq.  in. 

(35)  Aggregate  m.e.p.  referred  to  each 

cylinder  lb.  per  sq.  in. 

(36)  Steam  accounted  for  per  i.li.p-lir. 

at     point     on     expansion     line 

shortly  after  cut-oflf lb. 

(37)  Steam  accounted  for  per  i.h.p-lir. 

at     point     on     expansion     line 

just  before   release .lb. 

(a)  Pressure  at  selected  point  near 

cut-offt    • lb.  per  iq.  in. 

(b)  Pressure  at  selected  point  near 

release    lb.  per  aq.  in. 

(e)  Pressure  at  point  on  compres- 
sion curve  shortly  after  ex- 
*  haust  closure    lb.  per  sq.  in. 

(d)  Proportion  of  direct  stroke  com- 
pleted at  selected  point  near 
eut-off    

(«)  Proportion  of  direct  stroke  com- 
pleted at  selected  point  near  release 

(/)  Proportion  of  return  stroke  un- 
completed at  selected  point  on 
compression   line 

(g)    Ratio   of  expansion 

(h)    M.e.p.   of  hypothetical   diagram 

(App.  27)   n  .lb.  per  iq.  in. 

(i)     Diagram  factor    (App.    27) 


Speed 

(38)  Revolutions  per  minute r.pjn. 

(39)  Piston  speed  per  minute ft 

(a)     Variation  of  speed  between  no  load  and  full  load per  cent 

(h)     Momentary  fluctuation  of  speed  on  suddenly  changing  from 

full  load  to  half-load per  cent 

POWKE 

(40)  Indicated  h.p.  developed,  whole  engine " Lh^p. 

(a)  I. h.p.  developed  by  lat  cylinder iJi.p. 

(b)  I. h.p.  developed  by  2nd  cylinder . ". i.h.p. 

(c)  I  .h.p.  developed  by  3rd  cylinder i.h.p. 

(41)  Brake  h.p br.  h.p. 

(42)  Friction  of  engine  (Item  40  —  Item  41) h.p. 

(o)     Friction  expressed  in  percentage  of  i.h.p  (Item  42-5- Item  40  XlOO) per  cent 

(6)     Indicated  h.p;  with  no  load,  at  normal  Bp>eed Lh.p. 

Economy  Results 

(43)  Dry  steam  consumed  by  engine  per  i.h4)-per  hr lb. 

(44)  Dry  steam  consumed  by  engine  per  braJke  h.p-hr * lb. 

(45)  Percentage  of  steam  consumed  by  engine  accounted  for  by 

indicator  at  point  near  cut-off. per  cent 

(46)  Percentage  of  steam  consumed  near  release per  eent 

fPressures  all  referred  to  sero. 
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(47)  Heat  units  consumed  by  engine  per  i.h.p-hr. 

(Item  30  -i_  Item  40) B.tu. 

(48)  Heat  units  consumed  by  engine  per  br.  h.p-hr. 

(Item  30  -i_  Item  41) B.t.u. 

Efficienct  Bbsults 

(49)  Thermal  efficiency  of  engine  referred  to  iJi.p.  [(2546.5  •+■  Item  47) 

X   100] percent 

(50)  Thermal  efficiency  of  engine  referred  to  br.  h.p.  [(2546.5  •+■  Item 

48)    X  100] per  cent 

(51)  Efficiency  of  Bankine  cycle  between  temperatures  of  Items  20  and  21. . . . 

(52)  Bankine  cycle  ratio  referred  to  Lh.p.  (Item  49  -i.  Item  51) 

(53)  Bankine  cycle  ratio  referred  to  br.  h.p.  (Item  50  -i-  Item  51) 

WoEK  Done  per  Heat  Unit 

(54)  Net  work  per  B.t.u.  consumed  by  engine  (1,980,000  -j-  Item  48) . .  .Ft-lb. 

Sample  Diagrams 

(55)  Sample  diagrams  from  each  cylinder 

(a)     St«ain  pipe  di«gramg. 

Notk: — For  an  engine  driTing  an  electric  generator  the  form  should  be  enlarged  to  include  the 
eleetrical  data,  embracing  the  average  voltage,  number  of  amperea  each  phaae,  number  of  watta, 
number  of  watt  hours,  average  power  factor,  etc. ;  and  the  economy  results  based  on  the  electric 
output  embracing  the  heat  units  and  steam  consumed  per  electric  h.p-hr.  and  per  kw-hr., 
together  with  the  efiBcienoy  of  the  generator.     (See  table  for  Steam  Turbine  Code,  Part  VI.) 

Likewise,  in  a  marine  engine  having  a  shaft  d>'namometer,  the  form  should  include  the  data 
obtained  from  this  instrument,  in  which  case  the  brake  h.p.  becomes  the  shaft  h.p. 

TABLE  10     PRINCIPAL  DATA  AND  RESULTS  OF  RECIPRO- 
CATING ENGINE  TEST 


(1 
(2 

(3 

(4 
(5 
(6 
(7 

(8 

(9 

(10 

(11 
(12 
(13 
(14 


Dimensions  of  cylinders  

Date    

Duration    hr. 

Pressure  in  steam  pipe  near  throttle  by  gage lb.  per  sq.  in. 

Pressure  in   receivers lb.  per  sq.  in. 

Vacuum  in  condenser in.  of  mercury 

Percentage  of  moisture  in  steam  near  throttle  or  number  of  de- 
grees of  superheating per  cent  or  deg. 

Net  steam  consumed  per  hour lb. 

Mean  effective  pressure  in  each  cylinder lb.  per  sq.  in. 

Bevolutions  per  minute    r.p.m. 

Indicated   horsepower   developed i.h.p. 

Steam  consumed  per  i.h.p-hr lb. 

Steam  accounted  for  at  cut-oif  each  cylinder lb. 

Heat  consumed  per  i.h.p-hr B.t.u. 
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PART  VI 

RULES  FOR  CONDUCTING  TESTS  OF  STEAM  TUR- 
BINES AND  TURBO-GENERATORS 

INTRODUCTION 

79  The  code  for  steam  turbine  tests  applies  to  tests  for  deter- 
mining the  performance  of  the  turbine  alone,  apart  from  that  of 
steam-driven  auxiliaries  which  are  necessary  to  its  operation.  For 
tests  of  turbine  and  auxiliaries  combined^  and  tests  of  turbines  from 
which  steam  is  withdrawn  for  heating  feed  water  or  other  purposes, 
refer  to  the  Code  for  Complete  Steam  Power  Plants,  Part  IX.  For 
methods  of  conducting  tests  of  generators,  motors,  etc.,  and  for  general 
information  bearing  on  the  subject,  reference  may  be  made  to  the 
Standardization  Rules  of  the  A.  I.  E.  E. 

OBJECT  AND  PREPARATIONS 

80  Determine  the  object  of  the  test^  take  the  dimensions  and  note 
the  physical  conditions  not  only  of  the  turbine  but  of  the  entire  plant 
concerned,  examine  for  leakages,  install  the  testing  appliances,  etc., 
as  pointed  out  in  the  general  instructions  given  in  f  1  to  ^3  and 
prepare  for  the  test  accordingly. 

APPARATUS  AND  INSTRUMENTS 

81  The  apparatus  and  instruments  required  for  a  performance 
test  of  a  steam  turbine  or  turbo-generator,  are : 

(a)     Tanks   and   platform   scales   for   weighing  water,    (or    water    meters 

calibrated  in  place). 
(5)     Graduated  scales  attached  to  the  water  glasses  of  the  boilers. 
(o)     Pressure  gages,  vacuum  gages,  and  thermometers. 

(d)  Steam  calorimeter. 

(e)  Barometer. 

(/)     Tachometer,  revolution-counter,  or  other  speed-measuring  apparatus. 
{g)     Friction  brake  or  dynamometer. 

{h)     Volt   meters,    ammeters,   wattmeters,    and   watt-hour   meters    for   the 
electrical  measurements  in  the  case  of  a  turbo-generator. 

82  Directions  regarding  the  use  and  calibration  of  these  appli- 
ances are  given  in  ^  7  to  9,  and  in  Tf  24  to  33, 
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83  The  determination  of  the  heat  and  steam  consumption  of  a 
turbine  or  turbo-generator  should  conform  to  the  same  methods  as 
those  described  in  the  Steam  Engine  Code,  Part  V. 

84  If  the  steam  consumption  is  determined  from  the  water  dis- 
charged by  the  wet  vacuum  or  hot-well  pump,  correction  should  be 
made  for  water  drawn  in  through  the  packing  glands  of  the  turbine 
shaft,  for  condenser  leakage,  and  for  any  other  foreign  supply  of 
water. 

OPERATING  CONDITIONS 

DURATION 

STARTING  AND  STOPPING 

RECORDS 

CALCULATION  OF  RESULTS 

86  The  rules  pertaining  to  the  subjects  Operating  Conditions, 
Duration,  Starting  and  Stopping,  Records,  and  Calculation  of  Re- 
sults, are  identically  the  same  as  those  given  under  the  respective 
headings  in  the  Steam  Engine  Code,  Tf  71  to  77,  with  the  single  excep- 
tion of  the  matter  relating  to  indicator  diagrams  and  results  computed 
therefrom ;  and  reference  may  be  made  to  that  code  for  the  directions 
required  in  these  particulars. 

DATA  AND  RESULTS 

86  The  data  and  results  should  be  reported  in  accordance  with 
the  form  (Table  11)  given  herewith,  adding  lines  for  data  not  pro- 
vided for,  or  omitting  those  not  required,  as  may  conform  to  the 
object  in  view.  If  a  shorter  form  of  report  is  desired,  the  items  in 
fine  print  designated  by  letters  of  the  alphabet,  may  be  omitted;  or 
if  only  the  principal  data  and  results  are  desired,  the  subjoined 
abbreviated  table  (Table  12)  may  be  used.  Unless  otherwise  indi- 
cated, the  items  slionld  be  the  averages  of  the  data. 

TABLE  11     DATA  AND  RESULTS  OF  STEAM  TURBINE  OR  TURBO- 
GENERATOR TEST 

Code  of  1915 


(1)     Test  of turbine  located  at. 

To   determine 

Test  conducted  by   
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Dimensions,  stc. 

(2)     Tjpe  of  turbine  (impulse,  reaction,  or  combination) . 

(a)  Number  of  stages 

(b)  Condensing  or  non-condensing 

(c)  Diameter  of  rotors 

(d)  Number  and  type  of  nossles 

(e)  Area  of  nossles 

(/)     Type  of  governor 


(3 
(4 


(5 


(6 


(7 
(8 


(9 
(10 


(11 
(12 


(13 


(14 


Class  of  service  (electric,  pumping,  compressor,  etoX 

Auxiliaries  (steam  or  electric  driven)  

(a)  Type  and  make  of  condensing  equipment 

(b)  Rated  capacity  of  condensing  equipment 

(c)  Type  of  oil  pumps  (direct  or  independently  driven) 

(d)  Type  of  exciter  (direct  or  independently  driven) 

(«)  Type  of  ventilating  fan,  if  separately  driven 

Rated  capacity  of  turbine 

(a)     Name  of  builders 

Capacity  of  generator  or  other  apparatus  consuming  power  of  turbine,  v 

Date  and  Duratiok 

Date    

Duration    hr. 

Average  Pressures  and  Temps&atubes 

Pressure  in  steam  pipe  near  throttle  by  gage lb.  per  sq.  in. 

Barometric  pressure   in  of  mercury 

(a)  Pressure   at  boiler  by   gage lb.  per  sq.  in. 

(b)  Pressure  in  steam  chest  by  gafi:e lb.  per  sq.  in. 

(c)  Pressure  in  various  stages lb.  i>er  sq.  in. 

Pressure  in  exhaust  pipe  near  turbine,  by  gage lb.  per  sq.  in. 

Vacuum  in  condenser in  of  mercury 

(a)    Corresponding  absolute   pressure lb.  xnr  sq.  in. 

(&)     Absolute  pressure  in  exhaust  chamber  of  turbine lb.  iwrsq.  in. 

Temperature  of  steam  near  throttle deg. 

(a)     Temperature  of  saturated  steam  at  throttle  pressure deg. 

(6)     Temperature  of  steam  in  various  stages,  if  superheated dep. 

Temperature  of  steam  in  exhaust  pipe  near  turbine deg. 

(a)     Temperature  of  circulating  water  entering  condenser deg. 

(6)     Temperature  of  circulating  water  leaving  condenser dv, 

(c)      Temperature  of  air  in  turbine  room deg 


Quality  op  Steam 

(15)     Percentage  of  moisture  in  steam  near  throttle,  or  number  of  degrees 

of  superheating per  cent  or  deg. 
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Total  Quantities 

(16)  Total  water  fed  to  boilers lb. 

(17)  Total  condensate  from  surface  condenser  (corrected  for  condenser 

leakage  and  leakage  of  shaft  and  pump  glands) lb. 

(18)  Total  dry  steam  consumed  (Item  16  or  17  less  moisture  in  steam)  ...  .lb. 

Hourly  Quantities 

(19)  Total    water    fed    to    boilers    or    drawn    from    surface    condenser 

per  hour lb. 

(20)  Total  dry  steam  consumed  for  all  purposes  per  hour  (Item  18  _i_ 

Item  8)    lb. 

(21)  Steam  consumed  per  hour  for  all  purposes  foreign  to  the  turbine 

(including  drips  and  leakage  of  plant)   lb. 

(22)  Dry  steam  consumed  by  turbine  per  hour  (Item  20  —  Item  21) lb. 

(a)     Ctrculatiug  water  supplied  to  condenser  per  hour lb. 

Hourly  Heat  Data 

(2:^)  Heat  units  consumed  by  turbine  per  hour  [Item  22  X  (total  heat 
of  steam  per  pound  at  pressure  of  Item  9  less  heat  in  1  lb.  of 
water  at  temperature  of  Item  14)  ]..... B.t.u. 

(a)  Heat  converted  into  work  per  hour B.t.u. 

(b)  Heat  rejected  to  condenser  per  hour  (Item  22a  X  [Item  lib — Item  14a]) 

(approximftte) B.t  u. 

(c)  Heat  rejected  in  the  form  of  steam  withdrawn  from  the  turbine B.t.r. 

(d)  Heat  lodt  by  radiation  from  turbinoi  and  unaccounted  for B.t.u. 

Electrical  Data 

(24)  Average  volts,  each  phase volts 

(2.'3)  Average   amperes,   each   phase amperes 

(26)  Average  kilowatts,  first  meter. . ,. kw. 

(27)  Average  kilowatts,  second  meter kw. 

(28)  Total  kilowatts  output kw. 

(29)  Power  factor    

(30)  Kilowatts  used  for  excitation,  and  for  separately  driven  ventilating 

fan  kw. 

(31)  Net  kilowatt  output kw. 

Speed 

(32)  Revolutions  per  minute r.p.m. 

(33)  Variation  of  speed  between  no  load  and  full  load r.p.m. 

(34)  Momentary  iluctuution  of  speed  on  suddenly  changing  from  full 

load  to  half-load r.pjn. 

Power 


• 


(35)  Brake  horsepower,  if  determined br.  h.p. 

(36)  Electrical  horsepower   e.h.p. 
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Economy  Besxtlts 

(37)  Dry  steam  consumed  by  turbine  per  br.  h.p-hr lb. 

(38)  Dry  steam  consumed  per  net  kw-hr lb. 

(39)  Heat   units   consumed   by    turbine   per   br.    h.p-hr.    (Item    23    -f- 

Item  35)  B.tu. 

(40)  Heat  units  consumed  per  net  kw-hr B.Lu. 

Efficisnct  Bbsults 

(41)  Thermal  efficiency  of  turbine  (2546.5  .^  Item  39)   X  100 per  cent 

(42)  Efficiency   of   Bankine  cycle  between   temperatures   of    Items    13 

and  14  per  cent 

(43)  Rankine  cycle  ratio  (Item  41  .^  Item  42) 

Work  Dons  pee  Heat  Unit 

(44)  Net  work  per  B.tu.  consumed  by  turbine  (1,980,000  ■—  Item  39)  . .  .Ft-Ib. 

TABLE  12    PRINCIPAL  DATA  AND  RESULTS  OF  TURBINE  TEST 


(1 
(2 
(3 

(4 
(5 
(6 

(7 

(8 

(» 
(10 

(11 
(12 

(13 

(14 


Dimensions 

Date    

Duration    hr. 

Pressure  in  steam  pipe  near  throttle  by  gage lb.  per  sq.  in. 

Vacuum  in  condenser   in.  of  mercury 

Percentage  of  moisture  in  steam  near  throttle  or  number  of  degrees 

of  superheating per  cent  or  deg. 

Net  steam  consumed  per  hour  lb. 

Revolutions  per  minute    r.pjn. 

Brake  horsepower  developed br.h.p. 

Kw.  output   kw. 

Steam  consumed  per  brake  h.p-hr lb. 

Heat  consumed  per  brake  h.p-hr B.t.u. 

Steam  consumed  per  kw-hr lb. 

Heat  consumed  per  kw-hr B.t.u. 
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PART  VII 

RULES  FOR  CONDUCTING  DUTY  TRIALS  OF  STEAM 

PUMPING  MACHINERY 


INTRODUCTION 

87  The  code  for  steam  pumping  machinery  tests  applies  to  tests 
for  determining  the  performance  of  the  engine  and  pump  (including 
reheaters  and  jackets,  if  any)  or  turbine  and  pump,  apart  from  that 
of  steam  driven  auxiliaries,  which  are  concerned  in  their  operation. 
For  tests  of  the  pumping  machine  and  auxiliaries  combined,  and 
tests  in  cases  where  steam  is  withdrawn  from  the  engine  or  turbine 
for  heating  the  feedwater  or  other  purposes,  reference  may  be  made 
to  the  Code  for  Complete  Steam  Power  Plants,  Part  IX.* 


OBJECT  AND  PREPARATIONS 

88  Bead  the  general  instructions  given  in  ^  1  to  33.  Determine 
the. object,  take  the  dimensions,  note  the  physical  conditions  not  only 
of  the  pumping  machinery  but  of  all  parts  of  the  plant  concerned, 
examine  for  leakages,  install  the  testing  appliances,  etc.,  as  there 
pointed  out,  and  prepare  for  the  test  accordingly. 

89  In  the  case  of  a  reciprocating  pump,  where  it  is  impracticable 
to  measure  the  actual  quantity  of  water  discharged,  determine  the 
quantity  of  water  leakage  or  slip  past  the  plungers  and  pump  valves, 
if  any,  as  pointed  out  in  Appendix  No.  29. 


APPARATUS  AND  INSTRUMENTS 

90    The  apparatus  and  instruments  required  for  a  test  of  pumping 
machinery  are: 

(a)  Tanks  and  platform  scales  for  weighing  water  (or  water  meters  cali- 
brated in  place). 

(&)  Graduated  scales  attached  to  the  water  glasses  of  the  boilers  if  the 
feedwater  is  measured. 

>  In  the  ease  of  s  pump  driven  by  aome  other  prime  mover  than  a  ateam  engine  or  steam  turbine 
the  eode  may  be  modified  to  suit  the  particular  droumstanoee.  If  the  pump  is  driven  by  an  in- 
ternal combustion  engine  the  modifications  should  be  in  accord  with  the  Gas  and  Oil  Engine  Code. 
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(c)  Pressure  gages,  vacuum  gages,  and  thermometers. 

(d)  Steam  calorimeter. 

(e)  Barometer. 

(/)  Tachometer,  revolution-counter,  or  other  speed-measuring  apparatus. 
(g)  A  weir  or  other  means  for  measuring  the  quantity  of  water  pumped. 
(h)     Stroke  scales  for  direct-acting  pumps. 

91  In  trials  of  a  reciprocating  steam  pumping  engine,  following 
additional  instruments  are  required: 

(t)     Steam  engine  indicators. 

(i)     A  planimeter. 

In  trials  of  pimiping  machinery  other  than  steam-driven  pumps,  means 
should  be  provided  for  determining  the  shaft  (or  brake)  horsepower 
delivered  to  the  pump,  using  for  example  a  belt-transmission  dyna- 
mometer, or  if  electric  driven,  multiplying  the  kilowatts  supplied  to  the 
motor  by  the  efficiency  taken  from  a  calibration  curve  of  the  motor,  and 
dividing  the  product  by  0.7457. 

92  Directions  regarding  the  use  and  calibration  of  these  apph- 
ances  are  given  in  ^  7  to  9  and  ^  24  to  33. 

93  The  determination  of  the  heat  and  steam  consumption  should 
conform  to  the  same  methods  as  those  described  in  the  Steam  Engine 
Code,  Part  V. 

OPERATING  CONDITIONS 

94  Determine  what  the  operating  conditions  should  be  to  con- 
form to  the  object  in  view  and  see  that  tliey  prevail  throughout  the 
trial,  as  pointed  out  in  ^  14. 

95  In  trials  for  maximum  duty,  care  should  be  taken  that  no  air 
is  snifted  into  the  pump  cylinders,  causing  imperfect  filling.  In  such 
cases,  and  indeed  in  all  cases  where  air  is  thus  admitted  in  suflBcient 
quantity  to  affect  the  performance  as  revealed  by  indicator  diagrams 
from  the  water  end,  the  result  should  be  corrected  accordingly. 

DURATION 

STARTING  AND  STOPPING 

RECORDS 

96  The  rules  pertaining  to  the  subjects  Duration,  Starting  and 
Stopping,  and  Kecords,  are  identically  the  same  as  those  given  under 
the  respective  headings  in  the  Steam  Engine  Code,  If  71  to  78, 
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and  reference  may  be  made  to  that  code  for  the  necessary  directions 
in  these  particulars.  Where  the  pump-end  is  of  the  reciprocating 
class,  the  indicator  diagrams  should  be  taken  not  only  from  the  steam 
cylinders  but  also  from  the  water  cylinders. 

CALCULATION  OF  RESULTS 

97  The  rules  pertaining  to  Dry  Steam,  Heat  Consumption,  and 
Indicated  Horsepower,  are  identically  the  same  as  those  given  in  f 
77a  to  77c  of  the  Steam  Engine  Code;  and  reference  may  be  made  to 
that  code  for  the  necessary  directions  in  these  particulars. 

97a    Water  Horsepower 

In  cases  where  the  water  discharged  is  determined  by  weir  or  other 
measurement,  the  water  horsepower  is  fouiid  by  multiplying  the  weight 
of  water  discharged  per  hour  in  lb.,  by  the  total  head  in  feet,*  and 
dividing  the  product  by  1,980,000. 

The  water  horsepower  in  a  reciprocating  pump  is  found  by  multi- 
plying together  the  net  area  of  the  plunger  in  sq.  in.,  the  total  head* 
expressed  in  lb.  per  sq.  in.,  the  length  of  the  stroke  in  ft.,  and  the 
number  of  single  strokes  per  minute,  and  dividing  the  final  product  by 
33,000,  (after  correcting  for  pump  leakage). 

97b    Duty 

The  duty  per  million  heat  units  is  found  by  dividing  the  number  of 
ft-lb.  of  work  done  during  the  trial  by  the  total  number  of  heat  units 
consumed,  and  multiplying  the  quotient  by  1,000,000.  The  amount  of 
work  done  in  the  case  of  reciprocating  pumps  is  found  by  multiplying 
together  the  net  area  of  the  plunger  in  sq.  in.,  by  the  total  head  expressed 
in  lb.  per  sq.  in.*  by  the  length  of  the  stroke  in  ft.,  and  by  the  total 
number  of  single  strokes  during  the  trial;  finally  correcting  for  the  per- 
centage of  leakage  of  the  pump.  In  cases  where  the  water  discharged 
is  determined  by  weir  or  other  measurement,  the  work  done  is  found  by 
multiplying  the  weight  in  pounds  of  water  discharged  during  the  trial 
by  the  total  head  in  feet. 

*  The  total  head  ia  dotermined  by  adding  together  the  preosure  shown  by  the 
gage  on  the  force  main,  the  vacuum  ahown  by  the  gage  on  the  suction  main,  and  the 
vertical  distance  between  the  centre  of  the  force-main  gage  and  the  point  where  the 
suction  gage  pipe  connects  to  the  suction  main,  all  expressed  in  the  same  units  (lb. 
per  sq.  in.  or  ft.  head).  A  pet-oock  should  be  attached  to  the  gage  pipe  below  each 
gage  cock,  and  opened  occasionally  to  free  the  pipe  (of  air  in  the  case  of  the  force-main 
gage  and  of  water  in  the  case  of  the  suction  gage.)  If  the  suction  main  h  under  a 
pressure  instead  of  a  vacuum,  the  suction  gage  should  be  attached  at  such  a  level 
that  the  connecting  pipe  may  be  filled  with  water  when  the  pet-cock  ia  o|>ened,  in 
which  case  the  correction  for  difference  in  elevation  of  gages  is  the  vertical  distance 
between  the  centers  of  the  gages  and  the  reading  of  the  suction  gage  is  to  be  sub- 
tracted from  that  of  the  force  main  gage. 
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If  the  water  ia  drawn  from  an  open  well  beneath  the  pump,  the  total  head  is  that 
•hown  by  the  force  main  gage  corrected  for  the  elevation  of  the  center  of  the  gace 
above  the  level  of  water  in  the.pimip  well. 

If  there  ia  a  material  dififerenoe  in  velocity  of  the  water  at  the  points  where  the 
two  gaces  are  attached,  a  correction  should  be  made  for  the  corresponding  difference 
in  "velocity-head." 

97c    Capacity 

In  eases  where  the  water  discharged  is  not  otherwise  measured,  the 
capacity  in  gal.  per  24  hr.  for  reciprocating  pumps  is  found  by  multi- 
plying together  the  net  area  of  the  plunger  in  sq.  ft.,  the  length  of  the 
stroke  in  ft.,  (in  direct-connected  engines  the  average  length  of  stroke), 
the  number  of  single  strokes  per  minute,  and  the  constant  7.48,  and 
correcting  for  the  leakage  of  the  pump. 

97d     Leakage  of  Pump 

The  percentage  of  leakage  in  a  reciprocating  pump  is  the  percentage 
of  the  quantity  of  leakage,  found  on  the  leakage  trial,  to  the  quantity 
of  water  discharged  on  the  duty  run  determined  from  plunger  displace^ 
ment. 

97e    Friction 

The  percentage  of  total  friction  in  a  reciprocating  pump  is  the  per- 
centage of  the  friction  horsepower  to  the  indicated  horsepower  of  the 
steam  cylinders. 

97f    Miscellaneous 

For  the  calculation  of  other  results  pertaining  specially  to  the  per- 
formance of  the  steam  end  of  a  reciprocating  pump,  reference  may  be 
made  to  the  Steam  Engine  Code. 


DATA  ANDJRESULTS 

98  The  data  and  results  should  be  reported  in  accordance  with 
the  form  (Table  13)  given  herewith,  adding  lines  for  data  not  pro- 
vided for,  or  omitting  those  not  required,  as  may  conform  to  the  ob- 
ject in  view.  If  a  shorter  form  is  desired,  the  items  in  fine  print 
designated  by  letters  of  the  alphabet  may  be  omitted.  Unless  other- 
wise indicated,  the  items  should  be  the  averages  of  the  data. 

99  In  the  case  of  a  pumping  engine  of  the  reciprocating  class 
for  which  a  record  of  the  complete  performance  is  desired,  the  ad- 
ditional engine  data  and  results  given  in  the  Steam  Engine  Code 
may  supplement  those  here  given. 
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TABLE  13    DATA  AND  RESULTS  OF  STEAM  PUMPING  MACHINERY 

TEST 

Code  of  1915 


(1)     Test  of pump  located   at. 

To   determine    

Test  conducted  by 


Dimensions,  sto. 

(2)  Type  of  machinery 

(3)  Bated  capacity  in  gallons  per  24  hr gaL 

(4)  Size  of  engine  or  turbine 

(5)  Size  of  pump 

(6)  Auxiliaries  (steam  or  electric  driven) 

(a)  Type  and  make  of  condenser  equipment 

(b)  Rated  capacity  of  condenaer  equipment 

(c)  Type  of  oil  pump,  jacket  pump,  and  reheater  pump,  (direct  or  independently  driven) 

Date  and  Dxtration 

(7)  Date 

(8)  Duration hr. 

Average  Prbssusbs  and  Tsmpxbatubbb 

(9)  Pressure  in  steam  pipe  near  throttle  by  gage lb.  per  sq.  in. 

(10)  Barometric  pressure in.  of  mercury 

(a )    Steam  chest  preunre lb.  per  sq.  m. 

(&)    Pressure  in  receivers  and  reheatert  by  gage lb.  persq.  in. 

(c)    Pressure  in  turbine  stages  by  gage lb.  per  sq.  in. 

(11)  Pressure  in  exhaust  pipe  near  engine  or  turbine  by  gage.  .lb.  persq.  in. 

(12)  Vacuum  in  condenser   '. in.  of  mercury 

(a)    Oorresponding  absolute  pressure lb.  per  sq.  in. 

(&)    Absolute  pressure  in  exhaust  chamber lb.  per  sq.  in. 

(13)  Temperature  of  steam,  if  superheated,  at  throttle deg. 

(a)    Normal  temperature  of  saturated  steam  at  throttle  preMurs dag. 

(h)    Tempornturo  of  steam  leaving  receivers,  if  superiieated dag. 

(14)  Temperature  of  steam  in  exhaust  pipe  near  engine  or  turbine deg. 

(a)  Temperature  of  circulating  water  entering  eondennr #deg. 

(b)  Temperature  of  circulating  water  leaving  oondanaer dag. 

(15)  Pressure  in  force  main  by  gage lb.  per  sq.  in. 

(16)  Vacuum  or  pressure  in  suction  main  by  gage. .  in.  of  mercury  or  lb.  per  sq.  in. 

(a)    Correction  for  difference  in  elevation  of  the  two  gages lb.  per  tq.  in. 

(17)  Total  head  expressed  in  lb.  pressure  per  sq.  in lb.  per  sq.  in. 

(a)    Total  head  expressed  in  ft ft. 
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Quality  op  Stkam 

(18)  Percentage  of  moisture  in  steam  near  throttle,  or  number  of  degrees 

of  superheating ^ per  cent  or  deg. 

Total  Quantitiss 

(19)  Total  water  fed  to  boilers lb. 

(20)  Total  condensed  steam  from  surface  condenser  (corrected  for  eon- 

denser  leakage)    , lb. 

(21)  Total  dry  steam  consumed  (Item  19  or  20  less  moisture  in  steam) lb. 

(22)  Total  water  discharged,  by  measurement gal. 

(a)     Total   water  discharfed,   by  plunfer  displacement,  uncorrected gal. 

.,v     „  *  *    r    fltem  22a— Item  22,^       1 

(6)    Percentage  of  slip  I XlOOl 

L  Item  22a  J 

(c)  Leakage  of  pump gal. 

(d)  Total    water   discharged^    by    calculation   from  plunger    displacement. 

corrected    for    leakage gal. 

(«)    Total  weight  of  water  discharged,  as  measured lb. 

(/)    Total  weight  of  water  discharged,  by  calculation  from  plunger  displace- 
ment, corrected  for  leakage lb. 

Hourly  Quantities 

(23)  Total  water  fed  to  boilers  or  drawn  from  surface  condenser  per  hour.  .lb. 

(24)  Total  dry  steam  consumed  for  aU  purposes  per  hour,  (Item  21  .4. 

Item  8) lb. 

(25)  Steam  consumed  per  hour  for  aU  purposes  foreign  to  main  engine lb. 

(26)  Dry  steam  consumed  by  engine  or  turbine  per  hour   (Item  24  — 

Item  25)   lb. 

(a)     Circulating  water  supplied  to  condenser  per  hour.  .  .  .' lb. 

(27)  Weight  of  water  discharged  per  hour,  by  measurement lb. 

(a)     Weight  of  water  discharged  per  hour,  calculated  from  plunger  displacement, 

corrected lb. 

Hourly  Heat  Data 

(28)  Heat  units  consumed  by  engine  or  turbine  per  hour  [Item  26   X 

(totjil  heat  of  one  lb.  of  steam  at  pressure  of  Item  9,  less  heat  in 
one  lb.  of  water  at  temperature  of  Item  14)  ] B.t.u. 

« 

Indicator  Diagrams 

(2%)     Mean  effective  pressure,  each  steam  cylinder lb.  per  eq.  in. 

(a)    Mean  effective  pressure,  each  water  cylinder,  if  any lb.  per  aq.  in. 

Speed  and  Stroke 

(30)     Hevolutions   per   minute r.pjn. 

(a)     Number  of  single  strokes  per  minute strokes 

(6)     Average  length  of  stroke ft. 
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POWIB 


(31 )  Indicated  horsepower  developed Lh.p. 

(a)     Brake  honepower  consumed  by  pump 

(32)  Water  horsepower   fC h.p. 

(33)  Friction  horsepower  (Item  31  —  Item  32) h.p. 

(34)  Percentage  of  i.h.p.  lost  in  friction per  cent 

Capacitt 

(35)  Water  discharged  in  24  hr.,  as  measured gal. 

(a)  W«ter  discharged  in  24  hr.,  calculated  from  plunger  dis- 

placement,  corrected gal. 

(b)  Water  discharged  per  minute,  as  measured gal. 

{c)    Water  discharged  per  minute,  calculated  from  plunger  dis- 
placement, corrected gal. 

Economy  Besults 

(36)  Heat  units  consumed  per  i.h.p-hr B.t.u. 

(37)  Heat  units  consumed  per  water  h.p-hr B.t.u. 

(a)  Dry  steam  coiufumed  per  i.h.p-hr lb- 

(b)  Dry  steam  consumed  per  water  h.p-hr lb. 

Efficiency  Results 

(38)  Thermal  efficiency  referred  to  i.h.p.  [(2546.5  -4-  Item  36)  X  lOOj.per  cent 

(«)     Thermal  efficiency  referred  to  water  h.p.  ((2640.5-Mtem  37)  XlOOl per  cent 

ritem  32     ,^  "I 
(6)     Mechanical  efficiency  I -~ — —  X  lOOj per  cent 

[Item  32            1 
— r— ■  X  lOOj per  rent 


• 


Duty 

(39)  Duty  per  1,000,000  heat  units ft-lb. 

Work  Done  per  Heat  Unit 

(40)  Work  per  B.t.u.  (1,980,000  ^  Item  37) ft-lb. 

Sample  Diagrams 

(41)  Sample  indicator  diagrams  from  each  steam  and  pump  cylinder '. , 

Note: — ^The  items  relatinn  to  indicator  diagrams  and  indicated  horsepower  are  to  be  used  only 
in  the  case  of  reciprocating  machines. 


1342  REPORT  OP  POWER  TEST   COMMITTEE 

PART  VIII 

RULES  FOR  CONDUCTING  TESTS  OF  STEAM-DRIVEN 
COMPRESSORS,  BLOWERS  AND  FANS* 

OBJECT  AND  PREPARATIONS 

APPARATUS  AND  INSTRUMENTS 

OPERATING  CONDITIONS 

DURATION 

STARTING  AND  STOPPING 

RECORDS 

100  The  directions  pertaining  to  the  above  divisions  of  the  sub- 
ject are  substantially  the  same  as  those  given  in  the  Pumping  Ma- 
chinery Code  under  the  same  headings^  the  difference  being  that  the 
work  done  is  expended  in  moving  air  instead  of  water,  and  the 
measurements  taken  at  the  air  end  are  modified  accordingly. 

101  The  quantity  of  air  discharged  may  be  measured  by  a  gas- 
ometer, or  by  delivery  into  tanks  of  known  capacity.  Where  these 
means  are  not  available  the  pitot  tube  may  be  used,  as  described  in 
Appendix  No.  6,  or  some  other  means  may  be  employed  which  is  sub- 
ject to  calibration.     See  Par.  9d. 

102  If  the  air  end  is  of  the  reciprocating  type,  indicator  dia- 
grams should  be  regularly  taken  from  this  end  as  well  as  from  the 
steam  end. 

CALCULATION  OF  RESULTS 

103  The  rules  pertaining  to  dry  steam,  heat  consumption,  and 
indicated  horsepower  of  the  steam  end,  are  identically  the  same  as 
those  given  in  Par.  77,  of  the  Steam  Engine  Code,  and  reference  may 
be  made  to  that  code  for  the  necessary  directions  in  these  particulars. 

103a    Air  Horsepower 

The  gross  work  done  at  the  air  end  of  a  reciprocating  machine,  ex- 
pressed in  horsepower,  is  found  by  multiplying  together  the  net  area  of 
the  air  piston  in  sq.  in.,  the  mean  effective  air  pressure  in  lb.  per  sq.  in. 
as  determined  from  indicator  diagrams,  the  length  of  the  stroke  in  ft, 
and  the  number  of  single  strokes  per  minute,  and  dividing  their  product 
by  33,000. 

'  In  the  case  of  air  machinery  driven  by  some  other  prime  mover  thiai  a  stMin  ensiiM  or  tarbint* 
the  oode  may  be  modified  to  meet  the  particular  requiremente. 
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The  net  work  at  the  air  end  of  either  reciprocating  or  rotary  machinee, 
expressed  in  ft-lb.  per  minute,  is  found  by  multiplying  the  corrected 
volume  of  the  compressed  air  la  cu.  ft.  deliyered  into  the  main  de- 
livery pipe  per  minute,  by  the  impact  or  total  pressure  in  lb.  per  sq. 
ft.  and  by  the  hyperbolic  logarithm  of  the  ratio  of  the  total  pressure  to 
the  atmospheric  pressure  (all  pressures  being  absolute  pressures).  The 
net  air  horsepower  is  found  by  dividing  the  product  by  33,000.  The 
corrected  volume  of  the  compressed  air  fnay  be  found  by  multiplying  the 
sectional  area  of  the  delivery  main  in  sq.  ft.  by  the  mean  velocity  ui  ft. 
per  minute  as  determined  by  pitot  tube  or  other  measurement,  and  re- 
ducing the  result  to  atmospheric  temperature  by  multiplying  by  the 
proportion. 

460+ri 
460+T, 

in  which  Ti  is  the  temperature  of  the  air  supplied  to  the  machine  and 
Tt  the  temperature  of  the  air  in  the  delivery  main. 

1 03b    Capacity 

The  capacity  is  the  number  of  cu.  ft.  of  air  discharged  through  the 
delivery  main  per  minute,  as  determined  by  gasometer,  tank,  or  other 
mode  of  measurement,  reduced  to  the  equivalent  free  air  at  the  at- 
mospheric temperature  and  pressure.     The  correction  for  pressure  is 

p 
made  by  multipljdng  by  the  proportion  -^,   in  which  Pi  is  the  at- 

mospheric  pressure  and  Pt  the  total  pressure  in  the  main  (absolute 
pressures),  while  the  correction  for  temperature  is  determined  as  above 
stated. 

The  capacity  may  also  be  expressed  in  the  number  of  cu.  ft.  6t  com- 
pressed air  delivered  per  miuute  at  a  given  pressure  above  the  at- 
mosphere reduced  to  the  atmospheric  temperature. 

103c    Miscellaneous 

For  methods  of  calculating  results  pertaining  especially  to  the  per- 
formance of  the  steam-end  of  a  reciprocating  air  pumping  machine, 
reference  may  be  made  to  the  Steam  Engine  C!ode,  f  77. 

The  ''efficiency  of  compression"  in  a  reciprocating  machine  is  deter- 
mined by  first  ascertaining  the  net  work  at  the  air  end  given  above  under 
the  heading,  "103  a  Air  Horsepower,"  and  dividing  the  net  work 
thus  found  by  the  gross  work  given  under  the  same  heading. 

The  "mechanical  efficiency"  of  a  reciprocating  machine  is  determined 
by  dividing  the  gross  air  horsepower  at  the  air  end  by  the 'indicated 
horsepower  at  the  steam  end,  or  by  the  horsepower  delivered  by  the  belt 
or  motor  in  the  case  of  other  means  of  driving. 

DATA  AND  RESULTS 

104    The  data  and  results  should  be  reported  in  accordance  with 
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the  form  (Table  14)  given  herewith,  adding  lines  for  data  not  pro- 
vided for  and  omittine:  those  not  required,  as  may  conform  with  the 
object  in  view.  If  a  shorter  form  is  desired,  the  Items  in  fine  print 
designated  by  letters  of  the  alphabet  may  be  omitted.  Unless  other- 
wise indicated  the  items  should  be  the  averages  of  the  data. 

106  In  the  case  of  an  air-pumping  machine  of  the  reciprocating 
class  for  which  a  record  of  the  complete  performance  is  desired,  the 
additional  engine  data  and  results  given  in  the  Steam  Engine  Code 
may  supplement  those  here  given : 

TABLE  14    DATA  AND  RESULTS  OF  TEST  OF  COMPRESSORS, 

BLOWERS,  OR  FANS 

Code  of  1915 

(1)  Test   of located   at 

To  determine 

Test  conducted  by 

DiMXNsiONs,  sra 

(2)  Type  of  machinery 

(3)  Bated  capacity  in  cu.  ft.  of  free  air  per  minute cu.  ft 

(a)  Rated  capacity  in  cu.  ft.  of  air  discharged  per  minute  at  100  lb.  preasure, 

reduced  to  62  degrees cu.  ft. 

(b)  Name  of  builder 

(4)  Size  of  engine  or  turbine  (see  Engine  and  Turbine  Codes) 

(5)  Size  of  air  cylinders  or  blowers 

(6)  Auxiliaries  (steam  or  electric  driven) 

(a)     Type  and  make  of  condenser  equipment 

(6)     Rated  capacity  of  condenser  equipment 

(c)  Tyi>e  of  oil  pump,  jacket  pump,  and  reheater  pump  (direct  or  independently 

driven) " , 

Date  and  Duration 

(7)  Date 

(8)  Duration hr. 

Average  Pressures  and  Temperatures 

(9)  Pressure  in  steam  pipe  near  throttle,  by  gage lb.  per  »q.  in. 

(10)  Barometric   pressure    in.  of  mercury 

(o)     Steam    chest    pressure lb.  per  sq.  in. 

(6)     Pressure    in   receivers,   by   gage lb.  per  sq.  in. 

(c)     Pressure   in  turbine  stages,   by  gage lb.  per  sq.  in. 

(11)  Pressure  in  exhaust  pipe  near  engine  or  turbine,  by  gage.  .  .lb.  per  sq.  in. 

(12)  Vacuum  in  condenser in.  of  mercurv 
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(a)  Correspondinf  absolute  prenare lb.  per  Bq.  in. 

(b)  Absolute  pressure  in  exhaust  chamber lb.  per  sq.  in. 

(13)  Temperature  of  steam,  if  superheated,  at  throttle deg. 

(a)  Normal  temperature  of  saturated  steam  at  throttle  pressure dec. 

(b)  Temperature  of  steam  leaving  receivers,  if  superheated deg. 

(14)  Temperature  of  steam  in  exhaust  pipe  near  engine  or  turbine deg. 

(a)     Temperature  of  circulating  water  entering  condenser deg. 

(6)     Temperature  of  circulating  water  leaving  condenser deg. 

( 15)  Temperature  of  air  in  delivery  main* deg. 

(a)  Temperature  of  air  supplied  to  machine deg. 

(b)  Temperature  by  wet  bulb  thermometer deg. 

(e)     Relative  hiunidity deg. 

(16)  Pressure  in  delivery  main  by  gage  (impact  pressure)* lb.  per  sq.  in. 

(a)    Pressure  in  each  stage,  if  more  than  one lb.  per  sq.  in. 

Quality  of  Steam 

(17)  Percentage  of  moisture  in  steam  near  throttle,  or  number  of  degrees 

of  superheating per  cent  or  deg. 


Total  Quantitixs 

(18)  Total  water  fed  to  boilers lb. 

(19)  Total  condensed  steam  from  surface  condenser  (corrected  for  con- 

denser leakage)    lb. 

(20)  Total  dry  steam  consumed  (Item  18  or  19  less  moisture  in  steam) ...  .lb. 

(21)  Total  volume  of  compressed  air  delivered,  as  measured cu.  ft. 

(a)     Total  volimie  of  compressed  air  delivered,  reduced  to  atmoepheric  tem- 
perature and  pressure cu.  ft. 

(6)     Total  weight  of  air  delivered lb. 

Hourly  Quantities 

(22)  Total  water  fed  to  boilers,  or  drawn  from  surface  condenser,  per  hour.lb. 

(23)  Total  dry  steam  consumed  for  all  purposes  (Item  20  -^  Item  8) ...  .lb. 

(24)  Steam  consumed  per  hour  for  all  purposes  foreign  to  main  engine. . .  .lb. 

(25)  Dry  steam  consumed  by  engine  or  turbine  per  hour   (Item  23  — 

Item  24)    lb. 

(a)  Circulating  water  suppUed^to  oondenserper^hour lb* 

(26)  Volume  of  compressed  air  delivered  per  hour,  as  measured cu.  ft. 

(i)     Volume  of  compressed  air  delivered  per  hour,  reduced  to  atmospheric 

temperature cu.  ft. 

(b)  Volume  of  compressed  air  delivered  per  hour,  reduced  to  atmospheric 

temperature  and  pressure cu.  ft. 

(e)     Weight  of  air  delivered  per  hour lb. 

*  In  the  caae  of  compressors  or  blowers  having  more  than  one  stage,  additional  data  should  be 
given  covering  pressures  and  temperatures  in  the  different  stages,  the  quantity  of  water  used  for 
cooling,  and  temperatures  of  the  air  and  water  entering  and  leaving  the  intercooler. 
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Hourly  Heat  Data 

(27)  Heat  units  consumed  by  engine  or  turbine  per  hour  (Item  25  multi- 

plied by  total  heat  of  1  lb.  of  steam  at  pressure  of  Item  9,  less 
heat  in  1  lb.  of  water  at  temperature  of  Item  14) B.t.ii. 

Indicator  Diagrams 

1st.  cyl.  2d  Cjl 

(28)  Mean  effective  pressure,  each  steam  cylinder,  .lb.  per  sq.  in 

(a)    Mean  effeetiTe  pressure,   each   air  cylinder.  .lb.  per  sq.   in 

Speed 

(29)  Bevolutions  per  minute r.pjn. 

(a)     Number  of  sioxle  strokes  per  minute strokes 

Power 

(30)  Indicated  horsepower  of  steam  end i.h.p. 

(31)  Gross  air  horsepower  as  indicated  in  air  cylinders h.p. 

(a)     Brake  horsepower  consumed  by  blower  or  fan br.h.p 

(32)  Net  air  horsepower  (see  H  103a) h.p. 

(33)  Friction  horsepower  (Item  30  —  Item  31) h.p. 

(34)  Percentage  of  iJi.p.  lost  in  friction  of  machine per  cent 

Capacity 

(.'{5}     Compressed  air  delivered  per  minute  as  measured cu.  ft. 

(a)  Compressed    air   delivered   per   minute,    reduced  to   atmospheric   tem- 

perature     CO.   ft 

(b)  Compressed  air  delivered  per  minute  at  100  lb.  pressure,  reduced  to 

62    degrees    cu.  ft. 

(36)  Compressed    air    delivered    per    minute,    reduced    to    atmospheric 

temperature  and  pressure  (free  air) cu.  ft 

Economy  Results 

(37)  Heat  units  consumed  per  i.h.p-hr B.t,u. 

(38)  Heat  units  consumed  per  net  h.p-hr.  of  Item  32 B.t.u. 

(39)  Dry  steam  consumed  per  i.h.p-hr lb. 

(40)  Dry  steam  consumed  per  net  air  h.p-hr.  of  Item  32 lb. 

Efficiency  Results 

(41)  Thermal  efficiency  referred  to  i.h.p.  [(2546.5  -h  Item  37)  X  100]percent 

(42)  Thermal  efficiency  referred  to  net  air  h.p.   [(2546.5  -f-   Item  38) 

X   100] per  cent 
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(43)  Efficiency  of  compression  [(Item  32  -+-  Item  31)    X   100] per  cent 

(a)     Mechanical  eflBcioncy  of  machine  [(Item  31-7- Item  30)  XIOOJ per  cent 

(6)     Volimietrio  efficiency  [(Item  36-rdi8plaoement  in  cu.  ft.  per  minute  of  first 

compreaeor)  XlOO] per  cent 

Work  Done  per  Heat  Uxit 

(44)  Net  work  per  B.t.u.   (1,980,000  -^  Item  38) ft-lb. 

Sample  Diagrams 

(45)  Sample  indicator  diagrams  from  each  cylinder 

NoTx: — The  items  relating  to  indicator  diagrams  and  indicated  horsepower  are  to  be  used  only 
in  cases  where  the  machine  is  of  the  reciprocating  type. 
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PART  IX 

RULES  FOR  CONDUCTING  TESTS  OF  COMPLETE 

STEAM  POWER  PLANTS 

INTRODUCTION 

106  The  steam  power  plants  to  which  this  code  applies  are  as- 
sumed to  be  plants  embracing  one  or  more  boilers  using  coal  for  fuel, 
one  or  more  engines  or  turbines^  and  the  auxiliaries  concerned,  the 
power  being  utilized  for  any  industrial  purpose,  such  as  mill  driying, 
generation  of  electricity,  pumping  water  or  compressing  air.  The 
object  of  a  test  of  such  a  plant  is  the  determination  of  the  perform- 
ance of  the  plant  as  a  whole  and  that  of  its  component  parts,  and  the 
efficiency  of  the  plant  based  on  coal  and  steam  consumption. 

If  the  plant  contains  a  number  of  power-generating  units,  especially  if  the 
units  are  of  different  types  or  classes,  the  test  when  practicable  should 
determine  the  performance  of  each  unit,  in  addition  to  that  of  the  plant 
as  a  whole. 

If  the  boilers  supply  steam  for  heating  or  other  industrial  purposes 
in  addition  to  the  steam  required  for  power,  the  various  <]iiantitie8  of 
steam  thus  used  should  be  measured  and  the  complete  distribution  of 
the  steam  output  ascertained. 

107  For  methods  to  be  followed  in  testing  the  component  parts 
of  a  complete  plant,  such  as  boilers,  engines,  turbines,  pumping  ma- 
chinery, and  air  machinery,  reference  may  be  made  to  the  respective 
Codes  which  apply  thereto. 

OBJECT  AND  PREPARATIONS 

108  Read  the  general  instructions  given  in  ^  1  to  20,  determine 
the  object  of  the  test,  take  the  dimensions,  note  the  physical  condi- 
tions, examine  for  leakages,  install  the  testing  appliances,  etc.,  as 
there  pointed  out,  and  prepare  for  the  test  accordingly. 

FUEL 

109  Determine  the  character  of  the  fuel  to  be  used  according  to 
the  object  in  view.  For  further  particulars  reference  may  be  made  to 
the  Boiler  Code. 
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APPARATUS  AND  INSTRUMENTS 

110  The  apparatus  and  instruments  required  for  a  performance 
tost  of  a  steam  plant  are: 

(a)     Platform  scales  for  weighing  coal,  ashes  and  water,  and  tanks   (or 

water  meters  calibrated  in  place). 
(5)     Graduated  scales  attached  to  the  water  glasses  of  the  boilers. 

(c)  Pressure  gages,  vacuum  gages,  and  thermometers. 

(d)  Coal  calorimeter. 

(e)  Steam  calorimeter. 

(/)     Steam  engine  indicators. 

{g)     Planimeter. 

{h)     Barometer. 

(  i)     Tachometer,  revolution  and  stroke  counters,  or  other  speed  measuring 

apparatus. 
(j)     Friction  brake  or  dynamometer,  if  available. 
(k)     Voltmeter,   ammeters,   wattmeters,   and   watt-hour   meter    (in   electric 

plants) . 
( I)     Steam  meters. 

111  In  case  of  complete  pumping  machinery  or  air  machinery 
plants  the  following  additional  instruments  are  required : 

(m)     Weir,  pitot  tube,  or  other  apparatus  for  measuring  the  discharge. 
(  n)     Stroke  scales  for  direct-acting  pumps. 

112  Directions  regarding  the  use  and  calibration  of  these  appli- 
ances arc  given  in  If  7  to  9  and  ^  24  to  33. 

113  If  the  test  involves  the  determination  of  boiler  performance 
and  engine  or  turbine  performance,  additional  instruments  should 
be  used  as  pointed  out  in  the  respective  Codes  referring  to  such  tests. 

OPERATING  CONDITIONS 

114  Determine  what  the  operating  conditions  should  be  to  con- 
form to  the  object  in  view,  and  see  that  they  prevail  throughout  the 
trial,  as  pointed  out  in  ^  14. 

DURATION 

lis  The  duration  of  a  plant  test  should  be  not  less  than  one  day 
of  24  hours,  and  preferably  in  some  cases,  such  as  ice-making  plants, 
a  full  week  of  seven  days,  including  Sunday. 
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116  Tests  to  determine  the  steam  consumption  of  the  individual 
parts  of  a  plant  should  be  of  such  length  as  to  secure  a  number  of 
consecutive  hourly  or  half -hourly  records  showing  uniformity  within 
the  desired  limits  of  accuracy. 

117  In  cases  where  the  engine  or  other  power  developing  machine 
is  in  operation  only  a  part  of  the  day,  the  duration  on  which  the 
hourly  results  are  computed  should  be  considered  the  length  of  time 
that  the  engine  or  other  power  developing  machine  is  in  operation 
at  its  working  speed. 


STARTING  AND  STOPPING 

118  In  a  plant  operating  continuously  day  and  nighty  the  times 
fixed  for  starting  and  stopping  should  follow  the  regular  periods  of 
cleaning  the  fires.  The  fires  should  be  quickly  cleaned  and  then 
burned  low,  say  to  a  thickness  of  4  in.  to  6  in.  if  practicable.  When 
this  condition  is  reached  the  time  should  be  noted  as  the  starting 
time,  and  the  thickness  of  each  coal  bed  observed,  as  also  the  water 
levels  and  the  steam  pressure.  Fresh  coal  should  then  be  fired  from 
that  weighed  for  the  test,  the  ashpits  thoroughly  cleaned,  and  the 
regular  work  of  the  test  proceeded  with.  At  the  close  of  the  test, 
following  a  regular  cleaning,  the  fires  should  again  be  burned  low, 
and  when  their  condition  has  become  the  same  as  that  observed  at 
the  beginning,  the  water  levels  and  steam  pressure  also  being  the 
same,  the  time  is  observed  and  this  time  taken  as  the  stopping  time. 
If  the  water  leveU  and  steam  pressure  are  not  the  same  as  at  the  be- 
ginning a  suitable  correction  should  be  made  by  computation.  The 
ashes  and  refuse  are  then  hauled  from  the  ashpits. 

119  In  a  plant  running  only  a  part  of  the  day,  and  during  the 
balance  of  the  day  the  fires  are  banked,  the  time  selected  for  the 
beginning  and  end  of  the  test  should  be  that  following  the  close  of 
the  day^s  run,  when  the  fires  have  been  burned  low  preparatory  to 
cleaning  and  banking.     The  amount  of  live  coal  left  on  the  grates 
under  these  circumstances  is  estimated  at  the  beginning  of  the  test, 
and  the  fires  brought  to  the  same  condition,  as  near  as  may  be,  at 
the  close  of  the  test  the  next  day.     If  the  two  quantities  differ,  a 
suitable  correction  is  made  in  the  weight  of  coal  fired,  as  found  by 
calculation. 


COMPLETE  STEAM  POWER  PLANT  1351 

RECORDS 

120  The  general  data  should  be  recorded  as  pointed  out  in  Part 
I,  Tf  15  to  18,  under  the  head  of  Records.  Half-hourly  readings  of 
the  various  instruments  concerned  are  usually  sufiScient,  excepting 
where  there  are  wide  fluctuations.  A  set  of  indicator  diagrams  should 
be  obtained  at  intervals  of  20  minutes,  and  at  more  frequent  intervals 
if  the  nature  of  the  test  makes  it  necessary.  Mark  on  each  card  the 
cylinder  and  the  end  on  which  it  was  taken,  also  the  time  of  the  day. 
Record  on  one  card  of  each  set  the  readings  of  the  pressure  gages 
concerned,  taken  at  the  same  time.  These  records  should  subse- 
quently be  entered  on  the  general  log,  together  with  the  areas,  pres- 
sures, lengths,  etc.,  measured  from  the  diagrams,  when  these  are 
worked  up. 

121  Further  directions  may  be  found  in  Part  I,  T[  9s,  under  the 
heading  Indicators  and  in  Appendix  No.  18. 

SAMPLING  AND  DRYING  GOAL 

122  During  the  progress  of  the  test  the  coal  should  be  regularly 
sampled  for  the  purpose  of  analysis  and  determination  of  moisture, 
in  the  manner  pointed  out  in  Part  III,  ^  IM:  to  2S. 

ASHES  AND  REFUSE 

123  The  ashes  and  refuse  withdrawn  from  the  furnace  and  ashpit 
during  the  progress  of  the  test  and  at  its  close  should  be  weighed  in 
a  dry  state,  and,  if  desired,  a  representative  sample  should  be  obtained 
for  proximate  analysis  and  the  determination  of  the  amount  of  un- 
bumed  carbon  which  it  contains. 

GALORIFIG  TESTS  AND  ANALYSES  OF  COAL 

124  The  quality  of  the  fuel  should  be  determined  by  calorific  tests 
and  analysis  of  the  representative  sample  above  referred  to.  Direc- 
tions for  making  these  tests  and  analyses  will  be  found  in  Part  I 
under  the  headings  Coal  Calorimeters  and  Coal  Analysis  Apparatus, 
Tf  9n  and  ^  9p. 
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CALCULATION  OF  RESULTS 

125a    Heat  Consumption 

The  number  of  heat  units  consumed  by  the  engine  and  its  auxiliaries 
per  hour  is  found  by  multiplying  the  total  weight  of  the  feed  water 
consumed  per  hour  by  the  total  heat  of  one  lb.  of  steam  supplied  to  the 
engine,  (corrected  for  moisture  or  superheat),  less  the  heat  in  one  lb. 
of  water  at  the  temperature  of  the  water  entering  the  boiler  (or  econo- 
mizer, if  any).  If  the  water  is  supplied  from  a  number  of  sources  and 
at  various  temperatures,  the  weight  of  each  supply  of  water  is  to  be 
taken  and  the  heat  in  the  water  at  each  temperature  of  supply,  the 
various  individual  quantities  thus  obtained  being  added  together  to 
obtain  the  total  heat  consumption.     (See  Appendix  No.  25.) 


125b    Miscellaneous 

Directions  for  calculating  the  results  pertaining  individually  to  the 
boilers  and  engine,  or  other  power  consuming  machinery  alone,  nuiy 
be  found  in  the  individual  codes  referring  thereto. 


DATA  AND  REStJLTS 

126  The  data  and  results  should  be  reported  in  accordance  with 
the  form  (Table  15)  given  herewith,  adding  lines  for  data  not  pro- 
vided for,  or  omitting  those  not  required,  as  may  conform  to  the 
object  in  view.  If  a  shorter  form  is  desired,  the  items  in  fine  print 
designated  by  letters  of  the  alphabet  may  be  omitted;  or  if  only  the 
principal  data  and  results  pertaining  to  coal  and  power  consumption 
are  desired,  the  subjoined  abbreviated  table  (Table  16)  may  be  used 
Unless  otherwise  indicated,  the  items  should  be  the  averages  of  the 
data. 

REPORT 

127  The  report  should  clearly  set  forth  the  more  important  find- 
ings and  conclusions  bearing  on  the  work,  taking  care  that  these  arc 
not  obscured  by  minor  considerations  and  details.  (Read  ^  1  and  f 
20). 

CHART 

128  It  is  desirable  to  plot  the  principal  data  on  a  chart,  as  stated 
in  ^  19,  especially  the  indicated  horsepower,  kilowatt  or  other  load, 
and  steam  and  coal  consumption. 
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TABLE  15    DATA  AND  RESULTS  OF  STEAM  POWER  PLANT  TEST 

Code  of  1915 


(1)     Test  of plant  located  at 

To  determine 

Test  conducted  by  


Datb,  Duration,  etc. 

(2)  Number  and  kind  of  boilers  (superheaters,  if  any),  engines,  turbines,  etc. 

(3)  Rated  capacity  of  boilers  in  lb.  of  steam  per  hour  from  and  at  212  deg.  lb. 

(o)  Kind  of  furnace 

(6)  Grate  surface sq.  ft. 

(c)  Percentage  of  area  of  openings  to  area  of  grate per  cent. 

(d)  Water  heating  surface 8q.  It. 

(e)  Superheating  surface sq.  f t. 

(4)  Rated  power  of  engines  or  turbines 

(a)  Diniensiond  of  cylinders  of  engine 

(6)  Dimensions  of  turbine 

(c)  Type  of  engines  or  turbines  and  claos  of  service 

id)  Name  of  builders 

(5)  Type  of  auxiliaries* 

(o)     Dimensions  of  auxiliaries* 

(6)  Type  and  capacity  of  condenser 

(7)  Capacity  of  generators,  pumps,  or  other  apparatus  consuming  power 

of  engine  or  turbine 

Date,  Duration,  etc. 

(8)  Date    

(9)  Duration.     Length  of  time  engine  or  turbine  was  in  motion  with 

throttle  open  hr. 

(a)     Length  of  time  engine  or  turbine  was  running  at  normal  speed hr. 

(6)     Elapsed  time  from  start  to  finish hr. 

(10)  Kind  and  size  of  coal 

Average  Pressures,  Temperatures,  etc. 

(11)  Boiler  pressure  by  gage lb.  per  sq.  in. 

(a)    Steam  pipe  pressure  near  throttle,  by  gage lb.  per  sq.  in. 

ib)    Barometric  pressure    in.  of  mercury 

(e)     Steam  chest  pressure  by  gage lb.  persq.  in. 

(d)  Pressure  in  receivers  and  rcheaters  by  gage Ib.  per  sq.  in. 

(e)  Pressure  in  turbine  stages  by  gage Ib.  per  sq.  in. 

(/)     Pressure  in  exhaust  pipe  near  engine  or  turbine Ib.  per  sq.  in. 

(12)  Vacuum  in  condenser in.  of  mercury 

(a )  Corresponding   absolute   pressure Ib.  per  sq.  in. 

(b)  Absolute  pressure  in  exhaust  chamber , .  , ,  .lb.  per  sq.  in. 

*For  full  particulars  see  text  of  Report. 
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(13)  Temperature  of  steam,  if  superheated   (taken  at  boiler  or  super- 

heater)    deg. 

(a)  Temperature  of  steam,  if  superheated  (taken  at  throttle} deg. 

(b)  Normal  temperature  of  saturated  steam  at  boiler  pressure deg. 

(c)  Normal  temperature  of  saturated  steam  at  throttle  pressure dec. 

(d)  Temperature  of  steam  leaving  receivers,  if  superheated deg. 

(e)  Temperature  of  steam  in  exhaust  pipe  near  engine  or  turbine deg. 

(J)  Temperature  of  condensed  water  in  hot-well  or  feed  tank deg. 

07)  Temperature  of  nirculating  water  entering  condenser deg. 

ih)  Temperature  of  circulating  water  leaving  condenser deg. 

(t)  Temperature  of  air  in  boiler  room deg. 

(J)  Temperature  of  air  in  engine  or  turbine  room deg. 

(14)  Temperature  of  feed  water  entering  boilers  (average) deg. 

(a)     Temperature  of  each  feed  supply  (if  more  than  one) deg. 

(6)     Temperature  of  feedwater  entering  economizer,  if  any deg. 

(c)     Increase  in  temperature  of  water  due  to  eoonomiser deg. 

(15)  Temperature  of  escaping  gases  leaving  boiler deg. 

(a)     Temperature  of  escaping  gases  leaving  economiaer deg. 

(6)     Decrease  in  temperature  of  gases  due  to  eoonomiser deg. 

(c)  Temperature  of  furnace deg. 

(16)  Force  of  draft  in  main  boiler  flue in.  of  water 

(a )    Force  of  draft  at  base  of  chimney in.  of  water 

(5)  Force  of  draft  at  each  end  of  economizer in.  of  water 

(c)     Force  of  draft  at  individual  boiler  dampers in.  of  water 

(d)  Force  of  draft  in  individual  furnaces in.  of  water 

(«)     Force  of  draft  or  blast  in  individual  aih  pits* in.  of  water 

(17)  State  of  weather 

(a)     Temperature  of  external  air deg. 

Quality  of  Steam 

(18)  Percentage  of  moisture  in  steam,  or  number  of  degrees  of  super- 

heating    per  cent  or  deg. 

(a)     Factor  of  correction  for  quality  of  steam 

Total  Quantities  of  Coal  and  Watb 

(19)  Total  weight  of  coal  as  fired  Ih. 

(a)  Percentage  of  moisture  in  coal per  cent 

(6)  Total  weight  of  dry  coal lb. 

(c)  Total  aah,  clinkers,  and  refuse  (dry) lb 

(<f)  Weight  of  clinkers  contained  in  total  ash lb 

(e)  Percentage  of  ash  and  refuse  in  dry  coal per  cent 

(/)  Total  combustible  burned  (Item  196 — 19c) lb. 

(20)  Total  weight  of  water  fed  to  boiler  from  all  sources t lb. 

(a)     Total  water  evaporated  corrected  for  quality  of  steam  (Item  20 Xltem  I8a) ...  .lb. 

(6)     Factor  of  evaporation  based  on  average  temperature  of  water  entering  boiler 

(c)     Total  equivalent  evaporation  from  and  at  212  degrees  (Item  20a  Xltem  206) . .  .lb. 

*  If  artificial  draft  or  blaat  is  employed,  the  force  of  draft  or  blast  at  the  fan  should  also  be  given. 

t  If  there  are  a  number  of  supplies  of  feed  water,  the  weight  and  temperature  of  each  supply  is 
{^  be  ^iven,  and  total  weight  and  average  temperature  ascertained. 
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.    Hourly  Quantities  op  CtoAL,  Water,  and  Steam,  and  Rates 

(21)  Coal,  as  fired,  per  hour  (Item  19  .^  Item  9) lb. 

(a)  Dry  ooal  per  Ijour  (Item  196-?-  Item  9) lb. 

(b)  Dry  ooal  per  sq.  ft.  of  grate  surface lb. 

(22)  Water  evaporated  per  hour  (Item  20  .^  Item  9) lb. 

(a)     Ekiuivalent  evaporation  per  hour  from_and  at  212  deg lb. 

(6)     Equivatont  evaporation  per  sq.  ft.  of  ^water  heating;j^urfaoe lb. 

(23)  Dry  steam  generated  per  hour   (sum  of  sub-items  a  to  g)    (Item 

20  less  moisture  in  steam  -l.  Item  9)   lb. 

(a)  Moiature  formed  per  hour  between  boiler  and  engine lb. 

(6)  Dry  steam  consumed  per  hour  by  engine  cylinders  or  turbine lb. 

(c)  Dry  steam  consumed  per  hour  by  reheaters  and  jackets,  if  any lb. 

((f)  Dry  steam  consumed  per  hour  by  air  and  circulating  pump  of  condenser lb. 

•    (e)     Dry  steam  consimied  per  hour  by  boiler  feed  pimip lb. 

(/)     Dry  steam  consimied  per  hour  by  other  steam  driven  auziliaries lb. 

(ff)     Dry  steam  consumed  per  hour  to  supply  leakage  of  boilers  and  piping  be- 
tween boilers  and  engine  (including  steam  supplied  for  foreign  purposes, 
if  any> lb. 

(A)     Live  steam  supplied  for  heating,  or  miscellaneous  purposes lb. 

(0      Injection  or  circulating  water  supplied  condenser  per  hour lb. 

Calorific  Value  of  Goal 

(24)  Calorific  value  of  1  lb.  of  coal  as  fired,  by  calorimeter  test B.t.iL 

(a)     Calorific  value  of  1  lb.  of  dry  coal B.t.u. 

(6)     Calorific  value  of  1  lb.  of  combustible B.t.u. 

Hourly  Heat  Data 

(25)  Heat  units  in  coal  as  fired  generated  per  hour  (Item  21   X  Item 

24) B.tu. 

(26)  Heat  units  consumed  by  engine  and  auxiliaries  per  hour    (Item 

22  X  total  heat  of  1  lb.  of  steam  at  pressure  of  Item  11  less  heat 
in  1  lb.  of  water  at  temperature  of  feed  water  supplied  to  boiler, 
,  or  economizer,  if  any) B.tu. 

(a)     Heat  converted  into  work  per  hour B.t.u. 

(6)     Heat  rejected  to  condenser  per  hour B.t.u. 

(c)  Heat  rejected  in  steam  withdrawn  from  receivers  or  turbine-stages  not  used 

by  feed  water B.t.u. 

id)     Heat  lost  by  radiation  from  engine  and  auxiliaries,  including  piping  between 

boilers  and,  condenser B.t.u. 

ie)     Heat  lost  in  operation  of  boiler,  including  economizer,   (if  any)   (Item 

26— Item  20) B.t.u. 

Indicator  Diagrams 

(27)  Mean  effective  pressure,  each  cylinder  lb. 

(a)  Commercial  cut-oil  (in  per  cent  of  stroke)  each  cylinder per  cent 

(b)  Initial  pressure,   above  atmosphere,   each  cylinder lb.  per  iq.  in. 

(e)     Back    pressure    at    lowest    point    above    or    below    atmosphere,    each 

cylinder lb.  per  sq.  in. 

(d)  Steam  accounted  for  per  i.h.p.  per  hour  at  point  near  cut-off,  each 

cylinder    lb. 

(e)  Steam  accounted  for  per  i.h.p.  per  hour  at  point  near  release lb. 
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Electrical  Data 

(28)  Average  kilowatt  output,  gross   kw. 

(a)  Volts    each    phase toIu 

(b)  Amperes  each  phase amperes 

(e)     Kilo-volt-amperes     kr-a. 

(d)    Power  factor 

(29)  Current  used  by  exciter kw. 

(30)  Net  kilowatt  output  (Item  28  —  Item  29) kw. 

i 

Speed 

(31)  Revolutions  per  minute r.p.m.' 

(a)    Variation  of  speed  between  no  load  and  full  load r.p.m. 

Power 

(32)  Indicated  horsepower iJi.p. 

(33)  Brake  horsepower   brJi.p. 

Capacity 

(34)  Water  evaporated  per  hour  from  and  at  212  degrees    (same  aa 

Item  22a)    lb. 

(a)     Percentage  of  rated  boiler  capacity  developed  (Item  34-^  Item  3  XlOO) . . .  per  cent 

(35)  Percentage  of  rated  engine  or  turbine  capacity  developed    (Item 

32  -i.  Item  4  X  100) per  cent 

Economy  Results 

(36)  Coal  as  fired  per  i.h.p.  of  engine  per  hour lb. 

(37)  Coal  as  fired  per  brake  h.p.  of  engine  or  turbine  per  hour lb. 

(a)  Dry  coal  per  i.h.p.  per  hr lb. 

(b)  Dry  coal  per  brake  h.p-hr ^Ib. 

(c)  Dry  coal  per  kw-hr lb. 

(38)  Heat  units  in  coal  consumed  per  i.h.p.  of  engine  per  hour B.tu. 

(39)  Heat  units  in  coal  consumed  per  brake  h.p.  of  engine  or  turbine 

per  hour  (Item  37  X  Item  24) B.tu. 

(a)  Heat  units  consumed  by  engine  (including  auxiliaries)  per  i.h.p-hr.  .B.t.u. 

(b)  Heat   units   consumed   by    engine    or   turbine    (including    auxiliariea) 

per  brake  h.p-hr.   (Item  26  -r-  Item  83) B.t.u. 

(c)  Heat  units  consumed  by  engine  per  kw-hr B.tu. 

(40)  Heat  units  in  coal  consumed  per  kw-hr B.tu. 

(41)  Water  evaporated  per  lb.  of  coal  as  fired lb. 

(a )    Water  evaporated  per  lb.  of  dry  coal lb. 

(&)     Equivalent  evaporation  from  and  at  212  deg.  per  lb.  of  dry  eoal lb. 

(c)     Equivalent  evaporation  from  and  at  212  deg.  per  lb.  of  combustible ....  lb. 

(42)  Dry  steam  consumed  by  engine  alone  per  i.h.p-hr lb. 

(a)    Dry  steam  consumed  by  aiixiliaries  per  i.h.p-hr lb. 

(5)    Dry  steam  consumed  by  combined  engine  and  auxiliariea  per  i.h.p-hr.  .lb. 
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(43)     Dtj  steam  consumed  by  engine  or  turbine  alone  per  brake  Kp-hr. . .  .lb. 

(a)    Dry  stemm  oonsnmed  by  muziliariM  per  brmke  h.p-hr lb. 

(5)    Dry  steam  consumed  by  combined  engine  or  turbine  and  auxiliaries 

per   brake   h.p-hr lb. 


Effichnot  Bssults 

(44)  Thermal  efficiency  of  plant  referred  to  i.h.p.    [(2546.5   -i-   Item 

38)  X  100] 

(45)  Thermal  efficiency   of  plant  referred  to  brake  Kp.    [(2546.5   -i- 

Item  39)  X  100] 

(a)     Efficiency  of  boilers  (Item  41b  X  070.4  X  lOO-r-  Item  24a) 

(6)     Efficiency  of  engine  referred  to  i Ji.p.  [(2646.6  -r  Item  39a)  X  100] 

(c)     Efficiency  of  engine  or  turbine  referred  to  brake  h.p.  [(2646.6-7-306)  X 100]. . . . 

Fuel  Cost  of  Powxb 

(46)  CJoBt  of  coal  per  ton  of lb dollars 

(47)  Cost  of  coal  per  Lh.p-hr cents 

(48)  Cost  of  coal  per  brake  Kp-hr cents 

HEAT  BALANCaS  OF  STEAM  POWEB  PLANT 


(See  Appendix  35  for  Example) 


(49) 
(50) 


Heat  units  in  coal  (same  as  Item  24) 
Boiler  losses 


(a) 
(k) 

(c) 
(i) 
(«) 
(/) 
(a) 

(h) 

(0 
(51)     Engine  consumption, 


Per  lb. 

coal 
ae  fired 


Looe  due  to  evaporation  of  moiature  in  ooal 

Loaa  due  to  heat  carried  away  by  steam  formed  by  the 

burning  of  hydrogen 

Lo88  due  to  heat  carried  away  in  the  dry  flue 

Lo88  due  to  carbon  monoxide 

Loes  due  to  combustible  in  ash  and  refuse 

Loss  due  to  heating  moisture  in  air 

Loss  due  to  imoonsumed  hydrogen  and  hydrocarbons,  to 

radiation,  and  unaccounted  for 

Heat   supplied   steam   driven    appliances  for  operating 

boilers  less  that  recovered  by  heating  feed  water 
Total  boiler 


(o) 
(h) 

(c) 
id) 

(«) 
(/) 


Radiation  from  steam  pipe 

Radiation  from  engine  or  turbine 

Heat  rejected  to  condenser 

Heat  withdrawn  from  engine  receivers  or  turbine  stages 

or  other  use  than  heating  feed  water 

Heat  ioet  by  leakage  of  steam  piping 

Heat  converted  into  work 


Per  cent 
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Per  lb. 

ooa] 
aa  fired 


Per  cent 


(52)     Heat  in  steam  supplied  for  purposes  foreign  to  engine 

or  turbine    

Totals  (same  as  Item  49) *. 


Sample  Diagrams 

(53)     Sample   indicator  diagrams  from  each   cylinder  of 
engine.     Also  sample  steam  pipe  diagrams 


The  boiler  output,  (Item  49 — Item  50i)  may  be  divided  into 

(a)     Heat  units  absorbed  by  water  in  bmler 

(6)      Heat  units  absorbed  by  water  in  economiser 

The  quantity  representing  the  sum  of  Items  51  &,  e,  and  / 

may  be  divided  according  to  the  steam  distribution 

into    

(e)  Heat  consumed  by  engine  cylinders  or  turbine  alone  (in- 
cluding reheaters  or  jackets,  if  any),  i.e.,  total  heat 
supplied  to  engine  or  turbine  alone  less  heat  recovered 
therefrom  by  heating  feed  water 

(d)  Heat  consumed  by  steam-driven  auxiliaries,  i.e.,  total 

heat  supplied  to  auxiliaries  less  heat  recovered  there- 
from by  heating  feed  water . . . : 

The  same  quantity  may  be  divided  according  to  the  distri 
bution  of  work  done  by  engine  or  turbine  into 

(e)  Heat  consumed  in  supplying  power  lost  in  friction  of 

engine  or  tiu-bine 

(/)      Heat  consimied  in  supplying  frictional,  electrical,  or  other 

losses  of  power  delivered  by  engine  or  turbine  shaft. . . 

((7)     Heat  consumed  in  supplying  useful  power  delivered  by 

*  engine  or  turbine,  whether  mechanical,  electrical,  or 

otherwise 


Note: — In  the  case  of  pumping  and  air  machinery  plants  add  lines  under 

the  various  items  as  follows: 

For  Item   (13) 

{k)     Pressure   in  delivery  main  by  gage Ib.per  sq.  in. 

(0       Vacuum  or  pressure  in  suction  main  by  gage. lb.  per  sq.  in.  or  in.  of  mercury 

(m)     Correction  for  difference  in  elevation  of  the  two  gages lb.  per  sq.  in. 

(n)     Total  head  expressed  in  lb.  pressure  per  sq.  in lb.  per  sq.  in. 

(o)      Total  head  expressed   in  ft ft 

For  Item   (20) 

((/)    Temperature  of  delivery deg 

(e)     Total  weight  of  water  discharged,  by  measiirement lb. 

(/)     Total  weight  of  water  discharged,  by  calculation  from  plunger  displacement,  correctedlb 

{g)     Total  volume  of  air  delivered,  by  measurement cu.  ft. 

{h)    Total  volume  of  air  delivered,  reduced  to  atmospheric  pressure  and  temperature  cu  ft 
For  Item  (23) 

0)      Weight  of  water  discharged  per  hour,  by  measurement , . .  .lb. 

(*)    Weight  of  water  discharged  per  hour,  by  plunger  displacenoent,  corrected lb 

(/)      Volume  of  water  or  air  delivered  per  hour,  by  measurement cu.  ft. 

(m)    Volume  of  air  delivered  per  hour,  reduced  to  atmospheric  pressure  and  temperature 

cu.  ft. 
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For  Item  (31) 

(6)     Length  of  pump  itroke ft. 

For  Item  (33) 

(o)     Water  (or  air)  h.p h.p. 

For  Item  (35) 

(a)  Gal.  of  water  diaoharged  in  24  hr.  as  meuured gal. 

(b)  Volume  of  air  delivered  per  minute,  reduced  to  atmospheric  pressure  and  tem- 

perature  cu.  ft. 

For  Item  (36) 

(a)    Dry  coal  per  water   (or  air)   h.p-hr lb. 

For  Item  (39) 

(o)     Duty  per  1.000,000  B.t.u 

For  Item  (45) 

(a)     Thermal  efficiency  of  plant  referred  to  water  (or  air;  h.p 

For  Item  (48) 

(a)     dkMt  of  coal  per  water  (or  air)  h.p doUara 


TABLE  16    PRINCIPAL  DATA  AND  RESULTS  OF  STEAM  POWER 

PLANT  TEST 

(1)  Dimensions  of  boilers 

(2)  Dimensions  of  engine  or  turbine 

(3)  Date 

(4)  Duration hr. 

(5)  Boiler  pressure   . . . .' lb.  per  sq.  in. 

(6)  Throttle  pressure   lb.  per  sq.  in. 

(7)  Pressure  in  receiver  or  stages lb.  per  sq.  in. 

(8)  Vacuum  in  condenser in.  of  mercury 

(9)  Percentage  of  moisture  in  steam  near  throttle  or  number  of  degrees 

of  superheating  per  cent  or  deg. 

(10)  Temperature  of  feed  water  entering  boilers deg. 

(11)  Temperature  of  escaping  gases deg. 

(12)  Force  of  draft in.  of  water 

(13)  Coal,  as  fired,  per  hour lb. 

(14)  Percentage  of  moisture  in  coal per  cent 

(15)  Percentage  of  ash  in  coal per  cent 

(16)  Water  evaporated  per  hour lb. 

(17)  Equivalent  evaporation  per  hour  from  and  at  212  deg lb. 

(a)     Equivalent  evaporation  per  hour  from  and  at  212  deg.  per 

sq.  ft.  water  heating  surface lb. 

(18)  Steam  consumed  per  hour  by  engine lb. 

(19)  Steam  consumed  per  hour  by  engine  or  turbine  and  auxiliaries lb. 

(20)  Mean  effective  pressure  in  each  cylinder  of  engine lb.  per  sq.  in. 

(21)  Revolutions   per   minute r.p.m. 

(22)  Indicated  horsepower  ih.p. 

(23)  Brake  horsepower*  brake  h.p. 
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(24)  Coal  as  fired  per  Lh.p-hr lb. 

(25)  Coal   as   fired  per   brake   h.p-hr.* lb. 

(26)  Steam  per  i.h.p-hr lb. 

(27)  Steam  per  brake  h.p-hr.* lb. 

(28)  Heat  consumed  per  i.h.p-hr Rt.a. 

(29)  Heat  consumed  per  brake  h.p-hr.* , Rt.u. 

*  For  pumping  engiiM  (water  or  air)  use  Water  or  Air  h.p.  in  place  of  Brake  h.p. 
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PART  X 
RULES  FOR  CONDUCTING  TESTS  OF  LOCOMOTIVES 

CODE  FOR  LABORATORY  TESTS 


INTRODUCTION 

129  Locomotive  tests  are  of  two  leading  kinds^  laboratory  tests 
and  road  tests.  The  former  are  made  under  conditions  quite  similar 
to  those  of  a  stationary  testing  plant  in  which  the  power  is  absorbed 
by  a  brake.  The  latter  are  made  under  conditions  of  service  on  the 
roady  the  locomotive  hauling  a  train  of  cars.  Being  a  complete  steam 
plant  in  itself,  embracing  boiler^  engine,  and  certain  auxiliaries^  a 
locomotive  equipped  for  a  laboratory  test  should  be  considered  in  the 
same  class  as  a  stationary  plant,  and  the  code  of  rules  for  such  tests 
are  therefore  similar  to  those  given  in  Part  IX. 

130  In  view  of  the  high  rate  of  combustion  which  usually  occurs 
in  a  locomotive  fire-box,  and  the  impossibility  of  starting  and  stop- 
ping a  laboratory  test  under  the  conditions  of  the  working  load  by 
using  the  method  of  thin  fires  required  for  correct  coal  measurements, 
as  in  tests  of  stationary  boilers^  it  is  necessary  whenever  one  of  the 
objects  of  the  test  is  to  determine  the  water  evaporated  per  pound 
of  coal,  to  precede  the  main  trial  by  taking  preliminary  measure- 
ments of  coal  and  water  during  the  period  employed  in  building  up 
the  fire  from  the  starting  condition  to  the  working  condition ;  and  at 
its  close  to  continue  these  measurements  during  the  period  required 
to  bring  the  fire  at  the  end  of  the  test  to  the  same  condition  as  that 
of  starting.  The  coiAplete  run,  thus  made,  furnishes  data  for  deter- 
mining the  evaporative  performance  of  the  boiler,  while  the  inter- 
mediate run,  which  constitutes  the  main  trial,  determines  the  steam 
consumption  of  the  engine. 

The  weight  of  coal  fired  during  the  main  trial  is  not  an  exact  measure  of 
the  coal  actually  consumed  during  that  period,  owing  to  the  difficulty 
of  insuring  the  same  condition  and  thickness  of  fire-bed  at  the  end  of 
the  period  as  at  its  beginning.  If  it  were  possible  to  make  the 
thickness  the  same,  it  would  nevertheless  be  impossible  to  make  the 
condition  of  the  fire  the  same,  because  of  the  presence  of  an  indetermi- 
nate quantity  of  ash  and  clinkers  at  the  end  which  was  not  present  at 
the  beginning. 
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OBJECT  AND  PREPARATIONS 

131  The  object  of  a  laboratory  test,  as  covered  by  this  code,  is 
the  determination  of  the  coal  and  steam  consumption  per  unit  of 
power  when  the  locomotive  is  operated  under  fixed  conditions.  There 
are  other  less  prominent  objects,  such  as  a  determination  of  the 

'  performance  of  the  engine  alone  under  different  conditions,  or  of 
the  boiler  running  imder  various  rates  of  combustion,  but  tests  having 
these  objects  are  substantially  covered  by  the  Boiler  and  Engine 
Codes  of  Parts  lY  and  V,  to  which  reference  may  be  made. 

132  Note  the  general  instructions  given  in  f  1  to  ^  so  far  as 
they  pertain  to  the  work  in  hand.  Take  the  dimensions,  note  the 
physical  conditions,  examine  for  leakages,  install  the  testing  appli- 
ances, etc.,  as  there  pointed  out,  and  make  preparations  for  the  test 
accordingly. 

133  It  is  assumed  that  a  testing  plant  is  available  where  the  driv- 
ing wheels  can  be  mounted  upon  the  supporting  wheels  of  a  friction 
brake  apparatus  for  suitably  disposing  of  the  power.    See  Appendix 

No.  33. 

FUEL' 

134  Select  the  fuel  required  in  accordance  with  the  special  object 
in  view.  If  maximiim  efficiency  or  capacity  is  desired  the  fuel  should 
be  some  kind  of  coal  that  is  regarded  as  a  standard  for  the  locality 
where  the  test  is  made,  as  noted  in  the  Boiler  Code. 

APPARATUS  AND  INSTRUMENTS 

136  The  apparatus  and  instruments  required  for  a  laboratory  test 
of  a  locomotive  are : 


(a 
(/ 

(g 


Platform  scales  for  weighing  coal  and  ashes. 
Coal  calorimeter. 

• 

Tanks  and  scales  for  weighing  water. 

Graduated  scale  attached  to  the  water  glass. 

Pressure  gages,  draft  gages,  pTrometers,  and  thermometers. 

Steam  calorimeter. 

Steam  engine  indicators. 

Planimeter. 


&ee  ^147  for  memoranda  relating  to  oil  fuel. 
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(t)  Tachometer,  or  other  speed-measuring  apparatus. 

(j)  Friction  brake  apparatus  for  absorbing  the  power. 

(k)  Dynamometer  for  determining  the  pull  on  the  drawbar. 

( I)  Gas  analysis  apparatus. 

136    Directions  regarding  their  use  and  calibration  are  given  in  H 
7  to  9,  If  M  to  33,  and  Appendix  No.  34. 


OPERATING  CONDITIONS 

137  Determine  what  the  operating  conditions  and  method  of  fir- 
ing should  be  as  explained  in  H  14,  and  see  that  they  prevail  through- 
out the  trial.  It  is  important  that  the  firing  should  be  in  the  hands 
of  skilled  firemen. 

DURATION 

138  The  duration  of  the  main  trial  of  a  laboratory  test  depends 
upon  the  character  of  the  fuel,  upon  the  rate  of  combustion,  and  upon 
the  working  limitations  of  the  revolving  parts  of  the  locomotive  and 
brake  apparatus.  Whenever  practicable,  the  main  trial  should  con- 
tinue not  less  than  two  hours. 

139  On  account  of  liability  of  error  in  estimating  the  difference 
in  the  amount  of  coal  in  the  fire-box  at  beginning  and  end,  the  residts 
of  a  single  test  should  not  be  relied  upon.  If  practicable,  repeated 
tests  should  be  made  under  the  required  conditions  and  the  results 
averaged. 

STARTING  AND  STOPPING 

140  Having  raised  steam  in  the  boiler  by  starting  a  new  fire  or 
opening  and  spreading  the  bank  of  an  old  one,  bum  the  fire  as  low 
as  practicable,  and  clean  it  (unless  the  fire  is  already  new  and  clean), 
then  remove  the  ash  and  refuse  from  the  ash-pan.  Note  the  thick- 
ness of  the  fire-bed,  the  water  levels,  and  the  steam  pressure,  observe 
the  time  and  consider  this  the  starting  time  of  the  boiler  trial.  Fire 
with  weighed  coal,  and  proceed  with  the  measurements  of  doal,  water, 
steam  pressure,  and  feed  temperature,  which  pertain  to  the  boiler 
work.  At  the  same  time  start  the  engine  and  gradually  put  on  the 
load;  building  up  the  fire  to  its  working  thickness  and  establishing 
the  desired  operating  conditions  as  rapidly  as  the  nature  of  the  fuel 
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and  other  circumstances  will  permit.  Then  note  the  amount  of  coal 
thus  far  fired  and  the  thickness  of  the  fire-bed.  Note  the  water  levek, 
the  steam  pressure  and  the  time,  and  consider  this  the  starting  time 
of  the  main  trial.  Thereafter  proceed  with  the  work  of  the  test  in 
full.  Maintain  throughout  the  run  the  thickness  of  fire  noted,  using 
the  rocking  grates  as  needed,  keeping  also  a  imiform  load  and  uni- 
form water  level.  When  the  test  has  continued  until  the  end  of  the 
period  determined  on,  discontinue  firing,  take  the  time,  and  consider 
this  the  stopping  time  of  the  main  trial.  Note  again  the  thickness 
of  the  fire,  the  water  levels,  and  steam  pressure.  Thereafter  bum  the 
fire  down,  reduce  the  load,  and  finally  stop  the  engine.  Then  clean 
the  fire  and  leave  as  near  as  may  be  the  same  amount  of  live  coal 
on  the  grate  as  that  noted  at  the  beginning  of  the  boiler  triaL  Again 
note  the  thickness  of  the  fire,  water  levels,  and  the  steam  pressure, 
observe  the  time,  and  consider  this  the  stopping  time  of  the  boiler 
trial.  Finally,  remove  the  ash  and  refuse  from  the  ash-pan,  the  cin- 
ders from  the  smoke-box,  and  the  sparks  from  the  spark  collector. 


RECORDS 

141  The  general  data  should  be  recorded  as  pointed  out  in  Part 
I,  ^  15  to  18.  Readings  of  the  instnmients  concerned  and  a  set  of 
indicator  diagrams  should  be  obtained  every  ten  minutes.  Directions 
on  the  subject  of  indicating  may  be  found  in  ^  9s,  ^f  77c,  and  Appendix 
No.  18. 


SAMPLING  AND  DRYING  COAL 


142     During  the  progress  of  the  trial  the  coal  should  be  regularly 
sampled  and  its  moisture  determined  in  the  manner  pointed  out  in 

II  24  to  26. 


ASHES  AND  REFUSE 


143  The  ashes  and  refuse  withdrawn  from  the  ash-pan  and  smoke- 
box  and  the  sparks  withdrawn  from  the  spark  collector  at  the  end 
taken  if  desired  for  analysis  and  for  calorimeter  test. 
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CALORIFIC  TESTS  OF  COAL 

144  The  quality  of  the  coal  should  be  determined  by  a  calorimeter 
test  of  the  sample  above  referred  to.  Methods  of  making  this  test 
are  described  in  Appendix  No.  12. 

CALCULATION  OF  RESULTS 

146  For  methods  of  calculating  the  results,  reference  may  be 
made  to  ^  58  of  the  Boiler  Code  and  f  77  of  the  Engine  Code. 

DATA  AND  RESULTS 

146  The  data  and  results  should  be  reported  in  accordance  with 
the  form  (Table  17)  given  herewith,  adding  lines  for  data  not  pro- 
vided for,  or  omitting  those  not  required,  as  may  conform  to  the 
object.  If  a  shorter  form  is  desired^  the  items  in  fine  print  designated 
by  letters  of  the  alphabet  may  be  omitted.  Unless  otherwise  indicated, 
the  items  should  be  the  averages  of  the  data. 

TESTS  WITH  OIL-FUEL 

147  When  oil  fuel  is  used  the  rules  governing  the  tests  may  be 
modified  to  conform  to  the  characteristics  of  liquid  fuel.  The  "flying** 
method  of  starting  and  stopping  may  be  employed^  and  the  duration 
reduced. 

TABLE  17    DATA  AND  RESULTS  OF  LABORATORY  TEST  OF 

LOCOMOTIVE 

Code  of  1915 


(1)     Test  of locomotive,  located  at 

To  determine : 

Test  conducted  by 


Dimensions,  sto. 
(2)     Type  and  class  of  locomotive 


(a)  Number  of  locomotive 

(6)  Driving  wheels,  number  of  pairs  and  diameter 

(c)  Truck  wheels,  (engioe)  number  of  pairs  and  diameter. 

(d)  Trailing  wheels,  number  of  p^rs  and  diametw 
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Hourly  Quantities  and  Bates,  Main  Trial 

(24)  Water  evaporated  per  hour  (Item  21  .^  Item  7)   (dry  steam  cod- 

Slimed  by  engine)    lb. 

(a)    EqniTftlent  eyaporation  per  hour  from  and  at  212  deff lb. 

(6)    EqniTalent  eTaporation  per  hour  from   and  at  212    ditg.   per    sq.   ft. 

waterheating  lurfaoe lb. 

(25)  Coal  as  fired  per  hour  (Item  22  _i-  Item  7) lb. 

(o)     Dry  ooal  per  hour  (Item  226-5-  Item  7) lb. 

(6)     Dry  ooal  per  hour  per  sq.  ft.  of  grate lb 

Indicator  Diagrams 

(26)  Mean  effective  pressure,  each  cylinder lb.  per  sq.  in. 

(a)  Oommercial  cut-off per  cent 

(b)  Initial  pressure  above  atmosphere lb.  per  sq.  in. 

(c)  Back  pressure  at  lowest  point  above  atmosphere lb.  per  sq.  in. 

(d)  Steam  accounted  for  per  l.h.p*hr.  at  point  near  cut-off K>. 

(e)  Steam  accounted  for  per  i.h.i>-hr.  at  point  near  release lb. 

Speed 

(27)  Revolutions  per  minute r.pjn. 

(a)     Piston  speed  in  ft.  per  minute ft. 

(6)     Equivalent  speed  of  locomotive  in  miles  per  hour miles 

Power 

(28)  Indicated  horsepower   i.lLp. 

(29)  Drawbar  puU   lb. 

(30)  Dynamometer  h.p h.p. 

(a)     Brake  h.p h  p 

(31)  Friction  h.p.  (Item  28  —  Item  30) h.p. 

(o)     Percentage  of  friction per  cent 

Economy  Results,  Main  Trial 

(32)  Coal  as  fired  per  i.h.p-hr.  (Item  25  -i-  Item  28) lb. 

(a)  Dry   coal  per   i.h.p-hr lb. 

(b)  Dry  coal  per  dynamometer  h.p-hr lb. 

(33)  Heat  units  in  coal  as  fired  per  i.h.p-hr B.tu. 

(34)  Dry  steam  per  i.h.p-hr lb. 

(a)     Dry   steam   per   dynamometer   h.p-hr lb. 

(35)  Heat  units  consumed  by  engine  per  i.h.p-hr B.t.u. 

(a)     Heat  units  consiimed   by  engine  per  dynamometer  h.p-hr B.t.ii. 

(36)  Water  evaporated  per  lb.  of  dry  coal lb. 

(a)  Equivalent  ovaporatioii   from  and  at  212  deg.  per  lb.  dry  eoal lb. 

(b)  Equivalent  «YapuvAt(Qa  irom  and  212  deg.  per  lb.  combustible lb. 
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Efficiency    Main  Trial 

(37)  Thermal  efficiency  of  locomotive  referred  to  i.h.p.  [(2546.5  -¥■  Item 

33)    X  100] per  cent 

(38)  Thermal  efficiency  of  engine  alone  referred  to  i.h.p.   [(2546.5  h- 

Item  35)    X  100] per  cent 

(a)     Thermal  efficiency  of  engine  alone  referred  to  dynamometer  h.p.  [(25i6.5 

-r-  Item  36a)  XIOOJ per  cent 

(39)  Efficiency    of    boiler    [(Item    36a    X    970.4)    h-    (Item    23a    X 

100)  ]    per  cent 

Smoke  Data 

(40)  Percentage  of  smoke  as  observed per  cent 

Firing  Data 

(41)  Approximate  thickness  of  fire-bed in. 

(a)     Average  interval  between  firings 

Analysis  of  Dby  Gasss  by  Volume 

(42)  Carbon  dioxide  (COs) per  cent 

(a)     Oxygen  (O) per  cent 

(6)     Carbon  monoxide  (CO) per  cent 

HEAT  BALANCE  OF  LOCJOMOTIVE 

(If  a  heat-balance  is  desired,  the  form  given  in  the  table  for  Complete  Steam 
Power  Plants,  Table  15,  may  be  followed,  using  such  modifications  as 
may  be  needed  to  adapt  it  to  locomotives). 

CODE  FOR  ROAD  TESTS 

OBJECT  AND  PREPARATIONS 

148  This  code  relates  to  road-tests  in  which  the  principal  object 
is  the  determination  of  the  coal  and  steam  consumption  of  a  loco- 
motive per  unit  of  power  \mder  the  practical  conditions  of  railroad 
service.  The  preparation  for  a  road  test  are  the  same  as  those  noted 
for  the  laboratory  test,  except  for  restrictions  imposed  by  the  regular 
operation  of  the  locomotive,  and  in  addition  those  required  for  data 
to  be  obtained  on  the  road.    See  Appendix  No.  34. 

149  It  is  assumed  that  a  dynamometer  car  is  available  for  regis- 
tering the  amount  of  pull  on  the  drawbar,  in  the  manner  referred  to 
in  Appendix  No.  20. 

160    To  facilitate  the  work  of  the  men  who  operate  the  indicators 
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Hourly  Quantities  and  Bates,  Main  Trial. 

(24)  Water  evaporated  per  hour  (Item  21  -4-  Item  7)   (dry  steam  con- 

sumed by  engine)    lb. 

(a)    EquiTslent  eyaporation  per  hour  from  and  at  212  deg lb. 

(6)    EqniTalent  eTaporation  per  hour  from  and  at  212    deff.   per   sq.   ft. 

waterheating  aurfaoe lb. 

(25)  Coal  as  fired  per  hour  (Item  22  _l-  Item  7) lb. 

(o)     Dry  ooal  per  hour  (Item  226-7-Item  7) lb. 

(6)     Dry  ooal  per  hour  per  sq.  ft.  of  grate lb 

Indicator  Diagrams 

(26)  Mean  effective  pressure,  each  cylinder lb.  per  sq.  in. 

(a)  Oommercial  cut-off per  eent 

(b)  Initial  pressure  above  atmosphere lb.  per  sq.  in. 

(e)  Back  pressure  at  lowest  point  above  atmosphere lb.  per  sq.  in. 

id)  Steam  accounted  for  per  Lh.p-hr.  at  point  near  cat-off K>. 

(e)  Steam  accounted  for  per  i.h.i>-hr.  at  point  near  release lb. 

Speed 

(27)  Bevolutions  per  minute r.pjn. 

f o)     Piston  speed  in  ft.  per  minute ft, 

(6)     Equivalent  speed  of  locomotive  in  miles  per  hour miles 

Power 

(28)  Indicated  horsepower   Lh-p. 

(29)  Drawbar  pull   lb. 

(30)  Dynamometer  h.p h.p. 

(a)     Brake  h.p hp 

(31)  Friction  h.p.  (Item  28  —  Item  30) h.p. 

(a)     Percentage  of  friction per  cent 

Economy  Results,  Main  Trial 

(32)  Coal  as  fired  per  i.h.p-hr.  (Item  25  -^  Item  28) lb. 

(a)  Dry   coal  per  i.h.p-hr lb. 

(b)  Dr>'  coal  per  dynamometer  h.p-hr lb. 

(33)  Heat  units  in  coal  as  fired  per  i.h.p-hr B.tu. 

(34)  Dry  steam  per  i.h.p-hr lb. 

(a)     Dry   steam   per   dynamometer   h.p-hr lb. 

(35)  Heat  units  consumed  by  engine  per  i.h.p-hr B.tu. 

(a)    Heat  units  conRumed   by  engine  per  dynamometer  h.p-hr B.t.Ti. 

(36)  Water  evaporated  per  lb.  of  dry  coal lb. 

(a)  Equivalent  ovAporntioii   from  and  at  212  deg.  per  lb.  dry  eoal lb. 

(b)  Equivalent  ^YapuvatiQu  irnm  and  212  deg.  per  lb.  eombuitible lb. 
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Efficiency    Main  Trial 

(37)  Thermal  efficiency  of  locomotive  referred  to  Lh.p.  [(2546.5  -i-  Item 

33)    X   100] per  cent 

(38)  Thermal  efficiency  of  eng^e  alone  referred  to  Lh.p.   [(2546.5  h- 

Item  35)    X  100] per  cent 

(a)     Thermal  efficiency  of  engine  alone  referred  to  dynamometer  h.p.  [(2516.5 

-T-  Item  36a)  XIOOJ per  cent 

(39)  Efficiency   of    boiler    [(Item    36a    X    970.4)    h-    (Item    23a    X 

100)  ]   per  cent 

Smoke  Data 

(40)  Percentage  of  smoke  as  observed per  cent 

Firing  Data 

(41)  Approximate  thickness  of  fire-bed in. 

(a)     Average  interval  between  firings 

Analysis  of  Dby  Gasss  by  Voluhb 

(42)  Carbon  dioxide  (CJO,) per  cent 

(a)     Oxygen  (O) per  cent 

(6)     Carbon  monoxide  (CO) per  cent 

HEAT  BALANCIE  OF  LOCOMOTIVE 

(If  a  heat-balance  is  desired,  the  form  given  in  the  table  for  Complete  Steam 
Power  Plants,  Table  15,  may  be  follow.ed,  using  such  modifications  as 
may  be  needed  to  adapt  it  to  locomotives). 

CODE  FOR  ROAD  TESTS 

OBJECT  AND  PREPARATIONS 

148  This  code  relates  to  road-tests  in  which  the  principal  object 
is  the  determination  of  the  coal  and  steam  consumption  of  a  loco- 
motive per  unit  of  power  imder  the  practical  conditions  of  railroad 
service.  The  preparation  for  a  road  test  are  the  same  as  those  noted 
for  the  laboratory  test,  except  for  restrictions  imposed  by  the  regular 
operation  of  the  locomotive,  and  in  addition  those  required  for  data 
to  be  obtained  on  the  road.    See  Appendix  No.  34. 

149  It  is  assumed  that  a  dynamometer  car  is  available  for  regis- 
tering the  amount  of  pull  on  the  drawbar,  in  the  manner  referred  to 
in  Appendix  No.  20. 

160    To  facilitate  the  work  of  the  men  who  operate  the  indicators 
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and  read  the  instniments  at  the  front  end  of  the  locomotive,  and  to 
protect  them  from  wind  and  rain  and  jolting  of  the  locomoti?e,  a 
suitable  housing  or  pilot  box  should  be  provided  extending  back  to 
the  cylinders  and  securely  fastened  to  the  bumper  beam. 


FUEL^ 


161  Select  the  fuel  required  in  accordance  with  the  special  object 
in  view.  If  maximum  efficiency  or  capacity  is  desired,  the  fuel  should 
be  some  kind  that  is  regarded  as  a  standard  for  the  road  on  which 
the  test  is  made,  as  noted  in  the  Boiler  Code,  f  35. 


APPARATUS  AND  INSTRUMENTS 

152  The  apparatus  and  instruments  required  for  a  road  test  of  a 
locomotive  are : 

(a)     Scales  for  weighing  coal  and  ashes  located  at  the  terminals,  the  coal 

being  weighed  preferably  into  sacks  duly  marked. 
(h)     Ck>al  calorimeter. 

(c)  Water  meter  suitably  calibrated  for  measuring  the  feed-water. 

(d)  Graduated  scale  attached  to  the  water  glass  of  the  boiler,  and  a  water 

glass  with  suitable  scale  attached  to  each  comer  of  the  cistern  of 
the  tender. 

(e)  Suitable  levels  or  plumb-lines  to  show  the  inclination  of  the  boiler. 
(/)     Pressure  gages,  draft  gages,  pyrometers  and  thermometers. 

(g)  Steam  calorimeter. 

(h)  Steam  engine  indicators. 

( i)  Planimeter. 

(j)  Tachometer  or  other  speed-measuring  apparatus. 

(k)  Dynamometer  car  for  determining  the  pull  on  the  drawbar 

153  Directions  for  their  use  and  calibration  are  given  in  ^  7  to 
9,  and  Tf  24  to  33,  and  in  Appendix  No.  34. 

154  The  steam  used  for  auxiliary  purposes  other  than  the  main 
engine,  embracing  air  pump,  train  lighting,  heating,  etc.,  may  be 
estimated  from  data  obtained  by  testing  them  one  by  one  either  be- 
fore or  after  the  trial,  using  the  water-glass  method  described  in 
Appendix  No.  3. 

'See  %  147  in  Code  for  Laboratory  Tests  for  memoranda  relating  to  oil  fuel 
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OPERATING  CONDITIONS 

155  In  a  road  test  the  operating  conditions  are  those  pertaining 
to  the  regular  service  on  the  railroad,  embracing  principally  the  reg- 
ular stops  at  stations,  the  usual  speeds,  and  other  conditions  required 
for  making  schedule  time,  including  those  pertaining  to  the  methods 
of  firing,  position  of  throttle  valve,  reverse  lever,  etc.  If  it  is  desired 
to  make  the  test  under  other  conditions,  these  should  all  be  determined 
and  maintained  accordingly. 

DURATION 

156  The  duration  of  a  road  test  depends  upon  the  length  of  the 
run  between  locomotive  terminals.  In  fast  passenger  service  the  run 
should,  if  practicable,  be  at  least  100  miles  long.  In  service  requiring 
frequent  stops  and  in  freight  service  the  distance  may  be  much  shorter. 

157  The  length  of  time  upon  which  the  hourly  rates  of  combustion 
and  evaporation  are  based  is  the  total  time  that  the  throttle  valve  is 
open,  and  not  the  elapsed  time  between  the  so-called  starting  and 
stopping  times. 

STARTING  AND  STOPPING 

• 

158  The  fire  having  been  thoroughly  cleaned  and  the  ashes  and 
refuse  removed  from  the  ash-pan  and  smoke-box,  bum  down  the  fire 
as  low  as  practicable  before  the  locomotive  leaves  the  round  house, 
note  its  average  thickness,  the  steam  pressure,  the  water  levels,  the 
reading  of  the  meter,  and  the  time,  and  consider  the  latter  the  start- 
ing time  of  the  boiler  trial.  Thereafter  cover  the  fire  with  weighed 
coal  and  proceed  with  the  measurements  of  coal,  water,  steam  pres- 
sure, and  feed  temperature,  which  pertain  to  the  boiler  work,  mean- 
while building  up  the  fixe  to  its  working  thickness  and  condition,  and 
finally  taking  the  engine  from  the  round  house  to  the  train  and  mak- 
ing ready  for  the  schedule  run.  The  period  of  time  elapsing  between 
the  beginning  of  the  boiler  trial  in  the  round  house  and  the  beginning 
of  the  schedule  run,  should  be  as  short  as  the  service  will  permit. 

169  Just  before  the  train  starts  note  the  amount  of  coal  thus  far 
fired  and  the  amount  of  water  fed.  Note  also  the  thickness  of  the 
fire-bed,  the  water  levels,  and  steam  pressure.  Thereafter  proceed 
with  the  schedule  run.  Maintain  the  fire  at  the  working  thickness 
throughout  the  run,  using  the  rocking  grates  as  often  as  need  be, 
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leaving  at  the  end  of  the  route  the  same  amount  of  fire,  as  near  as 
can  be  estimated,  as  when  the  train  started;  and  observing  the  pres- 
sure, water  levels,  and  meter  readings. 

160  Then  take  the  locomotive  to  the  round  house  or  other  ter- 
minaly  bum  down  the  fire  and  clean  it,  leaving  as  near  as  possible 
the  same  amoimt  of  live  coal  on  the  grate  as  that  observed  at  the 
beginning  of  the  boiler  trial.  Finally  observe  the  average  thickness, 
note  the  steam  pressure,  water  levels,  meter  readings,  and  the  time, 
and  consider  the  latter  the  stopping  time  of  the  boiler  trial.  Then 
clean  the  ashes  and  refuse  from  the  ash-pan  and  remove  the  cinders 
from  the  smoke-box. 


RECORDS 

161  The  data  should  be  recorded  in  the  general  manner  pointed 
out  in  If  15  to  18,  bedring  in  mind  the  extremely  fluctuating  character 
of  the  load  which  often  obtains,  and  the  great  variations  in  the  class 
of  service,  whether  passenger  or  freight.  Readings  of  the  instruments 
concerned,  so  far  as  they  can  be  observed  when  the  locomotive  and 
train  are  in  motion,  should  be  taken  every  five  minutes.  Indicator 
diagrams  should  be  obtained  jone  after  another  as  fast  as  practicable, 
say  a  set  every  three  minutes ;  and  at  the  same  time  the  corresponding 
pressure,  position  of  throttle  valve  and  reverse  lever,  speed,  and  force 
of  draft  should  be  observed.  The  intervals  of  time  here  given  may 
be  lengthened  when  the  service  is  such  that  the  conditions  are  sub- 
stantially uniform. 

162  Special  readings  of  the  meter,  water  levels,  and  total  number 
of  sacks  of  coal  fired  should  be  taken  at  specified  stopping  and  passing 
points.  Careful  observations  should  be  made  throughout  the  trial  of 
the  time  of  passing  each  mile-post,  the  time  that  the  throttle  valve  is 
opened  and  closed,  not  only  at  each  stop  but  also  when  it  is  necessary 
to  shut  oflE  steam  on  down  grades,  and  the  time  of  arriving  and  leaving 
each  station ;  also  the  length  of  time  the  safety  valve,  whistle,  blower, 
train  heating  system,  lighting  system  and  other  steam  using  ap- 
paratus are  in  operation.  A  record  should  be  taken  of  the  number  of 
injector  applications,  and  the  overflow  water  should  be  measured  or 
estimated  and  allowed  for. 
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SAMPLING  AND  DRYING  COAL 

163  While  the  coal  is  being  weighed  into  the  sacks,  or  otherwise 
weighed,  it  should  be  systematically  sampled,  and  its  moisture  deter- 
mined in  the  manner  pointed  out  in  ^  24  to  26. 


ASHES  AND  REFUSE 

164  The  ashes  and  refuse  taken  from  the  ash-pan  and  smoke-box 
at  the  close  of  the  test  should  be  weighed  in  a  dry  state,  and  a  sample 
analyzed  if  desired  for  unbumed  carbon. 


CALORIFIC  TESTS  OF  COAL 

166  The  quality  of  the  coal  should  be  determined  by  a  calorimeter 
test  of  the  sample  above  referred  to.  Methods  of  making  this  test  are 
described  in  1[  9n  and  in  Appendix  No.  12. 


CALCULATION  OF  RESULTS 

166  For  methods  of  calculating  the  principal  results,  reference 
may  be  made  to  ^  58  of  the  Boiler  Code  and  f  77  of  the  Engine  Code. 

167  To  determine  the  average  drawbar  pull,  the  dynamometer 
record  should  be  averaged  either  by  the  use  of  a  planimeter  or  by 
direct  measurement  at  a  sufficient  number  of  points  to  give  an  equiv- 
alent result. 

168  The  maximum  pull  should  be  measured  at  the  point  of  the 
record  which  shows  the  highest  sustained  pull,  and  not  at  the  highest 
point  which  happens  to  be  reached  by  the  momentary  fling  of  the 
marking  pen. 

DATA  AND^RESULTS 

169  The  data  and  results  should  be  reported  in  accordance  with 
the  form  (Table  18)  given  herewith,  adding  lines  for  data  not  pro- 
vided for,  or  omitting  those  not  required,  as  may  conform  to  the 
object.  If  a  shorter  form  is  desired,  the  items  in  fine  print  designated 
by  letters  of  the  alphabet  may  be  omitted.  Unless  otherwise  indicated, 
the  items  should  be  the  averages  of  the  data. 


1374  REPORT  OP  POWER  TEST   COMMITTEE 

TABLE  18    DATA  AND  RESULTS  OF  ROAD  TEST  OF  LOGOMOTI VE 

Code  of  1915 


(1)     Test  of locomotive 

To  determine 

Test  conducted  by  


DlMENSIONSi  XTG. 


(2)  Type  and  class  of  locomotive 

(a)  Number  of  looomotiTe 

(fr)  Driving  wheels,  number  of  pain  and  diameter 

(c)  Truck  wheels  (engine),  number  of  pain  and  diameter 

(d)  Trailing  wheels,  number  of  pain  and  diameter 

(0)  Wheel  base,  driving  wheel  and  total 

if)  Weight  of  locomotive  and  tender  (including  coal  and  water) lb. 

(g)  Weight  of  locomotive  not  including  tender lb. 

(h)  Number  of  can,  including  dynamometer  oar 

(t)  Weight  of  can.  including  dynamometer  car tons 

U)  Length  of  route,  from to miles 

(k)  Train  haul,  not  including  locomotive ton-miles 

(0  Total  haul,  including  locomotive ton-miles 

(3)  Type  of  boiler  (and  superheater,  if  any)   ', 

(a)  Grate  surface wide ^long sq.  ft. 

(6)  Percentage  of  air  openings  in  grates per  cent 

(c)  Area  of  air  inlets  to  ash-pan sq.  ft. 

id)  Diameter  of  shell ia. 

(«)  Nimiber  and  diameter  of  boiler  tubes 

(/)  Length  of  boiler  tubes 

(g)  Number  and  diameter  of  superheater  tubes 

(h)  Length  of  superheater  tubes 

(t)  Heating  surface,  boiler sq  ft. 

(j)  Heating  surface,  superheater sq.  ft. 

(4)  Diameter  of  cylinders  and  stroke  of  pistons 

(o)  Diameter  of  piston  rods  and  tail  rods 

(6)  Type  of  valves 

(c)  Area  of  valve  ports 

(<f)  Valve  travel  (maximum) 

(e)  Steam  lap 

(/)  Exhaust  lap 

(g)  Clearance,  in  per  cent  of  piston  displacement per  cent 

(h)  Dimensions  of  air  pump 

(i)  Dimensions  of  other  auxiliaries 


( 5)  Exhaust  nozzles,  number  and  area 

Date,  Duration,  kto. 

(6)  Date    

(7)  Duration  of  main  trial,  (length  of  time  throttle  valve  is  open  be- 

tween terminals)    hr. 

(a)     Duration  of  boiler  trial hr. 

(6)     Actual  time  between  terminals hr 

(e)     Schedule  time  between  terminals hr 
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(d)    Number  of  ttope 

(«)     Time  ooneumed  in  etope hr. 

(/)     Runxdng  time  (Item  b — ^Item  §) hr. 

(8)  Kind  and  size  of  coal 

Aykbaos  Prkssusbs,  Tkmpxbatusbs,  xto.    Main  Trial 

(9)  Boiler  pressure  by  gage lb.  per  sq.  in. 

(a)    Steam   chest   pressure lb.  per  sq.  in. 

(6)    Barometric  pressure    in.  of  mercury 

(10)  Temperature  of  steam  at  chest,  if  superheated  deg. 

(a)  Normal  temperature  of  saturated  steam  at  chest  pressure deg. 

(b)  Temperature  corresponding  to  pressure  in  exhaust  pipe deg. 

ie)  Temperature  of  air deg. 

(d)  Weather,   wind,    etc 

(11)  Temperature  of  feed  water  in  tank  deg. 

(a)    Temperature  of  feed  water  entering  and  leaving  heater,  if  any deg. 

(12)  Temperature  of  smoke  box   deg. 

(1.3)     Force  of  draft  in  smoke  box,  front  of  diaphragm in.  of  water 

(a)  Force  of  draft  in  smoke  box,  back  of  diaphragm in.  of  water 

(b)  Force  of  draft  in  fire-box in.  of  water 

(c)  Force  of  draft  in  ash-pan in.  of  water 

QUALITT  or  SlXAM 

(14)  Percentage  of  moisture  in  steam  or  number  of  degrees  of  super- 

heating   per  cent  or  deg. 

(a)     Factor  of  correction  for  quality  of  steam 

Boiler  Trial — Principal  Data  and  Results 

(15)  Total  coaly  as  fired,  on  boiler  trial,  entire  run lb. 

(a)  Total  ash,  clinkers,  and  refuse  from  ash-pan lb. 

(b)  Total  cinders  in  smoke-bos lb. 

(c)  Sum  of  Items  a  and  6 lb. 

(d)  Percentage  of  Item  c  to  Item  16 per  cent 

(16)  Total  water  evaporated  on  boiler  trial,  entire  run lb. 

(17)  Water  per  lb.  of  coal  as  fired lb. 

MAIN  TRIAL,  Total  Quantities 

(18)  Total  water  fed  on  main  trial  (corrected  for  leakages) lb. 

(a)     Total  water  evaporated,  corrected  for  quality  of  steam  (Item  ISXitem  14a).  .lb. 

(19)  Total  water  evaporated,  corrected  for  moisture  in  steam,   (dry  steam 

consumed    by    engine) lb. 

(a)  Factor  of  evaporation 

(b)  Total  equivalent  evaporation  from  and  at  212  degrees  (Item  18a  Xltein  I9a) .  .lb. 

(20)  Total  computed  coal  as  fired  during  main  trial  (Item  18  .^  Item 

17)     .' lb. 
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Ca)     Peroentaco  of  moisture  ii\  coal per  eeot 

(Item  20a\ 
1  —  — 7TZ —  I tt)  , 

(e)     Peroentace  of  aah  in  dry  coal,  by  analyaia per  eeoc 

(d)     Total  combustible  fired  on  main  trial  (Item   206  X[l—(1  tern  200^  100)]) lb. 

(«)  Total  oombustible  burned  on  main  trial  (Item  206 X[l — (Iteml&f-r- 100) J) . .  .lb. 

(/)     Coal  actually  fired  during  main  trial lb. 

CAiiOBDno  Value  and  Analysis  of  Goal 

(21)  B.tu.  per  lb.  of  coal  as  fired,  by  calorimeter B.t.u. 

(a)  B.t.u.  per  lb.  of  dry  coal,  by  calorimeter B.t.a. 

(6)  B.t.u.  per  lb.  of  combustible,  by  calorimeter B.t.a. 

(c)  Moisture  in  coal  as  fired per  eent 

(d)  Volatile  matter per  cent 

(«)  Fixed  carbon per  omt 

(/)  Ash pereeat 

ig)  Sulphur per  crat 

(h)  Ultimate  analysis,  if  made 

Hourly  Quantities  and  Bates,  Main  Tbial 

(22)  Water  evaporated  per  hour  (Item  19  .^  Item  7)   (dry  steam  con- 

sumed  by   eng^e) lb. 

(a)    Equivalent  evaporation  per  hour  from  and  at  212  deg lb. 

(6)    Equivalent  evaporation  per  hour  and  at  212  deg.  per  aq.  ft.  water- 
heating  surface lb. 

(c)  Estimated  weight  of  dry  steam  used  per  hour  by  air  pump  and  other 

auxiliaries    lb. 

(d)  Percentage  of  Item  22  c  to  Item  22 per  cent 

(e)  Weight  of  dry  steam  used  per  hour  by  engine  alone  (Item  22 — Item 

22c)      lb. 

(23)  Coal  as  fired  per  hour  (Item  20  _^  Item  7) lb. 

(a)    Dry  coal  per  hour  (Item  206  -f-  Item  7) lb. 

(6)    Dry  coal  per  hour  per  sq.  ft.  of  grate lb. 

Indicatoe  Diagrams 

(24)  Mean  effective  pressure,  each  cylinder lb.  per  sq.  in. 

(a)  Commercial    cut-off per  cent 

(b)  Initial  pressure  above  atmosphere lb.  per  sq.  in. 

(e)    Back  pressure  at  lowest  point  above  atmosj^here lb.  per  sq.  in. 

(d)  Steam  accounted  for  per  i.h.p-hr.  at  point  near  ont-off lb. 

(e)  Steam  accounted  for  per  i.h.p-hr.  at  point  near  release lb. 

Speed 

(25)  Revolutions  per   minute r.p.m. 

(a)  Piston  speed  in  ft.  per  minute ft. 

(b)  Average  train  speed  in  miles  per  hour miles 

(c)  Maximum  train  speed  in  miles  per  hour auks 

Power 

(26)  Indicated  horsepower   (average) iLp. 

(a)     Indicated  horsepower  (maximum) Lii.p. 
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(27)  Drawbar  pull   (average) n. lb. 

(a)     drawbar  pull  (maximum) lb. 

(28)  Dynamometer  horsepower h.p. 

Economy  IUsults,  Main  Tkial 

(29)  Goal  aa  fired  per  iJi.p-hr.  (Item  23  -h  Item  26) lb. 

(a)    Dry  ooal  per  i.h.p-hr.   (Item  28a  -;-  Item  26). ;...Ib. 

(6)    Dry  ooal  per  dynamometer  h.p-hr lb. 

(e)     Goal  aa  flred  per  ton'mile lb. 

(d)    Ooal  ai  fired  per  ear-mile lb. 

(30)  Heat  imitB  in  coal  as  fired  per  i.h.p*hr B.t.u. 

(31)  Dry  steam  per  i.h.p-hr lb. 

(a)    Dry  tteam  per  dynamometer  h.p-hr lb. 

(6)    Dry  iteam  per  ton-mlle lb. 

(0)     Dry  steam  pei  car^mile lb. 

(32)  Heat  units  consumed  by  engine  per  i.h.p-hr B.t.u. 

(a)    Heat  unite  ooniumed  by  engine  per  dynamometer  h.i>-hr B.t.11. 

(33)  Water  evaporated  per  lb.  of  dry  coal  (entire  run) lb. 

(a)    EquiTalent  evaporation  from  and  at  212  deg.  per  lb.  dry  eoal lb. 

EmcixNOT,  Main  Trial 

(34)  Thermal  efficiency  of  locomotive  referred  to  Lh.p.  [(2546.5  Hr  Item 

30)   X  100] percent 

(35)  Thermal  efficiency  of  engine  alone  referred  to  i.h.p.  [(2646.5  -f- 

Item  32)   X  100] per  cent 

(a)     Thermal  efficiency  of  engine  alone  referred  to  dynamometer  h.p.  [(2646.6 

-J- Item  32a)  XlOO] per  cent 

(36)  Efficiency  of  boiler  [(Item  33a  X  970.4)  h-  Item  21a  X  100]. .per  cent 
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PART  XI 
RULES  FOR  CONDUCTING  TESTS  OF  GAS  PRODUCERS 


OBJECT  AND  PREPARATIONS 


170  Determine  the  object,  take  the  dimensions,  note  the  physical 
condition  of  the  producer  and  its  appurtenances,  install  the  testing 
appliances,  etc.,  as  pointed  out  in  the  general  instructions  given  in 
Tf  1  to  6  and  ^  10  to  13,  and  make  preparations  for  the  test  accordingly. 


FUEL' 


171  Determine  the  character  of  the  fuel  to  be  used.  If  an  un- 
tried fuel  is  selected  and  a  test-producer  is  available,  make  a  prelim- 
inary trial  of  the  fuel  in  this  apparatus  and  ascertain  its  working 
characteristics  and  the  proper  methods  of  handling  it. 

172  In  tests  of  maximum  efficiency  and  capacity  of  a  producer 
for  conparison  with  other  producers,  the  fuel  should  be  some  kind 
of  coal  which  is  conmiercially  regarded  as  a  standard  for  such  use 
in  the  locality  where  the  test  is  made.  The  coal  selected  for  such  tests 
should  be  the  best  of  its  class  and  free  from  unusual  slag-forming 
impurities. 

173  The  size  of  the.  coal  should  be  determined  by  screening  a 
sample,  using  the  screens  referred  to  in  U  9  f,  or  in  Appendix  No.  7. 


APPARATUS  AND  INSTRUMENTS 

174     The  apparatus  and  instruments  required  for  producer  tests 
are: 

(a)  Platform  scales  for  weighing  coal  and  ashes. 

(&)  Coal  calorimeter. 

(c)  Gas  calorimeter. 

(d)  Gas  analyzing  apparatus  and  appliances  for  determining  tar  and  soot 

(e)  Gas  meter,  venturi  meter,  pitot  tube,  or  other  suitable  apparatus  for 

measuring  the  gas  output. 

1  This  code  is  primarily  intended  for  producers  using  coal.     If  other  fuel,  such  as  wood  or  oil. 
is  burned,  the  rules  may  be  modified  accordingly. 
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(/)     Manometers  or  pressure  gages. 

(g)     Water  meters  for  measuring   feed   and  scrubber  water,   and   steam 

meters  for  measuring  steam  used  by  the  apparatus. 
(h)     Thermometers. 

In  addition  to  these  instruments  a  continuous  indicating  calorimeter 
showing  the  quality  of  the  gas  furnishes  a  valuable  adjunct  both  for 
testing  and  operating  purposes. 

176  Full  directions  regarding  the  use  and  calibration  of  the  above 
noted  appliances  are  given  in  ^  7  to  9,  and  in  various  appendices 
there  referred  to. 

176  The  location  of  the  pilot  tube,  if  used,  should  be  in  the  de- 
livery pipe  at  a  point  near  the  producer  or  just  beyond  the  scrubber,  or 
at  both  points,  according  to  the  use  made  of  the  gas,  either  for  fuel 
or  power,  and  other  requirements. 

• 

OPERATING  CONDITIONS 

177  Determine  what  the  operating  conditions  should  be  to  con- 
form to  the  object  in  view,  as  pointed  out  in  f  14,  and  see  that  they 
prevail  throughout  the  trial. 

DURATION 

178  The  duration  of  both  eflBciency  and  capacity  tests  of  a  pro- 
ducer, with  the  exceptions  notqd  below,  should  be  such  that  the  total 
consumption  of  fuel  is  at  least  ten  times  the  weight  of  the  fuel  con- 
tained in  the  producer  when  in  normal  operation,  estimating  this 
weight  in  the  case  of  coal  at  45  lb.  per  cu.  ft. 

179  In  cases  which  require  the  fuel  bed  to  be  entirely  removed 
and  rebuilt  at  regular  intervals,  and  in  producers  where  a  complete 
cleaning  and  renewal  occurs  before  the  total  consumption  above  stipu- 
lated has  been  reached,  the  duration  should  be  that  of  the  regular 
commercial  operating  cycle,  or  the  time  elapsing  between  two  suc- 
cessive renewals  of  the  fuel  bed. 

STARTING  AND  STOPPING 

180  The  conditions  regarding  the  temperature  of  the  producer 
and  its  contents,  and  the  quantity  and  quality  of  the  latter,  should 
be  as  nearly  as  possible  the  same  at  the  end  as  at  the  beginning  of 
the  trial.    To  secure  the  desired  equality  of  conditions,  the  starting 
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and  stopping  should  occur  at  times  of  regular  cleanings,  and  they 
should  be  preceded  for  a  period  of  not  less  than  10  hours  by  the  same 
regular  working  conditions  as  are  intended  to  characterize  the  test 
as  a  whole.  The  operations  of  starting  and  stopping  should  then  be 
carried  on  as  follows : 

180a    Continuous  Producers  with  Grate  an^  No  Ash  Bed 

Bemoye  the  ash  and  clinkers  from  the  grate  and  the  lower  part  of 
the  furnace  space,  taking  care  that  the  crust  or  closely-united  lajer 
which  supports  the  coal  above  is  not  undulj  disturbed.  Then  break 
open  the  crust  and  allow  the  mass  to  drop  into  the  space  left  vaeant. 
Introduce  a  poker  rod  through  the  poke  holes  in  the  uppef  head  and 
stir  up  the  coal  within,  thereby  causing  it  to  settle  and  fOl  the  remain- 
ing spaces.  As  a  final  step,  quickly  replenish  the  producer  with  coal 
to  the  working  depth,  fill  the  hopper  level-full,  take  the  time,  and  con- 
sider this  the  starting  time.  Then  clean  the  ash-pit,  and  thereafter 
proceed  with  the  regular  work  of  the  test,  using  weighed  coaL 

When  the  time  arrives  for  bringing  the  trial  to  a  ^lose,  the  cleaning 
operations  described  above  are  repeated,  ending  with  filling  the  hopper, 
taking  the  time,  and  considering  this  the  stopping  time;  finally  hauling 
the  ashes  and  refuse  from  the  ash-pit. 

180b    Continuous  Producers  with  Supporting  Ash  Beds 

Remove  the  ashes  until  the  top  of  the  ashbed  is  lowered  to  the  nor- 
mal working  point.  Introduce  the  poker-rod  and  break  down  any  bridge 
or  crust  that  may  have  formed,  at  the  same  time  closing  up  the  channels 
that  run  through  the  fuel  bed,  thereby  making  the  bed  homogeneous. 
Then  replenish  the  producer  with  coal  to  the  working  depth,  fill  the 
hopper  level-full,  take  the  time,  and  consider  this  the  starting  time. 
Thereafter  proceed  with  the  regular  work  of  the  test,  using  weighed 
coal. 

When  the  time  approaches  for  closing  the  test,  the  operations  above 
described  are  repeated,  ending  with  replenishing  the  producer  and 
filling  the  hopper  with  weighed  coal,  taking  the  time,  and  considering 
this  the  stopping  time.  The  ashes  and  refuse  finally  removed  are  to 
be  dried  before  weighing,  unless  already  dried,  or  a  sample  should  be 
taken  and  the  moisture,  as  determined  therefrom,  allowed  for. 

1 80c    Intermittent  Producers 

Thoroughly  clean  the  producer  of  its  entire  contents.  Introduce  a 
weighed  supply  of  coke  or  coal,  start  the  fire,  and  build  up  the  fuel 
bed  to  its  working  condition,  using  weighed  coal.  When  this  point  is 
reached,  take  the  time,  and  «onsider  this  the  starting  time.  Thereafter 
proceed  with  the  regular  work  of  the  test. 

When  the  time  approaches  for  closing  the  test,  bum  the  fud  bed 
as  Ipw  as  practicable  to  prepare  for  cleaning,  note  the  time,  and  ooo- 
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aider  this  the  stopping  time.  Then  eompletelj  empty  the  producer, 
quench  the  fire  remaining  in  the  live  coals,  separate  and  weigh  the  coke 
and  ash,  and  deduct  the  weight  of  the  former  from  that  of  the  coke 
as  charged.  Finally  dry  the  ash  and  refuse,  or  take  a  sample  and 
allow  for  the  moisture  determined  therefrom. 

Notb: — Some  idea  of  the  depth  of  the  aah  bed  may  be  gained  by  the  following  method: 
Insert  a  long  poker-rod  through  the  fuel  bed,  and  determine  how  many  minutes  it  takea  to 
become  red  hot.  Cool  it.  and  ixuert  it  again  through  two  or  more  poke  holee  ■uoceesivttly  for  the 
determined  time,  cooling  it  after  each  trial.  Meaoure  the  distance  from  the  top  of  the  producer 
to  the  lower  end  of  the  red  portion  in  each  case,  and.aubtraot  the  average  of  the  distanoee  thus 
found  from  the  total  depth  of  the  producer.  The  result  gives  the  approximate  depth  of  the  ash 
bed.  The  length  of  the  red  portion  furnishes  also  some  idea  of  the  depth  of  the  tone  of  burning 
fuel. 

The  distance  from  the  top  of  the  producer  to  the  surface  of  the  fuel  bed  may  be  found  by  direct 
measurement  with  the  poker-rod,  noting  by  sense  of  touch  when  the  end  of  the  rod  reaches  the  fuel. 

RECORDS 

SAMPLING  AND  DRYING  GOAL 

ASHES  AND  REFUSE 

CALORIFIC  TESTS  AND  ANALYSES  OF  COAL 

181  The  directions  pertaining  to  the  above  divisions  of  the  sub- 
ject are  practically  the  same  as  those  given  under  the  corresponding 
headings  in  the  Boiler  Code,  and  reference  may  be  made  to  f  49  to 
53,  of  that  Code  for  these  directions. 


CALORIFIC  TESTS  AND  ANALYSES  OF  GAS  OUTPUT 

182  The  quality  of  the  gas  should  be  determined  by  calorific  tests 
and  analyses,  continuous  samples  for  this  purpose  being  taken  from 
the  delivery  pipe  at  a  point  near  the  producer  and  at  other  points  as 
may  be  needed. 

183  The  calorific  test  should  be  made  with  the  Junker  calorimeter, 
described  in  Appendix  No.  13,  or  its  equivalent.  Unless  otherwise 
required  the  "higher  value"  should  be  employed  in  calculating  the 
results  of  the  test.*  For  an  approximate  determination  of  the  com- 
position of  the  gas,  the  Orsat  apparatus  may  be  used,  and  for  com- 
plete determination,  the  Hempel  apparatus  or  its  equivalent.  Both 
of  the  two  named  are  described  in  Appendix  No.  15.  The  frequency 
with  which  these  determinations  should  be  made  depends  on  the  uni- 
formity of  the  output,  but  the  intervals,  where  practicable,  should 
not  be  more  than  one-half  hour,  the  time  taken  for  collecting  each 
sample  being  not  less  than  one-half  hour. 

*If  the  lower  value  is  used  in  place  of  the  higher  value  the  fact'should  be  so  stated. 
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CALCULATION  OF  RESULTS 
184a    Total  Volume  of  Gas  Ddivered 

The  Yolume  of  gas  in  the  case  of  pitot-tabe  measurement  is  determined 
bj  multipljing  the  area  of  the  delivery  pipe  in  sq.  ft.  at  the  tube  bj 
the  velocity  of  the  gas  in  ft.  per  minute,  and  the  product  by  the  dura- 
tion of  the  trial  in  minutes. 

The  equivalent  volume  at  atmospheric  pressure  (30  in.  barometer)  and 
temperature  of  60  deg.  fahr.,  is  obtained  by  multiplying  the  measured 
volume  by  the  absolute  pressure  of  the  gas  in  lb.  per  sq.  in.  (gage 
pressure  plus  14.7)  and  by  the  constant  35.3  (520  _i_  14.7),  and  dividing 
the  product  by  the  absolute  temperature  of  the  gas  (temperature  by 
thermometer  plus  460  deg.). 

The  gas  as  it  leaves  the  scrubber  is  saturated  with  water  vapor  at  the 
pressure  due  to  the  temperature,  and  this  pressure  is  to  be  deducted 
from  the  absolute  pressure  as  observed,  to  obtain  the  net  pressure  of 
dry  gas.  The  volume  of  dry  gas  in  that  case  is  obtained  by  the  following 
formula: 


in  which  V  «=  equivalent  volume  of  dry  gas  at  60  deg.  and  30  in.  leaving 

scrubber 
Ve= observed  volume  of  gas  leaving  the  scrubber 
P  =  absolute  pressure  at  the  point  where  the  volume  is  measured 
Pw  ^pressure  of  saturated  water  vapor  at  temperature 
Pft = atmospheric  pressure  (14.7  lb.  per  sq.  in.  or  30  in.  of  mcrcur>') 
<= observed  temperature  of  gas  leaving  scrubber 

P  and  Pytr  are  to  be  taken  in  the  same  units  as  P^* 
The  volume  of  dry  gas  delivered  by  a  gas  producer  can  be  obtained 
by  calculation  from  the  analyses  of  the  coal  and  of  the  dry  gas,  by  the 
following  method: 

T,                   »         u          11  COa-hS  0-h7  (CO-hN-hC3H4)4-4  CH4+0.5H 
Dry  gas  per  lb.  carbon  = ^ — = — 

^^     ^  3  (CO2+CO-I-CH4+2  C,H4) 

in  which  CO2,  O,  CO,  H,  CH4,  CaH4,  and  N  are  percentages  of  the  dry 
gas  by  volume.  Multiplying  the  lb.  of  gas  per  lb.  of  carbon  by  the 
percentage  of  carbon  in  the  coal  and  dividing  by  100  grives  the  weight 
of  dry  gas  per  lb.  of  coal,  and  the  volume  of  gas  per  lb.  of  coal  is 
found  by  dividing  this  weight  by  the  weight  of  one  cubic  foot  of  the 
gas  calculated  from  the  analysis  as  shown  in  Paragraph  184c  below. 
The  weight  of  carbon  per  100  cu.  ft.  of  gas  can  be  found  directly  from 
the  analysis  by  multiplying  the  per  cent  by  volume  of  each  gas  con- 
taining carbon  by  the  pounds  of  carbon  in  1  cu.  ft.  of  the  gas  as  given 
below: 

CO  +  CO2,  0.03173;  CH4,  0.03176;  CaH*,  0.06345 
and  adding  the  results  together. 
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184b    Net  Volume  of  Dry  Gas  Delivered 

The  net  volume  of  dry  gas  delivered  is  found  by  subtracting  from  the 
total  volume  the  volume  of  gas  that  would  be  required  for  furnishing 
steam  or  power  for  any  purpose  concerned  in  the  operation  of  the 
producer  and  its  auxiliaries'. 

184c    Weight  of  Gas 

The  weight  of  dry  gas  delivered  is  found  by  multiplying  the  volume 
in  cu.  ft.  reduced  to  60  deg.  and  30  in.  pressure,  corrected  for  moisture, 
by  the  weight  per  cubic  foot,  which  is  found  by  multiplying  the  per- 
centage of  each  component  gas  as  found  by  analysis  by  its  weight  in 
lb.  per  cu.  ft.  at  60  deg.  and  30  in.,  as  given  in  the  following  table, 

(calculated  from  Landolt  and  Bernstein's  figures  at  32  deg.),  and  di- 
viding the  sum  of  the  products  by  100. 

H 0.005335  COj 0.116333 

O 0.084608  CH^.. 0.042434 

N 0.074082  C^^ 0.074113 

CO 0.074029  80 0.169400 

2 

I84d    Calorific  Value  of  Gas 

The  calorific  value  of  the  dry  gas  per  cu.  ft.  is  obtained  by  means  of 
the  Junker  calorimeter,  (Appendix  No.  13)  but  it  may  also  be  obtained 
from  the  analysis  by  multiplying  the  percentage  of  each  combustible 
constituent  gas  by  its  heating  value  per  cu.  ft.  at  60  deg.  and  30  in. 
as  g^ven  below: 

B.t.u.  per  cu.  ft.  B.t.u.  per  cu.  ft. 

CO 317.8  CH^ 1002.1 

H 329.9  C  H 1695 

2      4 

These  figures  are  the  product  of  the  above  values  of  weight  of  gas 
per  cu.  ft.  by  the  heating  value  of  one  pound  of  gas  according  to 
Thomsen. 

I84e    Moisture  in  Gas 

The  moisture  in  the  gas  leaving  producer,  is  found  by  passing  a 
measured  sample  of  the  gas  through  a  chloride  of  calcium  tube  and 
weighing  the  amount  of  moisture  absorbed. 

The  moisture  in  the  gas  leaving  the  scrubber  is  best  found  by  calcula- 
tion assuming  that  the  gas  is  saturated  with  moisture.  The  calculation 
is  made  in  the  manner  pointed  out  in  Paragraph  184  a. 

I84f    Percentage  of  Tar  and]Soot  in  Gas 

The  percentage  of  tar  and  soot  is  found  by  comparing  the  total 
weight  determined,  including  that  collected  from  the  various  tar  drips 
with  the  total  weight  of  dry  fuel  used. 
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I84g    Efficiency 

The  efficienej  is  the  relation  between  the  calorific  value  of  the  dry  gas 
per  lb.  of  dry  fuel  charged  or  combustible,  and  the  calorific  value  of 
1  lb.  of  dry  fuel  or  combustible.  The  former  is  ascertained  by  multi- 
plying the  B.t.u.  per  cu.  ft.  of  dry  gas  as  determined  by  the  calorimeter 
test  (higher  value)  by  the  cu.  ft.  of  dry  gas  delivered,  and  dividing  the 
product  by  the  total  weight  of  dry  fuel  charged  or  combustible. 

The  "combustible"  is  determined  by  subtracting  from  the  weight 
of  coal  charged  the  moisture  in  the  coal  and  the  weight  of  ash  refuse 
and  unbumed  coal  withdrawn  from  the  producer  or  ash-pit  during  the 
progress  of  the  triaL  The  ''combustible"  used  for  determining  the 
calorific  value  is  the  weight  of  the  coal  less  the  moisture  and  ash  found 
by  analysis. 

The  e^cienoy  of  "conversion  and  cleaning"  or  "gross  efficiency"  in 
the  above  calculation  is  found  by  using  the  total  volume  of  gas  delivered. 
The  "efficiency  of  the  plant"  or  "net  efficiency"  is  found  by  using  the 
net  volume  of  gas  delivered. 

I84h    Heat  Balance 

The  various  quantities  showing  the  distribution  of  hci^t  in  the  heat 
balance  given  in  Table  19,  are  computed  in  the  foUowing  manner: 

The  calorific  value  of  the  dry  gas  is  found  by  multiplying  the  cubic 
feet  of  gas  at  60  deg.  and  30  in.  per  lb.  of  dry  coal  by  the  calorific 
value  of  1  cu.  ft.  of  gas  at  60  deg.  and  30  in.  (higher  value). 

The  sensible  heat  in  the  dry  gas  is  found  by  multiplying  the  weight 
of  gas  per  pound  of  coal  by  the  mean  specific  heat  of  the  gas  and  by  its 
temperature  measured  above  60  deg. 

The  heat  carried  away  by  the  scrubber  is  obtained  by  moltiplying 
the  weight  of  water  fed  to  the  scrubber  by  the  number  of  degrees  rise 
of  temperature,  and  dividing  the  product  by  the  total  weight  of  dry 
coal  consumed. 

The  heat  contained  in  the  moisture  leaving  the  producer  is  found 
by  multiplying  the  total  weight  of  dry  gas  per  lb.  of  dry  coal  by  the 
proportion  of  moisture  in  the  gas  and  by  the  total  heat  of  1  lb.  of  super- 
heated steam  at  the  temperature  of  the  gas  leaving  the  producer  reck- 
oned from  60  deg. 

The  loss  due  to  combustible  matter  in  the  ash  is  found  by  multiplying 
the  proportion  that  this  combustible  bears  to  the  whole  amount  of  dry 
coal  by  14,600  B.tu. 

DATA  AND  RESULTS 

186  The  data  and  results  should  be  reported  in  accordance  with 
the  form  given  herewith  (Table  19),  adding  lines  for  data  not  pro- 
vided for  or  omitting  those  not  required  as  may  conform  to  the  object 
in  view.    If  a  shorter  form  is  desired,  the  items  in  fine  print  designated 
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by  letters  of  the  alphabet  may  be  omitted.    Unless  otherwise  indicated, 
the  items  should  be  the  averages  of  the  data. 

186  If  a  preliminary  trial  of  the  fuel  is  made  ii\  a  test-producer, 
add  to  the  table  the  general  results  obtained. 

CHART 

187  In  trials  having  for  an  object  the  determination  and  exposition 
of  the  complete  performance  from  beginning  to  end,  the  entire  log 
of  readings  and  data  should  be  plotted  on  a  chart  and  represented 
graphically. 

TABLE  19    DATA  AND  RESULTS  OF  GAS  PRODUCER  TEST 

Code  of  1915 


(1)     Test  of producer  located  at 

To  determine 

Test  conducted  by  


Dimensions,  itc. 

(2)  Outside  diameter  and  height  of  producer ft 

(3)  Inside  diameter  of  producer  ft 

(4)  Area  of  grate  diameter : sq.  ft 

(a)     Percentage  of  air  8i>ace  in  grate per  cent 

(6)     Area  of  blast  inlet sq.  ft. 

(c)     Area  of  exit  flue sq.  ft. 

(5)  Area  of  fuel  bed  (at  maximum  diameter)  sq.  ft 

(a)     Area  of  water  heating  surface  in  vaporiser sq.  ft. 

(6)  Rated  capacity  of  producer  in  lb.  of  coal  per  hour lb. 

Date,  Duration,  etc. 


(7)  Date    

(8)  Duration 

(9)  Kind  and  size  of  coal* 


Average  Pressures,  Temperatures,  etc. 

(10)  Steam  pressure  in  vaporizer  by  gage lb.  per  sq.  in. 

(11)  Gas  pressure  in  main  at  point  where  gas  is  measured in.  of  water 

(a)  Pressure   at  top  of  producer in.  of  water 

(b)  Pressure  beyond  scrubber in.  of  water 

(c)  Pressure    beyond    purifier in.  of  water 

(12)  Force  of  blast  or  draft  in  ashpit,  or  bottom  of  producer in.  of  water 

*  If  other  fuel  than  ooal  is  used  the  linea  may  be  changed  to  read  accordingly. 
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(a)  B«rometric  pressure    in.  of  mercary 

(b)  Relative   homidity   of  air per  oeot 

(c)  Depth  of  fuel  bed 

(d)  Intervals  between  cleaning 

(«)  Intervals  between  poking 

(13)  Temperature  of  feedwater  entering  vaporizer deg. 

(a)     Temperature  of  gas  in  exit  flue  at  producer deg. 

(14)  Temperature  of  gas  in  main  at  point  where  gas  is  measured deg. 

(a)     Temperature  of  air  in  room deg. 

(&)     Temperature  of  water  entering  scrubber deg. 

(c)     Temperature  of  water  leaving  scrubber deg. 

Total  Quantitiss 

(15)  Weight  of  coal  charged*   lb. 

(16)  Percentage  of  moisture  in  coal per  cent 

(17)  Total  weight  of  dry  coal lb. 

(18)  Total  ash  and  refuse •. lb. 

(19)  Percentage  of  ash  and  refuse  in  dry  coal ^  .per  cent 

(20)  Total  combustible  (Item  17  —  Iton  18) lb. 

(21)  Total  number  of  cu.  ft.  of  gas  delivered cu.  ft 

(a)     Total  weight  of  dry  gas  delivered lb. 

(22)  Moisture  in  gas  leaving  producer,  mixed  with  1  lb.  of  dry  gas lb. 

(23)  Moisture  in  gas  leaving  scrubber,  mixed  with  1  lb.  of  dry  gas lb. 

(24)  Equivalent  cu.  ft.  of  dry  gas  at  temperature  of  60  deg.  and  pressure 

of  atmosphere  of  30  in eo.  ft 

(25)  Net  cu.  ft  of  dry  gas  at  60  deg.  and  30  in cu.  ft 

(26)  Percentage  of  tar  and  soot  in  gas  referred  to  total  fuel per  cent 

(27)  Total  water  fed  to  vaporizer lb. 

(a)     Total  water  evaporated  in  vaporizer lb. 

(6)     Total  weight  of  steam  supplied  to  producer lb. 

(c)     Total  weight  of  water  fed  to  scrubber lb. 

Hourly  Quantities  and  Bates 

(28)  Dry  coal  per   hour lb. 

(a)     Dr>'  coal  per  hour  per  sq.  ft.  of  main  fuel  bed lb. 

(29)  Equivalent  cu.  ft.  of  dry  gas  per  hour  at  60  deg.  and  30  in.  (Item 

24  _j_  Item  8) cu.  ft 

(30)  Net  cu.  ft.  of  dry  gas  delivered  per  hour  at  60  deg.  and  30  in cu.  ft. 

(31 )  Water  fed  per  hour  to  vaporizer lb. 

(a)  Water  evaporated  per  hour  in  vaporiser ^. lb 

(b)  Steam  suppUed  to  producer  per  hour lb. 

(32)  Water  fed  to  scrubber  per  hour lb. 

Proximate  Analysis  of  Coal 

(33)  Fixed  carbon  per  cent 

(34)  Volatile  matter   per  cent 

*  Corrected  for  difference  in  estimated  quantity  of  coal  in  producer  at  beginning  and  end  of 
teft. 
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(35)  Moisture   per  cent 

(36)  Ash    per   cent 

(37)  Sulphur,   separately   determined per   cent 


100  per  cent 
Ultimate  Analysis  op  Dry  Coal 

(38)  Carbon   (C)    per  cent 

(39)  Hydrogen  (H)   per  cent 

(40)  Oxygen  (O)   per  cent 

(41)  Nitrogen  (N)   per  cent 

(42)  Sulphur    (S)    per  cent 

(43)  Ash per  cent 


100  per  cent 
Analysis  of  Ash  and  Refuse 

(44)  Carbon  per  cent 

(45)  Earthy  matter  per  cent 

(46)  Falsing  temperature  of  ash deg. 

(47)  Nature  and  texture  of  ash 

Analysis  of  Gas  by  Volume 

(48)  Carbon  dioxide  (CO,) per  cen 

(49)  Carbon  monoxi<le  (CO) per  cen 

(50)  Oxygen  (O)    per  cen 

(51)  Hydrogen  ( H)   per  cen 

(52)  Marsh  Gas   (CH  ) per  cen 

(53)  Olefiant  gas  (C^H^) per  cen 

(a)  Sulphur  dioxide  (SOj) per  cen' 

(b)  Hydrogen  sulphide  (H28) per  cen 

(c)  Nitrogen  (N)  by  difference per  cen 


100  per  cen 
(d)     Total  combustible  gases per  cen 

Calorific  Values  by  Calorimeter 

(54)  Calorific  value  of  1  lb.  of  dry  coal B.tu. 

(55)  Calorific  value  of  1  lb.  of  combustible B.t.a. 

(56)  Calorific  value  of  1  cu.  ft.  of  <lry  gas  at  60  deg.  and  30  in.  (higher 

value)    B.tu. 

Economy  Results 

(57)  Equivalent  cu.  ft.  of  dry  gas  at  60  deg.  and  30  in.  per  lb.  of  dry 

coal  cu.  ft. 

(a)     Equivalent  cu.  ft.  of  dry  gas  at  00  dog.  and  30  in.  per  lb.  of  combustible. . .  .cu.  ft. 

(58)  Net  cu.  ft.  of  dry  gas  at  60  deg.  and  30  in.  per  lb.  of  dry  coal cu.  ft. 

(a)     Net  cu.  ft.  of  dry  gas  at  60  deg.  and  30  in.  per  lb.  of  combustible ou  ft. 
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EmCIENOT 

(59)  Gross  efficiency  of  producer,  based  on  dry  coal per  cent 

(a)     Net  offidency  of  producer,  baaed  on  dry  ooal jttr  cent 

(60)  Gross  efficiency  of  producer,  based  on  combustible per  cent 

(a)    Net  effictenoy  of  producer,  baaed  on  oombxxatible per  cent 

Ck>ST  OF  €k)AL 

(61)  Cost  of  coal  per  ton  of ^Ib.  delivered dollars 

(62)  Cost  of  coal  required  for  producing  1000  net  cu.  fL  of  gas  at  60 

deg.  and  30  in doUars 

(a)     Coat  of  ooal  for  producing  1.000,000  B.t.u dolhtn 

HsAT  Balance  Baskd  ok  1  Lb.  of  Det  Coal 

B.t.11.        per  cent 

(63)  Total  calorific  value  of  1  lb.  of  dry  coal,  same 

as  Item  54 


(a)  Oalorifle  T«lue  of  dry  gaa 

(b)  Senaible  heat  in  hot  dry  gu  above  60  deg.  fahr. 

(e)     Total  heat  of  moisture  in  gas  above  60  deg 

(d)    Heat  lost  in  scrubber 

(«)     Heat  lost  by  combustible  in  Ash 

(/)     Heat   lost  by   radiation,    and   unaccounted   for 

(difference  between  the  sum  of  items  a,  h,  e,  d, 
•  and  item  68)    


Note: — If  steam  is  supplied  to  the  producer  from  an  outside  source  the  data  and  results 
should  be  modified  accoramgly. 
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PART  XII 

RULES  FOR  CONDUCTING  TESTS  OF  GAS  AND  OIL 

ENGINES 


OBJECT  AND  PREPARATIONS 


188  Determine  the  object,  take  the  dimeasions,  note  the  physical 
condition  of  thq  engine  and  its  appurtenances,  install  the  testing 
appliances,  etc.,  as  explained  in  the  general  instructions  given  in  T[  1 
to  6  and  ^  10  to  13,  and  make  preparations  for  the  test  accordingly. 


APPARATUS  AND  INSTRUMENTS 

189  The  apparatus  and  instruments  required  for  performance  tests 
of  gas  and  oil  engines  are : 

(a)  Tanks  and  platform  scales  for  weighing  oiL 

(&)  Calorimeter  for  determining  the  heat  of  combustion  of  oil. 

(c)  Gas  meter  or  other  apparatus  for  measuring  gas. 

(d)  Oas  calorimeter. 

(e)  Pressure  gages  and  thermometers. 
(/)  Oas  en^e  indicators. 

{g)  Planimeter. 

{h)  Tachometer  or  other  speed-measuring  apparatus. 

(  i)  Gas  analyzing  apparatus. 

U)  Water  meter  for  measuring  jacket  water. 

(k)  Friction  brake  or  dynamometer. 

190  Pull  directions  regarding  the  use  and  calibration  of  these 
appliances  are  given  in  f  7  to  9,  and  in  various  appendices  there  re- 
ferred to. 


OPERATING  CONDITIONS 

191  Determine  what  the  operating  conditions  should  be  to  con- 
form to  the  object  in  view,  and  see  that  they  prevail  throughout  the 
trial,  as  pointed  out  in  Part  I,  1[  14. 
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DURATION 

192  The  test  of  a  gas  or  oil  engine  with  substantially  constant  load 
should  be  continued  for  such  time  as  may  be  necessary  to  obtain  a 
number  of  successive  records  covering  periods  of  half  an  hour  or  less 
during  which  the  results  are  found  to  be  uniform.  In  such  cases  a 
duration  of  three  to  five  hours  is  sufficient  for  all  practical  purposes. 

STARTING  AND  STOPPING 

193  The  engine  having  been  set  to  work  under  the  prescribed  con- 
ditions, the  test  is  begun  at  a  certain  predetermined  time  by  com- 
mencing to  weigh  the  oil,  or  measure  the  gas,  as  the  case  may  be,  and 
take  other  data  concerned ;  after  which  the  regular  measurements  and 
observations  are  carried  forward  until  the  end.  When  the  stopping 
time  arrives  the  test  is  closed  by  simply  taking  the  final  readings. 

RECORDS 

194  The  general  data  should  be  taken  and  recorded  in  the  same 
manner  as  that  described  in  the  Steam  Engine  Code,  in  %  75  and  76, 
to  which  reference  may  be  made. 

CALORIFIC  TESTS  AND  ANALYSES 

196  The  quality  of  the  oil  or  gas  should  be  determined  by  calorific 
tests  and  analyses  made  on  representative  samples. 

196  •  Directions  for  these  tests  or  analyses  are  given  in  1[  9  n 
to  9  q  under  the  headings  Coal  Calorimeters,  Gas  Calorimeters, 
Coal  Analysis  Apparatus,  and  Gas  Analysis  Apparatus,  and  in  Appen- 
dices Nos.  12,  13,  14,  and  15  there  referred  to.  See  also  f  184d  and 
If  184e. 

CALCULATION  OF  RESULTS 

197a    Volume  of  Gas  at  60  deg.  and  30  in. 

The  equivalent  volume  at  a  temperature  of  60  deg.  and  at  atmospheric 
pressure  of  ,10  in.  is  obtained  in  the  manner  pointed  out  in  ^  184a. 

197b     Heat  Consumption. 

The  number  of  heat  units  consumed  by  the  engine  is  found  by  mul- 
tiplying the  heat  units  per  lb.  of  oil  or  per  cu.  ft.  of  gas  (higher 
value),  as  determined  by  calorimeter  test,  by  the  total  weight  of  oU 
in  lb.  or  volume  of  dry  gas  in  cu.  ft.  consumed. 
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1 97c    Horsepower  and  Efficiency 

The  indicated  horsepower,  brake  horsepower,  and  efficiency  are  com- 
puted by  the  same  methods  as  those  explained  in  the  Steam  Engine 
Code,  in  If  77,  to  which  reference  may  be  made. 

I97d    Heat  Balance 

The  various  quantities  showing  the  distribution  of  heat  in  the  heat 
balance  given  in  Table  20  are  computed  in  the  following  manner: 

The  heat  converted  into  work  per  i.h.p-hr.  (2546.5  B.t.u.)  is  found 
by  dividing  the  work  representing  1  h.p.,  or  1,980,000  ft-lb.,  per  hour 
by  the  number  of  ft-lb.  representing  1  B.t.u.,  or  777.5. 

The  heat  rejected  in  the  cooling  water  is  obtained  by  multiplying 
the  weight  of  water  supplied  by  the  number  of  degrees  rise  of  tem- 
perature, and  dividing  the  product  by  the  indicated  horsepower. 

The  heat  rejected  in  the  dry  exhaust  gases  per  i.h.p-hr.  is  found 
by  multiplying  the  weight  of  these  gases  per  i.h.p-hr.  by  the  sensible 
heat  of  the  gas  reckoned  from  the  temperature  of  the  air  in  the  room 
and  by  its  specific  heat.  The  weight  of  the  dry  exhaust  gases  per  i.h.p- 
hr.  is  the  product  of  the  weight  of  fuel  per  i.h.p-hr.  by  the  weight  of 
the  dry  gases  per  lb.  of  fuel.  The  latter  is  the  product*  of  the  pro- 
portion of  carbon  in  1  lb.  of  fuel  by  the  weight  of  the  dry  gases  per 
lb.  of  carbon,  which  may  be  found  by  the  formula 

llC03+8  0+7(CO-|-N) 


3  (COj+CO) 

in  which  CO2,  O,  CO,  and  N  are  percentages  of  the  dry  exhaust  gases  by 
volume. 

When  the  weight  of  air  supplied  per  lb.  of  fuel  is  determined  the 
weight  of  dry  gas  per  pound  of  fuel  may  be  found  by  the  formula 

1  +  lb.  air  per  lb.  fuel  —  9H 

in  which  H  is  the  proportion  of  hydrogen  in  1  lb.  of  fuel. 

The  heat  lost  in  the  moisture  formed  by  the  burning  of  hydrogen  in 
the  fuel  gas  is  found  by  multiplying  the  total  heat  of  1  lb.  of  super- 
heated steam  at  the  temperature  of  the  exhaust  gases,  reckoning  from 
the  temperature  of  the  air  in  the  room,  by  the  proportion  of  the  hy- 
drogen in  the  fuel  as  determined  from  the  analysis,  and  multiplying 
the  result  by  9. 

The  heat  lost  in  superheating  the  moisture  contained  in  the  gas  and  air 
is  determined  by  multiplying  the  difference  between  the  temperature  of 
the  exhaust  gaHes  and  that  of  the  gas  and  air  by  the  average  specific 
heat  of  superheated  steam  for  the  range  of  temperature  and  pressure. 

The  heat  lost  through  incomplete  combustion  is  obtained  by  analyzing 
the  exhaust  gases  and  computing  the  heat  of  the  unburned  products 
which  would  have  been  produced  by  their  combustion. 

The  above  rules  do  not  apply  to  engines  with  hit-and-miss  govemor9« 
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DATA  AND  RESULTS 

198  The  data  and  results  should  be  reported  in  accordance  with 
the  form  given  herewith  (Table  20),  adding  lines  for  data  not  pro- 
vided for,  or  omitting  those  not  required,  as  may  conform  to  the 
object  in  view.*  If  a  shorter  form  is  desired,  items  given  in  fine  print 
and  designated  by  letters  of  the  alphabet  may  be  omitted.  Unless 
otherwise  indicated,  the  items  should  be  the  averages  of  the  data. 

TABLE  20    DATA  AND  RESULTS  OF  GAS  OR  OIL  ENGINE  TEST 

Code  of  1915 


(1)     Teat  of  engine,  located  at. 

To  determine 

Test  conducted  bj 


Dimensions,  etc. 

(2)  Type  of  engine,  whether  oil  or  gas 

(3)  Glass  of  engine,  (mill,  marine,  motor  for  vehicle,  pumping,  or  other) .... 

(a)  Nximber  of  strokes  of  piston  for  one  cycle,  and  class  of  cycle 

(6)  Method  of  ignition 

(c)  Single  or  double  acting 

(rf)  Arrangement  of  cylinders 

(«)  Vertical  or  horisontal 

(4)  Rated  power   h.p. 

(a)     Name  of  builder 

(5)  Number  and  diameter  gf  working  cylinders in. 

(a)    Number   and  diameter  of  compression   cylinder* in. 

(6)    Diameter  of  piston  rods ^ in. 

(6)  Stroke  of   pistons .ft 

(a)     Ck)mpre8flion  space  referred  to  piston  displacement per  cest 

(6)     Stroke  of  compression  piston ft. 

(c)     H.p.  constant  for  1  lb.  m.e.p.  and  1  r.p.m h.p. 

Date,  Duration,  etc. 

(7)  Date    

(8)  Duration    hr. 

(9)  Kind  of  oil  or  gas 

(a)     Ph>*8icai  properties  of  oil  (specific  gravity,  burning  point,  flashing  point) 

Average  Pressure  and  Temperature 

(10)  Pressure  of  gas  near  meter in.  of  mercury 

(a)    Barometric  pressure    in.  of  nereury 

(11)  Temperature  of  gas  near  meter   deg. 

1  See  note  Table  9  for  reference  to  engines  driving  electric  generators  and  otiier  madunsiy. 
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(a)  Temperature  of  cooling  water,  inlet deg. 

(b)  Temperature  of  cooling  water,  outlet deg. 

(e)     Temperature  of  air  by  dry-bulb  thermometer deg. 

(d)  Temperature  of  air  by  wet-bulb  thermometer deg. 

(e)  Temperature  of  exhaust  gases  at  cylinder deg. 

Total  Quantitiss 

(12)  Gas  or  oD  congumed cu.  ft.,  lb. 

(13)  Moisture  in  gas,  in  per  cent  by  weight,  referred  to  dry  gas per  cent 

(14)  Equivalent  dry  gas  at  60  deg.  and  30  in cu.  f t. 

(a)    Air  supplied en.  ft. 

(15)  Cooling  water  supplied  to  jackets lb. 

(a)     Water  or  steam  fed  to  cylinder lb. 

(16)  Calorific  value  of  oil  per  lb.,  or  of  dry  gas  per  cu.  ft.  at  60  deg.  and 

30  in.  by  calorimeter  test  (higher  value) B.tu. 

HOURLT   QUANTinXS 

(17)  Gas  or  oil  consumed  per  hour cu.  ft.,  lb. 

(18)  Equivalent  dry  gas  per  hour  at  60  deg.  and  30  in cu.  ft. 

(19)  Cooling  water  supplied  per  hour lb. 

(20)  Heat  units  consumed  per  hour  (Item  16  X  Item  18) B.t.u. 

Analtsis  of  Oil 

(21)  Carbon  (C)    per  cent 

(22)  Hydrogen  (H)   per  cent 

(23)  Oxygen  (O)    per  cent 

(24)  Sulphur  (S)   per  cent 

(a)  Moisture per  cent 

(b)  Result  of  fractional  distillations 

Analysis  of  Fuel  Gas  by  Volumx 

(25)  Carbon  dioxide  (CO,) per  cent 

(26)  Carbon  monoxide  (CO) .per  cent 

(27)  Oxygen  (O)    per  cent 

(28)  Hydrogen  (H)   per  cent 

(29)  Marsh  gas  (CH  ) per  cent 

(30)  Heavy  hydrocarbon  Cn  Hm per  cent 

(a)     Sulphur  dioxide  (SOs) per  cent 

(6)     Hydrogen  siilphide  (HtS) per  cent 

(e)     Nitrogen  (N)  by  di£Ference per  cent 

Analysis  of  Exhaust  Gases  by  Volume 

(31)  Carbon  dioxide  (CO,) per  cent 

(32)  Carbon  monoxide  (CO) per  cent 

(33)  Oxygen    (O)    per  cent 

(34)  Nitrogen  (N)  per  cent 
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InDIGATOE.  DiAGBAHS 

(35)  Pressure  above  atmosphere lb.  per  aq.  in. 

(a)  Maximum   pressure    lb.  per  wq.  in. 

(b)  Pressure  at  beginning  of  stroke lb.  per  aq.  in. 

(e)     Pressure  at  end  of  expansion lb.  per  aq.  in. 

(d)    Exhaust  pressure  at  lowest  point lb.  per  sq.  in. 

(36)  Mean  effective  pressure lb.  per  sq.  in. 


Speed 

(37)  Revolutions  per  minute r.pjn. 

(38)  Average  number  of  explosions  or  firing  strokes  per  minute 

(a)  Variation  of  speed  betweea.  no  load  and  full  load r.p.m. 

(b)  Momentary  fluctuation  of  speed  on  suddenly  changing  from  full  load 

to  half  load r.p.m. 

POWXR 

(39)  Indicated  horsepower   i.h.p. 

(40)  Brake  horsepower br.  h.p. 

(41)  Friction  horsepower  by  difference  (Item  39  —  Item  40)* fr.  h.p. 

(a)    Friction  horsepower  by  friction  diagrams fr.  h.p. 

(42)  Percentage  of  indicated  horsepower  lost  in  friction  Item  41. . .  .per  cent 


Economy  Results 

(43)  Heat  units  consumed  by  engine  per  i.h.p.  per  hourt B.tu. 

(44)  Heat  units  consumed  by  engine  per  br-h.p B.t.u. 

(45)  Dry  gas  at  60  deg.  and  30  in.  consumed  per  i.h.p-hr lb.,  cu.  ft. 

(46)  Pounds  of  oil  or  cubic  feet  of  dry  gas  per  br-h.p-hr lb.,  cu.  ft. 

Eppicibncy 

(47)  Thermal  efficiency  referred  to  indicated  horsepower per  cent 

(48)  Thermal  efficiency  referred  to  brake  horsepower per  cent 

Work  Done  per  Heat  Unit 

(49)  Net  work  per  B.tu.  consumed  (1,980,000  -^  Item  40) ft.lb. 


HEAT  BALANCE 
(50)     Heat  balance,  based  on  B.t.u.  per  i.h.p.  per  hour, 


*  In  two  cycle  engines  this  includes  the  power  required  for  compression. 

t  If  these  results,  in  the  case  of  a  gas  engine,  are  based  on  the  low  value  of  the  heat  of 
combustion  that  fact  should  be  so  stated. 
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(a)  Heat  converted  into  work 

(b)  Heat  rejected  in  cooling  water 

(e)  Heat  rejected  in  the  dry  exhaust  gases 

(d)  Heat  lost  due  to  moisture  formed  by  burning  of  hydrogen. 

(e)  Heat  lost  in  superheating  moisture  in  gas  and  air 

(/)  Heat  lost  by  incomplete  combustion 

(g)  Heat  unaccounted  for,  including  radiation 

(A)  Total  heat  consumed  per  i.h.p-hr..  same  as  Item  38 


B.tu. 
2546.5 


Per  cent 


Sample  Diagrams 

(51)  Sample  indicator  diagrams  from  each  cylinder  and  if  possible  a 
stop-motion  light-spring  diagram  showing  inlet  and  exhaust  pres- 
sures     

Note: — For  an  engine  driving  an  electric  generator,  the  form  may  be  enlarged  to  include  elec- 
trical data  in  the  manner  given  in  the  Steam  Turbine  Code. 
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PART  XIII 
RULES  FOR  CONDUCTING  TESTS  OF  WATERWHEELS 


INTRODUCTION 

199  Waterwheel  tests  may  be  divided  into  two  classes,  one  of  which 
may  be  termed  "shop"  tests  and  the  other  "field"  tests.  The  former 
refer  to  those  which  are  conducted  in  a  plant  devoted  exclusively  to 
testing  work,  and  the  latter  to  tests  of  the  wheel  in  its  permanent 
location.  The  Holyoke  Water  Power  Company's  testing  flume  is  an 
example  of  a  shop-testing  plant,  being  one  which  is  equipped  for 
turbine  water  wheels  of  any  size  up  to  300  h.p.  at  18-ft.  head.  This 
plant,  it  is  understood,  is  also  at  present  the  only  one  of  the  kind  in 
the  country  which  is  available  for  commercial  work.  Under  these 
circumstances  there  seems  to  be  no  call  at  the  present  time  (1915) 
for  a  general  code  of  rules  applying  to  tests  of  that  character.  The 
tests  to  which  the  following  code  refers  are  therefore  limited  to  field 
tests,  the  wheel  being  in  place,  and  operating  so  far  as  possible 
under  the  conditions  of  service  for  which  it  was  installed. 


OBJECT  .AND  PREPARATIONS 

200  The  usual  object  of  a  waterwheel  test  in  the  field  is  the  de- 
termination of  the  capacity  and  eflSciency  of  the  wheel  at  various  gate 
openings  and  if  practicable  at  various  speeds,  as  compared  with  stand- 
ard or  guaranteed  performance.  Having  determined  the  object,  what- 
ever it  may  be,  take  the  dimensions,  note  the  physical  condition  of 
the  wheel  and  of  the  plant  throughout,  install  the  testing  appliances, 
etc.,  following  the  general  instructions  given  in  ^  1  to  20,  so  far  as 
they  pertain  to  the  work  in  hand,  and  make  preparations  for  the  test 
accordingly. 

201  The  most  important  preparations  are  those  which  relate  to  the 
determination  of  the  power  developed  by  the  wheel,  and  the  quantity 
of  water  which  it  consumes.  The  nature  of  these  preparations  is 
governed  altogether  by  the  character  of  the  equipment.  As  regards 
power  determination,  the  simplest  method  is  the  one  applying  to  a 
case  where  the  wheel  drives  an  electric  generator  and  the  power  is 
measured  by  calculation  from  the  electrical  output.    Another  simple 


WATERWHEEL   GODB  1397 

,  method  is  one  which  may  be  iised  where  the  wheel  serves  as  an  aux- 
iliary to  steam  power,  and  the  load  is  reasonably  constant,  in  which 
case  the  output  is  determined  by  ascertaining  the  difference  between 
the  indicated  horsepower  developed  by  the  engine  when  the  wheel  is 
on  and  that  developed  when  the  wheel  is  off.  Another  method  which 
is  applicable  to  almost  any  situation  where  there  is  room,  although 
the  most  difficult  of  the  three,  is  the  use  of  a  friction  brake  attached 
to  the  waterwheel  shaft,  being  arranged  so  as  to  take  the  place  of  a 
section  of  the  shaft  which  may  temporarily  be  removed.  As  to  pre- 
paration for  water  measurement,  the  desirability  of  preserving  the 
maximum  head  of  water  usually  makes  it  necessary  to  gage  the  stream 
supplied  to  the  wheel  or  the  stream  leaving  it,  and  to  select  or  prepare 
for  this  purpose  a  sufficient  length  of  canal  having  a  uniform  cross- 
section  to  determine  the  required  velocity  by  float  measurement. 
Another  method  consists  in  the  use  of  current  meters  or  pitometers 
which  have  been  properly  calibrated.  In  cases  where  some  part  of 
the  head  may  be  sacrificed  either  in  the  head  race  or  tail  race,  the 
measurement  may  be  made  by  the  insertion  of  a  suitable  weir. 

APPARATUS  AND  INSTRUMENTS 

202  The  apparatus  and  instruments  required  for  a  capacity  and 
efficiency  test  of  a  waterwheel  are: 

(a)     A  friction  brake,  steam  engine  indicators,  or  electrical  instruments, 

depending  on  the  character  of  the  equipment, 
(d)     Graduated  scales  showing  the  heights  of  water  in  the  flume  above  the 

wheel  and  in  the  discharge  pit  beneath. 
(c)     One  or  more  current  meters  or  other  apparatus  for  ascertaining  the 

velocity  of  the  water;  or  a  weir. 

203  Directions  for  the  use  of  these  appliances  may  be  found  in 
^  9  and  in  Appendices  Nos.  18,  19,  21,  and  5. 

204  It  is  of  the  greatest  importance  that  the  water  measured  is 
that  which  is  consumed  wholly  by  the  wheel.  If  water  leaks  by  with- 
out going  through  the  wheel,  the  quantity  of  leakage  should  be  deter- 
mined by  independent  measurement  when  the  wheel  is  entirely  shut 
off,  in  which  case  the  gross  quantity  is  corrected  accordingly. 

DURATION 

205  The  duration  of  a  simple  efficiency  test  of  a  waterwheel  de- 
pends mainly  upon  the  method  of  water  measurement  employed,  and 
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the  time  required  to  obtain  a  suflBcient  number  of  observations  to 
insure  a  reliable  average.  After  the  desired  load  and  other  conditions 
have  been  obtained,  continuous  observations  and  measurements  for  a 
period  of  15  minutes  is  suflScient  for  all  practical  purposes,  provided 
the  water  is  measured  by  a  weir,  but  a  longer  time  is  necessary  when 
other  methods  of  measurement  are  used.    . 

RECORDS 

206  The  records  should  be  obtained  in  a  manner  conforming  to 
the  principles  explained  in  ^  15  to  18.  Readings  of  the  weight  on  the 
brake  arm,  levels  of  water  in  the  flume  and  discharge  pit,  indications 
of  the  current  meters,  and  revolutions  per  minute,  shoiild  be  taken 
every  five  minutes,  and  at  more  frequent  intervals  if  they  show  much 
fluctuation.  In  case  of  float  measurement,  repeated  observations  should 
be  made  one  after  the  other  throughout  the  whole  period  of  the  trial. 

CALCULATION  OF  RESULTS 

207  The  total  average  head  of  water  on  the  wheel  is  obtained  by 
adding  together  the  reading  of  the  scale  in  the  flume  and  the  vertical 
distance  between  the  zero  of  this  scale  and  that  of  the  scale  in  the 
discharge  pit,  and  subtracting  the  reading  of  the  latter  scale^  both 
readings  being  taken  in  reasonably  still  water.  The  velocity  of  water 
in  the  measuring  canal  is  found  by  averaging  the  readings  obtained 
at  several  points  extending  over  the  whole  width  of  the  canal.  The 
cubic  feet  of  water  flowing  per  second  is  obtained  by  multiplying 
the  cross-section  of  the  stream  in  square  feet  by  the  velocity  of  the 
water  in  feet  per  second,  determined  as  stated  above.  The  total  power 
of  water  available  is  obtained  by  multiplying  the  net  weight  of  water 
in  pounds  discharged  per  second  by  the  total  average  head  in  feet 
on  the  wheel,  and  dividing  the  product  by  550.  The  brake  horse- 
power developed  by  the  wheel  is  found  by  multiplying  the  net  weight 
on  the  brake  arm  in  pounds  by  the  circumference  of  the  corresponding 
circle  in  feet  and  by  the  number  of  revolutions  per  minute,  and  divid- 
ing the  final  product  by  33,000. 

I  n  the  case  of  a  wheel  supplied  through  a  penstock  the  head  is  found  by  adding  together  the 
pressure  at  the  intake  to  the  wheel  case,  the  velocity  head  at  this  poiut,  and  the  elevation  of  the 
point  above  the  surface  of  the  tail  water,  all  expressed  in  feet. 

In  an  impulse  wheel,  the  head  is  the  sum  of  the  pressure  at  the  noicle  in  feet  and  the  velocity 
bead  at  that  point  in  feet. 

DATA  AND  RESULTS 

208  The  data  and  results  should  be  reported  in  accordance  with 
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the  form  given  herewith  (Table  21),  adding  lines  for  data  not  pro- 
vided for  or  omitting  those  not  required,  as  may  conform  with  the 
object  in  view: 

TABLE  21    DATA  AND  RESULTS  OF  WATERWHEEL  TEST  ADAPTED 

TO  BRAKE  MEASUREMENT  OF  POWER 

Code  of  1915 

(1)  Test  of water  wheel  located  at 

To    determine    

Test  conducted  by   

(2)  Type  of  wheel  and  class  of  service 

(3)  Type  of  generator,  if  any,  kind  of  current,  etc 

(4)  Rated  power  of  wheel  h.p. 

(5)  Cross-section  of  stream  where  velocity  of  water  is  measured sq.  ft. 

« 

General  Data 

(6)  Date    

(7)  Duration  of  period  covered  by  test hr. 

(8)  Average  net  weight  on  brake  arm lb. 

(9)  Average  revolutions  per  minute   r.p.m. 

(10)  Total  average  head  of  water  on  wheel ft. 

(11)  Average  velocity  of  water  per  second  in  measuring  canal ft. 

(12)  Volume  of  water  flowing  per  second cu.  ft. 

(13)  Weight  of  water  flowing  per  second  (Item  12  X  62.35) lb. 

(14)  Leakage  per  second lb. 

(15)  Net  water  discharged  by  wheel  per  second  (Item  13  —  Item  14) lb. 

Power 

(16)  Total  power  of  water  available h.p. 

(17)  Brake  horsepower  developed  by  wheel br.  h.p. 

Effigdbnct 

(18)  Efficiency  of  wheel,  (Item  17  .i.  Item  16)  X  100 per  cent 
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THIRD  SECTION 

PART  XIV 
APPENDICES 

APPENDIX  NO.  1 

CLEARANCE  MEASUREMENT  BV  WATER 

209  To  measure  the  clearance  by  actual  test,  the  engine  is  carefully  eel  on 
the  center,  with  the  piston  at  the  end  where  the  measurement  is  to  be  taken. 
Assuming,  for  example,  a  Corliss  engine,  the  best  method  is  to  remove  the 
steam  valve  so  as  to  have  access  to  the  whole  steam  port,  and  then  fill  up  the 
clearance  space  with  water,  which  is  poured  into  the  open  port  through  a 
funnel.  The  water  is  drawn  from  a  receptacle  containing  a  quantity  pre- 
viously measured.  When  the  whole  space,  including  the  port,  is  completely 
filled,  the  quantity  left  is  measured,  and  the  difference  shows  the  amount  which 
has  been  poured  in.  The  measurement  can  be  easily  made  by  weighing  the 
water,  and  the  corresponding  volume  determined  by  calculation,  making  proper 
allowance  for  its  temperature.  The  proportion  of  clearance,  both  in  steam 
cylinders  and  in  cylinders  of  gas  and  oil  engines,  is  the  volume  in  cu.  in.  thus 
foimd,  divided  by  the  volume  of  the  piston  displacement,  also  in  eo.  in.,  and 
the  result  expressed  as  a  decimal.  In  this  test  care  should  be  taken  that  no 
air  is  retained  in  the  clearance  space  when  it  is  filled  with  water. 

210  The  only  difficulty  in  measuring  the  clearance  in  this  way  is  that  oc- 
curring when  the  exhaust  valves  and  piston  are  not  tight,  and  the  water 
poured  in  flows  away  and  is  lost.  If  the  leakage  is  serious,  no  satisfactory 
measurement  can  be  made,  and  it  is  better  to  depend  upon  the  volume  cal- 
culated from  the  drawing.  If  not  too  serious,  however,  an  allowance  can  be 
made  by  observing  the  length  of  time  consumed  in  pouring  in  the  water; 
then,  after  a  portion  of  the  water  has  leaked  out,  fill  up  the  space  again, 
taking  the  time  and  measuring  the  quantity  thus  added,  determining  in  this 
way  the  rate  of  leakage.    Data  will  thus  be  obtained  for  the  desired  correction. 

APPENDIX  NO.  2 

LEAKAGE  TESTS  OF  ENGINES,  INCLUDING  TIME-METHOD 

211  The  method  of  testing  the  valves  and  pistons  for  leakage  in  a  Ck>rli88 
engine,  or  one  in  which  the  admission  valves  can  be  operated  independently 
of  the  exhaust  valves,  is  as  follows: 

212  First  close  the  two  steam  valves,  open  the*  two  indicator  cocks,  and 
admit  a  full  pressure  of  steam  into  the  chest  by  opening  the  throttle  valve. 
The  movement  of  the  starting  bar,  first  one  way  and  then  the  other,  so  u 
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to  dose  one  exhaust  valve  and  then  the  other,  eanses  the  leakage  through 
the  steam  valves  to  escape  from  the  open  indicator  cock,  where  it  becomes 
visible.  The  quantity  of  leakage  is  judged  by  the  force  of  the  current  of 
steam  blowing  out. 

213  To  test  the  exhaust  valves  and  piston,  block  the  flywheel  so  that  the 
piston  will  be  at  a  short  distance  from  the  end  of  the  stroke,  and  turn  on  the 
steam.  The  leakage  escapes  to. the  exhaust  pipe,  and  can  be  observed  at  the 
open  atmospheric  outlet.  If  the  outlet  is  not  visible,  and  there  is  a  valve  in 
the  exhaust  pipe,  this  can  be  shut  and  the  indicator  cock  opened,  thereby  de- 
flecting the  steam  which  leaks,  and  causing  it  to  appear  at  the  indicator  cock. 
In  a  condensing  engine  where  no  atmospheric  pipe  is  provided,  and  there  is 
no  opening  that  can  be  made  in  the  exhaust  pipe  in  front  of  the  condenser, 
some  idea  can  be  obtained  in  regard  to  the  amount  of  leakage  by  observing 
how  rapidly  the  condenser  is  heated. 

214  It  is  well  to  make  these  tests  with  the  piston  in  different  positions, 
80  as  to  cover  the  whole  range  of  the  length  of  the  stroke. 

215  Another  method  of  testing  leakage  is  called  the  ''time  method."  In- 
stead of  observing  the  steam  that  actually  blows  through  the  valves  or  piston 
to  be  tested,  they  are  subjected  to  full  steam  pressure,  and  when  the  parts 
are  thoroughly  heated,  the  throttle  valve  is  shut  and  the  length  of  time  observed 
which  is  required  for  the  pressure  to  disappear.  In  testing  the  piston  and 
exhaust  valves,  the  flywheel  is  blocked  as  before,  and,  preferably,  an  indicator 
is  attached,  and  a  line  drawn  on  a  blank  card  at  intervals  of,  say,  one-quartbr 
of  a  minute  after  the  valve  is  shut,  thereby  making  a  record  of  the  fall  of 
the  pressure.  In  a  tight  engine  the  fall  of  the  pressure  is  slow,  whereas  in  a 
leaky  engine  it  is  sometimes  very  rapid.  The  relative  condition  of  the  engine 
as  compared  with  a  tight  engine  must  be  judged  by  the  observer,  who  must, 
of  course,  have  had  experience  in  tests  of  this  kind  on  engines  in  various 
conditions. 

216  The  leakage  of  a  piston  can  always  be  determined  by  removing  the 
cylinder  head  and  observing  what  blows  through  the  open  end  with  the  pres- 
sure of  steam  behind  it.  The  advantage  of  the  time-method  is  that  it  saves 
the  labor  and  time  required  in  removing  the  cylinder  head  and  replacing  it, 
which,  in  cases  of  large  engines,  is  considerable. 

217  Leakage  tests  of  single-valve  engines  cannot  be  made  as  satisfactorily 
as  those  of  the  Corliss  type  and  other  four-valve  engines.  The  best  that  can 
be  done  as  regards  the  valve  is  to  place  it  at  or  near  the  center  of  its  travel, 
covering  both  ports,  and  then  make  the  test  under  full  pressure.  The  valve 
and  piston  can  be  tested  as  a  whole  by  blocking  the  flywheel  and  opening 
the  throttle  valve  in  the  same  way  as  in  other  engines.  In  locomotives  leakage 
will  be  revealed  by  the  escape  of  steam  at  the  top  of  the  smoke  stack. 

218  In  testing  compound  engines  for  leakage,  the  work  is  somewhat  sim- 
plified in  case  of  any  one  cylinder,  as  compared  with  a  simple  engine.  For 
example,  leakage  of  the  high-pressure  cylinder  can  be  revealed  by  opening  the 
indicator  cock  on  the  proper  end  of  the  low-pressure  cylinder,  the  steam  valve 
of  that  cylinder  being  open.  The  test  of  leakage  of  the  low-pressure  exhaust 
valves  and  piston  when  the  time-method  is  used  may  be  based  on  the  indications 
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of  the  receiver  gage,  instead  of  using  an  indicator.    In  that  ease  the  fall  of 
the  pressure  due  to  leakage  is  read  directly  from  the  gage. 

219  The  tests  thus  far  referred  to  are  qualitative,  and  not  quantitative. 
It  is  practical  in  some  cases  to  determine  the  quantity  of  leakage  under  any 
set  of  conditions  by  collecting  the  steam  which  passes  through,  condensing  it 
and  weighing  it.  This  can  be  readily  done  when  there  is  a  surface  condenseri 
and  it  can  be  done  in  the  absence  of  such  a  condenser  by  attaching  a  small 
pipe  to  the  exhaust,  and  carrying  the  steam  which  escapes  into  a  tank  of  water 
and  condensing  it.  How  much  dependence  can  be  placed  upon  the  results  of 
such  a  quantitative  test  as  showing  the  actual  quantity  of  leakage  which  occurs 
when  the  valves  and  pistons  are  in  motion  must  be  left  to  the  judgment  of 
the  person  who  makes  the  test. 

220  In  Corliss  engines  the  leakage  of  the  piston  with  the  engine  in  opera- 
tion can  be  observed  by  removing  the  cylinder  head,  disconnecting  the  steam 
and  exhaust  valves  at  the  head  end,  and  setting  the  engine  to  work  with  steam 
admitted  at  the  crank  end. 
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GENERAL   PRECAUTIONS   REGARDING  LEAKAGE  AND  METHODS 

OF  MEASURING  LEAKAGE 

(a)    Leakage 

221  It  is  not  always  necessary  to  blank  off  a  connecting  pipe  to  make  sure 
that  there  is  no  leakage  through  it.  If  satisfactory  assurance  can  be  had  that 
there  is  no  chance  for  leakage,  this  is  sufdcient.  For  example,  where  a  straight- 
way valve  is  used  for  cutting  off  a  connecting  pipe,  and  this  valve  has  double 
seats  with  a  hole  in  the  bottom  between  them,  this  being  provided  with  a  plug 
or  pet  cock,  assurance  of  the  tightness  of  the  valve  when  closed  can  be  had 
by  removing  the  plug  or  opening  the  cock.  Likewise,  if  there  is  an  open  drip 
pipe  attached  to  an  unused  or  empty  section  of  pipe  beyond  the  valve,  the  fact 
that  no  water  escapes  here  is  sufficient  evidence  of  the  tightness  of  the  valve. 
The  main  thing  is  to  have  positive  evidence  in  regard  to  the  tightness  of  the 
connections,  such  as  may  be  obtained  by  the  means  suggested  above;  but  where 
no  positive  evidence  can  be  obtained,  or  where  the  leakage  that  occurs  cannot 
be  measured,  it  is  of  the  utmost  importance  that  the  connections  should  be 
broken  and  blanked  off. 

222  Leakage  of  relief  valves  which  are  not  tight,  drips  from  traps,  sepa- 
rators, etc.,  and  leakage  of  tubes  in  the  feedwater  heater  must  aU  be  guarded 
against  or  measured  and  allowed  for. 

223  It  is  well,  as  an  additional  precaution,  to  test  the  tightness  of  the 
feedwater  pipes  and  apparatus  concerned  in  the  measurement  of  the  water  by 
running  the  pump  at  a  slow  speed  for,  say,  fifteen  minutes,  having  first  shut 
the  feed  valves  at  the  boilers  and  making  sure  they  are  tight.  Leakage  will  be 
revealed  by  disappearance  of  water  from  the  supply  tank.  In  making  this 
test,  a  gage  should  be  placed  on  the  pump  discharge  to  guard  against  undue 
or  dangerous  pressure. 
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(b)  Water  Glass  Tests  of  Leakage 

224  To  determine  the  leakage  of  steam  and  water  from  a  boiler  and  steam 
pipes,  etc.,  the  water-glass  method  maj  be  satisfactorily  employed.  This  con- 
sists of  shutting  off  all  the  feed  valves  (which  must  be  known  to  be  tight) 
and  the  main  feed  valve,  thereby  stopping  absolutely  the  entrance  or  exit  of 
water  at  the  feed  pipes  to  the  boiler;  then  maintaining  the  steam  pressure 
(by  means  of  a  very  slow  fire)  at  a  fixed  point,  which  is  approximately  that 
of  the  working  pressure,  and  observing  the  rate  at  which  the  water  falls  in 
the  gage  glasses.  It  is  well,  in  this  test,  as  in  other  work  of  this  character, 
to  make  observations  every  ten  minutes,  and  to  continue  them  for  such  length 
of  time  that  the  differences  between  successive  readings  attain  a  constant  rate. 
In  many  cases  the  conditions  will  have  become  constant  at  the  expiration  of 
fifteen  minutes  from  the  time  of  shutting  the  valves,  and  thereafter  the  fall 
of  water  due  to  leakage  of  steam  and  water  become  approximately  constant. 
It  is  usually  sufScient,  after  this  time,  to  continue  the  test  for  two  hours, 
thereby  obtaining  a  number  of  half -hourly  periods.  When  this  test  is  finished, 
the  quantity  of  leakage  is  ascertained  by  calculating  the  volume  of  water  which 
has  disappeared,  using  the  area  of  the  water  level  and  the  depth  shown  on 
the  glass,  making  due  allowance  for  the  weight  of  one  cubic  foot  of  water  at 
the  observed  pressure.  The  water  columns  should  not  be  blown  down  during 
the  time  a  water-glass  test  is  going  on,  nor  for  a  period  of  at  least  one  hour 
before  it  begins. 

225  If  there  is  opportunity  for  condensation  to  occur  and  collect  in  the 
steam  pipe  during  the  leakage  test,  the  quantity  should  be  determined  as 
closely  as  desirable,  and  properly  allowed  for. 

(c)  Surface  Condenser  Tests 

226  In  making  an  engine  test  where  the  steam  consumption  is  determined 
from  the  amount  of  water  discharged  from  a  surface  condenser,  leakage  of 
the  piston  rods  and  valve  rods  should  be  guarded  against;  for  if  these  are 
excessive,  the  test  is  of  little  use,  as  the  leakage  consists  partly  of  steam 
that  has  already  done  work  in  the  cylinder  and  of  water  condensed  from  the 
steam  when  in  contact  with  the  cylinder.  If  such  leakage  cannot  be  prevented, 
some  allowance  should  be  made  for  the  quantity  thus  lost.  The  weight  of 
water  as  shown  at  the  condenser  must  be  increased  by  the  quantity  allowed 
for  this  leakage. 

Leakage  of  the  condenser  itself  may  be  determined  by  operating  the  con- 
denser when  all  steam  from  the  engine  or  turbine  is  shut  off,  and  observing 
the  rate  at  which  the  water,  if  any,  is  discharged  by  the  air  pump,  correcting 
the  results  in  the  case  of  turbines  for  any  steam  or  water  vised  for  shaft  seals. 

When  salt  water  is  used  for  circulating  water,  leakage  may  be  determined 
by  testing  the  condensate  with  silver  nitrate. 

APPENDIX  NO.  4 

CALIBRATING  WATER  METERS 

227  Referring  to  Fig.  2,  two  tees  A  and  B  are  placed  in  the  feed  pipe^ 
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and  between  them  two  Talves  C  and  D.    The  meter  is  connected  between  the 
outlets  of  the  tees  A  and  B,  and  the  Talves  E  and  F  are  placed  one  on  each 
side  of  the  meter.    When  the  meter  is  running,  the  valves  B  and  F  are  opened, 
and  the  valves  C  and  D  closed.    A  small  bleeder  O  is  kept  open  to  make  sure 
that  there  is  no  leakage.    A  gage  is  attached  at  H.    When  the  meter  is  tested, 
the  valves  C,  D  and  F  are  closed,  and  the  valves  E  and  /  are  opened.    The 
water  flows  from  the  valve  /  to  a  tank  on  platform  scales.     In  testing  the 
meter,  thfi  water  is  throttled  at  the  valve  /  to  obtain  the  desired  rate  of  dis- 
charge, the  gage  meanwhile  showing  the  working  pressure.    The  piping  leading 
from  the  valve  I  to  the  tank  is  arranged  with  a  swinging  joint,  consisting 
merely  of  a  loosely  fitting  elbow,  so  that  it  can  be  readily  turned  into  the  tank 
or  away  from  it.    YHien  the  desired  speed  has  been  secured,  the  end  of  the 
pipe  is  swung  into  the  tank  at  the  instant  the  pointer  of  the  meter  is  opposite 
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some  graduation  mark  on  the  dial.  When  the  required  number  of  cubic  feet 
are  discharged,  the  pipe  is  swung  away.  The  tests  should  start  and  stop  at 
the  same  graduation  mark  on  the  first  dial,  and  continued  until  at  least  10 
or  20  cu.  ft.  are  discharged  for  one  test.  The  tank  is  weighed  before  and 
after  filling. 

228  The  water  passing  the  meter  should  always  be  under  pressure  so  that 
any  air  in  the  meter  may  be  discharged  through  the  vents  provided  for  this 
purpose.  Care  should  be  taken  that  there  is  no  unnecessary  air  drawn  into 
the  feed  water.  The  meter  should  be  tested  before  and  after  the  trial,  and 
repeated  calibrations  should  be  made  to  obtain  confirmative  results. 

229  Fig.  2*  and  the  description  apply  to  a  piston  meter,  but  any  other 
type  of  meter  carrying  water  under  pressure  may  be  calibrated  in  the  same 
manner. 

♦  Reproduced  from  Trans.  Am.  Soc.  M.  E.,  vol.  24,  p.  724,  fig.  118. 
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APPENDIX  NO.  5 

MEASUREMENTS   OF    WATER   BY   MEANS   OF   WEIRS,    VENTURI 

METERS,  ETC. 

Weirs 

230  The  measurement  of  water  by  the  use  of  weirs  may  be  based  od 
Francis'  experiments,  an  accoimt  of  which  is  given  in  Lowell  Hydraulic 
Experiments.*    These  resulted  in  the 'formula 


Q^3.33(Lr—02H)XH 


in  which  Q  is  the  discharge  in  cu.  ft.  per  second,  L  the  length  of  the  weir 
in  ft.,  and  H  the  depth  of  water  on  the  weir  in  ft.  The  coefficient,  3.33,  was 
obtained  from  the  mean  of  88  experiments,  the  greatest  variation  from  the 
mean  in  any  individual  case  being  1  per  cent.  The  length  of  the  weir,  in  al^ 
but  six  of  the  experiments,  was  approximately  10  ft.  The  depth  of  water 
on  the  weir  varied  from  7  to  19  in.  The  formula  applies  to  that  ^ype  of 
weir  having  perfect  contraction  at  each  end,  which  was  the  form  used  in  65 
experiments. 

231  The  weir  was  of  rectangular  cross-section,  with  a  horizontal  crest  and 
vertical  ends.  The  upper  edge  was  made  of  cast  iron,  and  the  comer  pre- 
sented to  the  current  was  square  and  sharp.  The  horizontal  part  of  the  crest 
was  %  in.  wide,  and  the  remaining  part  was  bevelled  off  at  an  angle  of  45 
deg.  The  ends  were  of  similar  cross-section  to  the  crest.  The  depth  on  the 
weir  was  taken  by  means  of  hook  gages,  6  ft.  from  the  weir,  these  gages  being 
placed  in  wooden  boxes  situated  on  the  sides  of  the  canal  and  communicating 
with  the  water  through  small  openings.  Vertical  gratings,  for  overcoming 
eddies  in  the  current,  were  provided  above  the  gages.  The  distance  from  the 
side  of  the  canal  to  the  end  of  the  weir  was  about  2  ft.,  and  the  depth  of 
the  canal  below  the  crest  was,  in  most  of  the  experiments,  about  5  ft. 

232  The  Francis  formula  is  applicable  only  to  cases  similar  to  those  de- 
scribed. According  to  Mr.  Francis '  statement,  it  cannot  be  applied  where  the 
depth  on  the  weir  exceeds  one-third  of  the  length,  nor  to  very  small  depths. 
Furthermore,  the  distance  from  the  side  of  the  canal  to  the  end  of  the  weir 
should  not  be  less  than  three  times  the  depth  on  the  weir. 

233  In  using  the  formula,  the  depth  should  be  corrected  for  the  head 
due  to  the  velocity  of  approach.     The  formula  then  becomes 

0=3.33  (L-0.2  H)  X  l(H+h)^i—hh 

in  which  h  is  the  head  due  to  the  velocity  of  approach.  This  last  may  be  deter- 
mined  from  the  formula 

1  O.  Van  Nostrand. 
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in  which  V  is  the  velocity  of  approach  in  ft.  per  second,  which  maj  be  de- 
termined by  dividing  the  uncorrected  discharge  of  water,  in  cu.  ft.  per  second, 
by  the  area  of  the  cross-section  of  the  stream  flowing  through  the  canal,  in 
sq.  ft. 

234  Befer  also  to  the  experiments  on  weirs  made  by  Hamilton  Smith,  Jr., 
described  in  Smith's  Hydraulics,  and  to  those  made  by  Fteley  and  Steams, 
described  in  the  Transactions  of  the  American  Society  of  Civil  Engineers, 
1883  and  to  the  review  of  Bazin's  work  given  in  the  Deep  Water  Ways  report 
in  the  Transactions  of  the  same  society,  1900.  For  paper  on  V-notch  weirs  by 
D.  Robert  Yamall,  see  The  Journal  Am.  Soc  M.  £.,  October  1912.  See  also 
Williams  and  Hazens'  "Hydraulic  Tables." 

Venturi  Tubes 

235  According  to  Herschel's  experiments,  described  in  the  Transactions 
of  the  American  Society  of  Civil  Engineers,  November  1887  and  January 
1888,  a  venturi  tube  inserted  in  a  force  main  may  be  used  for  determining 
the  quantity  of  water  discharged  by  a  pumping  engine.  Such  a  tube,  applied, 
for  example,  to  a  24-in.  main,  has  a  total  length  of  about  20  ft.  At  a  dis- 
tance of  4  ft.  from  the  end  nearest  the  engine,  the  inside  diameter  of  the 
tube  is  contracted  to  a  throat  having  a  diameter  of  about  8  in.  A  pressure 
gage  is  attached  to  each  of  two  chambers,  one  surrounding  and  commu- 
nicating with  the  entrance  or  main  pipe,  and  the  other  with  the  throat.  Experi- 
ments made  upon  two  tubes  of  this  kind,  one  of  which  was  4  in.  in  diameter 
at  the  throat  and  12  in.  at  its  entrance,  and  the  other  about  36  in.  in  diameter 
at  the  throat  and  9  ft.  at  its  entrance,  showed  that  the  quantity  of  water 
which  passes  through  the  tube  is  very  nearly  the  theoretical  discharge  through 
an  opening  having  an  area  equal  to  that  of  the  throat  and  a  velocity  that 
due  to  the  difference  in  head  shown  by  the  two  gages.  Mr.  Herschel  states 
that  the  coefficient  for  these  two  widely  varying  sizes  of  tubes  and  for  a 
wide  range  of  velocity  through  the  pipe  was  found  to  be  within  2  per  cent, 
either  way,  of  98  per  cent.  In  other  words,  the  quantity  of  water  flowing 
through  the  tube  in  cu.  ft.  per  second  is  expressed  within  2  per  cent  by  the  for- 
mula 


Q=0.9SXAX^/2gh 

in  which  A  is  the  area  of  the  throat  of  the  tube,  and  h  the  head,  in  ft.,  cor- 
responding to  the  difference  in  the  pressure  of  the  water  entering  the  tube 
and  that  found  at  the  throat. 

236     For  accurate  calculation  the  following  formula  may  be  used: 


W^Q.QOOXd^X^    -^ XV  ML 


in  which 

W  =  weight  in  pounds  of  water  discharged  per  hour. 
d  =  diameter  of  throat  in  inches. 
B  =  ratio  of  the  areas  of  inlet  end  and  throat. 
=  area  of  inlet  end  divided  by  area  of  throat. 
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ML  =  difference  in  inches  of  mercury  levels  in  a  U-tube  attached  to  the 

two  pressure  chambers  of  the  meter  tube. 
The  water  should  enter  the  meter  through  a  straight  section  of  pipe,  without 
excessive  pulsations  of  pressure. 

237  The  substantial  reliability  of  venturi  meters  of  small  size  (6  in. 
entrance  and  2  in.  at  throat) ,  such  as  are  readily  calibrated,  furnishes  strong 
evidence  of  the  practicability  of  this  method  of  measurement  for  pumping 
engines. 

Nozzles 

238  The  measurement  of  water  by  computation  from  its  discharge  through 
the  nozzles  of  fire  hose,  furnishes  a  means  of  determining  the  quantity  of 
water  delivered  by  a  pumping  engine  which  can  be  applied  without  much 
difficulty.  Freeman's  investigations  upon  fire  nozzles,  described  in  the  Trans- 
actions of  the  American  Society  of  Civil  Engineers,  November,  1889,  which 
covered  a  wide^  range  of  pressures  and  sizes,  showed  that  the  coefficient  of 
discharge  for  a  smooth  nozzle  of  ordinary  good  form  was  within  %  of  1  per 
cent,  either  way,  of  0.977,  the  diameter  of  the  nozzle  being  accurately  cali- 
pered,  and  the  pressures  being  determined  by  means  of  an  accurate  gage 
attached  to  a  suitable  piezometer  at  the  base  of  the  play  pipe. 

239  To  use  this  method  the  water  should  be  conducted  to  a  pressure  box 
and  as  many  nozzles  attached  to  the  box  as  would  be  required  to  carry  off 
the  water.  Four  1^-in.  nozzles,  with  a  pressure  of  80  lb.  per  sq.  in., 
discharge  the  full  capacity  of  a  2,500,000  gaL  engine. 

Orifice  Formula 

240  The  quantity  of  water  flowing  through  an  orifice  into  the  open  air, 
expressed  in  cu.  ft.  per  second,  may  be  calculated  by  the  use  of  the  formula 


8.02'ACVi^ 

in  which  A  is  the  area  of  the  orifice  in  sq.  ft.,  C,  a  coefficient  depending  on 
the  form  of  the  orifice  and  velocity  of  approach,  and  H,  the  head  over  the 
center  of  the  orifice  measured  in  ft.  For  an  orifice  located  in  the  side  of  a 
tank,  and  consisting  of  a  circular  opening  in  a  thin  metal  plate  with  a  smooth 
sharp  edge,  the  value  of  the  coefficient  is  very  close  to  0.6.  (See  Hamilton 
Smith,  Jr.'s,  work  on  Hydraulics.) 

241  For  description  of  "Brauer"  method  where  a  number  of  similar 
orifices  are  used  and  calibration  made  of  a  single  one,  see  Zeitschrift  des 
Verein  Deutscher  Ingenieure,  1892,  p.  1493. 

Float  Rods,  Current  Meters,  etc. 

242  The  velocity  of  water  flowing  in  a  stream  may  be  obtained  indirectly 
by  the  use  of  float  rods,  and  directly  by  means  of  current  meters. 

243  Float  rods  may  be  patterned  after  those  used  in  Francis'  experiments, 
which  consisted  of  tin  tubes,  2  in.  in  diameter,  the  lower  ends  being  loaded 
so  as  to  float  upright,  and  the  upper  ends  standing  a  few  inches  out  of  water. 
Th^  were  used  at  each  foot  of  width  of  the  canal,  the  length  of  run  being 
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70  ft.,  and  the  time  was  recorded  on  a  chronograph.  The  mean  velodtj 
ranged  from  0.5  ft.  to  5  ft.  per  second,  the  number  of  experiments  being  115. 
It  was  f  oimd  that  if  the  lower  ends  of  the  rods  did  not  extend  to  near  the 
bottom  of  the  canal,  the  observed  velocity  should  be  multiplied  hy  a  coefficient 
obtained  from  the  formula 

1— 0.116  (Vi>— 0.1) 

in  which  D  is  the  proportionate  part  of  the  total  depth  of  the  water  not 
reached  by  the  float.  If  for  example  the  immersed  part  of  the  float  is  0.9 
of  the  total  depth,  D  is  0.1  and  the  coefficient  becomes  1  —  0.024  =  0.976. 

244  A  current  meter  consists  essentially  of  a  small  screw  propeller  which 
is  operated  by  the  current  of  flowing  water  in  which  it  is  immersed,  the  revo- 
lutions being  shown  on  a  dial  placed  at  some  convenient  point  to  which  the 
motion  is  transmitted  electrically.  The  speed  of  revolution  of  the  propeller, 
referred  to  a  rating  table,  shows  the  velocity  of  the  water.  The  Price  electric 
meter  is  an  example  of  a  satisfactory  instrument  for  this  purpose.  Whatever 
type  of  meter  is  used,  its  rating  should  be  checked  by  calibration  under  con- 
ditions which  are  substantially  the  same  as  those  occurring  on  the  waterwheel 
test,  especially  those  pertaining  to  depth  of  immersion  and  average  velocitj. 
The  method  of  calibration  considered  most  reliable  is  that  which  is  carried 
on  by  moving  the  meter  at  a  known  velocity  through  still  water. 

246  Another  method  of  measuring  the  discharge  of  turbines  is  the 
chemical  or  titration  method,  which  consists  of  pouring  into  the  head  race  at 
a  constant  rate  a  small  stream  of  a  concentrated  solution  of  common  salt,  and 
taking  samples  of  water  from  the  tail  race  and  analyzing  or  titrating  them  to 
determine  the  percentage  of  salt  therein.  To  secure  accuracy  there  must  be 
(1)  a  constant  discharge  of  the  initial  solution,  (2)  a  perfect  mixture,  (3) 
a  precise  titration  of  both  the  initial  solution  and  of  the  tail-race  water.  The 
rate  of  discharge  of  the  initial  solution  to  the  discharge  of  the  turbine  is 
inversely  proportional  to  their  concentration.  The  amount  of  initial  solution 
injected  should  be  approximately  0.0001  of  the  turbine  discharge. 

For  example,  if  0.1  liter  per  second  of  initial  solution  containing  300  grams 
of  salt  per  liter  is  poured  into  the  stream,  and  after  thorough  mixing  the  water 
in  the  stream  contains  only  0.3  grams  per  liter,  then  the  discharge  is  300  -r- 
0.3  =  1000  liters  or  35.314  cubic  feet  per  second.  See  Engineering  and  Con- 
tracting, Sept.  16,  1914  J  Engineering  Record,  Jan.  31,  Aug.  22  and  29,  1914; 
Proc.  Engrs.  Society  of  Western  Pennsylvania,  May  1914;  Electrical  World, 
Sept.  5,  1914. 

246  For  further  information  regarding  these  and  other  methods  of  measur- 
ing the  velocity  of  water,  reference  may  be  made  to  Water  Supply  and  Irri- 
gation Paper  No.  95,  U.  S.  Geological  Survey,  published  in  1904,  on  the  subject, 
Accuracy  of  Stream  Measurements.  For  pitot  tube  measurement  of  water,  see 
paper  by  H.  C.  Berry,  read  before  Engineers'  Club  of  Philadelphia,  July,  1910. 

APPENDIX  NO.  6 
PITOT  TUBES  FOR  GAS  AND  AIR  MEASUREMENT 

247  A  form  of  pitot  tube  suitable  for  measuring  the 'velocity  of  gas  or 
air  moving  in  a  pipe  is  illustrated  in  pryiciple  in  Fig.  3.     This  consists  of  a 
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small  tube  A,  which  is  inserted  in  such  a  position  that  the  open  end  points 
toward  the  current  of  gas  or  air,  thereby  receiving  the  fuU  impact  which 
the  current  produces.    Surrounding  this  tube  is  an  annular  chamber  or  jacket 

B,  which  communicates  with  the  outside  space  by  means  of  four  small  holes 

C,  D,  E,  and  F,  two  on  each  side.     By  means  of  the  small  pipes  O  and  H, 


0     D 


E     B 


Fig.  3    Pitot  Tub* 


r 


O 


I' ' '  'I 


Fio.  4    Pitot  Tubx  as  Installxd 


the  inner  tube  and  the  outer  jacket  are  connected  respectively  to  the  two  legs 
of  a  XJ-tube  manometer,  as  shown  in  Fig.  4. 

248  The  pressure  shown  by  the  manometer,  or  what  is  caUed  the  velocity- 
pressure,  is  that  due  to  the  difference  in  pressure  at  the  two  points,  the  inner 
tube  A  being  subjected  to  the  sum  of  the  static  and  velocity  pressures,  and 
the  annular  jacket  B  to  the  static  pressure  alone.  The  velocity  corresponding 
to  the  difference  of  pressure  shown  is  computed  by  using  the  formula 
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Velocity  per  minute =60  ^2gH 

Velomty-piwaure  m  Ib.^CT  sq.ft. 
in  which  a  -  -Y;^eight  of  1  cu.  ft.  of  gas  or  air. 

The  velocity-pressure  in  lb.  per  sq.  ft.  is  found  by  multiplying  the  indication 
of  the  manometer  P  in  in.  of  water  by  the  constant  5.196.  By  subetitutiiig  in 
the  above  formula,  and  reducing,  we  have 


„  ,    .,  .     ,       ^--_    4/   Reading  of  manometer  in  in.  of  water. 

Velocity  per  mmute  =  1097    V  -^ir:~T^ — -r~. -^ i — '^ — 

^       Weight  of  1  cu.  ft.  of  gas  or  air. 

The  weight  of  1  cu.  ft.  of  gas  or  air  is  obtained  by  multiplying  the  weight 
of  1  cu.  ft.  at  a  temperature  of  32  deg.  and  pressure  of  29.92  in.  (0.0807  lb. 
for  dry  air)  by  the  proportion  obtained  from  the  expression 

492          P+ 29.92 
X 

460  +  i        29.92 

in  which  t  is  the  temperature  of  the  gas  or  air  as  observed  and  P  the  observed 
pressure  in  in.  of  mercury. 

249  For  low  velocities  the  XJ-tube  shown  in  Fig.  4  may  be  replaced  by  one 
containing  gasolene  and  having  the  two  legs  inclined  so  as  to  multiply  the 
ordinary  indications  to  any  extent  desired.  In  this  case  the  reading  may  be 
converted  into  inches  of  water  by  multiplying  it  by  the  proportion  of  the 
vertical  height  to  the  inclined  height  and  by  the  specific  gravity  of  gasolene. 

250  For  high  pressures,  the  manometer  attached  to  the  impact  tube  can 
be  replaced  by  a  mercury  column  or  steam  gage  attached  to  a  receiver  in  the 
main  where  the  velocity  is  largely  reduced. 

251  To  determine  the  average  velocity  of  the  gas  or  air  throughout  the 
whole  cross-section  of  the  pipe,  readings  should  be  obtained  at  a  number  of 
points  and  the  results  averaged.  Two  sets  of  readings  should  be  taken,  one 
set  along  the  horizontal  diameter  and  the  other  set  on  the  vertical  diameter. 
The  various  points  should  be  selected  so  that  the  different  velocities  will  apply 
to  equal  areas.  If  there  are  ten  points  in  each  diameter  this  equality  will 
be  obtained  if  they  are  located  on  the  four  radii  at  distances  of  32,  55,  71, 
84,  and  95  per  cent,  respectively,  of  their  length,  measured  from  the  center. 
In  pipes  carrying  high  pressures  two  pitot  tubes  may  be  used,  one  for  each 
diameter,  and  they  should  be  moimted  so  as  to  be  readily  moved  to  the  desired 
locations,  the  required  points  being  indicated  by  suitable  marks  on  the  out- 
side supports. 

252  The  point  selected  for  the  attachment  of  a  pitot  tube  should  be  as 
far  removed  as  practicable  from  abrupt  bends,  or  from  the  inlet  opening.  The 
distance  should  be  equal  at  least  to  fifteen  diameters  of  the  pipe. 

253  Another  form  of  tube  may  be  used,  when  properly  calibrated,  es- 
pecially for  high  pressures,  which  is  inserted  diametrically  across  the  main  in 
the  manner  of  a  sampling  pipe.  In  this  case  the  impact  is  obtained  by  a  num- 
ber of  short  tubes  attached  to  the  side  and  pointing  toward  the  current. 

254  To  get  reliable  indications  from  a  pitot  tube  used  for  gas  measure- 
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menty  it  is  important  that  the  tube  should  be  frequently  examined  to  see  that 
the  passages  are  not  obstructed  by  particles  of  dust.  The  pitot  tube  is  not 
adapted  to  cases  where  the  gas  contains  a  large  amount  of  dust. 

APPENDIX  NO.  7 

BITUMINOUS  COAL  SIZES 

255  Bituminous  coals  in  the  Eastern  States  may  be  graded  and  sized  as 
follows : 

(a)  Bim  of  mine  coal;  the  unscreened  coal  taken  from  the  mine  after  the 

impurities  which  can  be  practicably  separated  have  been  removed. 

(b)  Lump  coal;  that  which  passes  over  a  barnsereen  with  openings  1%-in. 

wide. 

(c)  Nut  coal;  that  which  passes  through  a  bar-screen  with  1%-in.  openings 

and  over  one  with  %-in.  openings. 

(d)  Slack  coal;  that  which  passes  through  a  bar-screen  with  %-in.  openings. 

256  Bituminous  coals  in  the  Western  States  may  be  graded  and  sized  as 
follows : 

(e)  Bun  of  mine  coal;  the  unscreened  coal  taken  from  the  mine. 

(/)  Lump  coal;  divided  into  6-in.,  3-in.  and  1^-in.  lump,  according  to  the 
diameter  of  the  circular  openings  over  which  the  respective  grades 
pass;  also  6  by  3  lump  and  3  by  1%  lump,  according  as  the  eoal 
passes  through  a  circular  opening  having  the  diameter  of  the  larger 
figure  and  over  one  of  the  smaller  diameter. 

(g)  Nut  coal;  divided  into  3-in.  steam  nut,  which  passes  through  an  open- 
ing 3-in.  diameter  and  over  1%-in.;  1%-in.  nut,  which  passes  through 
a  1%'UL  diameter  opening  and  over  a  %-in.  diameter  opening;  and 
%-in.  nut,  which  passes  through  a  %-in.  diameter  opening  and  over 
a  %-in.  diamter  opening. 

(h)     Screenings;   that  which  passes  through  a  1%-in.  diameter  opening. 

( i)  Washed  sizes;  those  passing  through  or  over  the  circular  onenings  of 
the  foUowinj^  diameters,  in  inches: 

Nuinb«r  Through  Over 

1 3  IH 

2 IH  IH 

3 IH  H 

4 H  H 

5 H 

APPENDIX  NO.  8 

APPARATUS  FOR  PUMPING  ENGINES 

257  To  determine  the  length  of  stroke  in  the  case  of  direct-acting  engines, 
a  scale  should  be  securely  fastened  to  the  frame  which  connects  the  steam 
and  water  cylinders,  in  a  position  parallel  to  the  piston  rod,  and  a  pointer 
attached  to  the  rod  so  as  to  move  back  and  forth  over  the  graduations  on 
the  scale.  The  marks  on  the  scale,  which  the  pointer  reaches  at  the  two  ends 
of  the  stroke,  are  thus  readily  observed,  and  the  distance  moved  over  com- 
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puted.  If  the  length  of  the  stroke  can  be  detennined  by  the  use  of  aome 
form  of  registering  apparatus,  such  a  method  of  measurement  is  preferred. 
The  personal  errors  in  observing  the  exact  scale  marks,  which  are  liable  to 
creep  in,  may  thereby  be  avoided. 

258  The  apparatus  referred  to  under  the  heading  Presswre  Gaget^  ^  9g, 
consisting  of  a  small  air  chamber  for  the  attachment  of  a  gage  to  the  force 
main  is  shown  in  Fig.  5.* 

APPENDIX  NO.  9 

HUMIDITY  TABLE 

269  Tables  22a,  22b  and  22o  show  the  percentage  of  humidity  in  moist  air 
referred  to  total  saturation,  lb.  of  moisture  per  1000  lb.  of  dry  air,  and  weight 
of  saturated  air  per  cu.  ft.,  for  various  differences  of  temperature  given  by  dry 
and  wet  bulb  thermometers,  the  latter  instrument  being  of  the  sling  type. 


:g^ 


% 


Fio.  5    Air  Chamber  for  Attachment  of  Gage  to  Force  Main 


APPENDIX  NO.  10 

OPTICAL,  PNEUMATIC,  AND  RADIATION  PYROMETERS 

260  Wanner 's  optical  pyrometer,  Uehling's  pneumatic  pyrometer,  and 
F6ry  's  radiation  pyrometer,  are  among  those  referred  to  in  f  9k  as  being 
useful  for  measuring  high  temperatures.  Full  descriptions  of  these  instru- 
ments may  be  found  in  the  catalogues  of  various  dealers  in  chemical  and 
physical  apparatus. 

APPENDIX  NO.  11 

DESCRIPTION  OF  STEAM  CALORIMETERS 

261  The  instrument  referred  to  in  ^  9m  is  shown  in  Figs.  6a  and  66. 
It  consists  of  brass  pipe  and  fittings  of  the  %-in.  size  in  which  the  leading 
parts  are  the  two  tees,  a  pair  of  flanges,  an  orifice  plate  between  the  flanges, 

*  Reproduced  from  Trans.  Am.  Soc.  M.  E.,  vol.  12,  p.  548.  fig.  100. 
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HUMmiTT  TABLES 
TABLE  22-A    RELATIVE  HUMIDrrT,  in  per  cent  (Total  Satttratlon  - 100%)  Barometer  29.92* 


Dry 

Difference  between  Dry  and  Wet  Thermometert,  Deg.  Fahr. 

Thermom. 

Dob. 

Fahr. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

0 

66.8 

34.0 

1.5 

•  • 

•  • 

•  • 

•  « 

•  • 

•  • 

10 

78.1 

56.6 

35.3 

K.3 

•   « 

•  « 

•  • 

•  • 

•  • 

20 

84.9 

70.0 

55.2 

41.0 

26.9 

12.9 

•     m 

•  • 

•  e 

30 

89.1 

78.3 

67.5 

56.8 

46.5 

36.4 

26.3 

16.5 

6.8 

40 

91.6 

83.4 

75.3 

67.5 

59.9 

52.4 

45.0 

37.7 

30.6 

60 

93.5 

87.0 

80.6 

74.3 

68.0 

61.9 

55.8 

50.0 

44.3 

60 

94  5 

89.0 

83.6 

78.3 

73.1 

68.1 

63  1 

58.3 

53.6 

70 

95.3 

90.6 

86.0 

81.6 

77.2 

72.9 

68.6 

64.4 

60.4 

80 

95.8 

91.7 

87.7 

83.7 

79.9 

76.1 

72.8 

68.6 

65.0 

90 

96.1 

92.3 

88.7 

85.1 

81.7 

78.8 

75.0 

71.7 

68.5 

100 

96.5 

93.0 

89.7 

86.4 

83.2 

80.0 

77.0 

74.0 

71.0 

110 

96.7 

93.5 

90.8 

87.2 

84.2 

81.2 

78.3 

•75.6 

72.9 

120 

97.0 

94.0 

91.0 

88.0 

85.1 

82.3 

79.6 

76.9 

74.3 

130 

97.1 

94.2 

91.3 

88.5 

85.7 

88.1 

80.6 

78.1 

75.7 

10 

11 

12 

13 

14 

15 

16 

17 

18 

40 

23.5 

16.5 

9.7 

3.0 

«   « 

•  • 

•  • 

•  « 

•  • 

50 

38.7 

33.2 

27.8 

22.4 

17.2 

12.1 

7.0 

2.0 

•  • 

60 

49.1 

44.6 

40.1 

35.7 

31.4 

27.1 

22.8 

18.6 

14.5 

70 

56.4 

52.5 

48.7 

44.9 

41.1 

37.4 

33.8 

30.3 

26.9 

80 

61.5 

58.1 

54.8 

51.5 

48.2 

44.9 

41.7 

38.6 

35.6 

90 

66.3 

62.1 

50.1 

56.1 

53  2 

60.2 

47.4 

44.7 

42.0 

100 

68.0 

65.1 

62.3 

59.5 

56.8 

54.2 

51.6 

49.1 

46.7 

110 

70.2 

67.5 

65.0 

62.5 

60  0 

57.5 

55.1 

52.8 

50.5 

120 

71.8 

69.4 

67.0 

64.6 

62.3 

60  1 

57.9 

55.7 

53.6 

130 

73.4 

71.1 

68.8 

66.6 

64.5 

62.4 

60.3 

58.3 

56.3 

19 

20 

21 

22 

23 

24 

25 

26 

27 

60 

10.5 

6.5 

2.6 

•  • 

•  • 

•   • 

•  • 

•  • 

•  • 

70 

23.5 

20.2 

17.0 

14.0 

11.0 

8.0 

5.0 

2.1 

•  • 

80 

32.6 

29.8 

27.0 

24.3 

21.6 

19.0 

16.4 

13.9 

11.4 

90 

39.4 

36.8 

34.3 

31.9 

29.5 

27.2 

24.9 

22.6 

20.5 

100 

44.4 

42.1 

39.8 

37.6 

35.5 

33.4 

31.3 

29.3 

27.4 

110 

48.3 

46.1 

44.0 

42  0 

40.0 

3&.0 

36.1 

34.2 

32.4 

120 

51.6 

49.6 

47.6 

45.6 

43.7 

41.8 

40.0 

38.2 

36.4 

130 

54.4 

52.5 

60.6 

48.7 

46.9 

45.1 

43.4 

41.7 

40.0 

28 

29 

30 

80 

9.0 

6,7 

1 

4.4 

90 

18.3 

16.2 

14.1 

100 

25.5 

23.6 

21.7 

110 

30.6 

28.9 

27.2 

120 

34.7 

33.0 

31.4 

130 

• 

38.3 

36.7 

1 

36.2 
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TABLE  22-B    WEIGHT  OF  MOISTURE  per  1 ,000  Lb.  of  D17  Air,  in  Lb.    BACometar  20  JT 


Vapor 

Dry 

Ptm. 

Difference  between  Dry  and  Wet  TheRnometen«  Deg.  Fahr. 

Thflmmn. 

■ure 
Inches 

Deu. 

Fahr. 

Mercury 

0 

1 

2 

» 

4 

6 

0 

7 

0 

0.0383 

0.8 

0.5 

0.3 

0.0 

•  • 

•  • 

•  • 

•  • 

10 

0.0681 

1.3 

1.0 

0.8 

0.5 

0.2 

•  • 

•  • 

«  • 

20 

0.1026 

2.1 

1.8 

1.5 

1.2 

0.9 

0.6 

0.3 

•  ■ 

30 

0.1640 

3.4 

3.0 

2.7 

•    2.8 

1.9 

1.6 

1.2 

0.9 

40 

0.2477 

5.2 

4.8 

4.4 

8.9 

8.5 

3.1 

2.7 

2.3 

60 

0.8625 

7.7 

7.2 

6.7 

6.2 

5.7 

5.2 

4.7 

4.3 

60 

0.5220 

11.0 

10.4 

9.8 

9.2 

8.7 

8.1 

7.6 

7.0 

70 

0.7390 

15.8 

15.0 

14.2 

13.5 

12.8 

12.1 

11.4 

10.7 

80 

1.0290 

22.2 

21.2 

20.2 

19.3 

18.4 

17.6 

16.7 

15.8 

90 

1.4170 

30.9 

29.7 

28.5 

27.3 

26.1 

26.0 

23.9 

22.8 

100 

1.9260 

43.3 

41.6 

40.0 

88.4 

36.8 

36.4 

34.0 

32.6 

110 

2.5890 

59.6 

57.5 

55.4 

53.4 

51.5 

49.6 

47.8 

46.9 

120 

3.4380 

82.5 

79.7 

76.8 

74.1 

71.4 

68.8 

66.3 

63.9 

130 

4.5200 

112.5 

108.9 

105.3 

101.7 

98.2 

94.9 

91.7 

88.6 

8 

9 

10 

11 

12 

13 

14 

16 

16 

30 

0.6 

0.3 

•  • 

•  • 

•  • 

•  • 

•  • 

•  • 

«  • 

40 

1.9 

1.6 

1.2 

0.8 

0.6 

0.2 

1.8 

•  • 

•  « 

50 

3.8 

3.4 

2.9 

2.5 

2.1 

1.7 

3.4 

0.9 

0.5 

60 

6.4 

5.9 

5.4 

4.9 

4.4 

3.9 

6.4 

2.9 

2.5 

70 

10.1 

9.4 

8.8 

8.2 

7.6 

7.0 

10.4 

6.8 

5.2 

80 

15.0 

14.2 

13.5 

12.7 

11.9 

11.2 

16.0 

9.7 

9.0 

90 

21.8 

20.8 

19.8 

18.8 

17.9 

16.9 

23.9 

15.2 

14.3 

100 

31.2 

29.9 

28.6 

27.3 

26.2 

25.0 

34.5 

22.8 

21.7 

110 

44.1 

42.4 

40.7 

39.1 

37.6 

36.0 

49.0 

33.0 

31.6 

120 

61.5 

59.3 

57.1 

56.1 

63.0 

51.0 

68.9 

47.0 

45.1 

130 

85.7 

82.8 

79.9 

77.1 

74.3 

71.5 

95.3 

66.2 

63.6 

17 

18 

19 

20 

21 

22 

23 

24 

26 

50 

0.1 

»  • 

•   ■ 

•   • 

.. 

•  • 

•  • 

•    • 

•  • 

60        1 

2.0 

1.6 

1.1 

0.7 

0.3 

•   • 

•  • 

•   • 

m     m 

70        1 

4.7 

4.1 

3.6 

8.1 

2.6 

2.1 

1.6 

1.1 

0.7 

80        1 

8.4 

7.7 

7.1 

6.5 

6.9 

6.3 

4.7 

4.1 

3.5 

90        , 

13.5 

12.7 

11.8 

11.1 

10.3 

9.6 

8.9 

8.1 

7.4 

100        1 

20.7     i 

19.7 

18.7 

17.7 

16.8 

16.8 

14.9 

13.9 

13.0 

no 

30.1     , 

28.8 

27.5 

26.3 

25.0 

23.8 

22.6 

21.6 

20.3 

120         i 

43.2     1 

41.4 

39.7 

38.0 

36.6 

35.0 

33.5 

32.0 

80.5 

130         1 

1 

61.1     ! 

1 

58.6 

56.3 

54.1 

52.0 

60.0 

48.0 

46.2 

44.4 

I 

26 

1 

27 

28 

29 

30 

1 

1 

70 

0.2 

•   • 

•    • 

1 

80         ' 

2.9 

2.4 

1.9 

1.3 

0.8 

1 

1 

90 

6.7 

6.1 

5.4 

4.8 

4.2 

1 
1 

100 

12.1     1 

11.3 

10.5 

9.7 

8.9 

1 

no 

19.2 

18.1 

17.0 

16.0 

16.0 

120 

29.1 

27.7 

26.3 

25.1 

23.8 

130 

i 

42.6     1 

1 

40.9 

1 

1 

30.2 

1 
1    7  .._   .    - 

37.5 

35.9 

1 
1 
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TABLE  22-C    WEIGHT  IN  POUNDS  OF  ONE  CUBIC  FOOT  OF  SATURATED  AIR 


Dry 

Barometric  Pressurp— Tnchec 

nriiAnnAm 

Dttg.  Fahr. 

26 

27 

28 

29 

30 

0 

0.0750 

0.07788 

0.08077 

0.08366 

0.08664 

10 

0.07338 

0.07620 

0.07903 

0.08185 

0.08468 

20 

0.07180 

0.07466 

0.07733 

0.08009 

0.08286 

30 

0  07027 

0.07297 

0.07669 

0.07839 

0.08110 

40 

0.06879 

0.07143 

0.07409 

0.07675 

0.07942 

50 

0.06732 

0.06992 

0.07262 

0  07512 

0  07773 

60 

0.06588 

0.06843 

0.07098 

0.07363 

0.07600 

70 

0.06442 

0.06692 

0.06043 

0.07193 

0.07440 

80 

0.06297 

0  06542 

0.06789 

0.07034 

0.07280 

00 

0.06146 

0.0638S 

0.06629 

0.06870 

0.07112 

100 

0.05901 

0.06228 

0  06466 

0.06703 

0.06939 

110 

0.05828 

0.06060 

0.06293 

0.06520 

0.06760 

120 

0.05653 

0.05882 

0.06111 

0.06339 

0.06569 

130 

0.05467 

0.05692 

0.06017 

0.06143 

0.00367 

and  two  thermometer  cups  containing  thermometers  which  are  serewed  into 
the  tees.  The  whole  is  surrounded  by  suitable  non-eondueting  covering  and 
encased  in  a  box.  The  percentage  of  moisture  is  determined  by  observing  the 
number  of  degrees  of  cooling  that  the  thermometer  in  the  low-pressure  steam 
shows  below  the  "normal"  reading  for  dry  steam,  and  dividing  that  number  by 
the  "constant"  number  of  degrees  representing  1  per  cent  of  moistore. 

262  To  determine  the  "normal"  reading  of  the  low-pressure  thermometer 
corresponding  to  dry  steam,  the  instrument  should  be  attached  to  a  horizontal 
steam  pipe  in  such  a  way  that  the  sampling  nozzle  projects  upwards  to  near 
the  top  of  the  pipe,  there  being  no  perforations  and  the  steam  entering  through 
•the  open  top  of  the  nozzle.  The  test  should  be  made  when  the  steam  in  the 
pipe  is  in  a  quiescent  state,  and  when  the  steam  pressure  is  maintained  con- 
stantly at  the  point  observed  on  the  main  trial.  If  the  steam  pressure  falls 
during  the  time  when  the  observations  are  being  made,  the  test  should  be  con- 
tinued long  enough  to  obtain  the  effect  of  an  equivalent  rise  of  pressure. 

263  To  And  the  "constant"  for  1  per  cent  of  moisture  divide  the  latent 
heat  of  the  steam  supplied  to  the  calorimeter  at  the  observed  pressure  or 
temperature  by  the  specific  heat  of  superheated  steam  at  atmospheric  pressure 
(0.46)  and  divide  the  quotient  by  100. 

264  Finally  ascertain  the  percentage  of  moisture  by  dividing  the  number 
of  degrees  of  cooling  by  the  constant,  as  above  noted. 

265  To  determine  the  quantity  of  steam  used  by  the  calorimeter  it  is 
usually  sufficient  to  calculate  the  quantity  from  the  area  of  the  orifice  and 
the  absolute  pressure,  using  Napier's  formula  for  the  number  of  lb.  which 
passes  through  per  second;  that  is,  absolute  pressure  in  lb.  per  sq.  in.  divided 
by  70  and  multiplied  by  the  area  of  orifice  in  sq.  in.  To  determine  the  quan- 
tity by  actual  test,  a  steam  hose  may  be  attached  to  the  outlet  of  the  calori- 
meter, and  carried  to  a  barrel  of  water  on  platform  scales.    The  amount  of 
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steam  eoodensed  in  &  certaio  time  ie  determined,  and  thereby  the  qoantitj 
diseharBed  per  hour. 


Fia.  6a    Throttlino  Caloriueter 

266  A  combinoii  throttling  and  separating  calorimeter,  i 
tllug  portiOD  operates  on  the  aame  principle  as  the  one 
shown  in  Volume  ]7  of  the  Transactions.' 


APPENDICES 


287    For  teflting  low-presaare  iteam  the  discharge  pipe  gf  the  calorimeter 
ma;  be  connected  with  the  coodenser  of  an  engine. 


Fio.  6b    ORincE  Plate  for  Throttuno  Caloriubtbb 

APPENDIX  NO.  12 

MAHLER  COAL  CALORIMETER 

268  The  Mahler  coal  calorimeter  cooaists  essentiallj  of  a  strong  eylindri- 
cal  vessel  having  a  capacity  of  about  SOO  cu.  c,  nhich  is  closed  at  the  top 
and  filled  with  oxygen  gas,  under  a  pressure  of  375  lb.  per  sq.  in.  A  sample 
of  finely  powdered  coal,  which  will  pass  through  a  sieve  havicg  100,000  meshes 
to  the  sq.  in.,  neighing  about  1  gram,  is  placed  in  a  pan  suspended  within 
the  interior  vessel,  and  provided  with  two  electrodes,  through  which  an  electric 
current  from  a  battery  can  be  passed.  The  whole  is  immersed  in  an  outer 
vessel  containing  about  2500  grams  of  water,  thoroughly  stirred,  the  tempera- 
ture of  the  water  observed,  the  coal  set  on  fire  by  completing  the  electric 
circuit,  the  water  again  stirred,  and  the  temperature  observed  at  intervals 
of  half  a  minute  until  tbt>  thermometer  ceases  to  rise.  The  difference  between 
the  initial  and  final  temperatures  thus  determined  is  corrected  Iot  radiation, 
the  latter  being  found  by  observing  the  rate  at  which  the  temperature  changes 
before  and  after  the  coal  is  fired. 

The  weight  of  water  contained  in  the  outer  vessel  is  added  to  the  water 
equivalent  of  tbe  apparatus,  and  the  sum  of  the  two  is  multiplied  by  the  cor- 
rected rise  of  temperature  expressed  in  deg.  cent.     The  heat  generated  in  burn- 
ing the  fuse  wire.tlic  heat  due  to  the  formation  of  aqueous  nitric  acid,  and  that 
due  to  the  combustion  of  sulphur  to  sulphuric  acid,  ore  subtracted  from  this 
product.   The  remainder, divided  by  the  weight  of  fuel  expressed  in  grams.is  the 
heat  of  combustion  expressed  in  kilogram -calories  per  kilogram.    This  result  is 
multiplied  by  1.8  to  convert  to  heat  of  combustion  expressed  in  B.t.u.  per  lb. 
The  eanvctlon   for   Iron   fuiio   wirp   Is    1.6   CRloriH  per  milligram.     The   CDiTK'tion   for 
nilrir   arid,   vhich   i<i   ohlaln^d  bv   lllnllng  the   imehinin   »IUi    ilandard   ammoni<i 
Miction    (Ci'SST    tT«mK   ..t    S1I3    DPT   ft.).    i>    5    rtr  mP«ldries    mr    cc.    of    the 

>■  biriimi  Buluhnir  in  l.t  gniin-ciilarifii  ptr  0,01  gram  of  sulphur.      (See  Technical 
Pappr  No,  H,  1913,   V..  B.  Bureau  of  Mine*  for  the  derivation  of  these  figuree  and 

269  The  sample  used  for  the  calorimeter  test  should  be  powdered  and 
air-dried  at  the  temperature  of  the  room.     A  duplicate  sample  should  be  taken 
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for  the  determination  of  the  moistore  in  this  air-dried  eoal  by  heating  in  a 
drying  oven  to  220  deg.  fahr.  for  one  hour  (or  longer  if  neceesaiy  to  obtain 
minimum  weight),  cooling  in  a  desiccator  and  weighing.  The  results  obtained 
on  the  calorimeter  test  should  be  corrected  for  the  moisture  thus  found  and 
reported  as  being  referred  to  dry  coal  and  to  combustible. 

APPENDIX  NO.  13 

JUNKER  GAS  CALORIMETER 

270  This  instrument  consists  of  a  vertical  cylindrical  water  chamber  eon- 
taining  vertical  tubes,  which  is  heated  by  the  gas  burned  in  a  Bonsen  lamp 
beneath.  The  products  of  combustion  pass  upward  through  a  oombustiOB 
chamber  and  downward  through  the  tubes,  while  the  water  passes  in  at  the  bot- 
tom and  out  at  the  top  in  a  continuous  current.  The  quantity  of  gas  is  measured 
by  a  gas  meter,  and  the  quantity  of  water  by  collecting  the  overflow  dis- 
charged from  the  apparatus.  Thermometers  are  inserted  at  the  points  of 
entrance  and  exit.  The  heat  of  combustion  of  a  cu.  ft.  of  gas  is  determined 
by  multiplying  the  rise  of  temperature  in  deg.  fahr.  by  the  weight  of  water 
in  lb.,  and  dividing  the  product  by  the  volume  of  gas  in  cu.  ft.  The  result 
thus  found  after  being  corrected  for  moisture  and  reduced  to  the  equivalent  at 
60  deg.  and  30  in.,  is  what  is  termed  the  ''higher  value,"  and  this  is  the 
value,  unless  otherwise  stated,  which  is  employed  throughout  the  codes. 

271  The  ''low  value"  is  obtained  by  multiplying  the  weight  of  the  eon- 
densed  vapor  resulting  from  the  combustion,  expressed  in  lb.,  by  the  total  heat 
of  atmospheric  steam  above  the  temperature  of  the  condensed  vapor,  dividing 
the  product  by  the  volume  of  the  gas  in  cu.  ft.,  and  subtracting  the  quotient 
from  the  higher  value. 

APPENDIX  NO.  14 
FUEL  ANALYSES 

Proximate  Analysis  of  Coal 

272  The  apparatus  required  for  proximate  analysis  consists  of  a  mill  for 
grinding  coal,  chemical  scales  sensitive  to  1/1000  of  the  amount  weighed, 
drying  apparatus,  a  platinum  crucible,  a  Bunsen  burner  and  blast  lamp,  a 
supply  of  oxygen  gas,  and  such  chemicals  and  chemical  apparatus  as  may 
be  required.  The  elements  to  be  determined  are  moisture,  volatile  matter, 
fixed  carbon,  ash,  and  sulphur. 

273  Determine  the  loss  from  air  drying  and  the  total  moisture  in  the  ash 
as  received  as  explained  in  ^  26. 

274  To  determine  volatile  matter,  place  about  one  gram  of  the  air-dried 
powdered  coal  in  the  crucible  and  heat  in  a  drying  oven  to  220  *deg.  fahr.  for 
one  hour  (or  longer  if  necessary  to  obtain  minimum  weight),  cool  in  a  desic- 
cator and  weigh.  Cover  the  crucible  with  a  loose  platinum  plate.  Heat  7 
minutes  with  a  Bunsen  burner  giving  a  6  to  8  in.  flame,  the  crucible  being 
supported  3  in.  above  the  top  of  the  burner  tube  and  protected  from  outside 
air  currents  by  a  cylindrical  asbestos  chimney  3  in.  diameter.  Cool  in  a 
desiccator,  remove  the  cover,  and  weigh.  The  loss  in  weight  represents  the 
volatile  matter. 
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In  the  U.  8.  Bureau  of  Mines  pnetiee  a  l-gram  iami»le  of  fine  (60-meih)  air-dried 
coal  is  heated  to  a  temperature  of  950"*  0.  in  a  platinum  crucible  with  a  elose- 
fltting  coyer  for  seven  minutes  over  a  No.  3  Meker  burner  giving  a  flame  16  to 
18  cm.  high.  The  crucible  is  placed  so  that  its  bottom  is  2  cm.  abore  the  top  of 
the  burner.  To  protect  the  crucible  from  the  effeets  of  drafts  it  is  surrounded  by 
a  sheet  iron  chimney  of  special  design.  The  loss  in  weight  minus  the  weight  of 
moisture  determined  at  106*  0.  represents  the  Tolatile  matter. 

275  To  ascertain  the  ash,  expose  the  residue  in  the  crucible  to  the  blast 
lamp  until  it  is  completely  burned,  using  a  stream  of  oxygen  if  desired  to 
hasten  the  process.     The  residue  left  is  the  ash. 

The  Bureau  of  Mines  determines  the  ash  in  the  residue  from  the  moisture  determination.  The 
moisture  is  determined  by  heating  1  gram  of  the  60-mesh  air  dried  coal  in  a  porcelain  crudble 
for  one  hour  at  106^  C.  in  a  constant  temperature  heating-oven.  To  determine  the  ash 
the  crucible  is  heated  slowly  in  a  mufSe  furnace  until  the  volatile  matter  is  driven  off. 
Ignition  in  the  mu£9e  is  continued  at  a  temperature  of  750^  C.  with  occasional  stirring  of 
the  ash  until  all  the  particles  of  carbon  have  disappeared.  The  crucible  is  cooled  in  a 
desiccator,  weighed,  heated  again  for  half  an  hour,  and  weighed  again.  The  prooees  is  re- 
peated until  the  variation  in  weight  between  two  successive  ignitions  is  0.0005  gram  or  less. 

276  The  difference  between  the  residue  left  after  the  expulsion  of  the 
volatile  matter  and  the  ash  is  the  fixed  carbon. 

277  To  determine  sulphur  by  Eschka's  method,  which  is  the  one  com- 
monly used,  a  sample  of  60-mesh  coal  weighing  1.3736  grams  is  mixed  in  a 
30  cc.  platinum  crucible  with  about  2  grams  of  Eschka  mixture  (2  parts  light 
calcined  magnesium  oxide,  1  part  anhydrous  sodium  carbonate)  and  about  1 
gram  of  the  Eschka  mixture  is  spread  over  it  as  a  cover.  The  mixture  is  care- 
fully burned  out  over  a  gradually  increasing  alcohol  or  natural  gas  flame. 
When  all  black  particles  are  burned  out  the  crucible  is  cooled,  the  contents 
digested  with  hot  water,  filtered,  washed,  and  the  solution  treated  with 
saturated  bromine  water  and  hydrochloric  acid,  boiled,  and  the  sulphur  pre- 
cipitated as  barium  sulphate  by  adding  a  solution  of  barium  chloride.  (For 
further  particulars  see  Technical  Paper  No.  8,  1913  of  the  Bureau  of  Mines.) 

Ultiinate  Analysis  of  Goal 

278  The  apparatus  required  for  ultimate  analysis  consists  of  a  mill  and 
other  apparatus  for  grinding  and  pulverizing  the  coal;  chemical  scales  sen- 
sitive to  1/1000  of  the  amount  weighed;  drying  apparatus;  combustion  appa- 
ratus, embracing  a  combustion  furnace,  a  glass  combustion  tube  one  end  of 
which  is  filled  with  copper  oxide  and  chromate  of  lead  and  the  other  end  with 
a  roll  of  oxidized  copper  gauze,  a  porcelain  boat,  a  set  of  bulbs  containing 
hydrate  of  potassium,  a  U-tube  filled  with  chloride  of  calcium,  and  a  supply 
of  pure  oxygen  and  pure  air;  together  with  suitable  chemicals  and  chemical 
apparatus  required  for  the  various  processes.  The  elements  to  be  determined 
are  moisture,  carbon,  hydrogen,  oxygen,  sulphur,  nitrogen,  and  ash. 

279  The  moisture  is  determined  in  the  manner  pointed  out  in  1  25. 

280  The  carbon  and  hydrogen  are  obtained  by  the  use  of  the  combustion 
apparatus.  One-half  gram  of  the  pulverized  oven-dried  coal  is  placed  in  IJie 
porcelain  boat,  which  is  introduced  between  the  copper  roll  and  the  copper 
oxide  within  the  combustion  tube.  After  the  contents  within  have  been  thor- 
oughly dried  out  by  a  sufficient  preliminary  heating  aided  by  a  eorrent  of 
dry  air,  the  furnace  is  set  to  work  and  the  coal  burned  by  first  passing  air 
throngh  the  tube  and  finally  oxygen,  conducting  the  products  of  combostion 
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through  the  potash  bulbs  and  the  chloride  of  calcium  tube.  The  carbon 
dioxide  produced  hj  the  combustion  of  the  carbon  is  absorbed  by  the  potash, 
and  the  water  formed  hj  the  combustion  of  hydrogen  is  taken  up  by  the 
chloride  of  calcium.  The  quantity  of  carbon  is  determined  by  weighing  the 
bulbs  before  and  after,  thereby  obtaining  the  weight  of  the  carbon  dioxide 
produced,  and  then  calculating  the  weight  of  carbon  from  the  known  compo- 
sition of  the  dioxide.  Likewise,  the  quantity  of  hydrogen  is  determined  by 
weighing  the  calcium  tube  before  and  after,  which  gives  the  amount  of  water 
produced,  and,  dividing  by  9,  the  amount  of  hydrogen. 

281  Sulphur  is  found  by  the  method  described  above  under  the  heading 
Proximate  Analysis,  -If  277. 

282  To  determine  nitrogen,  a  certain  weight  of  coal  is  mixed  with  strong 
sulphuric  acid  and  permanganate  of  potash  and  heated  until  nearly  colorless. 
This  process  converts  the  nitrogen  into  ammonia  and  then  into  sulphate  of 
ammonia,  and  the  amount  of  sulphate  is  determined  by  making  the  solution 
alkaline  and  then  distilling  it.  The  nitrogen  is  found  by  calculation  from  the 
known  composition  of  ammonia. 

(Kecent  experiments  show  that  the  nitrogen  thus  found  in  coal  is  0.2  to 
0.3  per  cent  too  low,  and  that  in  order  to  obtain  more  accurate  results  it  is. 
necessary  to  add  mercury  and  potassium  sulphate.    See  paper  by  Fieldner  and 
Taylor  in  Jour.  Ind.  and  Engrg.  Chem.,  February,  1915.) 

283  The  ash  is  found  by  weighing  the  refuse  left  in  the  combustion  boat 
after  the  coal  is  completely  burned. 

284  The  oxygen  is  the  difference  between  the  sum  of  the  elements  pre- 
viously determined  and  the  original  weight  of  coal. 

285  The  ultimate  analysis  of  coal,  as  will  be  seen  from  the  above  descrip- 
tion, requires  the  use  of  so  much  chemical  apparatus,  and  at  best  it  is  so  com- 
plicated that  it  is  not  likely  to  be  done  except  in  a  fully  equipped  chemical 
laboratory.  It  should  not  be  undertaken  by  one  who  is  not  entirely  familiar 
with  all  the  details  of  the  work. 

286  See  report  of  the  joint  committee  on  coal  of  the  American  Chemical 
Society  and  of  the  American  Society  for  Testing  Materials,  also  Technical 
Paper  No.  8  of  the  U.  S.  Bureau  of  Mines  for  details  of  methods  of  sampling 
and  of  analysis. 

Analysis  of  Liquid  Fuels 

287  The  determination  of  carbon  and  hydrogen  in  liquid  fuels  is  made 
in  the  same  manner  as  that  concerning  the  solid  fuels  above  described,  using 
special  means  for  preventing  loss  in  the  various  processes  on  account  of  the 
volatile  characteristics  of  the  fuel. 

288  To  determine  the  sulphur,  the  oil  or  other  liquid  is  heated  with  nitric 
acid  and  barium  chloride.  The  quantity  of  sulphate  of  barium  thus  produced 
is  ascertained  by  filtering  and  weighing,  and  the  sulphur  calculated  from  the 
known  composition  of  the  compound. 

289  The  ultimate  analysis  of  liquid  fuel,  like  that  of  coal,  should  be 
undertaken  only  by  a  person  familiar  with  all  the  necessary  details. 
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APPENDIX  NO.  15 
GAS  ANALYSIS 
Onat  Apparatus 

290  The  Onat  apparatiu  b  a  portable  instnunent  contained  in  a  wooden 
eaoa  with  removable  sliding  doore  front  and  bock,  as  .shown  in  its  aimpleat 
form  in  Fig.  7.*  It  conaiBte  eesentiaU;  of  a  ineaaurinK  tnbe  or  burette,  tliree 
absorbing  bottles  or  pipettes,  and  a  lereliiig  bottle,  together  with  the  connect- 
,  ing  tubea  and  apparatus.  The  bottle  and  measuring  tube  contain  pure  water; 
the  first  pipette,  sodium  or  potassium  hydrate  disaolved  in  three  times  its 
weight  of  water ;  the  second,  pjrogallic  aeid  dissolved  in  a  like  sodinm  hydrate 
solution  in  the  proportion  of  5  grama  of  the  acid  to  100  cc  of  tlie  hydrate; 
and  the  third,  ci^rouB  chloride.    These  chemicals  are  sold  by  most  of  the  large 
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291     The  manipulation  of  the  instrument,  which  can  be  carried  on  after 
snitable  practice  by  any  person  familiar  with  testing  work,  is  as  follows: 

After  completely  drawing  out  the  air  contained  in  the  supply  pipe,  a 
sample  of  the  gas  is  drawn  into  the  measuring  tube  by  opening  the 
necessary  connections  and  allowing  the  «rat«r  to  empty  itself  from 
the  tube  and  flow  into  the  bottle.  The  quantity  of  gas  drawn  in  is 
adjusted  to  100  cc.  By  opening  oue  by  one  the  connections  to  the 
pipettes,  and  raising  and  lowering  the  water  botUe,  the  sample  is 
altemately  admitted  to  and  withdrawn  from  the  pipettes,  and  the 
ingredients  one  by  one  absorbed. 
*  Rcpcodufled  from  Tnu.  Am.  Soc.  11.  E.,  toL  IS.  p.  BOS.  ta.  201. 
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The  flnt  pipette  aboorbs  carbon  dioxide  (GO  ) ;  the  BMond,  ozj- 
KOi  (0};  and  the  third,  carbonic  oxide  (CO).  The  qoantit;  ab- 
sorbed in  each  ease  ie  determined  by  finally  retoming  tlie  sample 
to  t^  meBsuring  burette  and  reading  the  voliune.  The  percentage 
of  OO^  ia  re«d  direetlj,  being  the  first  abwrption.  Thoee  of  the 
Other  two  ingredients  are  the  retpeetive  diflercmcee  between  the 
readings  taken  after  Bueeessive  absorptions. 
202    Various  modifications  of   this  apparatus  have  been  developed  which 

enable  analjMB  to  be  made  with  greater  rapidit;  than  with  the  form  illustrated  , 

in  Fig.  7. 

Hempel  Apparatua 

293  The  Honpel  apparatus  works  on  the  same  principle  as  the  sifflple 
form  of  Oreat  iqtparatua  described,  so  far  as  the  latter  is  applicable,  exceptini 
that  the  absorptian  may  be  hastened  by  shaking  the  pipettee  bodily,  bringing 
the  ehemieal  into  most  intimate  contact  with  the  gas.  It  is  lese  portaUe  and 
in  some  particulara  it  requiiea  more  careful  manipulation  thnn  di^  OrvalL 
whUe  for  general  analyaJa  it  ia  not  adapted  nnleaa  used  in  a  well  equipped 
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chemical  laboratory.  The  absorption  pipettes  are  made  in  sets  which  are 
shaped  in  the  form  of  globes,  and  a  number  of  independent  seta  are  required 
for  the  treatment  of  the  different  constitaent  gases.  A  simple  pipette  of  the 
Hempel  ^pe  is  shown  in  Fig.  6. 

294     The  method  of  carrying  on  an  analysis  with  the  Hempel  apparatot 
is  as  follows: 

A  sample  of  gas  measuring  100  ce.  is  drawn  into  the  burette,  and  then 
transferred  to  the  first  pipette,  which  contains  potassiom  hydrate 
dissolved  in  two  times  ila  weight  of  water.  This  pipette  abeorbs 
carbon  dioxide  (CO^).  The  gaa  is  then  passed  inte  the  seeend 
pipette,  containing  saturated  bromine  water,  which  abeorbe  the 
heavy  hydrocarbons  (OH) ;  then  into  the  third  pipette,  eontuning 
a  solution  of  pyrogallic  acid  and  potassium  hydrate  in  the  proper- 
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tion  of  5  grams  of  add  to  100  ec.  of  hydrate,  which  abeorbs  oxygen 
(O) ;  then  into  the  fourth  pipette,  containing  ammoniacal  cuprous 
chloride,  which  absorbs  carbonic  oxide  (CO),  and  finally  into  the 
fifth  pipette,  which  is  of  large  size  and  provided  with  exploding 
wires  and  galvanic  battery,  for  the  determination  of  marsh  gas 
(CH^)  and  hydrogen  (H).  A  measured  quantity  of  oxygen  gas  is 
added  to  this  pipette  and  the  contents  exploded  by  an  electric  spark 
from  the  battery,  resulting  4n  a  mixture  of  carbon  dioxide,  nitrogen, 
and  free  oxygen.  The  quantity  of  carbon  dioxide  is  determined  by 
passing  the  gas  into  the  pipette  containing  potassium  hydrate,  and 
the  quantity  of  oxygen  by  subsequently  passing  it  into  the  pipette 
containing  potassium  pyrogallate,  finally  determining  the  quantity 
of  marsh  gas  and  hydrogen  from  the  known  reactions  which  oeeor 
during  this  process,  and  the  composition  of  the  resulting  gases. 

For  each  of  these  processes  the  pipettes  are  shaken  to  hasten  the 
absorption,  and  the  quantity  absorbed  is  determined  by  returning 
the  gas  into  the  measuring  burette  and  observing  the  successive 
differences. 

Tar^and  Soot 

295  The  quantity  of  tar  and  soot  contained  in  producer  gas  may  be  found 
by  drawing  a  measured  volume  of  gas  through  filter  paper,  weighing  the 
paper  before  and  after. 

APPENDIX  NO.  16 

RINGLEMANN  SMOKE  CHART 

296  A  Bingelmann  smoke  chart  is  shown  with  full-size  spaeing  in  Fig.  9.* 
To  use  this  chart,  four  cards  are  ruled  like  those  shown,  though  covering  a 
much  larger  area,  and  placed  in  a  horizontal  row  about  50  ft.  from  the  ob- 
server, and  in  line  between  him  and  the  chimney,  together  with  two  other 
cards,  one  of  which  is  white  and  the  other  solid  black.  The  observer  glances 
rapidly  from  the  chimney  to  the  cards  and  judges  which  one  corresponds 
with  the  color  and  density  of  the  smoke.  He  makes  these  observations  every 
minute,  or  oftener  if  desired,  recording  the  number  of  the  card  representing 
the  character  of  the  smoke  at  the  instant  of  observation.  The  results  are 
then  plotted  on  a  chart,  and  the  variations  shown  graphically. 

297  The  lines  in  cards  1  to  4  are  respectively  1,  2.3,  3.7,  and  5Ji  mm. 
thick,  and  the  spaces  9,  7.7,  6.3,  and  4.5  mm.  The  lines  should  be  made  with 
black  India  ink. 

APPENDIX  NO.  17 

SMOKE  METER 

298  As  an  illustration  of  the  soot-collecting  method  referred  to  in  1  9ry 
which  was  carried  out  in  a  certain  trial,  a  plate  %  in.  wide  and  24  in. 
long,  representing  a  surface  of  21  sq.  in.,  was  inserted  through  a  hole  in  the 
top  of  the  flue  and  suspended  by  a  wire,  the  hole  being  covered  after  the  plate 
was  inserted.     The  plate  was  temporarily  withdrawn  every  two  hours  daring 

*  Rei;>roduoed  from  Trans.  Am.  Boo.  M.  E..  vol.  21,  p.  d8.  fig.  6. 
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the  progress  of  the  test,  and  the  collection  of  soot  removed  hj  a  brush.  This 
was  tried  on  a  boiler  fitted  with  an  automatic  stoker  and  on  another  fitted 
with  a  smoke-burning  furnace,  and  it  was  found  that  under  various  conditions 
as  to  character  of  coal  and  other  changes,  the  weight  of  soot  collected  per 
hour  varied  from  9  to  184  mg. 

APPENDIX  NO.  18 
USE  AND  CALIBRATION  OF  INDICATORS 

299  The  indicated  horsepower  should  be  determined  from  the  average 
mean  effective  pressure  of  diagrams  taken  at  intervals  of  20  minutes,  and 
at  more  frequent  intervals  if  the  nature  of  the  test  makes  this  necessary,  this 
being  done  for  each  end  of  each  cylinder.  With  variable  loads,  su*h  as  those 
of  engines  driving  generators  for  electric  railroad  work,  and  of  rubber- 
grinding  and  rolling-mill  engines,  the  diagrams  cannot  be  token  too  often.  In 
cases  like  the  latter,  one  method  of  obtaining  suitable  averages  is  to  take  a 
series  of  diagrams  on  the  same  blank  card  without  imhooking  the  driving 
cord,  and  apply  the  pencil  at  successive  intervals  of  10  seconds  until  2  min- 
utes' time  or  more  has  elapsed,  thereby  obtaining  a  dozen  or  more  indications 
in  the  time  covered.  This  tends  to  insure  the  determination  of  a  fair  average 
for  that  period.  In  taking  diagrams  for  variable  loads,  as  indeed  for  any 
load,  the  pencil  should  be  applied  long  enough  to  cover  several  successive 
revolutions,  so  that  the  variations  produced  by  the  action  of  the  governor 
may  be  properly  recorded.  To  determine  whether  the  governor  is  subject  to 
what  is  caUed  '' racing"  or  '* hunting,"  a  variation  diagram  should  be  ob- 
tained; that  is,  one  in  which  the  pencil  is  applied  a  sufficient  time  to  cover  a 
complete  cycle  of  variations.  When  the  governor  is  found  to  be  working  in 
this  manner,  the  defect  should  be  remedied  before  proceeding  with  the  test. 
Continuous  indicators  may  be  employed  where  the  load  is  extremely  variable. 

It  is  ■eldom  neoeasary,  as  far  as  average  power  measurements  are  concerned,  to  obtain  dia- 
grams at  precisely  the  same  instant  at  the  two  ends  of  the  cylinder,  or  at  the  same  Instant 
on  all  the  cylinders  when  there  are  more  than  one.  All  that  is  required  is  U5  take  the  dia- 
gram at  regular  intervals.  Should  the  diagrams  vary  so  much  among  themselves  that 
the  average  may  not  be  a  fair  one,  it  signifies  that  they  should  be  taken  more  frequently, 
and  not  that  special  care  should  be  employed  to  obtain  the  diagrams  of  each  set  at  precisely 
the  same  time.  When  diagrams  are  taken  during  the  time  when  the  engine  is  working 
up  to  speed  at  the  start,  or  when  a  study  of  valve  setting  and  steam  distribution  is  being 
made,  they  should  be  taken  at  as  nearly  the  same  instant  as  practicable.  In  cases  where 
the  diagrams  are  to  be  taken  simultaneously,  the  best  plan  is  to  have  an  operator  stationed 
at  each  indicator.  This  is  desirable,  even  where  an  electric  or  other  device  is  employed  to 
operate  all  the  instruments  at  once;  for  unless  there  are  enough  operators,  it  is  necessary 
to  open  the  indicator  cocks  some  time  before  taking  the  diagrams  and  run  the  rbk  of  clogging 
the  pistons  and  heating  the  high-pressure  spnngs  above  the  ordinary  working  temperature. 
To  determine  the  power  developed  while  an  engine  is  starting  from  rest  and  attaining 
working  speed  and  working  load,  a  number  of  diagrams  should  be  taken  in  rapid  succession, 
the  speed  counted  for  each  one,  and  the  results  averaged.  If  the  period  of  time  thus  covered 
on  a  commercial  test  is  unduly  long,  so  as  to  be  an  appreciable  percentage  of  the  total 
running  time,  this  power  should  be  included  in  the  average  for  the  whole  run,  due  regard 
being  had  for  the  time  it  is  in  operation.  In  that  event  the  total  duration  of  the  run  should 
be  the  whole  time  the  throttle  valve  is  open. 

300  The  moat  satisfactory  driving  rig  for  indicating  is  some  form  of  well- 
made  pantagraph,  with  driving  cord  of  fine  annealed  wire  leading  to  the 
indicator.  The  reducing  motion,  whatever  it  may  be,  and  the  connections 
to  the  indicator,  should  be  so  perfect  as  to  produce  diagrams  of  equal  length 
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when  the  same  indicator  is  attached  to  either  end  of  the  i^linder,  and  pro- 
duce a  proportionate  reduction  of  the  motion  of  the  piaton  at  every  point  of 
the  stroke,  as  proved  by  test. 


With  a  perfect  working  paBtagraph,  or  Binilar  apparatua,  the  equality  in  the  length  oi 
grams  taken  with  the  same  indicator  at  the  two  ends  is  sufficient  indication  of  the  sub- 
stantial reliability  of  the  reduction  when  the  point  of  cut-off  on  the  diagram  is  not  umisasUy 
short,  say,  not  shorter  than  one-righth.  When  the  cut-off  is  unusually  ahort,  the  error 
produced  by  imperfect  ledueing  motion,  stretch  of  cord,  or  otherwiae,  beeomea  a  compaza- 
tiyely  large  item,  and  one  which  for  accurate  work  should  be  allowed  for.  To  test  ths 
accuracy  of  the  reducing  motion  without  making  special  pieparationa  for  a  thoroegh 
examination,  it  is  sufficient  to  make  a  comparison  between  the  actual  proportion  of  the 
stroke  covered  and  the  apparent  proportion  measured  on  the  indicator,  and  see  how  they 
agree.  This  may  be  done  on  a  large  engine  by  making  the  comparison  wherever  it  happeiu 
to  stop,  and  repeating  the  comparison  when  it  has  stopped  with  the  piston  at  some  other 
point  of  the  stroke.  With  an  engine  which  can  be  turned  over  by  hand,  or  where  auailiaiy 
power  is  provided  for  moving  it,  the  comparison  may  be  made  at  a  number  of  equi-distant 
points  in  the  stroke.  To  make  the  test  properly,  a  diagram  should  be  taken  just  before 
stopping,  and  this  will  serve  as  a  reference  for  the  measurements  taken  after  stoppiDg. 
The  actual  proportion  of  stroke  covered  is  determined  by  measuring  the  distance  which 
the  crosshead  has  moved  and  comparing  it  with  the  whole  length  of  the  stroke,  maloDg 
sure  that  the  slack  has  all  been  taken  up  by  turning  sufficient  steam  into  the  cylinder  to 
bring  a  pressure  to  bear  on  the  piston,  but  not  sufficient  to  start  the  flywheel  in  motion. 
To  obtain  the  apparent  indication  from  the  diagram,  the  indicator  pencil  is  moved  up  and 
down  with  the  finger,  so  as  to  make  a  vertical  mark  on  the  diagram,  and  the  distanwi  of 
this  mark  from  the  beginning  of  the  diagram  compared  to  the  whole  length  is  the  propor- 
tion desired. 

It  is  necessary,  of  course,  to  go  through  these  operations  without  rhanging  in  any  wsgr 
the  adjustment  of  the  driving  cord  of  the  indicator,  or  any  part  of  the  mechanism  that  would 
alter  the  movements  of  the  indicator. 

301  In  all  cases  the  pipes  leading  to  indicators  should  be  aa  short  and 
direct  as  possible.  The  use  of  a  three-way  cock  and  a  single  indicator  con- 
nected to  the  two  ends  of  the  cylinder  is  not  advised,  except  in  cases  where  it 
is  impracticable  to  use  an  indicator  close  to  each  end.  If  a  three-way  coek  is 
used,  the  error  produced  should  be  determined  and  allowed  for. 

In  small  cylinders,  long  pipes  increase  the  clearance  space,  which  in  air 
compressors  and  gas  engines  is  objectionable. 

The  effect  of  the  error  produced  by  a  three-way  cook  is  usually  to  increase  the  area  <^  Uw  dia- 
gram. This  is  due  to  the  tardiness  of  the  indicator  in  responding  to  the  changes  of  pres- 
sure. In  an  investigation  which  was  carried  out  both  on  short-stroke  engines  running  at 
high  speed  and  long-stroke  engines  running  at  comparatively  slow  ^>eed,  it  was  fouiMi 
that  the  increaaed  area  of  the  diagram,  due  to  the  sluggish  action  referred  to,  ranged  from 
3  to  7  per  cent  as  compared  with  an  indicator  having  a  short  and  direct  pipe. 

The  point  selected  for  attaching  the  indicator  pipe  to  the  cylinder  should  iwver  be  the 
drip  pipe  or  any  point  where  the  water  of  condensation  will  run  into  the  instrument,  if  this 
can  posflibly  be  avoided.  The  admisaion  of  water  with  the  steam  may  greatly  distort  the 
diagram.  If  it  becomes  necessary  to  place  the  indicator  in  such  a  position,  as  may  happen 
when  it  is  attached  to  the  lower  end  of  a  vertical  cylinder,  the  connection  to  the  indicator 
must  be  short  and  direct,  and  in  some  cas^  it  should  be  provided  with  a  drip  diamber 
arranged  so  aa  to  collect  the  water  or  deflect  it  from  entering  the  instrument. 

The  pipe  connections  for  indicating  gas  and  oil  engines  should  be  removed  as  far  u 
possible  from  the  ports  and  ignition  devices,  and  made  preferably  in  the  cyiinder  head. 
The  pipes  should  be  as  short  and  direct  as  possible.  Avoid  the  use  of  long  pipes,  otherwiae 
explosions  of  the  gas  in  these  connections  may  occur. 

Ordinary  indicators  suitable  for  indicating  steam  engines  are  much  too  lightly  con- 
structed for  gas  and  oil  engines.  The  pencil  mechanism.  eq)ecially  the  pencil  arm,  needs 
to  be  very  strong  to  prevent  injury  by  the  sudden  impact  at  the  instant  of  azpkMioa.  A 
special  gas-engine  indicator  with  a  small  piston  and  a  strong  ^»rinf  is  rsqaixtd 
for  satisfactory  work. 
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302  In  fhe  manipulation  of  fhe  indicator  it  is  important  to  keep  the 
instrument  in  clean  condition  and  presenre  it  in  mechanically  good  order. 
Ordinary  cylinder  oil  is  the  best  material  to  use  for  lubricating  the  indicator 
piston  for  pressures  above  the  atmosphere.  It  is  better  to  have  the  piston 
fit  the  cylinder  rather  loosely,  so  as  to  get  absolute  freedom  of  motion,  than 
to  have  a  mathematically  accurate  fit.  In  the  latter  case,  extreme  care  and 
frequent  cleanings  are  required  to  obtain  good  diagrams. 

No  dimcrama  should  be  accepted  in  which  there  ie  any  appearance  of  want  of  freedom  in  the 
movement  of  the  mechaniam.  A  ragced  or  serrated  line  in  the  region  of  the  expansion  of 
oompreasion  lines  is  a  sure  indication  that  the  piston  or  some  part  of  the  mechanism  sticks; 
and  when  this  state  of  things  is  revealed  the  Indicator  should  not  be  trusted*  but  the  cause 
should  be  ascertained  and  a  suitable  remedy  applied.  Entire  absence  of  wire  drawing  of 
the  steam  line,  and  especially  a  sharp,  square  comer  at  the  beginning  of  the  steam  line, 
should  be  looked  upon  with  suspicion,  however  desirable  and  satisfactoiy  these  features 
might  otherwise  be.  These  are  frequently  produced  by  an  indicator  idiich  is  defective 
owing  to  want  of  freedom  in  the  mechanism.  An  indicator  which  is  free  when  subjected 
to  a  steady  steam  pressure,  as  it  is  under  a  test  of  the  springs  for  calibration,  should  be  able 
to  produce  the  same  horisontal  line,  or  substantially  the  same,  after  pushing  the  pencil 
down  with  the  finger  as  that  traced  after  pushing  the  pencil  up  and  subsequently  tapping 
it  lightly.  When  the  pencil  is  moved  by  the  finger,  first  up  and  then  down,  the  piston 
being  subjected  to  pressure,  the  movement  should  appear  smooth  to  the  sense  of  touch. 

303  To  make  a  comparison  of  indicator  springs  with  standards,  the  cali- 
bration should  be  made,  if  this  were  practical,  under  the  same  conditions  as 
those  pertaining  to  their  ordinary  use.  Owing  to  the  fact  that  for  steam 
work  the  pressure  of  the  steam  in  the  indicator  cylinder  and  the  correspond- 
ing temperature  are  undergoing  continual  changes,  it  becomes  almost  impos- 
sible to  compare  the  springs  with  any  standard  under  such  conditions.  There 
must  be  a  constant  pressure  during  the  time  that  the  comparison  is  being 
made.  To  bring  the  conditions  for  steam  work  as  nearly  as  possible  to  those 
of  the  working  indicator,  the  steam  should  be  admitted  to  the  indicator  as 
short  a  time  as  practicable  for  each  of  the  pressures  tried,  and  then  the  in- 
dicator cock  should  be  closed  and  the  steam  exhausted  therefrom  before 
another  pressure  is  tried.  By  this  means  the  parts  are  heatisd  and  cooled 
somewhat  the  same  as  under  the  working  conditions.  For  each  required  pres- 
sure the  first  step  is  to  open  and  dose  the  indicator  cock  a  number  of  times 
in  quick  succession,  then  quickly  draw  the  line  for  the  desired  record,  observ- 
ing the  gage  or  other  standard  at  the  same  instant.  A  corresponding  atmos- 
pheric line  is  taken  immediately  afterwards. 

304  The  calibration  should  be  made  for  at  least  five  equidistant  points. 
For  ordinary  work  the  arithmetical  mean  of  the  various  results  should  be  taken 
for  the  average  scale. 

^x'^OS  The  indicator  springs  used  for  gas  and  oil  engines  should  also  be 
calibrated  with  the  indicator  in  as  nearly  as  possible  the  same  condition  as 
to  temperature  as  exists  during  the  trial.  A  simple  way  of  heating  the  in- 
dicator is  to  subject  it  to  a  steam  pressure  just  before  calibration.  Com- 
pressed air  is  suitable  for  the  actual  work  of  calibration,  being  used  in 
preference  to  steam  so  as  to  bring  the  conditions  as  near  as  possible  to  those 
which  obtain  when  the  indicators  are  in  actual  use  in  such  engines. 

306  The  standard  of  comparison  in  all  cases  is  a  steam  gage  which  has 
been  proved  correct  by  reference  to  either  a  mercury  column  or  a  dead  weight 
testing  apparatus. 
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307  For  engines  running  at  extremely  high  speeds  the  optical  indicator 
may  be  used. 

APPENDIX  NO.  19 

FRICTION  BRAKES 

308  A  self -adjusting  rope  brake  is  illustrated  in  Fig.  10*  in  which  it  will 
be  seen  that  if  the  friction  at  the  rim  of  the  wheel  increases  it  will  lift  the 
weight  A,  which  action  will  diminish  the  tension  in  the  end  B  of  the  rope, 
and  thus  prevent  a  further  increase  in  the  friction.  The  same  device  can 
be  used  for  a  band  brake  of  the  ordinary  construction.  Where  space  below 
the  wheel  is  limited,  a  cross  bar,  C,  supported  by  a  chain  tackle  exactly  at 
its  central  point,  may  be  used  as  shown  in  Fig.  11,*  thereby  causing  the 
action  of  the  weight  on  the  brake  to  be  upward.  A  safety  stop  should  be 
used  with  either  form,  to  prevent  the  weights  being  accidentally  raised  more 


Figs.  10  and  11    Bope  Brakes 


than  a  certain  amount.  To  compute  the  horsepower,  multiply  the  difference 
between  the  weight  A  and  the  weight  shown  on  the  spring  balance  by  the 
number  of  revolutions  of  the  pulley  per  minute,  and  by  the  circumference  of  a 
circle  passing  through  the  centre  of  gravity  of  the  rope  expressed  in  ft. ;  finally 
dividing  the  product  by  33,000.  The  radius  is  measured  at  the  point  where 
that  part  of  the  rope  under  highest  tension  leaves  the  rim  of  the  wheel. 

If  the  self-adjusting  feature  is  omitted  the  weight  may  be  determined  by 
the  use  of  platform  scales,  the  two  ends  of  the  rope  being  attached  to  a  vertical 
stand  supported  by  the  platform,  and  provision  being  made  for  adjusting  the 
tension. 

*  Reproduced  from  Trans.   Am.   Soc.  M.  E.,  vol.  24,  p.  739,  figs.  119.   120. 
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309  A  water-friction  brake  U  ahown  in  Fig.  18*.  It  eondits  of  two 
circular  disks,  A  and  B,  attached  to  the  ahaft  C,  and  rerolniig  in  a  caM  B, 
between  fixed  planes.  The  apace  between  the  diaks  and  planea  ia  supplied 
with  running  water,  which  enters  at  D  and  eseapM  at  the  cocks  F,  G,  and  B. 
The  friction  of  the  water  against  the  surfaces  eonstitutM  a  reaiatance  which 
absorbs  the  desired  power,  and  the  heat  generated  within  is  carried  awaj  b^ 
the  water  itself.  The  water  is  thrown  outward  bf  centrifugal  action  anil 
Oils  the  outer  portion  of  the  ease.  The  greater  the  depth  of  the  ring  of  water, 
the  greater  the  amount  of  power  absorbed.  Bj  adjusting  suitablj  the  amount 
of  water  entering  and  leaving  an;  desired  power  can  be  obtained. 

310  Another  form  of  water  brake  is  that  shown  in  Fig.  13,  which  is  used 
b7  the  Weatinghouse  Uachine  CompaD]r  for  large  turbines.  In  this  brake  the 
shaft  is  carried  in  two  bearings  and   is  coupled  to  the  turbine  shafL     The 


Fia.  12    Webb  Wateb  Brakx 

revolving  paddle  wheel  or  "runner"  is  designed  to  mn  in  verj  close  clear, 
ance  with  the  serrated-rim  piece.  The  outer  easing  of  the  brake  maintains 
its  accurate  position  surrounding  the  runner  b;  means  of  carefullj  constructed 
bearings.  To  this  casing  is  rigidl7  attached  the  lever  arm,  made  of  such 
length  as  to  facilitate  read7  calculation.  The  little  roller  wheel  on  the  eoi 
of  the  arm  bears  upon  platform  scales  which  weigh  the  load. 

311  Water  is  introduced  through  a  hose  connected  at  the  opening  marked 
B.  The  water  enters  the  interior  of  the  runner,  is  thrown  out  b7  eentrifncal 
force  through  small  holes  drilled  in  the  rim  into  the  outer  teeth  spaces  where 
a  resistance  is  created,  and  escapes  with  difficult;  through  the  close  elearauce 

•  Kcproduced  (rom  Trani.  Am.  8m.  U.  E„  toL  34.  p.  7*0.  S(.  181. 
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around  the  outside  of  the  runner,  finally  discharging  at  the  bottom  through 
oponinjrs  C  (Fig.  13),  where  it  runs  to  waste. 

312  For  a  description  of  the  Alden  water  brake,  see  the  paper  on  An 
Automatic  Absorption  Dynamometer,  in  the  Transactions.* 

313  The  application  of  water  brakes  for  making  field  tests  of  waterwheels 
is  shown  in  Professor  Allen's  paper  on  The  Testing  of  Water  Wheels  After 
Installation,  in  the  Transactions.' 

APPENDIX  NO.  20 

DYNAMOMETERS 

314  A  form  of  transmission  dynamometer  for  measuring  the  power  trans- 
mitted from  an  engine  to  a  mill  shaft  is  well  illustrated  in  principle  by  the 
Webber  balance  dynamometer,  shown  in  Vol.  4  of  the  Transactions.*  In  this 
apparatus,  which  consists  essentially  of  a  compound  gear,  the  intermediate 
gear  is  carried  by  a  weighted  arm,  which  is  free  to  rise  and  fall  according 
to  the  amount  of  force  transmitted.  The  power  is  determined  from  the  net 
weight  thus  lifted. 

315  Another  form  which  is  useful  for  mill  purposes  is  the  belt  dynamo- 
meter, the  principle  of  which  is  shown  in  Fig.  14.  A  is  the  driving  pulley  and 
B  the  driven  pulley.  The  connecting  belt  passes  over  the  dynamometer  pul- 
leys C  and  D,  These  two  pulleys  are  mounted  on  a  frame  carrying  a  scale 
beam  F,  all  of  which  turns  on  the  center  E,  The  difference  in  the  total  strain 
on  the  two  sides  of  the  belt  is  computed  by  multiplying  the  net  weight  on 
the  beam  by  the  leverage,  the  latter  being  found  by  dividing  the  length  of 
the  beam  by  the  distance  from  the  center  E  to  the  centers  of  pulleys  C  and  D, 

316  The  shaft  dynamometer  consists  of  the  following  essential  parts:  a 
long  tube  encircling  the  shaft  and  made  fast  thereto  at  one  aid,  being  free 
at  the  other  end  and  maintained  in  alignment  by  adjustable  rollers;  two 
radial  arms,  one  attached  to  the  shaft  and  the  other  to  the  free  end  of  the 
tube,  which  rotate  a  slight  amount  with  reference  to  each  other  according  to 
the  twist  of  the  enclosed  length  of  shaft;  and  a  set  of  levers  which  multiply 
this  rotative  movement  and  at  the  same  time  convert  it  into  linear  motion, 
which  is  transmitted  to  a  sleeve  and  collar  mounted  upon  the  shaft  and  sliding 
thereon.  These  parts  all  revolve  with  the  shaft  An  independent  indicating 
apparatus,  which  is  mounted  on  a  stationary  frame,  is  provided,  and  the  sliding 
movement  of  the  rotating  collar  is  transmitted  through  it  to  an  index  hand. 
The  torsional  strain  is  determined  from  the  reading  of  the  accompanying  scale, 
which  is  graduated  to  millimeters. 

317  The  zero  reading  is  found  by  disconnecting  the  propeller  and  turning 
the  shaft  at  a  slow  speed,  first  in  one  direction  and  then  in  the  other,  observ- 
ing the  indication  in  both  cases,  and  fixing  the  point  of  zero  strain  at  the 
mean  of  the  two.  When  it  is  impracticable  to  disconnect  the  propeller  the 
readings  may  be  taken  when  the  vessel  is  drifting  under  her  own  headway 
after  shutting  off  steam.  The  calibration  of  the  instrument,  which  can  best 
be  done  when  the  shaft  is  in  the  shop  before  installation,  is  carried  on  by 

^  Geo.  I.  Alden.     Trans.  Am.  Soo.  M.  E.,  vol.  11,  p.  068. 

'  C.  M.  Alien.     Trans.  Am.  Soc.  M.  E.,  vol.  82,  p.  275. 

'  S.  S.  and  W.  O.  Webber.      Trans.  Am.  Soc.  M.  E.,  vol.  4,  p.  227.      See  aI«o  deecriptioa  o( 
Prof.  Durand's  dynamometer,  vol.  28,  p.  007. 
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securing  the  shaft  in  a  fixed  position,  and  applying  a  torsional  strain  by 
means  of  weights  at  the  end  of  a  lever  attached  beyond  the  dynamometer, 
taking  readings  with  a  number  of  different  weights. 

318  The  horsippower  shown  by  the  dynamometer  is  determined  by  multi- 
plying the  reading  of  the  instrument  expressed  in  millimeters  by  the  number 
of  revolutions  of  the  shaft  per  minute,  and  by  a  constant  determined  froio 
the  calibration  noted,  the  constant  being  an  expression  for  the  horsepower 
corresponding  to  1  r.p.m.  and  a  reading  of  1  mm. 

319  A  shaft  dynamometer  requires  delicate  manipulation,  a  load  of  500 
h.p.  in  some  instruments  causing  a  movement  at  the  end  of  the  two  arms  of 
only  1/100  of  an  inch. 

320  The  locomotive  dynamometer,  as  formerly  designed,  consists  essentially 
of  one  or  more  strong  helical  springs  placed  between  the  drawbar  of  the 
locomotive  and  the  train,  and  the  distance  which  the  spring  is  extended  or 
compressed  furnishes  a  measurement  on  an  appropriate  scale  of  the  amount 
of  force  transmitted,  and  thereby  the  amount  of  power.  The  strain  on  the 
spring  is  transmitted  through  mechanism  to  a  registering  apparatus  placed  in 
the  dynamometer  car,  and  a  continuous  record  is  made  upon  a  strip  of  paper 
traveling  at  a  definite  rate  of  speed.     The  apparatuses  used  by  the  Pennsylvania 


Fio.  14     Belt  Dynamometer 


R.  R. ;  the  Chicago,  Burlington  and  Quincy  R.  R.,  and  the  Chicago,  Milwaukee 
and  St.  Paul  R.  R.,  are  shown  in  the  cuts  given  on  pages  1329  to  1334  of 
Transactions,  Vol.  14.  The  position  of  the  dynamometer  car  should  be  such 
that  the  weight  of  the  dynamometer  car  is  included  in  the  weight  of  the  train. 
In  pulling  tests  the  measuring  end  is  at  the  head  of  the  car  while  in  pushing 
tests  it  is  at  the  rear  of  the  car. 

321  The  latest  form  of  dynamometer  car  makes  use  of  oil  plungers  in 
place  of  springs,  and  employs  oil  transmission  for  the  recording  devices. 

322  An  electric  dynamometer  or  brake,  as  developed  by  the  Sprague 
Electric  Works,  is  shown  in  Fig.  15.  It  consists  of  the  generator  A  which 
receives  the  power  to  be  measured  and  which  is  coupled  to  the  shaft  of  the 
engine  or  motor  B^  the  transformed  energy  being  disposed  of  in  suitable 
rheostats  or  otherwise.  In  the  figure  a  gasolene  engine  supported  on  an  ad- 
justable frame,  is  indicated  in  broken  lines.  The  field  of  the  generator  is  free 
to  turn  on  the  ball  bearings  upon  which  it  is  mounted,  except  as  it  is  held  in 
position  by  connection  to  th«?  beams  of  the  scale.  The  effect  of  the  torque 
acting  between  the  interior  jevolving  armature  and  the  exterior  field  tends 
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to  turn  the  field  in  the  direction  of  rotation,  and  the  pull  tiius  produced  aeti 
either  downward  or  up^  ard  on  the  scale  beam  according  as  the  rotation  ii 
clockwise  or  counter-dc  wise.  If  the  pull  is  downward  as  viewed  from  the 
driving  end,  the  beam  is  connected  direct  to  a  point  C  on  the  field  frame. 
If  upward,  the  beam  is  connected  through  a  double  link  and  rocker  arm  as 
shown  by  the  dotted  lines. 

APPENDIX  NO.  21 

USE  AND  CALIBRATION  OF  ELECTRICAL  INSTRUMENTS 


323  To  determine  whether  the  readings  of  an  instrument  are  disturbed 
by  stray  fields,  the  instrument  is  turned  bodily  through  an  angle  of  180  deg. 
If  there  are  stray  fields,  the  change  of  position  will  change  the  reading,  in 
which  case  the  instrument  should  be  moved  to  some  other  point  where  the 
reading  is  found  to  be  unaffected. 

324  The  proper  methods  of  connecting  wattmeters  in  polyphase  altemat- 
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Fig.  16     Two-Phase  System 


Fig.  17     Three-Phase  System 


ing-current  systems  are  shown  in  Figs.  16  and  17.  The  former  refers  to  two- 
phase  and  the  latter  to  three-phase  systems.  In  Fig.  16  there  are  four  cables, 
designated  A,  B,  C,  and  D,  arranged  in  two  pairs,  or  one  pair  for  each  phase. 
Each  wattmeter  is  connected  to  its  respective  pair  of  cables,  the  current  coil 
being  in  series  with  one  of  the  two  cables,  and  the  potential  coil  in  parallel 
with  the  load  or  bridging  the  two  cables.  In  Fig.  17  there  are  three  cables, 
which  for  convenience  are  designated  by  the  letters  X,  Y,  and  Z,  Meter  W^ 
is  connected  to  the  phase  represented  by  the  cables  X  and  Y,  and  meter  W  to 
that  represented  by  the  cables  ¥  and  Z.  The  current  coil  of  the  former  is 
connected  in  series  with  cable  X,  the  potential  coil  bridging  X  and  Y,  The 
current  coil  of  the  latter  is  connected  in  series  with  cable  Z,  the  potential  coil 
bridging  Y  and  Z.  The  connections  shown  are  elementary,  transformers  and 
other  equipment  usually  employed  in  actual  installations  being  omitted.  The 
total  output  is  the  arithmetical  sum  of  the  quantities  indicated  by  the  two 
meters  for  a  two-phase  system,  and  the  algebraic  sum  for  a  three-phase  system. 
325  The  power  factor  is  the  proportion  borne  by  the  true  power  or  kilo- 
watt output  as  shown  by  wattmeters,  to  the  apparent  power  or  kilovolt-ampere 
(kva)  output  determined  from  the  readings  of  the  voltmeters  and  ammeten 
The  kva  output  in  a  single -phase  system  is  found  by  multiplying  the  volti 
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by  the  amperea  and  dividing  bj  1000.  In  a  two-phsM  BTaton  it  is  foond  hj 
multiplTiiig  tlie  volta  hj  the  amperea  in  each  phaae,  adding  Uie  two  prodneta 
together,  and  dividing  hj  1000.  In  a  tbree-phase  Bjateni  it  is  aaeertained  bj 
multiplTing  the'  averace  volts  of  the  three  circuits  b;  the  average  amperea  of 
the  three  circuits,  multiplTing  the  product  bj  the  constant  1.73,  and  dividing 
bj  1000. 

If  the  power  factor  is  indicated  directly  by  a  power-factor  meter,  readings 
of  this  inBtrument  should  check  with  the  determinations  made  in  the  manner 

326  In  a  three-phase  system  which  is  balanced  (that  is,  when  there  is 
an  equality  of  amperes  and  volts  in  all  three  phases),  the  power  factor  may 
also  be  determined  by  referring  to  the  curve  shown  in  Fig.  IS,  in  which 
abscissae  represent  the  proportion  borae  by  the  readings  of  the  two  wattmeters, 
and  ordinatea  the  corresponding  power  factor. 

327  When   the   power   factor   in   a   three-phase   system   is   100   per   cent, 


Fia.  18    PowEB  Faotob  Odbvk 

both  wattmeters  indicate  the  same  quantity.  When  it  is  leas  than  100  per 
cent,  one  of  the  meters  indicates  a  larger  quanti^  than  the  other,  the  one 
showing  the  larger  quantity  giving  positive  readings,  and  the  other  either 
positive  or  negative  readings.  The  latter  become  negative  when  the  power 
factor  falls  below  50  per  cent.  To  determine  whether  the  smaller  reading  ia 
to  be  considered  negative  or  not,  disconnect  the  potential  circuit  of  the  meter 
showing  the  smaller  reading  from  the  cable  T '(referring  to  Fig.  17),  and 
connect  it  to  the  opposite  outside  cable  ao  that  this  circuit  wUl  bridge  the 
two  outside  cables.     If  the  meter  reverses,  i.e.,  if  the  index  hand  falls  back 
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to  the  zero  point  and  rests  against  the  stop,  the  readings  taken  with*  the  meter 
in  its  working  position  must  be  considered  negative.  If  it  does  not  rererse, 
the  readings  are  both  positive. 

328    A  watt-hour  meter  can  best  be  calibrated  by  reference  to  an  indicat- 
ing wattmeter,  in  accordance  with  the  following  directions: 

Ascertain  fint  the  constants  and  formula  pertaining  to  the  watt-hour  meter  by  referring  to  the 
dial  of  the  instrument,  and,  if  need  be,  to  the  manufacturer's  instruction  book;  and  by 
this  means  determine  the  number  of  watts  corresponding  to  one  revolution  of  the  meter 
'  disk  per  second.  Then  find  the  actual  speed  of  the  disk  by  observing  the  time  required 
for  a  certain  number  of  complete  revolutions,  using  a  stop  watch,  and  compute  the  actual 
number  of  revolutions  per  second;  finally,  multiplying  the  revolutions  per  second  by  the 
watts  corresponding  to  one  revolution  per  second,  and  the  result  is  the  output  in  watts. 
Read  the  indicating  wattmeter  every  five  seconds  during  the  period  that  the  qieed  is  ob- 
served, and  average  the  readings.  A  comparison  of  the  watts  determined  by  the  watt-hour 
meter  obmrvationa  with  this  average  shows  the  error  of  the  watt-hour  meter. 

Calibrations  should  be  made  while  the  main  test  is  going  on.  If  the  load  ifi  not  substantiaUtr 
constant  they  should  be  repeated  at  regular  intervals  during  ita  progress  so  as  to  obtain  the 
comparison  under  average  conditions. 

APPENDIX  NO.  22 


WATER  RHEOSTATS 

329  A  simple  form  of  water-rheostat,  suitable  for  absorbing  the  output 
of  a  500-kw.  generator  of  the  three-phase  alternating-current  type,  consists 
of  three  wine  casks,  one  for  each  phase,  placed  side  by  side,  through  each  of 
which  a  sufficient  amount  of  cooling  water  is  allowed  to  flow  to  prevent  boil- 
ing. Salt  is  added  to  the  water  as  may  be  needed  to  lower  its*  resistance. 
A  fixed  terminal  is  provided  consisting  of  three  connected  iron  plates,  one  of 
which  is  laid  on  the  bottom  of  each  cask.  A  movable  terminal  is  provided 
for  each  phase,  consisting  of  a  piece  of  2 -in.  standard  iron  pipe,  4  to  6  ft.  in 
length,  suspended  vertically  in  the  water  at  the  center  of  each  cask.  Each 
pipe  is  arranged  to  be  raised  or  lowered  at  will  so  as  to  regulate  the  depth 
to  which  it  is  immersed  and  thereby  the  output  for  that  phase.  By  varying 
the  relative  immersion  of  the  pipes,  an  equal  distribution  of  the  current  may 
be  obtained  between  the  three  phases. 

330  Another  arrangement  consists  of  a  tank,  the  size  of  which  equals  that 
of  the  three  casks  combined,  the  pipes  being  located  suitable  distances  apart 
and  a  single  plate  being  used  for  the  fixed  terminal. 

331  When  a  larger  amount  of  current  than  500-kw.  is  generated,  the  size 
of  the  tank  and  terminals  may  be  proportionately  increased,  and  at  the  same 
time  provision  made  for  introducing  the  cooling  water  so  as  to  flow  along  the 
surface  of  each  pipe  and  overcome  or  reduce  the  tendency  to  local  ebullition. 

The  changes  of  resistance  due  to  variations  in  the  strength  of  the  salt  solution,  depth  of  im- 
mersion of  the  terminals,  and  temperature  of  the  water,  are  such  that  constant  attention  ii 
required  to  maintain  uniformity  in  the  output  with  this  kind  of  rheostat.  When  uni- 
formity is  desired  without  such  attention  a  rheostat  may  be  constructed  which  embodies 
the  principles  referred  to  in  the  description  of  the  apparatus  used  for  a  direct  current  rheo- 
stat, which  is  given  in  ^9y. 
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CHART  OF  BOILER  LOG 
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APPENDIX  NO.  24 

LOCATION  OF  INSTRUMENTS  FOR  BOILER  TESTS 

332  The  feedwater  thermometer  should  be  placed  in  a  thermometer  well 
and  inserted  in  the  feed  pipe.  Except  in  cases  where  an  injector  is  used, 
the  point  selected  should  be  as  near  as  practicable  to  the  boiler.  Where  an 
injector  is  employed,  and  the  water  is  weighed  or  measured  before  it  is  sup- 
plied thereto,  the  well  should  be  placed  on  the  suction  side  of  the  injector, 
and  the  injector  should  receive  steam  through  a  short  covered  pipe  connected 
directly  to  the  boiler  under  test.  If  the  steam  is  taken  from  some  other 
source  and  it  is  of  difPerent  pressure  and  different  quality  from  that  of  the 
boiler  under  test,  correction  should  be  made  for  such  difference,  and  espedallj 
for  any  excessive  moisture  thus  introduced  into  the  feedwater.  When  the 
temperature  of  the  water  changes  between  the  injector  and  boiler,  as  by  the 
use  of  a  heater  or  by  excessive  radiation,  the  temperature  at  which  the  water 
not  only  enters  and  leaves  the  injector,  but  that  also  at  which  it  enters  the 
boiler,  should  all  be  taken.  In  that  case,  the  weight  to  be  used  is  that  of  tiie 
water  leaving  the  injector,  computed  from  the  heat  units,  if  not  directly 
measured,  and  the  temperature,  that  of  the  water  entering  the  boiler.  The 
weight  of  condensed  steam  to  be  added  to  the  weight  of  water  entering  the 
injector,  to  obtain  that  leaving  the  injector,  may  be  computed  approximate j 
by  multiplying  the  weight  entering  by  the  proportion 

h    =  heat  units  per  lb.  of  water  entering  injector. 
h    =  heat  units  per  lb.  of  steam  entering  injector. 


in  which 


h    =  heat  units  per  lb.  of  water  leaving  injector. 

333  The  location  of  the  steam  calorimeter  and  steam  thermometer  should 
be  as  close  to  the  boiler  as  possible,  keeping  in  mind  the  directions  given  in 
H  28  to  31. 

334  Draft  gages  should  be  attached  to  each  boiler  between  the  hand 
damper  and  the  boiler,  and  as  near  the  damper  as  practicable.  In  the  case 
of  a  plant  containing  a  number  of  boilers,  a  gage  should  also  be  attached 
to  the  main  flue  between  the  regulating  damper  and  the  boiler  plant.  It  is 
desirable  also  to  have  gages  connected  to  the  furnace  or  furnaces  of  the 
boilers,  and  in  cases  of  forced  blast,  to  the  ashpits  and  blower  ducts.  If 
there  is  an  economizer  in  the  flue  a  gage  should  be  connected  to  the  fine  at 
each  end  of  this  apparatus.  The  same  draft  gage  may  be  used  for  all  the 
points  noted,  provided  suitable  pipes  are  run  from  the  gage  to  each,  arranged 
so  as  to  be  readily  connected  to  either  point  at  will. 

335  The  flue  thermometer  should  be  located  where  it  will  show  the  average 
temperature  of  the  whole  body  of  gas.  For  an  extremely  large  flue  the  ther- 
mometer may  be  placed  in  an  oil  pot  of  small  diameter,  which  is  suspended 
in  the  flue,  and  the  thermometer  lifted  partially  out  of  the  oil  when  the  tem- 
perature is  read. 

336  The  sample  for  flue  gas  analysis  should  be  taken  as  noted  in  1  33. 
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APPENDIX  NO.  25 

DETERMINATION  OF  HEAT  CONSUMPTION  OF  STEAM   PLANT 

337  The  measurement  of  the  heat  consumption  used  in  the  calculations 
for  a  plant  test  requires  the  measurement  of  each  supply  of  f eedwater  to  the 
boiler — that  is,  the  water  supplied  by  the  main  feed  pump,  that  supplied  by 
auxiliary  pumps,  such  as  jacket  water,  water  from  separators,  drips,  etc,  and 
water  supplied  by  gravity  or  other  means;  also  the  determination  of  the  tem- 
perature of  the  water  supplied  from  each  source,  together  with  the  pressure 
and  quality  of  the  steam. 

338  The  temperatures  should  be  those  applying  to  the  working  conditions. 
It  frequently  happens  that  the  measurement  of  the  water  requires  a  change 
in  the  usual  temperature  of  supply.  For  example,  where  the  main  supply  is 
ordinarily  drawn  from  a  hot-well  in  which  the  temperature  is,  say  100  deg. 
fahr.,  it  may  be  necessary,  owing  to  the  low  level  of  the  well,  to  take  the 
supply  from  some  source  under  a  pressure  or  head  sufficient  to  fill  the  weigh- 
ing tanks  used,  and  this  supply  may  have  a  temperature  much  below  that  of 
the  hot-well,  possibly  as  low  as  40  deg.  fahr.  The  temperature  to  be  used  is 
not  the  temperature  of  the  water  as  weighed  in  this  case,  but  that  of  the 
working  temperature  of  the  hot-welL  The  working  temperature  in  cases  like 
this  must  be  determined  by  a  special  test,  and  included  in  the  log  sheets. 

In  determining  the  working  temperatures,  the  preliminary  or  subsequent  test  should  be  con- 
tinued a  sufficient  time  to  obtain  uniform  indications,  and  such  as  may  be  judged  to  be  an 
average  for  the  working  conditions.  In  this  test  it  is  neeeasary  to  have  some  guide  as  to 
the  quantity  of  work  being  done,  and  for  this  reason  the  power  developed  by  the  engine 
should  be  determined  by  obtaining  a  full  set  of  diagrams  at  suitable  intervals  during  the 
progress  of  the  trial,  and  in  a  turbo-generator  the  ou^ut  of  the  generator  should  be  ob- 
served. Observations  should  also  be  made  of  the  gages  connected  with  the  plant  and  of 
the  water  levels  in  the  boilers,  the  latter  being  maintained  at  a  imiform  point  so  as  to  be 
sure  that  the  rate  of  feeding  dxiring  the  test  is  not  sensibly  diifferent  from  that  of  the  main 
test 

When  the  feedwater  is  all  supplied  by  one  feeding  apparatus,  the  temperature  to  be 
found  is  that  of  the  water  in  the  feed  pipe  near  the  point  where  it  enters  the  boiler.  If  the 
water  is  fed  by  an  injector  this  temperatiire  is  to  be  corrected  for  the  heat  added  to  the 
water  by  the  injector,  and  for  this  purpKMC  the  temperatures  of  the  water  entering  and 
of  that  leaving  the  injector  are  both  observed.  If  the  water  does  not  pass  through  a  heater 
on  its  way  to  the  boiler  (that  is,  that  form  of  heater  which  depends  upon  the  rejected  heat 
of  the  engine  or  turbine,  such  as  that  contained  in  the  exhaust  steam  either  of  the  main 
cylinders  or  turbine  or  of  the  auxiliary  pimips)  it  is  sufficient,  for  practical  purposes,  to 
take  the  temperature  of  the  water  at  the  source  of  supply,  whether  the  feeding  instrument 
is  a  pump  or  an  injector. 

When  there  are  two  independent  sources  of  feedwater  supply,  one  the  main  supply 
from  the  hot-well,  or  from  some  other  source,  and  the  other  an  auxiliary  supply  derived 
say  from  the  water  condensed  in  the  jackets  of  the  main  engine  and  in  the  live-steam  re- 
heater  if  one  be  used,  they  are  to  be  treated  independently.  The  remarks  already  made 
apply  to  the  first,  or  main,  supply  The  temperature  of  the  auxiliary  supply,  ^if  carried 
by  an  independent  pipe  either  direct  to  the  boiler  or  to  the  main  feed  pipe  near  the  boiler, 
is  to  be  taken  at  a  convenient  point  in  the  independent  pipe. 

When  a  separator  is  used  in  the  main  steam  pipe,  arranged  so  as  to  discharge  the  en- 
trained water  back  into  the  boiler  by  gravity,  no  accoimt  need  be  made  of  the  temperature 
of  the  water  thus  returned.  Should  it  discharge  either  into  the  atmosphere  to  waste,  to 
the  hot-well,  or  to  the  jacket  tank,  its  temperature  is  to  be  determined  at  the  point  where 
the  water  leaves  the  separator  before  its  pressure  is  reduced 
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When  a  separator  is  used,  and  it  drains  by  gravity  into  the  jacket  tank,  this  tank  beinc 
subjected  to  boiler  pressure,  the  temperatures  of  the  separator  water  and  jacket  water  ars 
each  to  be  talcen  before  their  entrance  to  the  tank. 

339  The  heat  to  be  determined  is  that  used  by  the  entire  engine  or  turbine 
equipment,  embracing  the  main  cylinders  or  turbine  and  all  auxiliary  cylinders 
and  mechanism  concerned  in  the  operation  of  the  engine,  including  the  air 
pump,  circulating  pimip,  and  feed  pumps,  also  the  jacket  and  reheater  when 
these  are  used. 
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Fio.  20    Actual  Diagram  Begeiysr  Engine 

340  The  steam  pressure  and  the  quality  of  the  steam  are  to  be  taken  at 
some  point  conveniently  near  the  throttle  valve.  The  quantity  of  steam  used 
by  the  calorimeter  must  be  determined  and  properly  allowed  for. 

APPENDIX  NO.  26 
THE  COMBINED  DIAGRAM 


341  The  Combined  Diagram  is  a  hypothetical  figure,  which  in  its  essential 
features  represents  an  indicator  diagram  which  would  be  obtained  if  the 
whole  process  of  admission,  expansion  and  exhaust  occurred  in  one  cylinder, 
viz.,  the  low-pressure  cylinder.  It  is  a  diagram  from  which  the  pressure  of 
the  steam  at  any  point  in  the  stroke  of  either  cylinder,  and  the  volume  of 
that  steam  can  be  measured  from  one  diagram,  in  the  same  manner  that  it 
can  be  measured  in  the  case  of  a  single  cylinder  engine  from  the  actual  indi- 
cator diagram. 
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The  general  method  of  laying  out  a  combined  diagram  is  shown  clearly  in  Figs.  20  to  23*.  the 
first  of  which  refers  to  a  Corliss  compound  engine  (receiver  type)  in  which  the  cylinder 
ratio  is  3.72,  and  the  clearances  4  per  cent  and  8  per  cent,  respectively;  and  the  second  to 
a  Westinghouse  compound  engine  (Woolf  t>'pe),  in  which  the  cylinder  ratio  is  2.72,  and  the 
clearances,  33  per  cent  and  9  per  cent,  respectively. 

APPENDIX  NO.  27 

DIAGRAM  FACTOR 

342  The  diagram  factor  is  the  proportion  borne  bj  the  mean  effective 
pressure  measured  from  the  actual  diagram  to  that  of  a  hypothetical  diagram 
which  represents  the  maximum  power  obtainable  from  the  steam  accounted  for 
by  the  actual  diagram  at  the  point  of  cut-off;  assuming  first  that  the  engine 
has  no  clearance;  second,  that  there  are  no  losses  through  wire-drawing  the 
steam  either  during  admission  or  release;  third,  that  the  expansion  line  is  a 
hyperbolic  curve;  and,  fourth,  that  the  initial  pressure  is  that  of  the  boiler, 
and  the  back  pressure  that  of  the  atmosphere  for  a  non-condensing  engine, 
and  of  the  condenser  for  a  condensing  engine. 

The  method  of  determining  the  diagram  factor  is  illustrated  in  Figs.  24  to  27*.  which  apply 
to  a  simple  non-condensing  engine,  a  simple  condensing  engine,  and  a  compound  condensing 
engine.  In  Fig.  24  RS  represents  the  volume  of  steam  at  boiler  pressure  admitted  to  the 
cylinder,  PR  and  OS  being  hyperbolic  curves  drawn  through  the  compression  and  cut-oB 
points  respectively.  In  Fig.  25  the  factor  is  the  proportion  borne  by  the  area  of  the  actual 
diagram  to  that  of  the  diagram  6NHSK.  In  Fig.  26  the  factor  is  the  proportion  borne  to 
the  area  of  the  diagram  CNHSK.  In  Fig.  27  the  factor  is  the  proportion  borne  by  the  area 
of  the  two  combined  diagrams  to  the  area  CNHSK.  In  Fig.  25  where  the  diagram  is  the 
same  as  in  Fig.  24  the  distance  CN  is  laid  off  equal  to  RS  shown  in  Fig.  24,  and  the  curve 
NH  is  a  hyperbola  referred  to  the  sero  lines  CM  and  MJ.  In  Fig.  26  the  distance  CN  is 
found  in  a  similar  way.  In  Fig.  27  the  distance  CN  for  the  high-pressure  cylinder  is  found 
in  the  same  manner  as  in  the  ease  of  a  simple  engine.  The  mean  effective  pressure  of  the 
ideal  diagram  can  readily  be  obtained  from  the  formula 

p 

—  (1  -f-hyperbolic  logarithm  R) — p 

R 

where 

P  *  absolute  pressure  of  steam  in  boiler 

^'CN 

p  ■■pressure  of  atmosphere  or  that  in  condenser 

APPENDIX  NO.  28 

HEAT  CONSUMPTION  OF  IDEAL  ENGINE  OR  TURBINE 
CONFORMING  TO  RANKINE  CYCLE 

343  In  an  engine  working  according  to  the  Bankine  cycle,  steam  is  ad- 
mitted at  constant  pressure,  expanded  adiabaticallj  to  the  back  pressure,  and 
exhausted  at  that  pressure.  The  engine  has  no  clearance  and  there  are  no  heat 
losses,  or  losses  from  friction,  imperfect  expansion,  or  otherwise,  all  the  en- 

*  Reproduced  from  Trans.  Am.  Soc.   M.  E.,  vol.  24,  pp.  746,  748,  753,  754.  figs.  123«126, 
130-133. 
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Fio.  24    Diagram  Factor  Nbt  Volumx 
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ergy  taken  from  the  steam  being  converted  into  work.  The  heat  consumptioxi 
per  lb.  of  steam  in  such  an  engine  is  the  difference  between  the  total  heat  per 
lb.  of  the  entering  steam  and  that  of  1  lb.  of  water  at  the  temperature  of  the 
exhaust  steam.  The  heat  utilized  bj  such  an  engine  per  lb.  of  steam  is  the 
difference  between  the  total  heat  per  lb.  of  the  entering  steam  and  that  of  the 
exhaust  steam  (or  mixed  steam  and  water) ,  both  being  taken  with  the  same 
entropy.  The  calculation  can  be  most  readily  made  by  reference  to  the  ''total 
heat-entropy  diagram"  devised  by  Mollier,  given  in  the  volume  of  "Steam 
Tables  and  Diagrams"  by  Marks  &  Davis,  and  in  Meyer's  *' Steam  Turbine." 

344  In  using  the  heat-entropy  diagram  for  this  purpose,  find  the  heat 
units  per  lb.  of  steam  at  the  observed  initial  pressure  and  temperature,  and 
note  the  entropy  of  the  steam.  Find  also  the  heat  units  per  lb.  of  steam 
(or  mixed  steam  and  water)  of  the  same  entropy  at  the  observed  back  pres- 
sure. The  difference  between  the  two  is  the  heat  utilized  by  the  ideal  engine 
per  lb.  of  steam. 

345  The  same  result  may  be  found  without  the  aid  of  the  diagram  by 
taking  the  difference  in  the  heat  units  per  lb.  of  steam  at  the  higher  pressure 
(saturated  or  superheated  as  the  case  may  be)  and  per  lb.  of  saturated  steam 
at  the  lower  pressure,  and  adding  thereto  the  product  of  the  absolute  tempera- 
ture at  the  lower  pressure  by  the  difference  of  entropy  at  the  two  pressures. 

346  Divide  2546.5  by  the  B.t.u.  utilized  in  the  ideal  engine  per  lb.  of 
steam  (If  343)  and  the  quotient  is  the  number  of  lb.  of  steam  it  consumes  per 
h.p-hr.  Multiply  this  quotient  by  the  difference  between  the  total  heat  per  lb. 
of  steam  supplied  and  the  total  heat  in  a  lb.  of  water  at  the  temperatuire  of 
the  exhaust  and  the  product  is  the  total  heat  consiunption  of  the  ideal  engine 
per  h.p-hr. 

347  The  formula  for  the  efficiency  of  the  Rankine  cycle  is 

H,-h 

in  which 

//s  =  total  heat  of  1  lb.  steani  at  the  thiottle 

//o=total  heat  of  1  lb.  steam  at  the  exhaust 

7^2  =  absolute  temperature  of  the  exhaust 

iV,  =  entropy  of  1  lb.  steam  at  the  throttle 

A'o=entropy  of  1  lb.  steam  at  the  exhaust 

h    =heat  of  1  lb.  of  feed  water  at  tlie  temperature  of  tlie  exhaust 

APPENDIX  NO.  29 

LEAKAGE  TEST  OF  INSIDE  PLUNGER  PUMP 

348  The  leakage  of  an  inside  plunger  is  most  satisfactorily  determined 
by  making  the  test  with  the  cylinder  head  removed.  A  wide  board  or  plank 
may  be  temporarily  bolted  to  the  lower  part  of  the  end  of  the  cylinder,  so 
as  to  hold  back  the  water  in  the  manner  of  a  dam,  and  an  opening  made 
in  the  tcm])orary  head  thus  provided  for  the  reception  of  an  overflow  pipe. 
The  plunger  is  blocked  at  some  intermediate  point  in  the  stroke  (or,  if  this 
position  is  not  practicable,  at  the  end  of  the  stroke),  and  the  water  from  the 
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force  main  is  admitted  at  full  pressure  behind  it.    The  leakage  escapes  through 
the  overflow  pipe,  and  it  is  collected  in  barrels  and  measured. 

349  Should  the  escape  of  the  water  into  the  engine  room  be  objectionable, 
a  spout  may  be  constructed  to  carry  it  out  of  the  building.  Where  the  leak- 
age is  too  great  to  be  readily  measured  in  barrels,  or  where  other  objections 
arise,  resort  may  be  had  to  weir  or  orifice  measurement,  the  weir  or  orifice 
taking  the  place  of  the  overflow  pipe  in  the  wooden  head.  The  test  should  be 
made,  if  possible,  with  the  plunger  in  various  positions. 

350  In  a  case  where  it  is  difficult  to  remove  the  cylinder  head,  it  may  be 
desirable  to  take  the  leakage  from  one  of  the  openings  provided  for  the  in- 
spection of  the  suction  valves,  the  head  remaining  in  place. 

351  It  is  here  assumed  that  there  is  a  practical  absence  of  valve  leakage, 
a  condition  of  things  which  ought  to  be  attained  in  all  well-constructed  pumps. 
Examination  for  such  leakage  should  be  made  first  of  all,  and  if  it  occurs 
and  it  is  found  to  be  due  to  disordered  valves,  it  should  be  remedied  before 
making  the  plunger  test.  Leakage  of  the  discharge  valves  will  be  shown  by 
water  passing  down  into  the  empty  cylinder  at  either  end  when  they  are  under 
pressure.  Leakage  of  the  suction  valves  will  be  shown  by  the  disappearance 
of  water  which  covers  them. 

352  If  valve  leakage  is  found  which  cannot  be  remedied,  the  quantity  of 
water  thus  lost  should  also  be  tested.  The  determination  of  the  quantity  which 
leaks  through  the  suction  valves,  where  there  is  no  gate  in  the  suction  pipe, 
must  be  made  by  indirect  means.  One  method  is  to  measure  the  amount  of 
water  required  to  maintain  a  certain  pressure  in  the  pump  cylinder  when  this 
is  introduced  through  a  pipe  temporarily  erected,  no  water  being  allowed  to 
enter  through  the  discharge  valves  of  the  pump. 

APPENDIX  NO.  30 

LOCOMOTIVE  TESTING  STATIONS 

353  The  laboratory  test  described  in  the  Locomotive  Ck>de  cannot  readily  be 
made  unless  a  testing  station  is  available  where  the  locomotive  may  be  sent, 
and  where  this  work  may  be  carried  on.  Such  a  station  is  too  expensive  to 
be  constructed  for  the  purpose  of  ascertaining  the  performance  of  an  indi- 
vidual locomotive.  How  to  arrange  and  install  a  laboratory  testing  plant  seems 
therefore  a  matter  for  independent  consideration. 

354  A  number  of  imiversities  have  these  plants  in  use  or  in  process  of 
instaUation,  a  notable  instance  being  the  Purdue  University,  which  was  the 
first  to  inaugurate  the  laboratory  test. 

355  The  most  elaborate  work  that  has  recently  been  done  in  the  laboratory 
testing  line  is  that  which  was  carried  on  in  1904  by  the  Pennsylvania  Railroad 
Company  at  the  Louisiana  Purchase  Exposition,  St.  Louis.  A  full  description 
of  the  plant  there  installed,  and  of  the  tests  made  upon  it,  may  be  found  in 
a  volume  published  in  1905  by  that  company,  entitled  '*  Locomotive  Tests 
and  Exhibits."  A  study  of  this  book  is  commended  to  any  who  require  de- 
tailed information  regarding  the  design,  construction,  and  operation  of  labora- 
tory testing  apparatus.  The  plant  and  tests  referred  to  were  planned  under  the 
counsel  of  an  advisory  board,  three  of  whom  were  members  of  the  Society. 
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APPENDIX  NO.  31 

LOCATION  OF  APPARATUS  AND  INSTRUMENTS  FOR  LOCOMOTIVE 

TESTS 

366  The  location  of  apparatus  and  instruments  in  a  laboratory  test  does  not 
need  to  conform  to  restrictions  of  space  such  as  pertain  to  road  tests,  and 
substantially  the  same  considerations  applp  in  that  case  as  in  the  ordinary 
stationary  steam  plant.  Beference  may  therefore  be  made  to  the  Boiler  and 
Engine  Codes  for  any  needed  instructions  in  this  matter. 

357  As  to  the  locations  and  requirements  for  road  tests,  the  following 
directions  should  be  observed: 

.  (a)  The  water  meter  should  be  attached  to  the  suction  pipe  of  the  injector 
at  a  point  where  it  can  be  conveniently  read  when  the  train  is  in 
motion.  A  check  valve  should  be  provided  to  prevent  hot  water 
backing  through  it  when  starting  and  stopping  the  injector,  as  also 
a  strainer. 
(h)  The  indicator  driving  rig  should  be  some  fonp  of  pantograph  motion, 
with  a  light  tube  transmitting  the  reduced  motion  to  a  point  near 
the  indicator.  Lack  of  room  and  facility  of  operation  make  it  de- 
sirable to  use  a  single  indicator  for  each  cylinder,  connected  to  the 
two  ends  by  a  three-way  cock.  It  is  best  to  carry  the  pipes  to  the 
side  of  the  cylinder  rather  than  the  heads,  and  provide  a  branch 
leading  to  the  steam  chest,  sharp  bends  being  avoided,  and  the  out- 
side protected  from  radiation.  Absolute  rigidity  of  the  indicator 
cock  is  essential,  and  it  should  be  obtained  by  clamping  it  securely 
to  the  cylinder, 
(o)  A  special  steam  gage  should  be  employed  which  can  be  read  by  the 
observer  stationed  in  the  pilot  box  at  the  front  end. 

(d)  A  rod  should  be  attached  to  the  reverse  lever  and  carried  forward  to 

the  pilot  box,  where  a  scale  is  provided  to  show  its  position.  A 
rod  should  likewise  be  connected  to  the  throttle-valve  lever  for  the 
same  purpose. 

(e)  The  draft  gage  may  be  a  simple  U-tube  containing  water,  and  it  should 

be  connected  to  both  front  and  back  of  the  diaphragm  at  the  centre 
of  the  smoke  box  and  to  the  ash  pan. 
(/)     The  flue  thermometer  or  pyrometer  should  be  inserted  so  that  the  bulb 
occupies  a  position  midway  between  the  table  plate  and  bottom  of 
smoke  arch. 

APPENDIX  NO.  32 

FURNACE  EFFICIENCY 

358 .  Attempts  have  been  made  to  separate  the  combined  efficiency  of  boiler, 
furnace,  and  grate  into  two  parts,  viz.,  efficiency  due  to  boiler  alone,  and 
efficiency  due  to  furnace  (including  grate),  but  there  is  no  agreement  as  to 
the  exact  line  of  demarcation  to  be  used  in  separating  one  from  the  other.  The 
following  paragraphs  (359-365)  show  the  impossibility  of  making  an  exact 
separation. 
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369  The  heat  losses  chargeable  to  the  fumaee  aloxie  are  elearlj  those 
designated  a,  h,  o,  and  d  in  the  following  list: 

(a)     Loss   due  to   unburned  solid   fnel   dropping  through   the   grates  or 

withdrawn  from  the  furnace,  including  the  solid  combustible  matter 

in  the  cinders,  sparks,  flue  dust,  etc. 
(h)     Loss  due  to  the  production  of  CO  instead  of  GO  • 

(c)  Loss  due  to  escape  of  unburned  volatile  hydrocarbons. 

(d)  Loss  due  to  the  combination  of  carbon  and  moisture  and  production 

of  hydrogen  (by  the  reaction  0  +  H^O  =  CO  +  2H)  when  fresh 
moist  coal  is  thrown  on  a  bed  of  white  hot  coke. 

360  The  remaining  heat  losses,  which  are  those  due  to  heat  carried  away 
by  the  air  and  moisture  in  the  escaping  gases,  loss  from  radiation,  and  lossee 
unaccounted  for,  may  be  divided  as  given  below  in  Items  e  to  j, 

(e)  Moisture  losses;  embracing  evaporation  of  moisture  and  heating 

of  st«am  thus  formed  to  Tp  (Tp»  temperature  corresponding  to 
boiler  pressure). 

(1)  Moisture  in  coal 

(2)  Moisture  in  air 

(3)  Moisture  due  to  burning  hydrogen  in  the  fuel 

(f)  Moisture  losses  consisting  in  the  further  heating  of  steam  of 

Item  360a    from  Tp  to  Tg  (Tg = temperature  of  escaping  gases). 

8 

( 1 )  Moisture  in  ooa  1 

(2)  Moisture  in  air 

(3)  Moisture  due  to  H 

(g)  Theoretical  air  supply  losses 

(1)  Heated  to  Tp 

(2)  Heated  from  Tp  to  Tg 
(h)     Excess  air  supply  losses 

.   (1)     Heated  to  Tj> 
(2)     Heated  from  Tp  to  Tg 
(t)      Radiation 

(1)  Due  to  furnace 

(2)  Due  to  boiler 

(j)      Unaccounted  for  losses 

(1)  Due  to  furnace 

(2)  Due  to  boiler 

361  It  has  been  suggested  that  these  losses  be  grouped  and  apportioned 
as  follows: 

U  =  unavoidable  losses = e,  +e%  -|-«i  -{-Qi 
F  =»  furnace  losses  =  a -\-b -fc -\-d H-ii  H-ji 

B- boiler  losses  =/i-|-/j+/»+^s-|-/ii+^+ia+i2 

The  efficiencies  based  on  this  apportionment  of  the  losses  may  be  expressed  as 
follows : 

(1)     Maximum   theoretical   efficiency  based   on  utilizing  all   the  ,. 

heat  excepting  unavoidable  losses  := 

100 
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(2)  Furnace  and  grate  efficiency  baaed  on  heat  available 

after  deducting  unavoidable  losses  ^ ^ — ^t_J 

100— t/ 

(3)  Boiler  efficiency  based  on  heat  available  after  de- 

ducting   unavoidable    losses    and    those    due    to      inn^/^r;     k'     » 

furnace  and  grate  = — ^    — 

100— (C/+F) 

(4)  Efficiency  of  boiler,  furnace  and  grate,  based  on 

total  heat  of  combustion  of   fuel   [Product  of       mri     m  ji  x?  ,  i?\ 
(1),  (2)  and  (3)]  JOO-(U+F+B) 

362  These  formulae  do  not,  however,  furnish  a  method  of  determining 
the  true  individual  efficiencies  desired,  because  it  is  impossible  to  determine 
Item  d,  and  impracticable  to  obtain  Item  c  with  the  gas-testing  appliances 
ordinarily  available.  It  is  impossible  also  to  separate  the  losses  t  and  j 
attributed  to  the  furnace,  from  the  boiler  losses  alone  due  to  radiation  and 
those  unaccounted  for. 

363  Another  suggestion  is  to  transfer  the  excess  air  loss  h  to  the  group 
of  furnace  losses  F;  but  this  makes  the  matter  even  worse,  inasmuch  as  the 
furnace  efficiency  is  then  dependent  on  the  steam  pressure  in  the  boiler,  which 
is  a  matter  foreign  to  any  furnace  condition.  It  farther  assumes  that  the 
flue  gases  cannot  be  cooled  below  the  temperature  due  to  the  pressure,  which 
although  true  for  manj  types  of  boiler,  is  not  true  in  cases  where  the  contra- 
flow principle  is  used. 

364  A  third  method  suggested  is  to  include  among  the  boiler  losses  all 
those  which  have  been  classed  above  as  unavoidable.  By  this  method  the 
furnace  efficiency  is 


100— F 
100 


and  the  boiler  efficiency 


100— (U+B-^F) 


100— F 


365  If  it  is  desired  to  divide  the  combined  efficiency  between  boiler  and 
furnace  in  some  such  manner  as  those  suggested,  the  method  of  division  em- 
ployed should  be  clearly  stated. 

366  In  the  case  of  stoker-fired  boilers  requiring  efficiency  g^uarantees, 
such  guarantees  may  be  made  conditional  on  the  stoker  burning  the  necessary 
amount  of  a  specified  coal  and  maintaining  not  less  than  a  specified  percent- 
age of  carbon  dioxide  in  the  gases  leaving  the  furnace,  and  not  more  than 
specified  percentages  of  carbon  monoxide  in  the  gases  and  combustible  in  the 
aslies.  For  example,  the  specified  percentages  might  be  an  average  of  13 
per  cent  CO  and  0.2  per  cent  CO  in  the  gases,  and  25  per  cent  combustible 
in  the  ash. 
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(a) 


(6) 


(c) 


APPENDIX  NO.  33 

CALCULATION  OF  HEAT  BALANCE  FOR  BOILER  TEST 

367     Data:     Semi-bituminoiis  coal,  2  per  cent  moisture,  8  per  cent  ash, 

90  per  cent  combustible,  82  per  cent  G,  4  per  cent  H,  3 
per  cent  O,  1  per  cent  N. 

B.t.u.  per  lb.  combustible  15,800;  per  lb.  coal  as  fired,  14,220. 

Ash  and  refuse  by  boiler  test,  13  per  cent,  referred  to  coal 
as  fired.  The  13  per  cent  ash  and  refuse  is  assumed  to 
contain  the  8  per  cent  of  ash  shown  by  the  analysis  and  5 
per   cent   of   combustible. 

Efficiency  of  boiler,  furnace,  and  grate,  based  on  coal  as 
fired,  70  per  cent. 

The  gas  analysis  shows  that  20  lb.  of  air  is  supplied  per  lb. 
of  C  burned;  and  that  0.05  lb.  of  the  carbon  burned  was 
burned  to  CO. 

The  air  is  supplied  at  92  deg.  fahr.,  and  contains  0.02  lb.  of 
water  vapor  per  lb.  of  dry  air  (60  per  cent  relative  humid- 
ity).    Flue  gas  temperature  592  deg.  fahr. 

Water  from  and  at  212  deg.  per  lb.  coal  as  fired  10.258;  per 
lb.  of  dry  coal,  10.467 ;  per  lb.  of  combustible,  12.068. 


Referred  to 


id) 


(0 


if) 

io) 


ih) 


Heat  absorbed  by  the  boiler 
(Item  39.  40  or  41  X970.4) 

Ix>88  due  to  evaporation  of  mois- 
ture in  coal,  0.02X(212— 92) 
+970+0.47  (592—212) 

Loss  due  to  heat  carried  away  by 
steam  formed  by  the  bunnng  of 
hydrogen.  0.04X9X[(120  + 
970+  (0.47X380)1    

Loss  due  to  heat  carried  away  in 
the  dry  flue  gases,  21  lb.  per  lb. 
C.  21  X0.77  X500  X0.24 

Loss  due  to  carbon  monoxide 
0.05X0.77X10.150 

Ix>88  due  to  combustible  in  ash 
and  refuse.  0.05  X  14.600 

Ix)88  due  to  heating  moisture  in 
air,  0.02X20X0.77X500X0.47 

Ix>ss  due  to  unconsumed  hy- 
drogen and  hydrocarbons,  to 
radiation,  and  unaccounted  for. 


(»■)      Total  calorific  value  of  1  lb.  of 
coal  as  fired.  dr>'  coal,  or  com- 
bustible Items  42  and  43  and 
footnote) 14.220 


Coal 

Combustible 

B.t.u. 

B.t.u. 

B.t.u. 

per  lb. 

per  lb. 

Per 

per  lb. 

Per 

of  coal 

dr>' 

cent 

combus- 

cent 

as  tired 

coal 

tible 

9.954 

10,167 

70 

11,711 

74.1 

25 

1 

26 

0.2 

29 

0.2 

1          457 

466 

3.2 

538 

3.4 

1940 

1979 

13.7 

2.282 

14.4 

391 

399 

2.7 

460 

2.9 

730 

1 

746 

5.2 

•    •   •    • 

•    •   •   • 

72 

1 

74 

0.6 

86 

0.5 

651 

664 

4.5 

604 

4.5 

14.220 

14,510 

100.0 

15.800 

100.0 

The  items  are  designatec]  by  the  same  numbers  as  In  Table  7,  Boiler  Code. 
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368  If  the  fuel  lost  in  aeh  and  refuse  is  not  the  combustible  of  the  orig- 
inal coal,  but  coke  or  carbon  of  a  heating  value  of  14,600  B.t.u.  per  lb.,  then 
the  heat  loss  due  to  it  is  0.05  X  14,600  =  730  instead  of  790  B.t.a.  The 
heating  value  per  lb.  of  combustible  burned  would  then  be  (14,220  —  730) 
_^  0.85  =  15,870  instead  of  15,800.  The  percentage  figures  in  the  last  column 
would  be  changed  accordingly,  and  the  efficiency  of  the  boiler  and  furnace 
would  be  (11,711  -i.  15,870)  =  73.8+  per  cent  instead  of  74.1  per  cent. 

369  In  this  table  the  calculations  expressed  in  the  test  (excepting  Item 
a)  refer  to  the  quantities  given  in  the  first  column,  which  are  based  on  coal 
as  fired.  The  quantities  in  the  second  column,  which  are  based  on  dry  coal, 
are  obtained  from  those  in  the  first  column  by  dividing  each  one  by 


100—2 
100 


0.98 


APPENDIX  NO.  34 

EXAMPLE  FOR  CALCULATING  STEAM  ACCOUNTED  FOR  BY 
•INDICATOR  IN  TRIPLE  EXPANSION  ENGINE 

Calculations  Made  for  Cut-off  Points 

370    Data  :     Cylinder  Batios  1  to  2.94  to  6.5. 

Proportion  of  Clearance  each  cylinder  (E)  0.025 


Int.  P. 


L.  P. 


Which  cylinder  H.P. 

(1)  Pressure  at  point  near  cut-off  above  zero 

lb.  per  sq.   in.      145.2 

(2)  Weight  of  one  cu.  ft.  of  saturated  steam 

at  cut-off  pressure  noted  (Wc) lb.         0.3217 

(3)  Pressure    at    point    near   compression    above 

zero     lb.       46. 8 

(4)  Weight  of  one  cu.  ft.  of  saturated  steam  at 

compression   pressure    noted    (TTh) .  . .  .lb.;        0.1105 

(5)  Proportion    of    direct    stroke    completed    at' 

cut-off  point    (C) I        0.346 

(6)  Proportion     of    return     stroke     uncompleted: 

(fl)     0.006 

(7)  M.e.p lb.  per  sq.  in.!      fiO.56 


371     The  combined  m.e.p.  referred  to  the  H.P.  cylinder  is  60.56  -\-  (2.94  X 
13.22)    -f    (6.5   X   10.16)   =   165.47.     That  referred  to  the  intermediate  cyl 
inder  is 


38.7          1 

16.0 

0.0924     1 

0.0404 

20.7 

2.3 

0.0514     ', 

0.0066 

0.406       ' 

0.357 

0.008      i 

.0 

13.22 

10.16 

60  56  6  5 

13.22+ 2 -^-  +  10.16X  2 -94- =56.28 


That  referred  to  the  L.P.  cylinder  is 


2.94     60.56 
10. 16H-13.22Xx--'  =  :^"r  '"25.46 

6.0       6.5 
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372    Substituting  in  the  formula  given  in  ^  77g  we  have  for  the  steam 
accounted  for  at  cut-off  per  i.h.p-hr.  in  the  various  cylinders  the  following: 

H.P.  Cyl.  =  -^-^[(0.346+0.025)  X 0.32 17— (0.006+0.025)  X0.1105l=9.63 
65.4/ 


IntermediateCyl. 


13,750 
56.28 


[(0.406+0.C25)  X0.0924-(0.008+0.026)X0.0514]  =9.32 


L.P.  Cyl. 


13,750 
25.46 


[(0.357+0.025)  X0.0404— (0.025X0.0066)1  =8.24 


APPENDIX  NO.  35 


EXAMPLE  OF  HEAT  BALANCE  FOR  STEAM  POWER  PLANT  TEST 


373    Data  : 


Boiler  pressure    120 

Water  per  lb.  coal  as  fired 

Water  per  i.h.p-hr 

Coal  as  fired  per  i.h.p-hr 

Temperature  of  water  entering  economizer 

Temperature  of  water  leaving  economizer 

Temperature  of  gases  entering  economizer 

Temperature  of  gases  leaving  economizer  

Efficiency  of  boiler,  furnace,  grate  and  economizer. . 
Other  data,  same  as  Appendix  No.  33 


lb.  per  sq.  in. 

9.95      lb. 

13.0        lb. 

1.306    lb. 

165        deg. 

220        deg. 

592        deg. 

392        deg. 

74.9  perct 


(40)     Heat  unite  In  coal, 


ib) 


(c) 

(d) 
(O 

(/) 


Per  lb.  coal  , 

Per 

as  fired      ' 

cent 

14,220 

100.0 

( 50 )     Boiler  losses   

(a)     Loss  due  to  evaporation  of  moisture  in  coal  0.02 

X    (212  —  92)    +   970   +   0.47  (892  —  312); 
Loss  due  to  heat  carried  away  by  steam  formed 

by  the  burning  of  hydrogen  0.04  X  9  X   (120 

+   970   +   0.47  ;<  180) 

Loss  due   to  heat  carried  away   in   the  dry  flue: 

gases    (21    X   0.82   X  800   X   0.24) | 

Loss  due  to  carbon  monoxide  (same  asApp.  33) 
Loss  due  to  combustible  in  ash  and  refuse  (same 

as    App.    88 ) 

Loss  due  to  heating  moisture  in  air  (0.02   X  20 

X   0.82    X   806   X   0.47) 


28 


428 


0.2 


8.0 


1240 

8.7 

416 

2.9 

790 

5.5 

46 

0.8 
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Per  lb.  coal 
as  fired 
14,220 

Per 

cent 
100.0 

(0)     LoflB  due   to   uncoDsumed  hydrogen  and  hydro- 
carbons,   to    radiation,    and    unaccounted    for 
14.220  X  100  —  74.9  -r-100  —  (0+6+c+rf 
+  «-»-/) 

631 

145 
3714 

125 

130 

8026 

0 

125 

1950 

150 

4  5 

(Av     Heat  supplied  steam-driven  appliances  for  oper^ 
ating  boilers  less  that  recovered  by  heating  feed- 
water,  by  test 

1.0 

(»)     Total  boiler  losses 

26.1 

(61)     Enrine  consumption 

(a)     Radiation  from  steam  pipe  (by  test  or  calculation) . . 
(6)     Radiation  from  engine  or  turbine  (by  calculation) . . 
(c)     Heat  rejected  to  condenser 

0.9 

0.9 

56.5 

(d)  Heat  withdrawn  from  engine  receivers  or  turbine 

stagM  or  for  other  use  than  heating  feedwater. . . 

(e)  Heat  lost  by  leakage  of  steam  piping  (by  test) 

(/)     Heat  converted  into  work  (2546.6  -r-  1.306) 

(52)     Heat  in  steam  supplied  for  purposes  foreign  to  engine  or 
turbine  (by  test) 

0 

0.9 
13.7 

1.0 

Total  (same  as  Item  49) 

14.220 

100.0 

374     The  boiler  output,  10,506  (Item  49  —  Item  50t) 
may  be  divided  into 


iSOj)     Heat  imits  absorbed  by  water  in  boiler  (10.268  X  970.4) . . 
(50A;)     Heat  units  absorbed  by  water  ineconomizer (9,964  X  0.066) 


9954 
552 


375  The  quantity  representing  the  sum  of  Item  51&, 
c,  and  f  (10,106  =  71.1  per  cent)  may  be 
divided  according  to  the  steam  distribution  into 


(5 la)  Heat  consumed  by  engine  cylinders  or  turbine  alone  (in- 
cluding reheaters  or  jackets,  if  any)  i.e.,  total 
heat  supplied  to  engine  or  turbine  alone  less  heat 
recovered  therefrom  by  heating  feedwater 

(5l/t)  Heat  consumed  by  steam-driven  auxiliaries,  i.e.,  total 
heat  supplied  to  auxiliaries  less  heat  recovered 
therefrom  by  heating  feedwater 


376  The  same  quantity  may  be  divided  according  to 
the  distribution  of  work  done  by  engine  or  tur- 
bine into 


(51i)  Heat  consumed  in  supplying  power  lost  in  friction  of 
engine  or  turbine 

{51  j)  Heat  consumed  in  supplying  frictional,  electrictil,  or  other 
losses  of  power  delivered  by  engine  or  turbine  shaft.  . .  . 

(5U-)  Heat  consumed  in  supplying  useful  power  delivered  by 
engine  or  turbine,  whether  mechanical,  electrical  or 
otherwise 


70.4 
3.9 


5.0 
10.0 

56.1 
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APPENDIX  NO.  36 

METHOD  OF  DETERMINING  MEAN  EFFECTIVE  PRESSURE  (M.E.P.) 

FROM  INDICATOR  DIAGRAMS 

377  The  siinplest  and  usually  the  most  accurate  method  of  finding  the 
mean  effective  pressure  from  an  indicator  diagram  is  to  employ  a  planimeter 
and  determine  the  enclosed  area,  divide  the  area  in  square  inches  bj  the  length 
in  inches,  thus  finding  the  average  height  in  inches,  and  multiply  the  quotient 
bj  the  scale  of  the  spring.  The  manner  of  using  a  planimeter  is  described  in 
trade  catalogues  of  the  instrument. 

378  Another  method  is  to  divide  the  diagram  lengthwise  into  ten  or  more 
equal  parts,  draw  pencil  lines  at  each  point  of  division  perpendicular  to  the  at- 
mospheric line  and  crossing  the  lines  of  the  diagram,  marking  each  point  of 
intersection.  Then  lay  the  edge  of  a  long  strip  of  white  paper,  or  the  edge 
of  an  indicator  card,  on  each  line  one  after  the  other,  marking  off  the  en- 
closed differences  one  by  one  until  the  last  one  is  added.  The  total  length 
is  then  measured  using  the  scale  of  the  spring.  Divide  the  total  by  the  num- 
ber of  lines  and  the  result  is  the  approximate  m.e.p.  expressed  in  pounds  per 
square  inch. 

379  To  obtain  a  correct  result  by  the  method  above  described,  the  first 
and  last  distances  should  be  laid  off  at  the  beginning  of  the  operation  and  their 
sum  divided  by  two.  Then  the  remaining  ones  should  be  added  to  the  half 
thus  found  and  the  final  total  divided  by  the  total  number  of  spaces  (one  less 
than  the  number  of  lines).  In  case  the  diagram  is  of  such  form  that  straight 
lines  joining  the  various  points  of  division  do  not  form  an  area  which  is  equal 
as  near  as  can  be  judged  to  the  area  of  the  diagram,  as  may  happen  at  the 
ends  of  the  diagram  or  at  the  cut-off,  the  points  of  intersection  should  be  varied 
sufficiently  so  that  the  desired  equality  will  be  obtained. 

APPENDIX  NO.  37 

EXAMPLE   FOR   CALCULATING   RESULTS   OF   AIR   COMPRESSOR 

TEST 

380  Obskrved  Data: 

Item     9     Pressure  in  steam  pipe  near  throttle  by 

gage    135.3    lb.  per  sq.  in. 

JET  =  total  heat  above  32  deg.   (150  lb. 

absolute  pressure)    1193.4         B.t.u. 

Item  14     Temperature  of  steam  in  exhaust  pipe 

near  engine  or  turbine 141.5  deg. 

Absolute   temperature    corresponding   to 

Item  14,  141.5  -j-  460  = 601.5     deg.  abs. 

JET   =  total  heat  in  1  lb.  steam  at  exhaust 

pressure 1121.6         B.t.n. 

h   =  total  heat  in   1   lb.   f eedwater  at 
temp.  141.5  deg 109.4         BXv^ 
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H  —  h  =  totnl  heat  in  1  lb.  steam  above 

f eedwater  temperature 1084.0         B.t.iL 

Item  15     Temperature    of    air   in    delivery    main 

i  =  200  deg.  fahr.  -f  460  deg.  fahr.. .        660        dcg.  abe. 
(a)     Temperature  of  air  in  engine  or 
turbine  ronm   or  air  supplied  to 
machine    68    deg.    fahr.    +    460 

deg.  fahr 528        deg.  abs. 

Item  16    Pressure  in  delivery  main  by  gage  (im- 
pact pressure)   93.9  +   14.7   (P^) 108.6     lb.  per  sq.  in. 

Pressure  of  atmosphere  (P) 14.7     lb.  per  sq.  in. 

P^-^P 7.39 

Hyp.  log ^ 2.0 

Area  of  delivery  main  at  point  where  P 

and  t  are  taken 0.25        sq.  ft 

Item  25    Dry  steam  consumed  by  engine  or  tur- 
bine per  hour   5872                  lb. 

Item  30     Indicated  horsepower  of  steam  end 275                 iLp. 

»    Item  31     Gross  air  horsepower  as  indicated  in  air 

cylinders 250                 h.p. 

381      GOMPUTKD  BB8X7LT8: 

Item  32  (a)    Net  air  horsepower  as  computed  from 
Item  35a 

• 

200X108.6X144X2  _-.^ 
—                                  189.5  h.p. 

33,000  ^ 

Item  35     Compressed   air    delivered    per    min.    as 

measured    250  cu.  ft. 

(a)  Compressed  air  delivered  per  min. 
reduced  to  atmospheric  temperature 

(250  X  528  -^  660) 200  cu.  f t 

(c)  Conipressed  air  delivered  per  min. 
reduced  to  atmospheric  temperature 
and  pressure  (200  X  7.39),  (free 
air)    1478  cu.  ft 


Economy 

Item  36     Heat  units  consumed  per  i.h.p-hr.     Item 

38  (H  —  h)  =  21.35  X  1084 23,147  B.tu. 

Item  37     Heat  units  consumed  per  net  air  h.p-hr. 

Item  35c  (H  —  h)  =  30.977  X  1084.  33,579  B.tu. 

Item  38     Dry  steam  consumed  per  i.h.p-hr.     Item 

25  -^  Item  30  (5,872  _i-  275) 21.35  lb. 

Item  39    Dry  steam  consumed  per  net  air  h.p-hr. 

Item  25  -i.  Item  32  (5,872  .^  189.56).         30^8  lb. 


APPENDICES  1457 

Efitoixncy 

• 

Item  40    Thermal    efficiency    referred    to    i.h.p. 

2546.5  -—  Item  36   X   ^00) 11.0     percent 

Item  41     Thermal   efficiency   referred    to   net   air 

h.p.   (2546.5  -T-  Item  87  X  l^O) 7.6     per  cent 

Item  42    Efficiency  of  compression   (Item  32  _^ 

Item  31   X    100  =  189.5  _i_  250   X 

■ 

100)  75.8    per  cent 

(a)     Mechanical  efficiency  of  machine 

(Item  81  .^  Item  30  X  100) 91.0     per  cent 

Work  Done  pxb  Heat  Unit 

Item  43    Net  work  per  B.t.n.  (1,980,000  ^  Item 

87)    58.96        ft.lb. 

APPENDIX  38 
COAL  SAMPLING 

382  When  great  accuracy  is  desired  the  methods  of  sampling  used  by  the 
U.  8.  Bureau  of  Mines  (described  in  B.  of  M.  Technical  Paper  No.  8,  1913)  or 
of  the  joint  committee  of  the  American  Chemical  Society  and  the  American 
Society  for  Testing  Materials  (Jour.  Indust.  and  Engrg.  Ghem.,  June  1913,  Pro<*. 
A.S.T.M.,  1914)  should  be  followed.  The  Bureau  of  Mines  has  found  that 
the  results  of  determinations  of  the  calorific  value  of  coal  depend  on  the 
weight  of  the  gross  sample;  for  example,  the  differences  in  the  results  obtained 
from  numerous  samples  were  as  follows: 

DiiferenoM  B.t.u.  per  lb. 


Weight  of 

Qraei  Sample 

Ayerac^ 

Maximum 

1001b. 

251 

620 

600 

75 

244 

1000 

87 

94 

1300 

25 

56 

383  The  Bureau  recommends  that  when  prepared  by  hand  the  pieces  of 
coal  or  impurities  should  be  crushed  to  the  following  approximate  sizes  before 
each  reduction. 


Siae  to  which  coal  and 

Weight  of  Sample 

impurities    should    be 

to  be  divided 

broken  before  each 

divisioD 

1000  lb.  or  more 

1      in. 

6001b. 

Hin. 

2501b. 

Hln. 

1251b. 

Hln. 

601b. 

Mia. 
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384  A  sub-committee  of  the  joint  committee  of  the  A.  C.  S.  and  A.  S.  T.  M, 
recommends  the  following  minimum  weights  of  sample  to  be  transmitted  to  the 
laboratory : 

Si«e  of  Largest  Minimum  Woght 

Impurities  of  Sample 

H  in.  75  lb. 

H  in-  30  lb. 

H  in.  0  lb. 

Vie  to  Vs  (4-me8h^  5  lb. 

H  in.  3  to  5  lb. 

385  The  sub-committee  states  that  unless  special  crushing  and  sampling 
apparatus  is  available  much  moisture  is  lost  during  the  reduction  of  the  gross 
sample  to  the  smaller  sizes  given  above.  Coal  when  in  a  pulverized  condition 
is  exceedingly  susceptible  to  change  in  moisture.  The  general  tendency  is  loss 
of  moisture  on  dividing  to  finer  sizes.  This  may  amount  to  several  per  cent  in 
coal  that  has  not  been  previously  air  dried.  The  equilibrium  point  varies  with 
the  temperature  and  humidity. 

The  use  of  an  air  tight  grinding  apparatus  such  as  the  ball  mill  is  essential 
for  the  final  pulverization. 

386  Mr.  W.  F.  Hillebrand,  of  the  sub-committee,  states  that  it  is  needless 
to  strive  at  present  in  ordinary  work  for  a  very  high  degree  of  refinement  in  the 
determination  of  moisture.  So  sensitive  are  coals  to  humidity  changes  of  the 
air  that  it  is  only  by  chance  that  two  or  more  analysts  will  reach  the  same 
results  for  moisture  in  a  given  coal.    Allowable  variations  are  as  follows: 


^aire 

Different 

Analyst 

Analysts 

Moisture  under  6  per  cent 

0.2% 

0.3% 

Moisture  over  5  per  cent 

0.3% 

0.5% 

No.  1527 

TRIBUTES  TO  FREDERICK  W.  TAYLOR 

The  American  Society  of  Mechanical  Engineers,  as  a  tribute  to 
Mr.  Frederick  W.  Taylor,  Past-President,  Am.  Soc.  M.  E.,  at  the 
Annual  Meeting  in  December  1915  suspended  its  regular  business 
at  eleven  o'clock  for  a  period  of  one  hour,  during  which  a  Memorial 
Meeting  was  held. 

It  was  the  desire  of  the  Society,  after  receiving  the  distressing 
news  of  Mr.  Taylor's  untimely  death  on  March  21,  1915,  to  show 
honor  to  his  memory  in  some  fitting  way,  and  in  May  the  Council 
appointed  a  Committee,  for  the  purpose  of  preparing  a  memorial, 
consisting  of  four  Past-Presidents,  Henry  R.  Towne,  Chairman, 
John  R.  Freeman,  Frederick  R.  Hutton,  and  Oberlin  Smith. 

This  committee  learned  later  of  the  service  in  memory  of  Mr. 
Taylor  to  be  held  in  Philadelphia  in  October  by  the  Society  to  Pro- 
mote the  Science  of  Management.  An  account  of  this  remarkable 
service,  which  was  conducted  on  Friday,  October  22,  in  Houston 
Hall,  University  of  Pennsylvania,  at  which  many  leaders  in 
management  and  personal  friends  of  Mr.  Taylor  were  present,  was 
given  in  the  November  1915  issue  of  The  Journal. 

At  the  Annual  Meeting,  Mr.  Towne  said  it  was  the  intention  of 
his  committee  to  include  in  its  report  an  account  of  the  proceedings 
of  the  Philadelphia  service,  and  that  it  would  ask  leave  from  the 
Society  to  print  the  full  report  of  the  committee  in  Transactions 
as  a  lasting  tribute  to  Mr.  Taylor's  memory. 

Later  it  was  decided  that,  as  the  addresses  at  the  Philadelphia 
meeting  were  to  be  printed  in  full  in  a  Memorial  Volume  by  the 
Society  to  Promote  the  Science  of  Management,  and  as  certain 
speakers  at  both  meetings  were  the  same,  to  avoid  unnecessary 
duplication  they  should  be  abstracted  and  combined  with  the  ad- 
dresses at  the  Memorial  Meeting  of  this  Society. 

Mr.  Towne  gave  a  brief  but  comprehensive  resume  of  Mr. 
Taylor's  career,  and  was  followed  by  Henry  L.  Gantt,  Past  Vice- 
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President,  Am.  Soc.  M.  E.,  and  R^ar  Admiral  Caspar  F.  Goodrich, 
quotations  from  whose  addresses  are  made  further  on.  Mr.  Towne 
was  one  of  those  first  to  understand  and  appreciate  Mr.  Taylor's 
work  and  ideals,  to  which  for  years  he  lent  his  sympathetic  support. 
The  following  is  quoted  from  Mr.  Towne 's  address: 

^'Science  is  defined  sls  'knowledge  gained  by  systematic  observation,  ex- 
periment and  reasoning.'  That  is  the  Baconian  system,  and  this  was  followed 
by  Mr.  Taylor  throughout  his  whole  professional  career.  He  not  only  aimed 
to  acquire  knowledge,  but  did  acquire  it,  and  out  of  the  knowledge  so  ac- 
quired he  created  a  new  science,  and,  emphatically,  he  is  entitled  to  be  classed 
as  a  scientist  as  well  as  an  engineer.  Mr.  Taylor's  achievements  were  not  the 
result  of  sudden  impulse  or  inspiration, — they  were  the  fruition  of  years  of 
patient  investigation,  study,  toil,  experimentation  and  intense  application  of 
his  admirable  reasoning  faculties.  One  of  the  most  notable  of  his  traits  to 
all  who  have  followed  his  career  and  to  those  of  us  who  knew  him  was  the 
endless  pertinacity  with  which  he  pursued  an  object  to  which  he  had  once 
turned  his  serious  attention,  and  the  work  which  he  did  was  ever  pursued  in 
the  true  spirit  of  research. 

'Facts,  not  opinions'  is  a  motto  which  peculiarly  applies  to  the  life  and 
methods  of  Mr.  Taylor.  He  was  ever  seeking  to  get  facts,  to  understand  those 
facts  correctly,  to  analyze  them,  and  to  apply  them  to  useful  ends.  That  is 
true  throughout  the  whole  of  his  wide  range  of  work,  but  above  aU  to  his  study 
of  facts  concerning  human  nature  and  their  application  to  industrial  work 
and  management. 

True  to  the  spirit  of  the  scientist,  Mr.  Taylor  never  rushed  into  print. 
Like  Charles  Darwin,  befere  giving  the  world  the  results  of  his  studies  and 
discoveries  he  waited  long  years  to  assure  himself  of  the  facts  and  that  his 
deductions  from  them  were  sound.  He  began  his  career  at  Midvale  in  1878. 
His  first  public  utterance  on  the  subject  of  industrial  management  was  in 
1886,  and  then  only  as  a  discussion  of  a  paper  presented  by  Metcalf.  His 
first  paper  on  the  piece-work  system  was  not  presented  until  1895,  after  fifteen 
years  of  investigation  and  study,  and  his  classic  paper  on  The  Art  of  Cutting 
Metals,  presented  in  1906,  came  out  only  after  twenty  years  of  research.  He 
spoke  only  when  he  had  a  message,  and  then  always  with  absolute  modesty. 
One  could  always  feel  that  the  man  was  not  ijreaenting  himself,  but  his  topic, 
and  that  that  possessed  him,  that  he  was  trying  to  present  what  he  believed 
to  \)e  a  new  and  interesting  truth  for  the  world  to  consider. 

Mr.  Taylor's  major  publications  constitute  a  remarkable  list.  His  first  in 
1886  on  The  Relative  Value  of  Water  Gas  and  Producer  Gas  for  Open 
Hearth  Furnaces,  was  a  short  publication  of  only  eight  pages.  In  1893  came 
liis  Notes  On  Belting,  the  most  comprehensive  address  on  the  subject  the  world 
had  ever  had  up  to  that  date,  which  was  accepted  as  the  basis  for  all  further 
studies  and  investigations,  and  is  practically  the  authority  today  on  all  the 
phases  of  the  subject  to  which  it  relates.  In  1895  was  issued  his  Piece-work 
System,  the  first  paper  on  the  subject.  In  1899  he  and  Maunsel  White  wrote 
a  short  paper  of  great  interest  and  importance  on  Colors  of  Heated  Steel.    In 


TRIBUTES  TO  FREDERICK  W.   TAYLOR  1461 

1903,  he  brought  out  his  first  elaborate  paper  on  the  subject  of  Shop  Manage- 
menty  and  for  the  first  time  presented  to  the  world  what  we  now  call  conunonly 
the  ''Taylor  System".  In  1905  was  issued  his  book  on  Concrete  of  which  a 
third  edition  is  in  press  today,  and  in  1906  came  his  paper  entitled  On  the 
Art  of  Cutting  Metals,  246  pages,  which  was  epochal  in  its  significance  and 
importance,  and  finally  in  1911  his  complete  gathering  together  of  his  Facts 
and  Arguments  on  the  Subject  of  the  Principles  of  Scientific  Management, 
a  book  of  144  pages.  What  a  record  for  twenty-five  years!  How  wide  the 
range  of  subjects,  how  long  and  thorough  the  study,  and  how  complete  his 
summing  up  of  them  I 

To  whatever  he  turned  his  thoughts  and  his  hands  he  gave  concentrated 
attention,  and  in  all  cases  he  improved  where  he  did  not  wholly  originate. 
His  range  of  work  covered  many  fields  and  is  an  interesting  chapter  of  human 
experience. 

As  is  quite  generally  known,  Taylor  was,  up  to  the  time  of  his  death,  a 
great  enthusiast  on  the  game  of  golf,  and  ranked  as  a  player  above  the  average. 
His  interest  in  this  sport,  coupled  with  his  passion  for  research,  led  to  his 
making  extensive  experiments  in  the  art  of  growing  grass  for  putting  greens, 
and  this  in  turn  led  him  to  develop  some  rather  revolutionary  theories  and 
practices  in  the  cultivation  of  plants.  Ordinarily,  to  develop  a  putting  green 
requires  a  great  many  years  of  careful  cultivation,  and  to  keep  it  in  good 
condition  under  all .  the  varying  weather  conditions  is  under  ordinary  circum- 
stances almost  impossible.  The  method  developed  by  Taylor  permitted  a 
green  to  be  in  shape  for  playing  equal  to  the  condition  of  the  best  greens 
several  years  old  in  about  six  months  time,  and  almost  eliminated  the  difii- 
culties  of  keeping  it  in  first  class  shape.  This  was  entirely  due  to  a  scientific 
method  of  constructing  the  foundation  and  the  soil,  and  finally  of  planting  the 
seeds  in  exactly  the  right  number  to  a  given  area  which  would  permit  it  to 
grow  and  thrive  in  a  manner  entirely  impossible  under  the  ordinary  conditions 
of  seeding. 

The  records  of  this  achievement,  which  made  Mr.  Taylor  rank  as  the 
authority  on  the  subject,  were  published  in  American  Golfer  and  Country  Life 
in  America. 

In  1901  he  withdrew  from  salaried  positions  of  all  kinds.  He  had  won  a 
competence  and  was  satisfied  with  it.  His  ambition  lay  not  in  that  direction 
but  in  the  carrying  forward  and  upward  of  the  work  in  which  he  had  been 
so  deeply  interested  and  with  which  he  was  so  closely  identified,  and  he 
devoted  himself  from  that  time  to  the  end  of  his  life,  without  compensation, 
indeed  even  at  the  expenditure  of  much  of  his  private  means,  to  spreading  the 
gospel  of  better  industrial  management. 

Mr.  Taylor 's  was  an  abounding  life.  From  youth  to  manhood  and  maturity 
it  was  brimming  over  with  mental  activity,  an  activity  that  flowed  into  many 
channels,  but  in  each  of  them  concentrated  sooner  or  later  upon  some  definite, 
specific  object.  He  followed  each  object  until  a  solution  of  the  problem  it 
presented  had  been  worked  out,  and  worked  out  so  completely  as  to  satisfy  him, 
to  make  him  willing  to  present  the  solution  to  the  world. 

As  to  the  * '  Taylor  System, '  *  the  achievement  with  which  his  name  is  chiefly 
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identified,  there  are  many  misconceptions.  Most  truly  it  is  a  science,  and  a 
new  science.  It  is  perfect  in  its  simplicity  and  completeness.  It  is  not  pieee- 
work,  it  is  not  differential  rates,  nor  improved  tools,  nor  time  studies,  nor 
routing  plans,  nor  functional  management,  but  it  is  all  of  these  coordinated 
and  combined,  and  above  all,  it  aims  to  effect  the  uplift  of  the  worker.  Mr. 
Taylor  aimed  to  show  the  workingman  how  to  apply  his  time  and  efforts  to 
better  advantage  and  to  accomplish  more  work  than  before  in  shorter  time  with 
less  effort. 

Sooner  or  later  this  fundamental  fact  in  Mr.  Taylor's  work  will  be  appre- 
ciated, and  then  the  leaders  of  organized  labor  who,  unwittingly,  I  like  to 
think,  thus  far  are  opposing  the  introduction  of  the  ' '  Taylor  System ' ',  not  oniy 
into  government  plants  but  into  private  plants  as  well,  will  see  their  error  and 
will  lend  their  influence  to  promoting  the  introduction  of  a  system  which  will 
do  more  than  anything  else  that  has  been  proposed  in  our  day  and  generation 
for  the  uplift  of  labor. 

Mr.  Taylor  saw  the  inequity  of  the  old  system  of  piece-work  compensation, 
under  which  increased  efficiency  and  output,  instead  of  being  rewarded,  were 
punished  by  a  reduction  of  the  piece-rate.  I  partly  grasped  that  fact,  and 
proposed  in  1889  a  method  which  would  supply  a  partial  remedy.  Mr.  Taylor 
grasped  the  full  fact  and  furnished  a  remedy  which  completely  solved  the 
problem.  His  best  monument  is  the  science  which  he  created,  and  that  will 
endure  forever." 

While  the  engineering  profession  is  chiefly  interested  in  Taylor's 
career  after  he  reached  maturity,  one  cannot  help  wanting  to  know 
something  of  the  youth  and  early  manhood  of  such  a  man. 

What  may  there  have  been  in  the  influences  of  his  early  sur- 
roundings which  contributed  to  the  development  of  such  a  striking 
character  ? 

Some  rather  interesting  side  lights  are  thrown  on  this  period 
of  Taylor's  life  by  Birge  Harrison  the  artist,  a  friend  from  boyhood, 
who  says: 

**With  our  brothers  and  our  boyhood  friends  we  led  a  healthy,  normal  life 
in  the  woods  and  fields  about  German  town,  playing  cricket  and  rounders,  foot- 
ball and  niumble-the-peg,  and  scouring  the  country  side  for  thirty  miles  about 
in  search  of  minerals  and  *8j)ecimens'  of  various  kinds — for  under  Fredas 
leadership  we  were  all  more  or  less  'scientific,'  even  founding  the  'German- 
town  Scientific  Society'  whose  oldest  charter  member,  if  I  remember  rightly, 
had  not  reached  the  age  of  fifteen. 

Fred  was  always  a  bit  of  a  crank  in  the  opinion  of  our  boyhood  band,  and 
we  were  inclined  to  rebel  sometimes  from  the  strict  rules  and  exact  formulas 
to  which  he  insisted  that  all  of  our  games  must  be  subjected.  To  the  future 
artist,  for  example,  it  did  not  seem  absolutely  necessary  that  the  rectangle 
of  our  rounders  court  should  be  scientifically  accurate,  and  that  the  whole  of 
a  fine  sunny  morning  should  be  wasted  in  measuring  it  off  by  feet  and  inches. 

It  seemed  to  some  of  us  also  that  Fred  was  a  trifle  over  severe  in  his  insi§- 
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tence  upon  the  strictest  possible  observance  of  all  the  rules  of  the  game — 
whatever  it  might  be  that  we  happened  to  be  playing.  But  once  this  observ- 
ance of  the  law  was  conceded  and  agreed  to  he  was  most  generous  to  his 
opponent,  allowing  him  every  possible  chance  to  win  and  conceding  every 
doubtful  point.  And  indeed  it  always  seemed  to  me  that  the  combination  of 
these  two  qualities,  which  were  so  remarkably  apparent  in  the  boy — generosity, 
and  a  strict  and  uncompromising  demand  for  and  adherence  to  the  truth  and 
the  law,  had  much  to  do  with  the  success  of  the  man  in  the  development  of 
his  system  of  scientific  management — in  which  for  the  first  time  justice  and 
kindness  and  scientific  accuracy  were  made  the  basis  of  the  ever  troubled  and 
uneasy  relations  of  the  employer  to  the  employed. 

Even  a  game  of  croquet  was  a  source  of  study  and  careful  analysis  with 
Fred,  who  worked  out  carefully  the  angles  of  the  various  strokes,  the  force  of 
the  impact  and  the  advantages  and  disadvantages  of  the  understroke,  the  over- 
stroke,  etc. 

Both  of  Fred's  parents  were,  g«  is  well  known,  ante-bellum  abolitionists — 
giving  freely  of  their  time,  their  money  and  their  energy  to  the  cause  which 
was  at  that  time  of  such  overwhelming  imp>ortance  to  the  nation.  Fred's  love 
of  justice  and  humanity,  his  uncompromising  sense  of  the  essential  equality 
and  brotherhood  of  man  was  therefore  a  direct  inheritance  from  two  unusual 
parents,  and  was  bred  in  the  bone. 

During  the  later  years  of  the  war  when  the  appearance  of  the  Confederate 
troops  at  Gettysburg  made  the  invasion  and  perhaps  the  fall  of  Philadelphia 
seem  quite  within  the  range  of  possibility,  thousands  of  the  older  men  who 
had  not  been  drafted  into  the  active  service  enlisted  as  'Home  Guards'  and 
drilled  actively  morning  and  evening  and  on  holidays  in  order  to  be  of  some 
use'  in  case  the  threatened  invasion  should  actually  take  place.  At  this  time 
I  remember  that  all  the  boys  of  our  neighborhood  and  acquaintance  banded 
themselves  together  and  formed  a  company  of  juvenile  home  guards,  to  which 
was  eligible  in  the  capacity  of  a  private  soldier  any  able-bodied  citizen  in  good 
standing  who  was  over  the  age  of  six  years.  I  cannot  remember  that  Fred 
displayed  any  enthusiasm  in  regard  to  this  patriotic  movement,  however. 
Indeed  I  strongly  suspect  that  even  at  this  early  age  his  convictions  as  to  the 
fellowship  and  essential  equality  of  all  men,  white  or  black,  rich  or  poor,  were 
so  strong  that  he  was  capable  of  holding  that  even  the  universally  hated  and 
despised  'Bebels'  had  certain  rights  which  were  theirs  and  inalienable  simply 
because  they  were  human  beings  like  ourselves — a  proposition  which  was  of 
course  inconceivable  to  any  of  the  rest  of  our  company.  In  later  years  I 
^have  heard  him  maintain  that  the  so-oalled  virtue  of  patriotism  was  in  reality 
a  selfish,  narrow  and  ignoble  quality,  leading  to  international  strife  and 
injustice,  and  blinding  nations  to  the  rights  of  other  nations — and  that  it  would 
one  day  be  universally  so  regarded." 

In  1869  at  the  age  of  thirteen  he  went  to  Europe  and  spent  two 
years  in  school  in  France  and  Germany.  Following  this  he  had 
two  years  of  travel,  visiting  with  his  family  all  of  the  principal 
cities  of  Europe.    His  diaries  kept  at  this  time  are  interesting,  one 
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entry  being  an  account  of  his  struggles  with  a  certain  difficult  prob- 
lem in  geometry  and  of  how  he  mastered  it. 

It  was  after  his  return  from  this  sojourn  in  Europe  that  Taylor 
started  for  Exeter  to  prepare  for  entrance  in  Harvard  University, 
where  it  was  his  intention  to  study  law,  but  to  his  great  disappoint- 
ment he  was  obliged  to  abandon  this  plan  owing  to  a  serious  eye 
trouble.  This  appeared  to  him  as  a  veritable  tragedy.  It  was  this 
unforeseen  event  that  led  to  his  entering  the  engineering  profession. 

Taylor's  apprenticeship  to  the  machinists'  and  patternmakers' 
trade  was  served  in  the  shop  of  the  Enterprise  Hydraulic  Works 
(later  Perrel  and  Muckle)  where  ke  started  to  work  in  1875,  leaving 
in  1878  to  take  a  job  as  a  workman  in  the  Midvale  Steel  Works. 
Owing  to  business  depression  he  was  unable  to  secure  work  as  a 
mechanic,  and  so  took  a  job  as  a  labol'cr ;  but  soon  after,  the  position 
of  shop  clerk  became  vacant  and  Taylor,  by  reason  of  his  education, 
was  given  the  job. 

A  little  later,  when  Mr.  Brinley,  who  at  that  time  was  manager 
at  Midvale,  had  conceived  the  then  novel  idea  of  establishing  a  tool 
room,  Taylor  was  put  to  work  as  a  helper  to  the  man  in  charge  of 
this  undertaking— whom  he  ultimately  replaced— carrying  on  the 
development  of  the  tool  room  and  taking  the  first  steps  toward  the 
standardization  of  cutting  tools.  Those  who  were  associated  with 
him  at  Midvale  during  this  time  express  the  opinion  that  Mr. 
Brinley 's  influence  and  guidance  had  much  to  do  with  starting 
Taylor  on  the  road  which  led  to  his  developing  what  is  today  known 
as  Scientific  Management. 

Later  on  he  was  given  a  job  as  a  machinist  running  one  of  the 
lathes,  and  as  he  turned  out  more  work  than  was  being  done  on 
other  similar  lathes,  he  was,  after  several  months,  made  gang  boss 
over  the  lathes.  His  efforts  here  to  increase  production  and  tx)  con- 
scientiously discharge  the  duties  of  his  position  met  with  bitter 
opposition  from  the  workmen,  but  nothing  daunted  he  kept  steadily 
on  and  after  a  few  years  on  the  sudden  death  of  the  foreman  was 
made,  quite  unexpectedly,  foreman  of  the  shop. 

This  constant  warfare  between  the  workmen  and  the  manage- 
ment led  to  his  decision  to  make  an  effort  to  bring  about  a  change 
in  the  system  of  management  that  would  harmonize  the  interests 
of  the  workmen  and  the  management,  and  it  was  here  that  his  first 
work  leading  to  elementary  time  study  and  his  experiments  in  the 
art  of  cutting  metals  commenced. 
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These  two  important  parts  of  Taylor's  work,  as  in  fact  all  of 
the  essential  features  of  his  system,  were  the  outcome  of  a  desire  to 
set  piece-rates  based  on  facts  rather  than  opinion,  and  thus  to 
eliminate  the  injustice  to  the  worker  inherent  in  the  old  methods 
while  at  the  same  time  insuring  to  the  employer  a  proper  return 
for  the  wages  paid  and  from  his  investment,  and  enabling  the  pay- 
ment  of  a  higher  wage  with  a  lowered  total  cost.  Each  step  in  this 
work  emphasized  the  need  for  standardized  conditions,  and  the 
elimination  of  those  variables  beyond  the  control  of  the  workman. 
One  of  the  most  valuable  of  by-products  from  this  work  was  the 
experiments  in  the  use  of  leather  belting  described  in  a  paper  pre- 
sented in  1893,  which  has  been  referred  to  by  Mr.  Towne. 

Following  the  period  as  foreman  he  was  promoted  in  1885  to  the 
position  of  chief  engineer. 

A  rather  remarkable  indication  of  Mr.  Taylor's  character  is 
evidenced  in  his  having  felt  the  need  for  more  thorough  technical 
engineering  education,  taking  up  in  1883  a  course  of  studies  at 
Stevens  Institute  of  Technology  which  he  carried  through  success- 
fully, receiving  his  M.  E.  degree  and  at  the  same  time  doing  his 
work  at  Midvale.  In  commenting  on  this  Wilfred  Lewis,  Past  Vice- 
President,  Am.  Soc.  M.  E.,  who  was  in  close  touch  with  Taylor 
during  this  period,  says :  ' '  At  Midvale  his  hours  w.ere  long  and  his 
duties  strenuous,  and  this  meant  hard  work  day  and  night  for  three 
years,  but  he  never  faltered,  and  many  times  after  burning  the 
midnight  oil  over  his  studies,  I  have  known  him  to  dispel  the 
nervous  tension  and  put  himself  in  trim  for  much  needed  sleep, 
during  the  few  hours  that  remained  before  he  was  due  again  at 
Midvale,  by  running  through  the  streets  of  Germantown  for  half 
an  hour." 

One  of  his  associates  at  Midvale  relates  that  often  Taylor  would 
get  up  at  two  o'clock  in  the  morning  and  apply  himself  to  his 
studies  until  four— after  which  he  would  take  a  bath  and  dress  in 
his  working  clothes  and  lie  down  to  rest  until  time  to  get  his  break- 
fast and  go  to  work. 

While  at  Midvale,  in  addition  to  laying  the  foundation  for  his 
system,  he  distinguished  himself  as  a  mechanical  engineer  and  made 
many  notable  developments  in  machine  tools,  taking  out  a  number 
of  patents,  among  these  being  his  lathes  with  hydraulic  feed  used 
in  boring  ingots  and  large  gun  tubes,  and  various  time  saving 
devices  for  chucking  driving  and  handling  work. 
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Mr.  Henry  L.  Gantt,  who  started  to  work  with  Mr.  Taylor  in 
1887,  and  who  was  closely  associated  with  him  in  the  development 
and  application  of  the  Taylor  System  throughout  Taylor's  career, 
speaking  of  his  attainments  as  an  engineer  says : 

^'The  least  heard  of,  but,  to  my  mind,  his  most  daring  feat,  was  the 
design  of  the  great  hammer  of  the  Midvale  Steel  Company,  ^ich  kept  its 
alignment  by  the  elasticity  of  its  parts,  which  yielded  to  the  force  of  a  fonl 
blow  and  returned  exactly  to  their  former  position.  Dependence  upon  the 
principle  of  elasticity  enabled  him  to  build  a  hammer  which,  for  its  weight, 
had  far  greater  power  than  any  other  hammer  that  had  ever  been  built  All 
previous  hanmiers  of  this  class  had  been  designed  to  keep  their  alignment  bv 
great  mass  and  stiffness,  and  it  took  a  bold  man  to  throw  precedent  aside 
when  the  stake  was  such  a  large  one.  I  do  not  know  of  any  more  daring  or 
successful  piece  of  engineering  construction. 

The  work  by  which  he  is  best  known,  however,  is  not  what  was  then  re- 
garded as  strictly  engineering.  Strange  as  it  may  seem,  although  much  knowl- 
edge and  thought  had  been  devoted  to  the  design  of  machinery  and  apparatus, 
but  little  study  had  been  given  to  the  possibilities  of  the  men  who  were  to 
operate  that  machinery.  To  Mr.  Taylor  perfection  in  design  was  worthless 
without  efficiency  in  operation,  and  at  an  early  date  he  turned  his  attention  to 
the  efficient  utilization  of  human  effort. 

In  this  work  he  used  the  same  methods  that  had  already  brought  him 
success,  namely,  to  disregard  opinions,  from  whatever  source,  unless  sub- 
stantiated by  facts.  Where  facts  were  not  available,  and  they  seldom  were, 
he  used  the  scientific  method  for   their  determination. 

When  I  went  to  the  Midvale  Steel  Works  in  1887,  he  had  already  made 
considerable  progress  in  this  work,  and  had  fully  developed  the  methods  of 
detail  analysis  and  study,  which  later  became  the  origin  of  scientific  manage- 
ment. 

He  recognized  as  an  economic  as  well  as  an  ethical  fact  that  the  employer 
sliould  always  consider  the  interests  of  the  employe. 

If  I  were  asked  to  point  out  his  most  prominent  characteristic  I  should 
say  that  it  was  his  ability  to  prosecute  the  task  he  had  set  himself,  regardless 
of  the  lack  of  sympathy  of  his  friends  and  the  criticism  of  his  enemies. 

Having  determined  on  a  course  of  action  he  pursued  it  regardless  of  con- 
sequences; and  inasmuch  as  such  courses  were  planned  by  a  clear  head  and 
followed  with  an  iron  will,  he  often  accomplished  results  far  in  excess  of  what 
even  his  most  earnest  supjyorters  thought  possible. 

He  was  not  the  steam  roller  that  some  people  like  to  represent  him,  but 
he  did  believe  that  a  strenuous  life  was  the  life  worth  while,  and  that  it  not 
only  brought  more  financial  compensation,  but  that  it  added  to  the  usefulness 
and  happiness  of  men." 

Concerning  the  study  at  Midvale  of  the  art  of  cutting  metals, 
Mr.  Gantt  said : 

**  Balked  at  the  outset  of  his  career  as  foreman  of  the  machine  shop  of  the 
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Midvale  Steel  Company  bj  the  lack  of  knowledge  of  cutting  steel,  which  then 
existed,  he  set  himself  the  task  of  supplying  that  lack.  The  first  three  years 
were  spent  in  finding  out  how  to  study  the  problem;  and,  although  the  work 
was  not  completed  for  over  twenty  years,  it  is  a  fact  that  when  I  entered  his 
employ  in  1887  the  fundamental  laws  had  already  been  approximately  de- 
termined. 

At  Bethlehem  he  became  so  interested  in  determining  these  laws  exactly, 
that  it  is  doubtful  if  he  ever  realized  how  wonderfully  accurate  his  earlier 
results  really  were.  Much  more  ground  was  covered  in  the  subsequent  work, 
but  as  an  investigation  into  the  laws  of  cutting  metals,  his  work  as  a  young 
man  at  the  Midvale  Steel  Works  stands  out,  to  my  mind,  as  far  the  more 
remarkable  achievonent.  In  his  subsequent  work  he  followed  strictly  the 
methods  he  had  previously  perfected. 

One  of  the  by-products  of  this  investigation  was  the  discovery  of  the 
Taylor- White  process  of  treating  high  speed  steel,  the  far  reaching  effect  of 
which  has  not  yet  been  realized." 

While  at  Midvale  Mr.  Taylor  developed  a  very  complete  system 
for  the  maintenance  of  plant  equipment,  providing  for  periodical 
inspection  of  all  machinery  with  complete  detailed  instruction  as 
to  how  such  inspection  should  be  made  and  the  tools  to  be  used. 
These  instructions  covered  not  only  the  larger  and  seemingly  more 
important  things  such  as  inspection  and  cleaning  of  boilers,  but 
such  things  as  oiling  of  machine  tools.  A  ** tickler''  was  maintained 
to  bring  forth  the  order  for  inspection  and  repair  of  each  piece  of 
equipment  at  the  proper  time.  So  far  as  the  writer  knows  this  was 
one  of  the  earliest,  .if  not  the  first,  attempts  to  establish  a  system 
for  the  prevention  of  break-downs  or  what  is  sometimes  called  pre- 
ventative repairs. 

Another  novel  installation  during  Mr.  Taylor's  incumbency  as 
chief  engineer  at  Midvale  was  a  system  for  supplying  soda  water  as 
a  cooling  agent  to  the  lathes  and  boring  mills— providing  a  copious 
flow  to  each  machine  from  a  central  overhead  tank,  the  water  drain- 
ing into  a  setting  tank  from  which  it  was  pumped  back  to  the  over- 
head supply  tank. 

Admiral  Caspar  P.  Goodrich,  in  speaking  of  his  friendship  and 
association  with  Mr.  Taylor  said :  *  *  I  first  met  Mr.  Taylor  in  1885, 
and  took  a  great  fancy  to  him.  I  recommended  him  to  the  then 
Secretary  of  the  Navy,  Wm.  C.  Whitney,  for  the  supervision  of  our 
great  Gun  Works  at  Washington,  D.  C.  I  do  not  think  Mr.  Taylor 
felt  himself  free  at  that  time  to  accept  the  position,  but  at  all  events 
this  recommendation  brought  him  into  relation  with  Mr.  Whitney." 
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The  outcome  of  this  recommendation  was  that  Mr.  Whitney,  who 
was  interested  in  the  results  of  Taylor's  work  at  Midvale,  got  Taylor 
to  come  to  Washington  for  a  conference  and  offered  him  a  consider- 
able increase  in  salary  to  assume  the  role  of  general  manager  of  the 
Manufacturing  Investment  Company.  This  proposition  was  ac- 
cepted, and  Taylor  left  Midvale  in  June,  1890. 

The  Manufacturing  Investment  Company  was  organized  for  the 
purpose  of  putting  up  and  operating  plants  for  the  conversion  of 
forest  products  into  fibre  suitable  for  the  making  of  paper,  having 
in  mind  principally  the  utilization  of  the  slabs,  edgings,  sawdust 
and  bark  produced  in  the  manufacture  of  lumber,  which  were  then 
regarded  as  waste  and  burned.  This  company  purchased  the  patent 
rights  to  a  new  process  invented  by  a  German  chemist,  Prof.  Andrew 
Mitcherlich.  Mr.  Taylor's  first  task  was  to  supervise  the  construc- 
tion, which  had  already  been  started,  and  organization  of  two  mills 
then  building,  one  at  Madison,  Me.,  and  one  at  Appleton,  Wis.  In 
this  work  Mr.  Taylor  had  with  him  Wm.  A.  Fannon,  Mem.  Am.  See. 
M.  E.,  one  of  his  aides  at  Midvale,  who  continued  with  this  com- 
pany—now the  Interlake  Pulp  and  Paper  Company,  of  which  he 
is  vice-president  and  general  manager.  It  was  also  during  this 
period  that  Sanford  E.  Thompson,  Mem.  Am.  Soc.  M.  E.,  became 
associated  with  Mr.  Taylor. 

The  Madison  Mill  was  under  the  charge  of  Admiral  Goodrich, 
and  the  Appleton  Mill  under  the  late  Admiral  Robley  D.  Evans, 
both  of  whom  were  on  leave  from  the  Navy  Department  for  this 
purpose. 

Mr.  Thompson  states  that  in  the  construction  of  these  mills  Mr. 
Taylor  introduced  large  quantities  of  special  machinery  which  he 
desijjfiied  himself,  and  that  in  one  of  the  mills  he  applied  piece-work 
to  all  of  the  complicated  operations  of  manufacture  by  his  method 
of  elementary  time  study,  thus  doubling  the  output.  He  also  intro- 
duced in  thase  mills,  according  to  Mr.  Fannon,  certain  other  fe^- 
tiiros  of  what  is  now  known  as  the  ''Taylor  System''. 

Mr.  Fannon  states  that  Mr.  Taylor  had  hardly  taken  hold  ami 
got  the  organization  started  before  it  became  evident  that  the  enter- 
prise was  to  be  very  largely  a  disappointment,  due  to  the  patents 
not  affording  protection  commensurate  with  the  high  price  paid  for 
them,  to  the  fact  that  in  their  haste  to  get  mills  built  and  running, 
sufficient  time  and  care  was  not  taken  in  the  selection  of  the  loca- 
tions, and  finally  to  the  panic  of  1893.    **So  great  was  this  dissp- 
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pointment  to  Mr.  Taylor/'  says  Mr.  Fannon,  **that  I  think  it 
affected  his  health." 

Even  to  those  who  knew  him  best  the  scope  and  thoroughness 
of  Taylor's  knowledge  was  a  source  of  constant  surprise.  Com- 
paratively few  people  knew  of  his  work  in  accounting,  and  yet  he 
was  unquestionably  an  expert  in  this  line. 

As  a  result  of  diflBculties  encountered  in  his  dealings  with  ac- 
countants, he  determined,  while  with  the  Manufacturing  Investment 
Company,  to  master  this  subject,  and  as  a  result  developed  a  system 
of  accounting  that  coordinated  with  his  system  of  management, 
which  as  a  result  of  a  logical  and  just  method  of  distributing  over- 
head or  indirect  expenses  gave  accurate  costs.  Taylor's  system  of 
accounting,  which  has  served  as  a  basis  for  all  modem  industrial 
accounting,  provided  for  an  analytical  and  comparative  monthly 
statement  of  expenses,  a  perpetual  running  inventory,  and  for 
monthly  closing  of  the  books  giving  a  general  ledger  balance  sheet 
and  profit  and  loss  statement.  In  this  work  Mr.  Taylor  had  the 
assistance  of  an  accountant  named  Wm.  D.  Basley  to  whom  he  gave 
much  of  the  credit  for  the  system  developed. 

In  June  1893  he  left  the  Manufacturing  Investment  Company 
and  for  a  number  of  years  he  devoted  his  time  to  the  introduction 
of  bookkeeping  and  costkeeping  systems  and  to  the  application  of 
his  methods  of  shop  management  in  various  plants  in  the  East  and 
Middle  West. 

At  this  time  Taylor's  revolutionary  ideas  of  management  were 
regarded  with  mistrust,  and  he  could  not  for  a  long  while  find  clients 
passessed  of  the  requisite  understanding,  courage  and  confidence  to 
let  him  undertake  the  complete  application  of  his  methods.  Where 
today  manufacturers  in  installing  the  ** Taylor  System"  are  content 
to  go  to  great  expense  and  trouble  expecting  no  return  for  perhaps 
two  or  three  years,  at  that  time  immediate  results  were  constantly 
demanded.  This  resulted  in  greatly  retarding  the  working  out  and 
installing  of  a  complete  coordinated  system  and  the  development 
of  an  organization  upon  which  permanent  and  complete  success 
depend. 

In  spite  of  the  discouragement  and  opposition  encountered, 
Taylor's  faith  ne^er  wavered.  By  compromising,  by  modifying  to 
meet  existing  prejudices,  he  might  have  made  more  friends,  made 
his  own  path  smoother,  and  have  met  with  greater  temporary  suc- 
cess.   But  he  was  not  a  trimmer.    Truth  was  his  guiding  star,  and 
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.  the  attainment  of  his  ideals  more  important  than  his  own  welfare. 

At  Midvale,  while  all  of  the  essential  features,  broadly  speaking, 
that  are  today  recognized  as  making  up  the  '* Taylor  System''  were 
practiced,  the  mechanism  through  which  they  were  applied  was 
crude  and  loosely  hung  together,  and  it  was  during  the  years  from 
1893  to  1903  with  the  constantly  broadening  knowledge  resulting 
from  work  in  such  diversified  fields  that  Mr.  Taylor  evolved  the 
methods  for  planning  and  control  of  work  so  necessary  to  the  proper 
and  successful  application  of  the  principles  of  scientific  manage- 
ment. 

Among  the  clients  for  whom  he  worked  during  this  rather  dis- 
couraging period  were :  Simonds  Rolling  Machine  Company,  Fitch- 
burg,  Mass.;  Cramp's  Ship  Yard,  Philadelphia,  Pa.;  Northern 
Electric  Company,  Madison,  Wis.;  Johnson  Company,  Johnstown, 
Pa.;  Wm.  Sellers  and  Company,  Philadelphia,  Pa.  Of  these,  i>er- 
haps  the  Simonds  Rolling  Machine  Company  was  the  most  im- 
portant, and  in  his  paper  on  Shop  Management,  presented  before 
the  Society  in  1903,  interesting  reference  is  made  to  his  work  for 
this  company. 

While  undoubtedly  even  in  his  earlier  work  Taylor  appreciated 
the  importance  of  the  worker's  welfare  in  securing  the  greatest  eflSc- 
iency,  it  is  most  forcibly  brought  out  by  the  following  quoted  from 
Shop  Management. 

*'The  hours  of  work  were  shortened  from  10^  per  day,  first  to  9%,  and 
later  to  8% ;  a  Saturday  half -holiday  being  given  them  even  with  the  shorter 
hours.  Two  recesses  of  ten  minutes  each  were  given  them,  in  the  middle  of 
the  morning  and  afternoon,  during  which  they  were  expected  to  leave  their 
seats,  and  were  allowed  to  talk.  The  shorter  hours  and  improved  conditions 
made  it  possible  for  the  girls  to  really  work  steadily,  instead  of  pretending 
to  do  so." 

In  addition  to  his  other  activities  during  this  period,  Mr.  Taylor, 
in  collaboration  with  Sanford  E.  Thompson,  made  exhaustive  re- 
searches in  construction  work  and  the  building  trades.  The  follow- 
ing statement  by  Mr.  Thompson  gives  an  interesting  view  of  Mr. 
Taylor's  pereonality  and  work  at  that  time. 


<  i 


Coniiug  from  Midvale,  we  recognize  the  competent,  hustling,  able,  in- 
ventive engineer.  In  his  notable  paper,  A  Piece  Bate  System  read  before  the 
Mechanical  Engineers  in  1895,  we  find  the  first  presentation  of  what  he  then 
termed  'elementary  rate  fixing,'  that  is,  the  determination  of  the  proper  time 
for  doing  a  piece  of  work  by  unit  time  study.     But  we  find  in  this  paper 
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scarcely  a  reference  to  the  broader  subject  of  management  or  scientific 
standardization. 

In  his  paper,  Notes  on  Belting,  however,  presented  two  years  earlier,  in 
1893,  the  principles  of  standardization  and  of  scientific  research  are  clearly 
brought  out  in  the  development  of  definite  laws  and  of  a  definite  system  for 
handling  the  complex  problem  of  belting — the  adoption  of  the  scientific  method, 
the  method  which  eliminates  from  a  tost  all  variables  but  one,  the  method 
which  develops  a  problem  step  by  step  until  the  attainment  of  definite  laws. 

The  principle  of  unit  times,  which  is  now  recognized  as  forming  the  basis 
for  the  accurate  analysis  of  labor  operations,  was  completely  developed  while 
at  Midvale.  During  that  same  period  also  were  made  the  belting  tests  and 
the  beginning  of  various  other  researches  aiming  toward  standardization  of 
methods. 

Not,  however,  until  the  publication  of  Shop  Management  in  1903,  is  the 
development  of  the  complete  system,  based  not  on  theory,  not  on  opinion,  but 
as  a  result  of  this  broad  experience  in  operation  gained  by  his  contact  with 
manufacturing  plants  all  over  the  country. 

In  other  words,  he  discovered  as  a  result  of  his  work — a  fact  probably  not 
yet  fully  appreciated  even  by  some  managers — that,  in  order  to  carry  on  these 
fundamental  principles  of  elementary  rate  fixing,  of  unit  times,  there  must 
be  embraced  a  comprehensive  plan  of  organization,  a  plan  which  includes  the 
establishment  of  functional  management,  with  its  planning,  its  routing,  its 
inspecting,  and  its  training  of  employes;  and  above  all,  with  its  scientific 
analysis  of  labor  and  machine  operations  for  the  purpose  of  standardization 
of  materials  and  methods. 

As  I  said,  at  the  beginning  of  this  period  we  have  the  able  engineer,  at  the 
close  of  this  period  we  find  the  scientist,  the  man  who  has  worked  out,  years 
in  advance  of  his  time,  the  application  of  science  to  the  cutting  of  metals  and 
the  application  of  science  to  industrial  management. 

In  1894  while  he  was  engaged  in  this  introduction  of  management  methods 
Mr.  Taylor  proposed  that  I  take  up  with  him  an  analysis  of  work  in  the 
building  trades  with  a  view  to  publishing  unit  costs  of  various  kinds  of  con- 
struction work.  This  has  resulted  in  the  publication  of  the  books  Concrete, 
Plain  and  Reinforced  and  Concrete  Costs,  and  material  for  other  works  on 
earthwork,  carpentry,  etc.  is  nearly  ready  for  publication. 

In  this  writing  of  books  we  find  the  same  fidelity  to  standards.  He  makes 
up  his  mind  as  a  result  of  examination  of  facts  that  a  thing  should  be  done 
in  a  certain  way,  and  in  that  way  it  must  be  done.  While  Mr.  Taylor  did 
comparatively  little  in  the  direct  preparation  of  these  books,  their  success  is 
due  to  Taylor  principles.  Adopt  standards — present  simple,  clear-cut  con- 
clusions— give  conclusions  at  the  beginning  of  every  discussion.  It  is  inter- 
esting  to  learn  that  these  principles  are  being  accepted  at  the  present  time 
in  engineering  reports  and  technical  writing  as  a  result  of  a  precedent  thus 
established. 

At  the  time  of  beginning  this  work  I  made  my  first  visit  to  Mr.  Taylor's 
early  home — a  quiet  mansion  located  on  Ross  Street,  Germantown.  I  had  the 
great  privilege  of  meeting  his  father  and  mother,  an  accomplished  gentleman 
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and  a  gentlewoman  of  the  type  rarely  met  with  in  the  younger  generations— 
in  a  home  where  the  refinement  of  the  family  life  was  marked.  It  had  been 
the  desire  of  these  parents  to  give  the  son  in  his  young  days  a  broad  educa- 
tion. He  spent  three  years,  from  his  thirteenth  to  his  sixteenth  year  in 
Europe,  traveling  and  studying  music,  art  and  language.  It  is  suggested  that 
his  acquaintance  with  the  beauties  of  the  Alpine  passes  developed  a  love  of 
nature  which  f oimd  expression  in  his  design  and  layout  of  the  Boxly  Estate. 
It  was  during  this  association  with  him  that  I  came  to  understand  his 
real  character.  Before  this  I  was  a  little  in  doubt  what  was  the  real  Taylor — 
whether  he  was  essentially  the  task  master  that  he  sometimes  appeared,  that 
he  seemed  to  be  when  he  would  require  the  attainment  of  the  apparently 
insurmountable — when  he  hauled  us  over  the  coals  as  man  never  did  before. 
But  I  soon  learned  to  distinguish  the  man  himself  from  certain  qualities  that 
were  not  really  traits  but  were  simply  acquired  by  him  in  his  usual  thorough 
and  scientific  manner  because  he  saw  that  at  certain  times  and  imder  specific 
conditions  a  special  plan  of  action,  a  special  policy,  a  special  manner  of 
speech  was  necessary  in  order  to  train  his  subordinates  or  in  order  to  accom- 
plish his  purpose.  Always  underneath  was  the  generosity,  courte^,  tenderness, 
loyalty  to  friends  and  subordinates,  readiness  to  appreciate  and  commend 
absolute  fairness.  He  went  into  everything  he  undertook  a  little  farther — 
often  immeasiirably  farther — than  anyone  else  had  gone  before.  As  one  of 
his  Midvale  associates  said  to  me  *  Taylor  is  all  right  except  that  he  is  a 
generation  ahead  of  his  times.'  That  remark  was  made  more  than  twenty 
years  ago  and  the  industrial  world  is  gradually  growing  up  to  the  level  then 
already  attained  by  him. 

Throughout  my  association  with  Mr.  Taylor  that  which  stands  out  most 
clearly  is  the  definite  accomplishment  of  purpose,  not  by  brute  force,  not  by 
the  temporary  and  physical  means  of  sheer  weight  or  numbers,  not  of  the  type 
of  ability  which  built  the  pyramids,  but  of  the  type  which  produced  the  accu- 
rate mechanism  of  the  watch — the  adherence  to  the  scientific  method,  the 
appreciation  of  the  establishment  of  standards.'' 

In  1898  Mr.  Taylor  went  to  the  Bethlehem  Steel  Company. 

The  results  of  his  labors  here  are  commented  on  at  considerable 
length  in  his  paper  Shop  Management.  Here  he  undertook  the 
application  of  his  system  of  management  in  a  thorough  manner  and 
on  a  large  scale.  When  one  considers  the  short  period  he  was  at 
Bethlehem  the  work  accomplished  seems  almost  miraculous. 

Alone,  the  development  of  liigh  speed  steel,  the  discovery  of  the 
Taylor-White  process  for  its  heat  treatment,  the  extension  of  the 
experiments  in  the  art  of  cutting  metals,  the  studies  in  the  handling: 
of  pig  iron  and  other  materials  and  setting  for  these  of  scientifically 
determined  tasks  would  have  been  a  sufiSciently  great  accomplish- 
ment to  be  remarkable  and  bring  fame  to  Taylor. 

At  Bethlehem  was  associated  with  him  Henry  L.  Gantt,  who  dur- 
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ing  this  period  developed  what  is  well  known  as  the  Gantt  Bonus 
System  most  widely  used  in  connection  with  the  setting  of  tasks 
based  on  elementary  time  study  replacing  in  a  large  measure  but 
involving  the  essential  principles  of  Mr.  Taylor's  differential  piece- 
work system. 

In  the  work  of  standardization  of  equipment,  revising  and  com- 
pleting the  work  of  determining  the  laws  of  cutting  metals,  and  the 
development  of  slide  rules  for  working  out  the  practical  problems 
encountered  in  putting  the  results  of  this  work  into  use  Carl  O. 
Barth,  Mem.  Am.  Soc.  M.  E.,  took  a  prominent  part. 

Mr.  Barth 's  comments  on  his  association  with  Mr.  Taylor  are  as 
follows : 

^' While  I  made  Mr.  Taylor's  personal  acquaintance  at  least  as  far  back 
as  the  year  1884,  while  working  for  Wm.  Sellers  and  Company  of  this  city  as 
a  draftsman,  and  as  such  occasionally  had  to  do  with  the  working  up  of  some 
of  his  many  ideas  for  the  improvement  of  machine  tools,  it  was  not  until  the 
summer  of  the  year  1899  that  I  became  associated  with  him  at  the  works  of 
the  Bethlehem  Steel  Company,  an  association  which  continued  uninterruptedly 
until  his  death,  and  thus  during  nearly  sixteen  years. 

What  I  can  say  will  be  of  a  fragmentary  nature  only,  and  principally 
intended  to  give  a  little  insight  into  Mr.  Taylor's  great  character,  as  1 
learned  to  view  it  in  my  associations  with  him. 

When  Mr.  Taylor  began  the  original  work  that  finally  culminated  in  a 
complete  system  of  scientific  management  for  industrial  establishments,  he  had 
no  idea  of  what  he  was  steering  towards.  The  difficulties  that  first  beset  him 
in  his  career  as  a  leader  of  men,  led  him  to  believe  that  most  of  them  would 
disappear  if  he  could  find  some  scientific  way  of  predetermining  the  time  it 
should  take  to  do  a  given  piece  of  work  in  a  machine  tool,  such  as  a  lathe  or 
planer.  However,  it  took  him  and  his  several  associates  a  period  of  some 
eighteen  years  before  this  problem  was  even  theoretically  solved  to  his  satis- 
faction. 

When  I  joined  Mr.  Taylor  at  Bethlehem,  it  was  for  the  express  purpose  of 
assisting  him  in  the  solution  of  this,  his  original  pet  problem;  and  I  shall 
never  forget  the  intense  delight  evinced  by  Mr.  Taylor  one  morning  when  I 
was  able  to  hand  him  an  empirical  mathematical  formula  representing  the 
results  obtained  by  a  set  of  experiments  made  in  metal  cutting  with  high  speed 
tools  of  his  and  Mr.  White's  renowned  make,  which  was  at  once  recognized  as 
the  beginning  of  a  better  way  of  attacking  the  problem  than  anything 
previously  brought  to  light. 

The  fact  that  the  work  was  not  his  own,  did  not  in  the  least  detract  from 
his  satisfaction.  The  great  soul  that  he  was,  it  did  not  matter  to  him  whence 
the  solution  came, — ^his  efforts  for  so  many  years  seemed  finally  likely  of 
being  crowned  with  success,  and  that  was  all  he  cared  for. 

It  was  a  few  months  later  that  the  final  solution  of  this  problem  enabled 
Mr.  Taylor's  task  system,  in  conjunction  with  Mr.  Gantt 's  bonus,  as  a  substi- 
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tute  for  Mr.  Taylor's  differential  piece-rates,  to  be  institated  at  Betfalehem. 
Inside  of  a  comparatively  short  time  this  led  to  that  most  astonishing  inereaae 
in  production,  which  at  that  time  was  the  wonder  of  all  Tisitors  to  the  works, 
and  which  was  partly  due  to  the  high  speed  tools,  and  partly  to  the  scientific 
methods  employed  in  their  use  on  machines  that  had  been  rebuilt  and  respeeded 
to  meet  the  new  conditions,  in  connection  with  the  reward  to  the  workmen  who 
properly  cooperated  in  the  whole  matter. 

My  first  visit  with  Mr.  Taylor  at  Bethlehem  for  the  purpose  of  discussing 
a  possible  engagement,  happened  to  be  on  a  day  that  certain  yard  laborers, 
who  were  to  be  put  on  piece-rates,  threatened  to  strike.  Words  to  that  effect 
reached  Mr.  Taylor  during  our  interview,  but  while  it  is  impossible  to  believe 
that  it  did  not  inwardly  affect  him,  he  did  not  betray  the  slightest  perturbance 
and  completed  his  interview  with  me  as  if  nothing  had  happened.  I  will  add 
that  I  learned  later  that  the  strike  did  not  take  place. 

Perhaps  the  greatest  lesson  taught  some  of  us  by  Mr.  Taylor,  is  the  value 
of  confidence  in  general  principles,  and  general  experiences.  I  have  thus  never 
forgotten  the  absolute  confidence  with  which  he  some  twelve  years  ago  as- 
sured a  certain  prominent  manufacturer  that  the  recent  favorable  reports  the 
latter  had  received  about  greatly  improved  conditions  in  a  plant  in  another 
city  in  which  he  was  interested,  could  not  represent  the  facts;  aa  it  would,  he 
said,  in  the  very  nature  of  the  conditions  that  were  known  to  have  existed 
there  a  few  months  earlier,  take  almost  as  many  years  to  bring  about  the 
alleged  improvements.    This  subsequently  proved  to  be  the  case. 

His  faith  in  scientific  methods  and  the  immutableness  of  natural  laws  and 
general  principles,  he  only  shared,  of  course,  with  numberless  scientists  of  his 
day,  but  as  a  practical  engineer  and  manager  he  had  had  experiences  that  do 
not  come  within  the  range  of  the  professional  scientist. 

Another  of  Mr.  Taylor's  most  striking  characteristics  was  his  great  appre- 
ciation of  those  of  his  superiors  of  former  times  that  had  taught  him  valuable 
lessons.  For  some  of  those  he  did  not  entertain  a  high  general  regard,  but 
with  a  fine  discrimination  he  would  laud  the  good  he  had*  seen  in  them,  and 
draw  his  lesson  from  it.  And  as  regards  seeing  the  good  in  other  people, 
the  development  of  his  character  as  I  had  the  rare  occasion  to  notice  it, 
resembled  what  I  once  heard  a  lecturer  say  about  Abraham  Lincoln.  'His 
heart  grew  more  and  more  tender  as  the  years  went  by,  until  just  before  his 
death,  he  was  ever  ready  to  see  excuses  for  the  behavior  of  even  those  of  his 
disciples  who  were  not  as  loyal  as  they  might  be  to  the  great  ideals  for  which 
he  had  worked  so  faithfully  and  disinterestedly.' 

Great  was  his  work  viewed  from  only  the  material  side,  greater,  by  far, 
were  the  ideals  that  prompted  it,  and  which  he  left  to  sustain  us,  as  they  did 
him,  through  the  numerous  diflSculties,  large  and  small,  which  the  practical 
continuation  of  his  work  carries  with  it.'* 

Mr.  Maunsel  White,  an  able  metallurgist,  collaborated  with  Mr. 
Taylor  in  the  development  of  high  speed  steel  and  the  process  for 
its  treatment. 

The  value  to  the  world  and  to  the  engineering  profession  of  the 
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accomplishments  of  these  two  years  cannot  be  calculated. 

In  his  great  work  On  the  Art  of  Cutting  Metals,  presented  as 
his  presidential  address  before  this  Society  in  1906,  Mr.  Taylor 
gave  to  the  world  the  results  of  twenty  years  of  labor  in  this  field, 
revolutionizing  machine  shop  practice  and  the  construction  of 
machine  tools. 

The  ownership  of  the  Bethlehem  Steel  Company  changed  hands 
in  1901,  and  as  a  consequence  the  work  of  Mr.  Taylor  and  his 
associates  there  was  brought  to  an  end  when  it  was  still  far  from 
completion.  With  the  termination  of  his  work  at  Bethlehem  he 
withdrew  from  salaried  positions  of  all  kinds. 

At  this  time  he  said  to  one  of  his  intimate  friends  "I  cannot 
afford  any  longer  to  work  for  money.''  That  statement  was  typical 
of  the  man.  Money  was  not  an  end  with  him  but  only  a  means,  and 
having  found  the  means  to  satisfy  his  reasonable  desires  his  whole 
heart  went  into  the  furtherance  of  the  work  with  which  he  had  been 
identified  throughout  all  his  career. 

During  th^se  last  years,  after  having  withdrawn  from  gainful 
occupation,  he  continued  to  work  tirelessly  in  the  interest  of  scien- 
tific management.  He  was  constantly  called  upon  for  lectures  and 
addresses  by  institutions  of  learning  and  various  organizations  of 
economists,  manufacturers,  and  engineers.  His  correspondence  with 
people  interested  in  his  activities  equaled  that  of  many  business 
houses  and  extended  to  all  parts  of  the  world. 

One  of  his  greatest  desires  was  to  train  men  to  carry  on  the  work 
of  developing  and  extending  his  system,  and  he  gave  much  of  his 
time  and  money  to  this  end.  He  was  ever  accessible  to  those  who 
sought  his  advice  or  help,  and  many  times  did  he  sustain  the  courage 
and  faith  of  his  disciples  through  the  most  trying  and  discouraging 
periods  encountered  in  their  work.  His  personality  was  ever  a 
source  of  inspiration,  and  an  unusually  strong  spirit  of  loyalty— 
partly  to  the  man  but  above  all  to  his  ideals— inevitably  grew  in 
all  his  associates. 

Taylor's  influence  was  felt  and  he  was  looked  up  to  as  a  master 
in  all  civilized  lands.  His  writings  were  translated  into  French, 
Danish,  German,  Dutch,  Russian,  Italian,  Lettish,  Chinese  and 
Japanese.  Men  came  from  all  of  the  foreign  countries  to  which  his 
fame  had  penetrated  as  weU  as  from  all  parts  of  the  United  States 
to  study  his  system  of  management  in  plants  where  out  of  respect 
for  Taylor  the  owners  granted  this  courtesy. 
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At  least  once  a  week  at  his  home  Mr.  Taylor  set  aside  a  day  to 
receive  those  interested  in  his  system,  and  after  explaining  at  length 
its  basic  principles,  which  he  illustrated  from  his  own  experience, 
he  conducted  his  visitors  through  one  of  the  plants  in  Philadelphia 
to  see  the  system  in  operation  and  to  explain  the  mechanism  through 
which  the  principles  are  applied. 

Mr.  Wilfred  Lewis,  a  close  friend,  in  a  paper  dealing  with  the 
versatile  genius  of  Taylor,  says : 

''He  was  a  good  sport  and  very  fond  of  tennis,  at  which  he  soon  became 
an  adept  by  utilizing  his  Sundays  and  holidays  without  encroaching  upon 
any  of  his  regular  duties.  His  play,  in  fact,  was  so  nicely  fitted  in  with  his 
work  that  one  helped  the  other;  and  very  early  in  the  history  of  the  Newport 
tennis  tournaments,  when  the  double  game  was  played  almost  exelusively,  the 
team  of  Taylor  and  Clark  will  be  found  among  the  winners.  At  the  same 
time  he  was  quite  a  social  favorite  and  did  not  wholly  renounce  the  demands 
and  pleasures  of  society  while  working  under  heavy  pressure. 

He  had  a  keen  wit,  sometimes  tinged  with  biting  sarcasm  and  was  very 
quick  at  repartee.  Every  phase  of  life  in  which  he  moved  seemed  to  have  its 
attractions  and  he  always  took  a  leading  part  in  entertainments  of  various 
kinds.  For  a  time,  as  I  remember,  he  was  especially  devoted  to  private 
theatricals,  and  on  one  occasion  he  was  the  whole  show  at  the  Academy  of 
Music  in  a  very  amusing  monologue  which  brought  down  the  house,  and,  by 
the  way  of  encore,  he  gave  another  selection  equally  effective.  I  never  under- 
stood how  he  found  time  to  prepare  for  these  diversions  while  so  busily  en- 
gaged in  more  serious  matters,  and  can  find  an  explanation  only  in  the  wonder- 
ful alertness  of  mind  and  body  with  which  he  was  endowed. 

His  shop  experience,  coming  as  it  did  in  the  midst  of  his  technical  educa- 
tion, gave  him  a  keen  appreciation  of  industrial  problems  from  the  workman's 
standpoint  and  made  him  a  profound  student  of  human  nature.  This  experi- 
ence also  made  him  value  more  highly  the  education  acquired  by  his  unusual 
energy  and  ambition  and  led  him,  no  doubt,  in  later  years  to  advocate  a  year 
of  shop  experience  for  all  young  men  before  completing  a  college  course. 

He  was  impressed  very  early  in  his  career  with  the  inequity  of  the  piece- 
work system,  which  encouraged  an  effort  to  increase  wages  by  greater  produc- 
tion and  then  rewarded  that  effort  by  a  cut  in  the  rate  of  pay.  His  sense  of 
justice  rebelled  at  this  and  he  lived  to  establish  a  better  way,  known  as  the 
Taylor  System  of  Scientific  Management,  which  is  really  a  constructive  phi- 
losophy of  industrial  life.  His  sense  of  justice  was  one  of  his  strongest 
characteristics  and  with  this  he  coupled  loyalty  to  friends  as  one  of  the 
cardinal  virtues  to  be  forever  kept  in  mind. 

He  was  a  reformer  of  the  first  magnitude  who  took  life  as  he  found  it,  and 
standing  firmly  on  his  feet  as  a  product  of  evolution,  in  which  he  firmly  be- 
lieved, he  sought  to  improve  the  social  fabric  of  which  he  formed  a  part.  He 
was  not  a  blatant  demagog  bent  upon  destruction  for  the  sake  of  an  imaginary 
reconstruction  of  society.     He  saw  clearly  the  good  and  bad  elements  in  its 
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composition  and  held  fast  to  the  good  while  helping  on  the  process  of  evolution 
to  something  better. 

As  an  engineer,  he  took  nothing  for  granted  and  insisted  upon  the  final  test 
of  practical  experience  as  the  only  verdict  worth  having.  In  the  early  part  of 
his  career  he  was  very  resourceful,  bold  and  ingenious  and  full  of  enthusiasm 
for  new  and  useful  devices  in  the  bud,  as  well  as  in  the  bloom.  The  20-ton 
Midvale  hammer  has  been  mentioned  as  a  monument  to  his  genius  as  an 
engineer,  and  his  boring  lathes  with  hydraulic  feed,  at  the  same  plant  might 
also  be  mentioned  as  successful  innovations  of  hardly  less  importance. 

In  later  years,  when  he  realized  the  cost  of  improvements  and  their  effect 
in  checking  the  wheels  of  progress,  he  began  to  question  their  value,  and  he 
was  loth  to  give  up  any  well  established  practice  for  something  that  appeared 
on  paper  to  be  better.  His  disposition  was  always  toward  simplicity  and 
directness  of  means  to  an  end,  and  he  had  a  horror  for  what  he  called  '  damned 
improvements'  which  resulted  in  never  building  two  machines  alike. 

When  in  Germany,  shortly  before  the  war,  one  of  my  customers  was  pleased 
to  show  me  his  plant  operating  on  the  lines  laid  down  by  Taylor,  and  he  was 
proud  to  acknowledge  the  source  of  his  inspiration  and  the  good  results 
obtained.  Other  concerns  were  doing  the  same  thing  and  it  cannot  be  doubted 
that  the  Taylor  System  of  Scientific  Management  will  ultimately  become  an 
integral  part  of  the  German  'Kultur,'  which  stands  for  efficiency  and  the 
survival  of  the  fittest.  Taylor,  himself,  had  no  fear  of  the  final  results,  al- 
though he  knew  the  opposition  it  was  bound  to  meet  at  home  and  abroad 
through  ignorance  and  political  intrigue. 

While  engaged  in  reorganizing  the  Simonds  Rolling  Machine  Company  he 
incidentally  developed  his  ingenuity  as  a  detective  and  succeeded  in  trapping 
a  number  of  concerns  suspected  of  infringing  the  Simonds  patents.  Although 
I  have  forgotten  the  details  of  these  exploits,  the  impression  made  by  their 
recital  some  fifteen  years  ago  was  one  of  admiration  and  amusement  not  ex- 
celled by  any  of  the  Sherlock  Holmes  stories  I  have  since  read,  and  I  have  no 
doubt  that  the  license  found  among  Taylor's  effects  as  a  stationary  steam 
engineer  in  Massachusetts  from  1897  to  1900  bears  directly  upon  his  detective 
work.  As  I  remember,  this  was  one  of  his  schemes  to  obtain  access  to  the 
plant  of  a  suspected  competitor  where  Taylor  applied  for  a  job  to  run  the 
engine. 

After  leaving  Bethlehem,  he  was  offered  fabulous  sums  for  the  reorganiza- 
tion of  other  large  concerns,  but  he  realized  that  he  was  nearing  the  limit  to 
his  powers  of  endurance  and  wisely  considered  his  health  of  more  importance 
to  himself  and  to  the  cause  for  which  he  stood  than  any  monetary  compensation. 

Believing  that  he  could  no  longer  afford  to  work  for  money,  for  the  last 
fifteen  years  of  his  life  he  devoted  himself  to  the  welfare  of  humanity  by 
spreading  his  new  gospel  of  management  throughout  the  world  at  the  sacrifice 
of  his  fortune,  personal  comfort  and  health;  and  it  was  while  so  engaged  that 
he  contracted  the  cold  which  brought  his  long  and  useful  career  to  an  untimely 
end. 

He  was  honored  by  institutions  of  learning  and  was  an  honor  to  everything 
with  which  he  was  connected.     No  one  ever  had  a  better  friend  than  Taylor 
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nor  a  more  implacable  enemy.  Few  men,  I  think,  have  been  so  cordially  hated 
and  beloved.  When  he  fought  he  meant  to  win  and  never  hesitated  to  hit  hard, 
but  he  always  fought  for  justice  and  never  for  peace  or  good-will  based  upon 
weak-kneed  concessions  of  any  kind.  So,  while  his  enemies  fade  away,  his 
friends  and  followers  increase  in  constantly  widening  circles. 

He  was  a  man  of  might  because  he  was  a  man  of  industry  and  genius 
devoted  to  the  truth,  and  the  versatility  of  his  genius  has  endeared  his 
memory  in  many  ways  to  a  host  of  friends  in  whom  the  fire  that  he  kindled 
will  burn  and  glow  to  the  glory  of  his  name  in  future  generations. 

Mr.  Taylor  was  married  May  3,  1884  to  Miss  Louise  M.  Spooner,  the 
daughter  of  Br.  and  Mrs.  Edward  A.  Spooner  of  Philadelphia,  and  they  lived 
in  Germantown  until  the  termination  of  his  connection  with  the  Midvale  Steel 
Company.  It  is  interesting  to  recall  the  wedding  ceremony  as  one  of  the  last, 
if  not  the  very  last,  performed  by  the  venerable  Dr.  Wm.  H.  Fumeas  in  the 
old  Unitarian  Church  at  10th  and  Locust  Streets,  and  it  is  certainly  a  distinc- 
tion to  have  been  married  by  one  so  universally  admired  and  beloved. 

After  leaving  Midvale,  Mr.  Taylor  was  obliged  to  travel  more  or  less  be- 
tween the  paper  pulp  mills  of  which  he  had  charge.  This  entailed  a  good  deal 
of  domestic  inconvenience  which  Mrs.  Taylor  always  preferred  to  share.  1 
remember  visiting  their  home  in  Madison,  Me.,  on  the  banks  of  the  Kennebeck 
Biver,  which  furnished  power  for  the  mill.  The  scenery  was  beautiful  and  the 
climate  exhilarating,  but  Madison  was  a  smkll  town,  far  from  the  attractions 
of  city  life,  and  it  seemed  more  like  a  romantic  wilderness  than  a  home  for 
Mrs.  Taylor.  But  here  I  found  Taylor  rejoicing  in  a  new  frame  house  built 
to  Mrs.  Taylor's  very  attractive  original  plans,  clearly  indicating  their  dis- 
position to  enjoy  life  wherever  duty  called  them. 

From  Madison,  they  soon  moved  to  Appleton,  Wis.,  then  back  to  New  Eng- 
land towns,  and  at  last  to  Bethlehem,  Pa.,  where  some  of  Taylor's  greatest 
achievements  were  realized.  Later  they  settled  in  Germantown  where  he  built 
his  beautiful  home  "Boxley"  at  Chestnut  HilL  The  hospitality  of  this  man- 
sion will  be  remembered  by  thousands  who  have  been  entertained  in  its  spacious 
halls,  and  it  will  be  a  gratification  for  all  of  them  to  know  that  Mrs.  Taylor 
continues  to  make  it  her  home  and  is  devoting  herself  untiringly  to  the  pro- 
motion of  her  husband's  ambition  and  the  perpetuation  of  his  memory.  Here 
Mr.  Taylor's  office  is  kept  open  and  the  correspondence  with  people  interested 
in  the  scientific  management  movement  is  carried  on  by  a  group  of  Taylor's 
associates  under  the  name  of  the  Frederick  W.  Taylor  Cooperators. 

During  the  last  two  or  three  years  of  his  life,  Taylor  exhibited  a  spirit  of 
devotion  which  few  who  had  known  him,  chiefiy  in  a  professional  way,  sus- 
pected him  of  possessing.  Mrs.  Taylor's  health  failing,  he  placed  his  duty 
toward  her  above  his  work  in  the  field  in  which  he  had  labored  for  years,  at 
a  time  when  more  than  ever  before  enduring  success  was  at  stake,  and  all  of 
his  engagements  were  made  conditional  upon  his  wife's  health  permitting  him 
to  keep  them. 

In  private,  as  in  his  profession,  Taylor's  life  stands  out  as  a  model  and  a 
source  of  inspiration. 

The  sod  that  covers  his  grave  like  a  blanket  of  rich  velvet  marks  the  last 
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resting  place  of  no  common  mortal.  It  bears  its  silent  testimony  to  the  genius 
of  him  whose  form  it  covers,  and  among  those  who  gather  from  time  to  time 
at  this,  the  brightest  green  spot  on  the  banks  of  the  Schuylkill,  will  always 
be  found  the  rank  and  file  of  labor,  the  bone  and  sinew  of  industrial  progress, 
in  loving  remembrance  of  a  great  benefactor,  a  pioneer  and  leader  of  men." 

While  from  the  time  he  left  Bethlehem,  Taylor  had  retired,  at 
least  in  theory,  from  active  professional  work,  he  was  at  all  times 
in  close  touch  with  the  work  of  his  followers,  and  was  ever  ready 
with  helpful  counsel.  Not  until  after  his  death  did  they  realize 
how  much  they  had  leaned  upon  him. 

During  the  latter  years  of  his  life  in  some  measure  he  was  com- 
pensated for  the  hard  fight  he  had  made  against  criticism  and 
opposition  born  of  prejudice  and  ignorance.  The  engineering  pro- 
fession honored  him  by  his  election  as  President  of  this  Society  in 
1906.  In  this  same  year  the  University  of  Pennsylvania  conferred 
upon  Mr.  Taylor  the  honorary  degree  of  Sc.  D.,  and  Hobart  College 
that  of  LL.  D.  It  is  typical  of  Taylor's  democracy  of  spirit  that 
after  receiving  these  degrees,  while  being  deeply  appreciative  of 
the  honor,  he  rather  resented  the  distinction  of  being  addressed  or 
referred  to  as  Doctor  Taylor.  To  him  his  work  was  of  far  greater 
importance  than  the  matter  of  personal  glory. 

The  more  progressive  element  in  the  government  service  became 
interested  in  the  Taylor  System  about  1905,  and  efforts  were  made 
with  some  success  to  apply  Taylor's  teachings  in  the  arsenals  and 
navy  yards.  This  work  was  undertaken  in  earnest  by  General 
Crozier,  Chief  of  the  Bureau  of  Ordnance  of  the  Army,  who  upon 
the  recommendation  of  Mr.  Taylor  secured  the  assistance  of  Carl 
6.  Barth  and  the  system  was  completely  installed  in  the  Watertown 
Arsenal  and  extended  to  other  arsenals. 

In  1906,  Admiral  Caspar  F.  Goodrich  brought  Mr.  Taylor  and 
Truman  H.  Newberry,  then  Secretary  of  the  Navy,  together  and  a 
plan  was  evolved  for  carrying  out  in  a  more  comprehensive  way  the 
work  begun  independently  in  the  Navy  Yards  by  certain  officers  in 
charge.  Speaking  of  this,  Admiral  Goodrich,  at  the  memorial  serv- 
ices of  this  Society,  said : 

"I  am  indebted  to  him  (Taylor)  for  a  great  many  very  valuable  services. 
In  1907  I  was  sent  as  Commandant  to  the  New  York  Navy  Yard,  where  I 
found  five  separate  industrial  establishments  within  the  yard,  each  one,  in  so 
far  as  it  could  be,  complete  in  itself.  Each  one  of  these  plants  had  been  erected 
by  one  of  the  bureaus  of  the  Navy  Department, — there  were  buildings  devoted 
to  construction  and  repairs,  ordnance,  equipment,  yards  and  docks,  etc.    This 
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multiplication  of  plants  was  not  conducive  to  economy,  and  I  immediatelj  saw 
the  need  for  reform. 

Mr.  Truman  H.  Newberry,  who  was  then  Assistant  Secretary  of  the  Navy, 
and  who  later  became  Secretary,  had  charge  of  the  navy  yards  at  that  time, 
and  I  went  to  him  with  the  facts  and  I  said:  'Mr.  Secretary,  I  will  present  to 
you  no  scheme,  no  proposition,  that  I  have  not  already  threshed  out  with  the 
ablest  engineer  in  this  country.  I  do  not  pretend  myself  to  be  a  mechanical 
engineer,  but  I  do,  fortunately,  possess .  the  friendship  and  confidence  of  Mr. 
Frederick  W.  Taylor,  and  I  will  go  over  all  these  propositions  with  him  and 
I  will  bring  nothing  before  you  that  does  not  meet  with  his  approval.'  Mr. 
Newbury,  of  coiirse,  knew  all  about  Mr.  Taylor  and  he  liked  to  feel  that  any 
matter  in  the  way  of  reform  would  be  based  upon  the  broadest  and  the  wisest 
of  grounds.  He  promised  me  the  backing  of  the  Navy  Department.  I  con- 
sulted Mr.  Taylor  and  we  drew  up  a  scheme  and  carried  it  out,  and  suffice  it 
to  say  that  with  Mr.  Newberry's  authority  and  Mr.  Taylor's  advice  we  suc- 
ceeded in  concentrating  the  work  of  the  Yard  into  fewer  shops  and  in  enor- 
mously decreasing  the  appropriation  necessary. 

I  will  only  give  one  other  illustration  of  what  he  did.  There  came  over 
to  my  desk  on  one  occasion  a  statement  or  schedule,  as  it  is  called,  of  the  tool 
steel  required  at  the  different  navy  yards  in  only  one  of  the  departments.  I 
was  amazed  at  the  vast  number  of  varieties  of  tool  steel  that  were  demanded 
by  name,  by  brand,  and  in  every  case  there  was  a  certificate  that  none  other 
would  serve.  I  consulted  Mr.  Taylor  who  advised  me  to  buy  steel  according 
to  specifications  and  he  very  quickly  offered  me  all  the  assistance  I  required. 
So  we  prepared  the  specifications,  which  were  later  adopted  by  the  Tool  Steel 
Board  appointed  by  Mr.  Newberry  to  take  up  the  question  of  the  varieties  of 
tool  steel  required,  and  their  composition. 

The  first  high  speed  steel  that  was  bought  under  Mr.  Taylor 's  specifications, 
as  adopted  and  promulgated  by  the  Navy  Department,  was  for  the  gun  works 
at  Washington,  and  Admiral  Leutze,  who  was  then  in  command,  told  me  he 
had  been  previously  paying  $1.25  a  pound  for  the  steel  required  and  he  was 
now  getting  tool  steel  for  from  32  cents  to  36  cents  a  pound,  and  the  new  steel 
was  doing  about  33J  per  cent  more  work. 

I  thank  you  for  this  opportunity  of  claiming  what  I  consider  to  be  one 
of  the  greatest  privileges  of  a  long  life,  that  of  speaking  of  my  former 
intimate  and  dear  friend,  Frederick  Winslow  Taylor.'' 

The  plan  referred  to  by  Admiral  Goodrich  contemplated  not 
only  the  standardization  and  purchase  of  tool  steel,  but  also  stand- 
ardization of  all  tools  and  their  manufacture  and  treatment  in  one 
central  plant  from  which  they  would  be  supplied  to  all  navy  yards. 

AVith  the  change  in  administration  came  a  new  Secretary  of  the 
Navy,  George  Von  L.  Meyer,  who  undertook  the  extension  of  the 
"Taylor  System",  appointing  a  board  consisting  of  naval  oflScers  and 
civilians  who  under  Mr.  Taylor's  guidance  worked  out  a  very  com- 
prehensive plan,  wh\c\\  vjBca  never  carried  out. 
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Unfortunately,  economy  and  efficiency  in  government  work  are 
not  essential  from  a  political  point  of  view,  and  yielding  under  the 
pressure  of  opposition  from  within  and  without  the  navy,  the 
Secretary  abandoned  the  plan.  Nevertheless  Taylor's  influence  at 
this  time  so  strongly  affected  many  of  the  officers  in  charge  of  navy 
yard  work  that  while  the  Taylor  System  could  not  be  installed  as 
such,  its  principles  were  applied  in  a  considerable  degree. 

In  1911,  Louis  D.  Brandeis,  now  one  of  the  Judges  of  the  Su- 
preme Court,  as  counsel  for  the  Eastern  shippers  opposing  before  the 
Interstate  Commerce  Commission  the  railroads'  demand  for  an  in- 
crease in  freight  rates,  brought  Taylor's  work  to  the  attention  of 
the  entire  country.  Previous  to  this  time  the  Taylor  System  was 
known  chiefly  in  engineering  circles  and  among  managers  of  iron 
and  steel  working  industries.  Mr.  Brandeis  aroused  the  country 
by  making  the  statement  that  the  railroads,  by  the  application  of 
scientific  management,  might  effect  economies  which  would  make 
the  granting  of  the  increase  in  rates  unnecessary.  Accounts  of  these 
hearings,  published  broadcast  in  the  daily  press,  naturally  created 
a  tremendous  interest  in  Taylor's  work  and  marked  its  general  ex- 
tension to  industries  outside  of  the  strictly  engineering  lines. 

In  1912,  a  society  was  formed  by  a  small  group  of  manufacturers 
and  engineers  interested  in  the  Taylor  System  which  was  known  as 
the  Society  to  Promote  the  Science  of  Management  (since  changed 
to  the  Taylor  Society).  After  Mr.  Taylor's  death  this  society  held 
a  Memorial  Meeting  October  1915,  at  which  Mr.  Brandeis  was 
among  the  speakers.  All  his  life  Brandeis  had  been  a  champion  of 
the  working  people,  and  it  was  with  their  welfare  in  mind  that  he 
considered  Taylor's  work.  Perhaps  in  this  respect  no  one  better 
understood  the  motives  which  inspired  Taylor.  In  view  of  this  fact 
it  seems  desirable  to  repeat  here  Mr.  Brandeis'  address. 

**It  was  Taylor's  purpose  to  make  the  laborer  worthy  of  his  hire;  to  make 
the  hire  worthy  of  the  laborer;  to  make  the  standard  of  living  and  the  con- 
ditions of  working  worthy  to  be  called  American.  The  American  standard  of 
living  implies  a  wage  adequate  for  proper  housing  and  food  and  clothing,  for 
proper  education  and  recreation  and  for  insurance  against  those  contingencies 
of  sickness,  accident,  unemployment,  premature  death  or  superannuation,  which 
fall  so  heavily  upon  the  working  classes.  That  standard  implies  hours  of  labor 
sufficiently  short  to  permit  those  who  work  to  perform  also  their  duties  as 
citizens  and  to  share  in  the  enjoyment  of  life.  That  standard  implies  post- 
ponement of  the  working  period  to  an  age  which  enables  the  child  to  develop 
into  a  rounded  man  or  woman.     That  standard  implies  working  conditions 
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which  are  not  only  consistent  with  the  demands  of  health  and  safety,  but  are 
also  such  as  may  make  work  for  others  what  it  was  for  Taylor — the  greatest 
of  life's  joys. 

Taylor  recognized  that  in  order  to  make  such  a  standard  of  living  and  of 
working  attainable,  the  productivity  of  man  must  be  greatly  increased;  that 
waste  must  be  eliminated,  and  particularly  the  waste  of  effort  which  bears  so 
heavily  upon  the  worker.  And  yet  the  man  who  sought  to  so  develop  industry 
as  to  enable  labor  to  reach  these  higher  standards  of  working  and  of  living, 
met,  throughout  his  life,  wide-spread  opposition  from  those  whom  he  sought 
particularly  to  help.  Let  all  who  are  undertaking  to  carry  forward  his  work 
recognize  this  hostility  as  a  fact  of  fundamental  importance;  for  it  presents 
the  main  problem  which  confronts  scientific  management. 

The  causes  of  this  hostility  are  twofold: 

First:  Only  a  part  of  the  necessary  industrial  truths  have  been  as  yet 
developed. 

Second:  The  necessary  assent  to  the  application  of  these  truths  has  not 
been  obtained. 

Taylor  was  a  great  scientist.  He  established  certain  truths,  fundamental 
in  their  nature.  But  he  obviously  covered  only  a  part  of  the  field  of  inquiry. 
The  truths  he  discovered  must  be  further  developed  and  they  must  be  supple- 
mented by  and  adjusted  to  other  truths.  The  greater  productivity  of  labor 
must  be  not  only  attainable,  but  attainable  under  conditions  consistent  with 
the  conservation  of  health,  the  enjoyment  of  work,  and  the  development  of 
•the  individual.  The  facts  in  this  regard  have  not  been  adequately  established. 
In  the  task  of  ascertaining  whether  proposed  conditions  of  work  do  conform 
to  these  requirements,  the  laborer  himself  should  take  part.  He  is  indeed  a 
necessary  witness.  Likewise  in  the  task  of  determining  whether  in  the  dis- 
tribution of  the  gain  in  productivity,  justice  is  being  done  to  the  worker,  the 
participation  of  representatives  of  labor  is  indispensable  for  the  inquiry  which 
involves  essentially  the  exercise  of  judgment. 

Furthermore,  those  who  undertake  to  apply  the  truths  which  Taylor  dis- 
closed must  remember,  that  in  a  democracy  it  is  not  sufficient  to  have  dis- 
covered an  industrial  truth,  or  even  the  whole  truth.  Spch  truth  can  rule  only 
when  accompanied  by  the  consent  of  men. 

We  who  have  had  occasion  to  consider  the  hostility  of  labor  leaders  to  the 
introduction  of  scientific  management  know  that  the  hostility  has  in  large 
measure  been  due  to  misunderstanding.  Much  of  all  the  waste  which  Taylor 
undertook  to  eliminate,  has  no  direct  relation  to  the  specific  functions  of  the 
workingnian.  It  deals  with  waste  in  machinery,  in  supplies,  in  planning,  in 
adjustment  of  production  and  distribution — matters  in  which  changes  cannot 
possibly  affect  the  workman  injuriously.  And  yet  we  found  in  many  leaders 
of  labor  undiscriminating  opposition  to  the  whole  of  the  so-called  Taylor 
System.  But  even  if  we  succeed  through  education  in  eliminating  the  general 
hostility  to  the  introduction  of  scientific  management  in  departments  of  the 
business  which  do  not  directly  affect  labor,  there  will  remain  a  wide  field 
where  the  proposed  changes  do  directly  affect  labor  in  which  there  is  determined 
opposition.    This  opposition  can  be  overcome  only  through  securing  the  affirma- 
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tive  cooperation  of  the  labor  organisatioiis.  In  a  demoeratie  community  men 
who  are  to  be  affected  by  a  proposed  change  of  conditions  should  be  consulted, 
and  the  innovators  must  carry  the  burden  of  convincing  others  at  each  stage  in 
the  process  of  change  that  what  is  being  done  is  right.  Labor  must  have 
throughout  an  opportunity  of  testing  whether  that  which  is  being  recorded  as  a 
-truth,  is  really  a  truth,  and  whether  it  is  the  whole  truth.  Labor  must  not  only 
be  convinced  of  the  industrial  truths — which  scientific  management  is  dis- 
closing— but  must  also  be  convinced  that  those  truths  are  consistent  with  what 
may  be  termed  human  truths.  Is  the  greater  productivity  attained  clearly 
consistent  with  the  health  of  the  body,  the  mind  and  the  soul  of  the  worker  f 
Is  it  consistent  with  industrial  freedom?  Is  it  consistent  with  greater  joy  in 
work,  and  generally  in  living  f  These  are  questions  which  must  be  answered 
in  the  affirmative,  and  to  the  satisfaction,  not  of  a  few,  merely,  but  of  the 
majority  of  those  to  be  affected. 

To  do  honor  to  Mr.  Taylor  and  to  worthily  carry  forward  his  work,  those 
who  are  his  disciples,  and  those  who  may  become  such,  should  recognize  that 
they  have  in  the  solution  of  these  questions  a  call  upon  them  for  patient  effort 
no  less  exacting  and  severe  than  that  to  which  Taylor  subjected  himself  when 
pursuing  the  law  of  cutting  steel.  Every  step  in  the  installation  and  the  work- 
ing out  of  scientific  management  calls  for  such  cooperation  by  representatives 
of  labor.  The  obstacles  to  securing  it  are  great.  Twenty-five  years  may  be 
required  to  remove  them  fully.  But  whatever  the  time  required  to  fully  con- 
vince organized  labor,  it  must  be  given,  if  our  work  is  to  be  well  done.  The 
consent  and  the  cooperation  of  the  worker  so  represented  must  be  secured.  In 
no  other  way  can  we  attain  in  full  measure  the  increase  of  productivity  upon 
which  our  well-being  so  largely  depends.  In  no  other  way  can  we  secure  that 
joy  in  work  without  which  increase  of  productivity  will  not  bring  greater 
happiness.  In  no  other  way  can  we  attain  that  freedom  and  development  of 
the  worker  without  which  even  his  greater  happiness  would  not  promote  the 
general  welfare.  Let  us  work  unremittingly  in  the  spirit  of  Taylor  to  solve 
the  problem  he  left  unsolved.  In  the  solution  of  that  problem — ^which  in  a 
true  sense  is  the  labor  problem — the  greatest  honor  will  be  done  to  his  memory 
and  the  greatest  service  to  mankind." 

Some  idea  of  the  esteem  in  which  Taylor  and  his  work  were  held 
abroad  is  given  in  the  addresses  at  the  Memorial  Meeting  of  the 
Society  to  Promote  the  Science  of  Management,  already  referred  to. 

The  President  of  the  French  Republic,  through  Ambassador 
Jusserand,  sent  a  representative  to  the  meeting  in  the  person  of 
Colonel  Vignal  of  the  Engineer  Corps,  Military  Attach^  to  the 
French  Embassy  at  Washington.  In  a  letter  M.  Jusserand  said : '  *  It 
is  very  diflBcult  for  me  to  leave  my  desk  in  these  days ;  I  would  else 
have  craved,  myself,  the  honor  of  taking  part  in  the  celebration  and 
rendering  homage  to  one  whose  tuition  has  made  him  one  of  the 
benefactors  of  mankind.'' 

Colonel   Vignal   presented   a  tribute   from   the   great   French 
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scientist,  Henri  le  Chatelier,  between  whom  and  Mr.  Taylor  had 
grown  a  strong  friendship  and  mutual  appreciation.  M.  le  Chate- 
lier's  paper  was  entitled  **How  have  I  known  Frederick  W.  Taylor; 
why  have  I  endeavored  to  popularize  Scientific  Management!'' 
The  following  is  a  partial  quotation: 

''Frederick  W.  Taylor  is  a  mechanician  and  I  am  a  chemist:  he  is  an 
engineer,  and  I  am  a  professor.  What  has  brought  us  in  touch  with  each 
other  f  How  have  I  been  led  to  undertake  the  popularizing  of  industrial 
methods,  which  is  quite  outside  of  my  province  f  Some  will  say  it  is  chance, — 
the  veriest  accident.  But,  in  the  Taylor  System  there  is  no  room  for  chance; 
all  facts  are  necessarily  related  to  each  other.  The  very  object  of  this  system 
is  to  disentangle  the  inevitable  relations  of  phenomena.  Chance  has  to  do  only 
with  those  relations  of  which  we  are  still  Ignorant.  The  questions  which  I 
raise  here  give  very  clear  proof  of  the  correctness  of  this  definition  of  chance. 
If  the  bringing  together,  across  the  Atlantic  Ocean,  of  two  scholars  entirely 
unknown  to  each  other  seems  at  first  sight  inexplicable,  the  following  state- 
ment will  demonstrate  on  the  contrary  that  it  was  inevitable  and  that  chance 
had  nothing  to  do  with  it. 

I  have  devoted  my  life  to  the  study  of  science,  and  in  pursuit  of  this  study, 
I  have  allowed  myself  to  be  guided  by  a  few  leading  principles  borrowed  from 
the  philosophical  works  of  Taine.  To  my  mind  the  end  of  science  is  simply 
the  study  of  the  relations  existing  between  phenomena,  that  is  to  say,  the  study 
of  natural  laws.  Moreover,  a  sound  method  for  the  study  of  these  laws  con- 
sists in  at  once  directing  all  one's  efforts  toward  the  analysis  of  the  most 
important  factors,  that  is,  of  those  which  play  a  preponderant  part  in  the 
determination  of  a  given  result. 

Being  moreover  a  professor  in  a  polytechnical  school,  I  naturally  had  to 
interest  myself  from  the  very  first  in  the  elements  of  industrial  progress ;  in 
my  opinion  science  is  the  dominating  factor  therein.  In  order  to  develop  the 
influence  of  science  in  French  industry,  and  to  make  our  engineers  understand 
the  beneficial  role  of  scientific  methods  of  work,  I  established  La  Revue  de 
Metallurgie  about  fifteen  years  ago.  In  this  publication  I  proposed  to  give  a 
leading  place  to  the  studies  of  industrial  science,  while  giving  ample  space  to 
purely  technical  information,  which  was  necessary  to  insure  the  reading  of  my 
review  by  those  manufacturers  who  are  often  but  partially  convinced  of  the 
practical  value  of  science. 

Faithful  to  these  principles,  in  editing  this  review  I  was  obliged  system- 
atically to  give  a  conspicuous  place  to  the  dominating  facts;  to  allot  the 
number  of  pages  devoted  to  each  industrial  process,  according  to  its  real  im- 
portance. At  the  time  of  the  Paris  Exposition,  in  1900,  struck  by  the  evident 
importance  of  high  speed  tool  steel,  I  reviewed  systematically  all  the  articles 
bearing  on  this  discovery,  in  order  to  give  extracts  from  them  in  La  Revue  de 
Metallurgie.  I  published,  among  other  things,  an  extract  from  a  lecture  of  a 
Sheflleld  engineer,  Mr.  Glcdhill,  attributing  the  discovery  of  high  speed  tool 
steel  to  a  lucky  chance.  A  careless  workman  had  overheated  one  of  his  tools 
and,  far  from  damaging  it,  he  had  considerably  improved  it.     This  incident 
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• 
coming  to   the  knowledge  of   two   industrial  engineerSi  Messrs.   Taylor  and 
White,  had  given  birth  to  high  speed  tool  steel. 

Not  believing  in  chance,  I  had  followed  up  this  article  with  some  personal 
remarks,  saying  that  it  had  certainly  required  a  high  order  of  scientific  ob- 
servation and  investigation  on  the  part  of  the  engineers  in  question  to  have 
been  able  to  draw  such  an  important  discovery  from  the  carelessness  of  a 
workman.  This  article  fell  under  the  eye  of  Frederick  Taylor.  Some  months 
afterwards  when  he  decided  to  publish  the  history  of  his  discovery  in  his 
celebrated  presidential  address  to  the  Mechanical  Engineers,  On  the  Art  of  Cut- 
ting Metals,  he  sent  me  a  copy  of  the  final  proofs,  thanking  me  for  my  words 
of  appreciation.  It  might  interest  me,  he  said,  to  know  that  chance,  as  I  had 
foreseen,  had  had  absolutely  nothing  to  do  in  the  discovery  of  high  speed  tool 
steel. 

I  then  asked  Mr.  Taylor  to  authorize  my  publishing  a  French  translation 
of  his  paper,  which  he  very  obligingly  granted.  But,  he  added  in  his  letter, 
he  believed  that  he  had  done  something  much  more  important  than  his  work 
on  cutting  metals,  namely,  his  scientific  management  of  shop  work.  He  asked 
me  to  read  attentively  his  paper  called  Shop  Management  and  to  give  him  my 
criticism  of  it.  I  knew  the  work  in  question  very  well  by  name,  but  I  thought 
that  it  treated  simply  of  a  system  of  paying  wages,  the  differential  system, 
more  or  less  similar  to  Halsey's  system  of  premiums,  which  had  not  seemed 
to  me  sufficiently  interesting  to  make  me  buy  the  book  and  read  it.  Once  in 
possession  of  this  volume,  I  studied  it  conscientiously  and  I  was  profoundly 
surprised  to  find  in  it  a  very  remarkable  application  of  the  scientific  method 
to  industrial  problems.  In  undertaking  the  publication  of  La  Bevue  de  Metal- 
lurgie,  I  had  proposed  to  generalize  the  applications  of  science  to  industry, 
but  I  had  not  understood  the  full  extent  of  the  domain  of  science.  I  had 
hardly  dreamed  beyond  the  introduction  of  the  laboratory  and  of  its  experi- 
mental methods  in  factories,  but  I  had  not  foreseen  the  possibility  of  extend- 
ing the  domain  of  science  over  all  the  realm  of  industry,  including  questions 
of  organization,  comniercial  questions,  labor  questions,  etc. 

I  was  somewhat  ashamed  to  find  the  science  of  a  practical  man  infinitely 
more  developed  than  my  own.  From  that  day  on,  I  felt  myself  obliged,  in 
order  to  remain  faithful  to  the  program  which  I  had  from  the  first  mapped 
out  ^or  myself,  to  constitute  myself  an  apostle  of  the  Taylor  System.  From 
the  beginning  I  was  perfectly  aware  of  the  difficulties,  and  of  the  time  which 
the  spread  of  the  new  ideas  would  require.  It  had  already  been  hard  enough 
to  induce  manufacturers  to  make  use  of  laboratories,  even  when  the  material 
results  were  tangible  and  paid  immediately.  It  would  be  still  more  difficult 
to  make  them  accept  a  more  complex  method  of  work,  more  costly  to  put  in 
operation  and,  above  all,  giving  only  more  remote  results.  Calling  to  mind 
then,  this  other  principle  of  Taine,  that  to  convince  people  it  is  not  sufficient 
to  give  them  good  reasons,  but  that  above  all  you  must  fire  their  imaginations 
by  a  series  of  individual  facts  which  they  can  easily  digest  and  which  all  lead 
to  the  same  end,  I  made  up  my  mind,  either  in  La  Bevue  de  Metallurgie,  or 
in  other  publications,  to  come  back  incessantly  to  the  advantages  of  Taylor's 
Scientific  Management.  A  nail  is  finally  driven  home  by  the  constant  repetition 
of  little  blows.    It  was  in  this  way  that  an  active  correspondence  with  Fred- 
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erick  Taylor  was  brought  about,  and  the  begmning  of  those  sentunents  of 
friendship  arose  which  made  his  premature  death  particularly  painful  to  me. 
We  shall  endeavor  at  least  to  make  his  ideas  live,  and  to  awaken  the  feeling  of 
gratitude  to  which  he  is  entitled,  because  of  the  beneficent  work  he  left  behind 
him. 

After  all;  the  bond  which  inevitably  drew  us  together  was  the  conunuiity 
of  our  scientific  interests,  directed  alike  toward  industrial  progress.  We  have, 
independently  and  without  any  acquaintance,  come  upon  each  other  from  dif- 
ferent routes  which  led  to  the  same  end:  We  had  to  meet  sooner  or  later. 
There  was  indeed  no  accident  in  the  origin  of  our  collaboration. 

The  French  translation  of  the  Principles  of  Scientific  Management,  has 
been  printed  in  two  editions,  to  the  number  of  8000  copies,  of  which  3000 
have  been  gratuitously  distributed,  and  4000  sold — ^representing  then,  at  least 
5000  readers.  Today  Frederick  Taylor 's  ideas  are  familiar  to  the  majority  of 
French  engineers:  Whether  they  will  or  no,  they  necessarily  exercise  an  infia- 
ence  on  every  one  of  their  decisions. 

The  advice  of  consulting  engineers,  which  is  considered  so  natural  in  the 
United  States  does  not  obtain  with  us.  To  reorganize  a  factory  you  appeal 
to  one  of  Taylor's  disciples — Barth,  Gantt,  Thompson,  etc,  or  to  one  of  their 
imitators.  With  us,  on  the  contrary,  a  factory  insists  on  reorganising  itself 
only  with  the  help  of  its  own  staff,  and  on  invoking  no  name  except  that  of 
the  firm.  I  had  warned  Frederick  Taylor  that  in  France  his  system  would 
take  the  name  of  the  engineers  or  the  firms  which  would  put  his  ideas  into 
practice.  '  I  desire  nothing  more, '  said  he,  '  so  that  my  ideas  spread,  it  matters 
little  the  dress  under  which  they  circulate.' 

In  France,  the  most  earnest  opponents  of  the  Taylor  System  are  perhaps 
the  economists.  That  may  seem  surprising,  but  on  second  thought  one  under- 
stands why  scholars  discussing  industrial  questions  which  are  altogether  out 
of  their  province  without  ever  having  set  foot  in  a  machine  shop,  must  in  the 
nature  of  things  conform  their  ideas  in  their  criticisms  to  previous  opinions  and 
to  systems  established  by  long  tradition.  They  do  not  dare  to  launch  out  into 
new  fields,  whose  foundations  they  are  not  able  personally  to  appreciate.  Be 
that  as  it  may,  Frederick  Taylor's  ideas  are  making  their  way  little  by  little. 
Machinery  was  forced  upon  industry  in  spite  of  the  attacks  of  which  *it  was 
the  object;  it  will  be  the  same  with  the  scientific  principles  of  management  of 
work.  From  certain  points  of  view,  their  success  would  be  even  easier,  because 
ideas  have  a  far  greater  force  of  penetration  and  of  diffusion  than  material 
objects.  One  can  break  up  machinery,  burn  down  shops,  but  there  is  no  way 
of  coercing  ideas." 

Another  noted  French  engineer  and  manufacturer,  Charles  de 
Preininville,  said  in  part: 

*  ^  The  associates  of  Frederick  Winslow  Taylor,  gathered  together  to  per- 
petuate his  memory  have,  in  asking  me  to  present  a  few  remarks  on  the  work 
of  their  master,  conferred  on  me  a  great  honor.  I  wish  to  point  out,  from 
the  point  of  view  of  the  engineer,  how  i'Vederick  W.  Taylor's  ideas  were  pre- 
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sented  in  France;  with  wliat  qnnpathetic  interest  they  were  received,  and  how 
great  a  service  they  are  called  upon  to  render  to  the  French. 

When  Frederick  Taylor's  works,  On  the  Art  of  Cutting  Metals  and  Shop 
Management  appeared,  they  attracted  the  particular  attention  of  a  learned 
engineer  whose  name  is  universally  recognized,  Henri  le  Chatelier,  by  whom 
these  important  works  were  first  published  in  the  Bevue  de  Metallurgie.  The 
method  used  involved  such  determination  and  continuity  of  effort,  such  close 
cooperation  for  an  unprecedented  length  of  time,  and  laws  carried  out  to  such 
a  fine  point,  that  it  was  difficult  to  think  it  was  not  exaggerated. 

When  the  works  of  Frederick  Taylor  were  published  in  France,  the  name 
of  the  great  engineer  must  have  already  been  known  there,  for  it  was  that  of 
one  of  the  inventors  of  the  high  speed  tool  steel  which  had  made  such  a  great 
sensation  at  the  Paris  Exposition  in  1900. 

On  the  Art  of  Cutting  Metals  had  been  published  with  Shop  Management 
by  M.  le  Chatelier.  The  volume  passed  from  hand  to  hand,  and  after  having 
commanded  the  attention  of  manufacturers,  of  the  directors  of  railroad  com- 
panies, etc.,  it  reached  the  managers  of  the  shops  and  the  foremen,  who  were 
struck  by  the  practical  advice,  based  on  a  profound  knowledge  of  the  world 
of  labor,  which  they  met  in  every  line. 

From  that  moment  Frederick  Taylor  acquired  in  France  the  right  of 
citizenship,  and  the  assimilation  of  Mr.  Taylor's  ideas  and  of  his  method  was 
only  a  question  of  time. 

'Method'  has  long  been  honored  in  France.  It  characterizes  the  spirit 
which  the  great  technical  schools  endeavor  to  inculcate  in  their  pupils  and 
which  has  contributed  not  a  little  to  their  ability  to  occupy  an  extremely  im- 
portant place  in  industry. 

The  French  workman  himself  was  not  the  last  to  understand  how  Taylor 
obtained  such  astounding  results  in  the  working  of  metals.  Long  since  ac- 
customed to  associate  the  names  of  scholars  with  great  industrial  discoveries, 
he  willingly  accords  to  them  the  admiration  and  respect  due  to  extraordinary 
men,  and  frequently  experiences  a  lively  desire  to  contribute,  however  little 
it  may  be,  to  their  work.  'Never  mind,'  he  has  said  more  than  once  to  him- 
self, after  having  applied  himself  very  methodically  to  his  task,  'I  have  done 
a  little  like  Taylor.' 

It  is  not  surprising  that  the  seekers  after  precedents  have  explored  France 
with  the  greatest  care,  in  the  hope  of  finding  the  germ  of  Mr.  Taylor's  ideas 
there:  But  they  have  been  obliged  to  admit  that  they  found  themselves  in 
the  presence  of  a  new  work.  If  they  happened  to  discover  that  some  of  the 
finest  geniuses  of  French  mechanics,  such  as  Belidor,  Vanban,  Condomb,  had 
paused  for  a  few  moments  to  analyze  the  motions  of  the  workman  and  had 
left  a  few  notes  on  the  subject,  there  was  still  no  connection  between  these 
notes  and  the  labors  of  Frederick  Taylor.  Not  only  were  these  labors  not 
minimized  by  these  great  men,  but  they  received  brilliant  tributes  from  them. 
Frederick  Taylor  liked  France  and  would  have  liked  to  be  of  use  to  her. 
Once  during  two  brief  hours  when  we  were  together,  we  happened  upon  a 
maritime  laboratory,  on  the  coast  of  Brittany,  bom  of  the  most  modest  be- 
ginnings and  sheltering  for  several  years,  the  joint  labors  of  fishermen  and 
scientists.     Discoveries  of  the  greatest  importance  had  been  made  here  with 
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the  most  mdimentary  material,  but  thej  had  brought  very  little  honor  to  theii 
authors.  The  most  elementary  of  their  valuable  findings  were  hardly  taken 
advantage  of.  For  instance,  when  they  investigated  matters  of  public  interest, 
such  as  the  public  health,  they  brought  upon  themselves  endless  trouble. 

They  consoled  themselves  with  reading  the  accounts  of  the  application  made 
in  distant  countries,  of  their  discoveries,  and  on  such  a  colossal  scale  as  to 
be  almost  incredible.  Frederick  Taylor  must  have  made  more  than  one  reflec- 
tion when  visiting  this  laboratory.  'At  any  rate,  he  had  the  pleasure  of  being 
able  to  say  to  his  hosts  that  there  was  no  exaggeration  in  what  they  had 
read,  and  that  their  discoveries  had  been  made  the  object  of  the  most  im- 
portant application. 

Frederick  Taylor  found  there  a  graphic  example  of  a  fact  which  had  been 
pointed  out  to  him  again  and  again.  What  he  saw  excited  his  enthusiasm 
to  help  France  to  desire  more  practical  advantage  from  the  discoverira  she 
was  able  to  make.  He  was  full  of  hope  on  this  subject,  for  he  could  see  how 
completely  his  ideas  had  found  an  echo  in  France,  and  how  serious  were  the 
efforts  already  made  to  put  them  into  practice,  and  so  during  the  last  sojourn 
he  made  in  our  midst,  in  One  of  those  addresses  in  which  one  would  seek  in 
vain  for  a  word  of  flattery  he  did  not  hesitate  to  salute  in  France  the  countrj 
which  offered  the  finest  future  for  the  application  of  his  methods. 

The  movement  then  launched,  which  seemed  so  full  of  promise,  has  been 
arrested  by  the  war,  but  already  France  is  thinking  of  the  future,  and  of  the 
necessity,  greater  than  ever  before,  of  undertaking  a  systematic  organization 
of  her  resources  and  of  her  work. 

Frederick  Taylor  was  an  observer  of  exceptional  penetration  but  his  work 
is  witness  to  the  fact  that  he  was  indeed  one  of  those  men,  rare  in  any  country, 
who  from  the  beginning  of  their  career  subordinated  all  their  actions  to  a 
high  and  perfectly  definite  purpose.  No  one  has  ever  done  so  with  more 
energy  or  determination.  In  full  command  of  the  masterly  trait  of  scientific 
observation,  which  he  possessed  in  such  high  degree,  he  continually  directed 
it  towards  a  definite  end.  Never  did  he  allow  his  imagination  to  bewilder  his 
observations,  or  to  alter  their  exactness.  They  all  bear  the  trace  of  absolute 
sincerity. 

Again  we  detect  the  same  integrity  when  he  is  concerned  with  the  applica- 
tion of  his  ideas  to  the  organization  of  labor.  He  is  not  afraid  of  provoking 
contradiction  and  he  did  not  welcome  that  approbation  which  is  so  dangerous 
and  which  drowns  the  idea  by  returning  it  to  that  void  from  which  it  had 
been  delivered. 

Taylor  possessed  a  lofty  mind,  embracing  a  widely  extended  field  of 
activity.  If  he  gave  himself  particularly  to  the  task  of  making  people  under- 
stand the  efficacy  of  his  method  for  the  better  utilization  of  material  re- 
sources and  of  the  every  day  activities;  if  it  pleased  him  to  show  with  rare 
ability,  that  this  method  could  be  applied  as  well  to  agriculture  as  to  mechanics 
or  to  sports,  he  knew  how  to  raise  himself  above  his  work  itself  in  order  to 
affirm  that  the  use  of  the  means  which  he  recommended  must  cease  with  the 
material  world.  And  it  is  no  exaggeration  to  say,  that  in  struggling  against 
the  waste  of  energy  and  time  which  constantly  accompanies  not  only  industrial 
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labor  but  also  those  of  every  day  life,  he  strives  to  make  a  larger  place  for 
the  intellectual  life. 

Frederick  Taylor  regarded  spiritual  things  with  great  respect.  He  was 
deeply  touched  when  he  learned  that  one  of  the  most  authoritative  voices  of 
the  French  pulpit  in  a  daring  comparison,  had  not  been  afraid  to  define  'the 
love  of  God'  as  'the  Taylor  System  of  our  inner  life.' 

The  man  of  genius  is  not  frightened  by  the  greatness  of  the  task  which  he 
undertakes;  and  troubles  himself  little  about  the  profit  which  he  ought  to 
get  out  of  it,  for  it  is  a  small  task  indeed  whose  materialization  does  not 
exceed  the  life  of  an  individual. 

Inevitably  Frederick  Taylor  could  not  have  put  in  the  complete  develop- 
ment of  the  movement  which  he  had  begun,  but  he  was  able  to  see  that  the 
roots  were  already  very  deep,  and  that  a  brilliant  future  opened  up  before 
him. "  • 

Prof.  J.  J.  Sederholm,  of  Helsingfors,  Finland,  who  prepared 
a  paper  for  this  meeting,  said : 

"The  most  memorable  event  during  my  three  months  traveling  in  North 
America  was  undoubtedly  my  meeting  with  Mr.  Taylor.  It  was  so,  both  be- 
cause I  personally  admired  him  so  much,  and  because  I  think  that  his  teach- 
ings are  exactly  what  we  want  in  my  country.  Finland. 

I  can  add  nothing  to  the  characteristics  of  his  personality,  and  should  1 
speak  of  the  kindness  with  which  he  offered  me  his  help,  I  should  have  only 
to  describe  what  all  of  his  friends  have  experienced.  Let  me  therefore  restrict 
myself  to  considering  what  benefit  my  own  country  may  be  expected  to  reap 
from  his  influence. 

As  is  well  known,  the  struggle  for  existence  between  the  nations  of  Europe 
is  very  keen  both  politically  and  economically.  The  small  nations  in  particular 
are  forced  to  strain  all  their  efforts  in  order  not  to  be  overwhelmed  or  left 
behind. 

It  is  therefore  simply  a  necessity  for  us  to  learn  from  every  nation,  appro- 
priating the  best  which  they  have  to  offer.  Personally  I  think  that  we  have 
especially  much  to  learn  from  the  United  States.  Of  this  I  may  mention  an 
instance,  rather  trivial  in  itself,  but  significant.  When  our  sportsmen  formed 
the  ambitious  plan  that  Finland  should  beat  at  the  last  Olympian  games,  as 
many  of  the  other  countries  as  possible,  they  took  their  training  methods  from 
America.  The  result  was,  that  little  Finland  became  the  fourth  country  of 
the  world  in  this  international  sporting  contest;  next  to  the  United  States, 
Sweden  and  England,  beating  Germany,  France  and  other  large  countries. 

Now  I  think  that  in  all  kinds  of  human  industry  we  also  ought  to  learn 
from  the  Americans  how  to  'go  ahead,'  hoping  a  similar  success,  if  we  do  so. 

The  Taylor  system  is  not  only  to  Europe  'an  American  lesson,'  it  is  the 
American  lesson.  It  is  true  that  I  have  read  in  a  foreign  newspaper  an  article 
about  it,  full  of  misrepresentations,  in  which  it  was  styled  'false  Americanism.' 
To  me,  on  the  contrary,  it  is  the  very  essence  of  good  Americanism. 

The  Taylor  System  enables  us  to  introduce  American  briskness  also  on 
every  field  of  human  industry  in  Europe.    As  is  well  known,  the  Taylor  System 
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is  not  at  all  a  method  of  'speeding  up/  It  is  a  system  of  working  intelligentl^f, 
with  spared  effort,  and  it  offers  to  everybody  taking  part  in  the  work  ad- 
vantages unheard  of  before.  Every  workshop  where  the  Taylor  System  is 
used  is  a  place  where  men  work  in  harmony,  in  conjoint  effort,  to  mutual 
benefit,  and  more  intelligently  than  ever  before. 

This  we  regard  to  be  the  great  discovery  of  Mr.  Taylor,  that  he  has  found 
the  necessity  of  using  much  more  brains  than  before  in  managing  industries 
and,  in  general,  all  human  work.  His  scheme  seems  to  be  as  simple  and 
obvious  as  the  famous  egg  of  Columbus,  but  it  is,  however,  on  most  fields  an 
innovation. 

Last  winter  when  I  was  alternately  lecturing  on  the  Taylor  System  and  the 
Evolution  of  the  Animal  World,  I  was  struck  by  a  curious  analogy.  In  the 
history  of  the  earth,  it  was  only  at  a  late  date  that  nature  discovered  the 
usefulness  of  large  brains.  The  monster  reptiles  of  the  Mesozoie  era  had  only 
minute  brains  in  their  gigantic  bodies.  Still  at  the  eve  of  the  Tertiary  era 
mammals  with  the  size  of  our  cattle  had  brains  as  small  as  a  walnut,  and  it 
was  not  until  the  end  of  that  era  that  the  brains  attained  their  present  sixe. 
This  development  reached  its  climax  in  Man,  Homo  Sapiens,  the  animal  with 
brains  who,  on  account  of  his  intellect,  became  the  master  of  the  earth. 

Industry  has  still  to  learn  the  same  lesson.  It  has  not  yet  advanced  be- 
yond the  Mesozoie  stage,  but  the  time  will  soon  come,  when  people  will  regard 
shops  without  a  planning  department  of  sufficient  size,  shops  where  hundreds 
of  laborers  are  managed  by  half  a  dozen  of  engineers  and  foremen,  with  the 
same  wonder  as  is  felt  by  us  when  we  look  at  the. skeleton  of  a  Diplodocus 
Carnegie  with  its  gigantic  body  and  almost  microscopical  brain.  And  when 
that  time  arrives,  then  everybody  will  also  recognize  the  greatness  of  Frederick 
Winslow  Taylor,  the  discoverer  of  the  simple  truth  that  large  brains  are  neces- 
sary in  industries  and,  in  general,  for  managing  all  kinds  of  human  labor." 

That  Germany  was  not  slow  to  appreciate  the  importance  of 
Taylor's  work  is  made  evident  by  the  address  of  Prof.  A.  O.  Wal- 
lichs,  Mem.  Am.  Soc.  M.  E.,  of  The  Royal  Polytechnic  School,  Aix- 
la-Chapelle. 

''The  character  and  significance  of  the  Taylor  doctrine  have  been  accepted 
by  the  German  people  only  in  part,  both  because  the  time  for  making  Taylor's 
meaning  clear  has  been  too  short,  and  because  we  here  are  just  at  the  beginning 
of  its  practical  application.  The  essence  of  the  doctrine,  namely,  'To  better 
the  conditions  of  the  laboring  classes  and  to  increase  the  general  pleasure  in 
work'  must  certainly  find  in  the  German  people  fertile  ground  for  development. 
This  is  especially  true,  because  in  Germany  the  demand  for  a  means  to  settle 
social  inequalities  is  becoming  steadily  stronger  and  the  earnest  purpose  to  get 
together  in  the  pursuit  of  a  common  goal  is  beginning  to  ripen  among  ever 
larger  sections  of  both  labor  and  capital. 

Taylor  did  not  grow  tired  of  pleading  with  both  sides:  'Your  interests  are, 
for  the  most  part,  not  hostile,  but  identical.*  And  he  did  not  content  him«A)f 
with  words  alone:  he  had  proven  the  truth  of  his  doctrine  in  practice  before 
he  proclaimed  it.     In  that  lies,  as  I  see  it,  the  immense  value  of  hia  work. 
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The  world  has  had  enough  of  the  profound  opiniona  of  learned  economists  and 
philosophers  as  to  human  happiness.  Taylor,  however,  did  not  give  his  propo- 
sitions publicity  until  after  he  had  by  hard  work  and  incessant  struggle, 
thoroughly  tested  the  possibility  of  carrying  them  out.  In  his  classic,  Shop 
Management,  he  declares  repeatedly  that  'nothing  is  so  convincing  as  bringing 
to  pass  actual  results.' 

The  remarkable  thoroughness  in  the  execution  of  his  work,  his  consideration 
of  all  the  circumstances, — whether  or  not  they  had  hitherto  seemed  insignificant 
— his  perseverance  in  the  pursuit  of  his  aims,  must  and  will  find  ultimate 
recognition  on  the  part  of  the  German  people.  Economists,  German  engineers 
and  scholars,  who  understand  the  true  essence  of  the  Taylor  doctrines  have, 
almost  without  exception,  become  his  disciples.  Naturally  the  Taylor  prin- 
ciples are  most  widespread  in  the  ranks  of  engineers  and  industrial  managers. 
Among  these  one  finds  unreserved  appreciation,  while  the  critics  are  found 
more  among  those  who  have  only  a  superficial  knowledge  of  the  system.  This 
fact  is  the  best  recognition  of  the  correctness  and  practical  value  of  Taylor's 
principles. 

A  small  group  of  German  scholars  and  manufacturers,  immediately  after 
the  publication  of  Taylor's  basic  works.  Shop  Management  and  On  the  Art  of 
Cutting  Metals,  recognized  their  far  reaching  significance.  So  it  seemed  to 
the  writer  a  worthy  task  to  make  Taylor's  books  useful  to  a  wider  circle  of 
German  engineers  by  translating  them  into  German. 

After  the  favorable  reception,  which  the  German  edition  of  the  book.  On 
the  Art  of  Cutting  Metals,  had  met  in  Germany,  it  was  clear  that  Taylor's 
basic  work  entitled  Shop  Management  could  not  long  be  withheld  from  Ger- 
man engineering  circles.  The  writer,  therefore,  undertook  at  once  this  task, 
with  all  the  greater  zeal  because  after  careful  study  he  found  it  a  treasure 
house  of  great  truths  in  the  difScult  art  of  management  and  especially  in  the 
treatment  of  the  workmen.  Taylor  recognized  that  the  often  asserted  antag- 
onism of  the  interests  of  employer  and  employe  need  not  exist  with  proper 
management  and  treatment;  that  rather  there  exists  a  mutual  interest  in  the 
success  of  the  enterprise,  and  that  this  same  interest  can  well  be  united  with  a 
higher,  wage  and  more  humane  treatment  of  the  worker.  With  remarkable  in- 
sight he  devised  ways  and  means  to  save  unnecessary  loss  of  time,  yet  without 
the  necessity  of  overworking  the  operatives. 

Taylor  shed  light  in  every  nook  and  comer  of  the  daily  routine;  and 
examined  everything  in  the  effort  for  well-planned  use  of  time.  His  €U>ility 
to  grasp  things  ftUly  and  with  keen  perseverance  to  draw  from  the  knowledge 
attained  its  practical  application,  together  with  his  wonderful  knowledge  of 
men  and  his  true  love  for  humanity,  enabled  him  to  win  a  success  which  has 
aroused  the  astonishment  and  admiration  of  the  world. 

The  reasons  which  hinder  a  rapid  and  extended  application  of  Taylor's 
doctrine  lie  not  in  the  limitations  of  the  field  but  in  the  lack  of  trained  forces 
to  guide  its  introduction,  and  partly  also  in  the  weakness  of  human  nature 
among  the  managers.  The  self-esteem  of  many  of  these  gentlemen  is  hurt  by 
the  thought  that  processes  discovered  and  developed  by  others  should  be  better 
than  their  own  kind  of  management  worked  out  through  decades  of  struggle 
and  strife,  in  many  cases  with  successful  results.     They  oppose  it,  therefore^ 
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chiefly  because  they  fail  to  recognize  the  superiority  of  new  methods.    Many 
assert  that  they  have  long  since  recognized  and  adopted  to  a  large  extent  the 
principles  developed  by  Taylor.     They  also  consider  that  Taylor's  control  of 
the  smallest  elements,  going  beyond   anything  they   undertake  in  their  own 
organization,  is  superfluous  hair-splitting.    Where  these  conceptions  have  taken 
root,  they  undoubtedly  work  against  the  spread  of  scientific  management    Nor 
can  it  be  disputed  that  at  least  a  part  of  these  assertions  are  correct    ^e 
know  of  numerous  organizations   in  most  branches  of  our  industries,  which 
have  achieved  phenomenal  success,  because  of  their  well  regulated  and  fairly 
well  executed  planning  of  work ;  but  no  one  had  proven  or  even  suspected  that 
thorough  scientific  observation  of  all,  even  the  minutest  and  seemingly  most 
insignificant  processes,  would  result  in  such  significant  reductions  in  the  time 
and  effort  of  work.    No  one  else  has  shown  Taylor's  perseverance  in  oarryxAg 
through  a  well-defined  logical  program.    Still  lees  have  our  managers  perceived 
the  importaAce  of  the  cooperation  of  the  workers  for  obtaining  the  greatest 
economy.     The  social  aspects  of  his  success  are  not  sufficiently   recognized. 
Taylor  himself  places  them  above  the  purely  technical  features.    Just  a  short 
time  ago  he  expressed  himself  clearly  on  this  subject  to  a  German  visitor.    His 
words  follow :  '  These  plans  for  reducing  the  dost  of  production  will  be  improved 
and  surpassed  by  others,  primarily  through  machine  technique  and  also  through 
better  ideas  of  organization;  of  all  these  things  which  today  we  claim  as  the 
best  obtainable,  not  one  will  remain.     But  one  thing  will  and  must  remain, 
and  that  is  the  basic  idea  which  guided  me,  from  the  very  beginning,  in  ail 
my  work;  namely,  the  fundamental  recognition  which  alone  carries  us  forward: 
THE  EAENEST  AND  HONEST  EFFORT  FOB  IMPBOVED  BELATI0N8 
BETWEEN  EMPLOYEB  AND  EMPLOYE,  THE  STRIVING  TO  ABOLISH 
THE    ANTAGONISM    BETWEEN    THESE    TWO    FACTIONS— TO    THIS 
WE  MUST  STEADFASTLY   HOLD.'     Such  words  prove   that  Taylor  sees, 
in  social  progress,  his  greatest  success. 

We  have  a  sufficient  number  of  men,  who,  free  from  an  exaggerated  idea 
of  their  own  success,  wish  to  make  the  most  of  the  economic  value  of  this  new 
doctrine.  But  more  difficult  to  meet  is  the  above  mentioned  lack  of  organizers 
trained  in  Taylor's  ideas.  For  the  improvement  of  this  condition,  both  public 
and  private  bodies  should  cooperate  in  the  interests  of  industry  and,  through 
special  courses  of  instruction  and  trips  to  the  United  States  for  study,  take 
steps  to  build  up  a  suitable  force  of  teachers. 

The  systematic  training  of  organizers  is  quite  essential  for  the  following 
reasons.  The  development  of  scientific  management  must  be  undertaken  in 
the  factories  without  disturbance  and  along  with  the  regular  routine  work,  bj 
a  special  organizer,  not  by  the  manager  of  the  plant.  The  manager  has  neither 
the  time  nor  the  thorough  knowledge  to  carry  out  all  the  details  of  study  in 
accordance  with  the  prescribed  regulations. 

All  the  reports  received  from  German  industrial  circles  of  initial  experience 
during  introduction  are,  almost  without  exception,  favorable.  As  an  example 
I  ax)pend  a  report  of  a  firm  engaged  in  the  wood  industry  in  the  Bhine  Dis- 
trict: *The  first  test  with  Taylor's  principles  was  made  on  a  'Fasson  Lathe' 
which  turned  out  large  quantities  of  wooden  pieces  for  cabinet  makers.  A 
worker  on  this  machine  worked  at  piece-work  at  the  rate  of  three  pfennings 
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per  meter,  earning  at  his  maximum  capacity  between  4  and  4.20  marks  daily, 
accomplishing  about  130  to  150  meters'  work  during  the  same  working  time. 
After  time  studies  were  taken  with  a  stop-watch,  it  proved  that  the  actual 
working  time  was  only  one-fourth  of  the  total  time  and  that  the  rest  of  the 
time  was  lost  through  the  sharpening  of  tools,  setting  up,  repairing  of  belts, 
bringing  of  the  material,  etc.  We  introduced,  first  of  all,  tools  of  high  speed 
steel  instead  of  the  ordinary  kind  hitherto  used;  we  replaced  the  existing 
bronze  bearings  with  ball  bearings,  and  the  ordinary  belts  with  best  quality 
leather  belts.  The  result  was  remarkable.  Although  the  worker  was  trans- 
ferred from  piece-work  to  day  work  based  on  his  average  daily  earnings,  he 
easily  produced  300  meters  daily.  After  the  introduction  of  a  premium  system, 
based  on  his  daily  wage,  in  a  short  time  he  ran  up  to  400  meters  daily.  Through 
further  time  studies  it  was  then  established  that  the  forward  and  backward 
run  of  the  machine  which  heretofore  had  been  done  by  the  workman,  could  be 
done  automatically,  and  that  during  the  backward  run  the  next  piece  of 
material  could  be  brought  up  by  the  workman.  The  result  of  these  further 
improvements  is  the  present  daily  production  of  at  least  550  meters  and  average 
earning  of  about  5  marks  daily  for  young  workers  from  17  to  18  years  of 
age,  while  formerly  adults,  working  to  the  limit  of  their  endurance,  could  earn 
only  4.20  marks.  As  we  did  not  simply  pocket  as  profit  the  advantage  in 
production  so  obtained,  but  reduced  correspondingly  the  selling  price,  there 
resulted  immediately  an  increased  volume  of  sales,  so  that  not  only  was  no 
reduction  in  working  force  necessary,  but  on  the  contrary,  the  installation  of  a 
second  and  then  a  third  Fasson  lathe.  To  the  above  mentioned  favorable  re- 
sult was  added  the  circumstance  that  according  to  Taylor's  doctrine,  we 
established  a  functional  foreman  whose  only  duty  was  to  provide  the  raw 
material  and  set  up  the  machines.  The  above  result  shows  how  this  unpro- 
ductive labor  paid  for  itself.' 

This  report  is  in  many  respects  very  instructive.  It  shows  that  in  a  plant 
excellently  managed  according  to  ordinary  standards,  studies  made  in  a  small 
auxiliary  department  under  the  inspiration  of  Taylor's  works,  and  changes 
made  on  the  basis  of  these  studies,  have  resulted  in  surprisingly  large  economies 
for  the  business,  and  in  essentially  increased  earnings  for  the  workman;  this, 
too,  without  taking  any  steps  to  change  the  entire  organization  through  espe- 
cially trained  organizers.  Naturally  in  this  plant  further  studies  and  adjust- 
ments will  follow  until,  in  the  course  of  years,  it  can  be  said  that  in  all 
respects  the  standardization  of  the  working  processes  has  been  completed.  The 
report  shows  that  where  the  determination  for  improvement  exists,  former 
shortcomings  are  quickly  found. 

Another  report  lies  before  me,  from  the  repair  shop  of  a  chemical  plant  in 
the  South  of  Germany.  Here,  to  be  sure,  the  work  was  done  by  one  of  the 
few  German  engineers  who  had  been  trained  in  one  of  the  Taylor  plants  in 
the  United  States.  The  success  here  was  in  an  altogether  different  field;  while 
in  the  former  instance  the  improvements  were  limited  principally  to  an  im- 
provement in  method  for  a  work  chiefly  mechanical,  in  the  chemical  plant  the 
success  was  achieved  exclusively  by  a  strictly  supervised  preparation  and 
division  of  the  tasks  to  be  done  by  the  repair  workers,  employed  mainly  on 
hand  work.    There  was  given  to  each  workman  each  day,  a  task  defined  in 
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writing  and  with  only  one  possible  interpretation  as  time,  nature  and  extent 
At  the  same  time  order  in  keeping  of  stores  was  established  according  to  the 
Taylor  methods.  Even  in  the  first  year  after  the  introduction,  the  yearly 
losses  in  stores  was  greatly  decreased,  and  the  amount  of  work  accomplished 
was  greatly  increased. 

In  one  department  of  a  large  Berlin  machine  shop,  the  men  no  longer 
object  as  they  have  heretofore,  to  the  exact  measurement  by  the  stop-watch  of 
the  working  time  of  the  best  workmen  for  the  purpose  of  determining  a  just 
piece-rate.  They  have  recognized  this  method  as  just  and,  since  the  introduction 
of  this  strictly  controUed  management,  they  have  drawn  essentially  higher 
wages,  averaging  90  pfennings  per  hour.  Of  course  the  stop-watch  can  be 
used  only  openly  for  the  measuring  of  the  working  time,  any  underhanded 
methods  being  rightly  subject  to  deep  mistrust,  and  you  must  not  call  it  the 
Taylor  System. 

It  will  be  seen,  from  these  reports,  that  Taylor's  ideas  have  found  fertile 
ground  here  in  Germany.  The  great  European  war  has  been  an  obstacle  in 
the  development  of  this  as  in  so  many  other  relations.  Nevertheless,  I  am 
f uUy  convinced  that  after  peace  is  proclaimed,  which,  let  us  hope,  will  be  soon, 
Taylor's  stimulation  will  be  felt  again  in  Oermany  with  redoubled  force — to 
bless  a  favorable  economic  development  and  to  better  the  lot  of  the  workman.'' 

It  was  peculiarly  fitting  that  the  Memorial  Meeting  should  have 
been  held  in  a  hall  of  the  University  of  Pennsylvania  which  a  few 
years  before  had  recognized  his  genius  by  bestowing  upon  him  an 
honorary  degree.  Provost  Edgar  F.  Smith  as  host  of  the  evening 
expressed  the  satisfaction  the  University  felt  in  having  recognized 
Mr.  Taylor  and  honored  him  with  a  doctor's  degree.  He  quoted  at 
length  from  Mr.  Taylor's  address  at  the  time,  in  which  Mr.  Taylor 
showed  his  grasp  of  one  of  the  most  acute  problems  in  the  life  of 
the  undergraduate  student,  i.e.,  the  laxness  of  discipline  and  lack 
of  training  for  thoroughgoing,  responsible  work. 

Following  the  Provost's  address.  Mayor  Rudolph  Blankenburg 
paid  the  following  brief  but  eloquent  tribute  to  Mr.  Taylor. 

^'The  greatest  tribute  I  can  perhaps  pay  to  the  memory  of  Mr.  Taylor  is 
to  advise  you  that  soon  after  my  election  as  Mayor  of  Philadelphia,  four  years 
ago,  I  requested  him  to  call  upon  me.  He  did  so  and  at  my  house  we  dis- 
cussed all  phases  of  city  government  and  what  would  best  serve  the  City  of 
Philadelphia  during  the  new  administration. 

After  fully  discussing  this  important  question,  I  asked  him  to  make  a 
great  sacrifice  for  the  public  by  ^accepting  the  position  of  Director  of  tiie 
Department  of  Public  Works.  He  seemed  pleased  but  hesitated,  stating  that 
he  did  not  see  how  he  could  do  so.  When  I  saw  him  again,  a  day  or  two  later, 
he  said,  '  It  would  be  a  real  pleasure  for  me  to  accept  your  offer  so  as  to  help 
you  in  the  great  work  of  regenerating  Philadelphia,  but  it  is  impossible  for 
me  to  do  so  on  account  of  my  health.     I  have  really  more  to  do   now  thua 
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should  be  asked  of  any  man  and  it  is  a  physical  impossibility  for  me  to  add 
to  my  work.' 

But  Mr.  Taylor  helped  me  after  all.  When  I  looked  further  for  a  man  to 
fill  the  important  position  of  Director  of  Public  Works,  Mr.  Taylor  helped  me 
in  the  selection  and  recommended  to  me  one  of  his  disciples.  I  appointed  that 
disciple  as  director  and  he  has  made  good  and  is  an  honor  to  the  City  of 
Philadelphia. 

Mr.  Taylor  was  to  me  a  paradox.  On  one  hand  we  find  his  rugged  intellect 
blasting  its  way  up  through  layer  after  layer  of  conventions  formed  by 
generations  of  prejudice,  tradition  and  ignorance  until  he  became  recognized 
as  perhaps  the  world's  foremost  industrial  leader.  When  truth  was  the  stake, 
he  was  resourceful,  robust  and  tireless.  The  problem  once  even  dimly  visioned 
he  pursued  with  the  zest  of  a  hunter  until  he  conquered. 

On  the  other  hand,  thqpe  whose  contacts  with  him  were,  like  my  own,  only 
casual  and  who  went  to  him  as  converts,  rather  than  to  be  converted,  could 
hardly  sense  his  power.  He  was  borne  and  bred  to  a  gentle  manner.  His 
sweet  smile  and  courtly  bearing  were  only  the  surface  indications  of  an  innate 
and  broad  spreading  sympathy  and  kindliness.  He  knew  he  had  much  to  give 
and  he  gave  it  with  a  generosity  which  knew  no  limits.  Yet  few  men  of  this 
or  any  other  time  had  sensed  so  clearly  how  much  there  is  to  be  known  and 
what  a  short  way  we  have  gone  on  the  journey. 

We  in  Philadelphia  who  saw  Mr.  Taylor  come  and  go  among  us  as  our 
friend  and  neighbor  only  dimly  comprehend — if  at  all — that  the  world  has 
been  listening  to  his  teachings  for  years  as  to  one  of  the  master  minds  of  his 
time.  The  Japanese,  the  French  and  those  of  Scandinavian  lands  were  among 
the  peoples  who  have  read  his  books  in  their  own  tongues  for  years.  The  in- 
dustrial scientists  of  Germany,  Italy  and  Bussia  have  crossed  the  sea  with  the 
beautiful  home  of  Boxly  as  the  end  of  their  pilgrimage. 

Today  his  fellow-townsmen  are  alive  to  the  significance  of  his  mission,  and 
an  eagerness  to  acquaint  ourselves  with  his  methods  and  principles  is  spring- 
ing up  in  all  our  hearts. 

This  war-torn  world  of  ours  has  indeed  lost  a  great  leader  at  a  time  when 
it  needs  him  most.  It  would  seem  that  when  the  moment  comes  to  bind  up 
humanity's  wounds,  the  creed  which  Mr.  Taylor  lived  and  died  to  establish 
may  prove  one  rock  on  which  we  may  build  a  more  lasting  peace. 

The  City  of  Philadelphia  is  indeed  proud  of  his  genius  and  even  more 
proud  of  the  great  service  he  rendered  to  mankind. 

While  we  may  some  day  erect  monuments  in  marble  or  bronze  to  his 
memory,  Frederick  Winslow  Taylor  has  erected  for  himself,  i|j  the  city  of  his 
birth,  an  imperishable  memorial  in  the  great  work  which  he  has  woven  into  the 
fabric  of  our  institutions." 

The  late  James  M.  Dodge,  Past-President  of  both  this  Society 
and  the  Society  to  Promote  the  Science  of  Management,  a  staunch 
supporter  and  friend  of  Mr.  Taylor,  made  the  closing  address  with 
an  inspiring  characterization  of  Taylor,  the  man,  ending  with  the 
words  "we  shall  not  see  his  like  again." 


1496  TRIBUTES  TO  FREDERICK   W.   TAYLOR 

Perhaps  no  other  man  contributed  so  largely  and  so  disinterest- 
edly to  the  promotion  of  Mr.  Taylor's  work  as  did  Mr.  Dodge,  and 
it  seems  proper  that  acknowledgement  should  be  made  here. 

No  more  fitting  closing  for  this  brief  sketch  of  the  life  and  work 
of  Frederick  Winslow  Taylor  may  be  found  than  in  the  remarks  of 
James  M.  Dodge  at  Mr.  Taylor's  funeral. 

"Frederick  Winslow  Taylor  was  a  prophet,  with  honor,  in  his  own  countnr 
and,  at  the  same  time,  honored  and  respected  in  every  civilized  country  of  the 
globe.  He  was  a  remarkable  student,  a  devoted  husband,  faithful  friend,  an 
inventor  of  the  first  rank,  an  engineer  of  resource,  knowledge  and  keen  per- 
ception, indefatigable  in  his  work,  unswerving  in  his  devotion  to  truth,  modest 
and  considerate,  and  with  this  remarkable  combination  of  temperament  and. 
learning  became  the  bearer  of  a  message  that  is  destined  to  make  him  recog- 
nized the  world  over  as  the  emancipator  of  the  worker  and  the  employer,  de- 
livering the  worker  from  the  oppressive  burdens  of  the  old  order  and  granting 
him  freedom  to  do  his  best  for  himself,  his  family,  and  his  employer  from  the 
necessity  of  being  only  the  task-master  and  granting  him  freedom  and  oppor- 
tunity to  be  the  friend  and  co-worker  of  those  associated  with  him. 

Through  his  scientific  investigations  of  the  relations  between  employer  and 
employe  he  was  able  to  formulate  a  system  which  made  it  possible  for  both 
parties  to  realize  that  their  interests  instead  of  being  in  irreconcilable  conflict 
were  identical  and  that  they  were  interdependent,  and  that  all  questions  between 
them  could  be  settled  by  kindness,  forbearance  and  patient  investigation  with- 
out resort  to  mistrust,  suspicion,  or  antagonism.  He  was  the  bearer  of  thr 
only  flag  of  truce  that  was  ever  carried  upon  the  battlefield  of  industrial 
strife.  Iterance  and  prejudice  have  fired  upon  this  flag,  but  it  was  never 
lowered,  and  now  that  the  hand  that  carried  it  must  relinquish  its  noble  office, 
thousands  of  others  will  sustain  it  in  its  exalted  position,  and  I  predict  that 
it  will  never  be  lowered  and  that  the  employer  and  the  employe  will  both 
prosper  under  it  as  they  have  never  prospered  before,  and  with  increasinjj 
respect,  regard  and  solicitude  for  each  other's  welfare. 

Many  others  have  prayed  for  an  industrial  social  millennium,  expecting  it 
to  come  from  spiritual  grace  through  lapse  of  time,  but  Dr.  Taylor  not  only 
saw  the  possibilities  of  the  future  but  he  did  more,  he  told  in  detail  exactly 
how  this  long-hoped  for  condition  might  be  actually  accomplished  at  once. 
The  seed  he  has  sown  is  springing  up  in  thousands  of  places;  the  message  he 
gave  us  is  making  hundreds,  yes,  even  thousands  of  converts;  the  work  he  so 
ably  started  being  based  upon  eternal  truth  will  partake  of  the  lasting 
characteristics  of  its  f oimdation. '  * 

A  letter  to  the  public  press  written,  on  the  day  of  Taylor's 
funeral,  by  his  friend  Henry  K.  Towne,  closes  with  the  words, 
'*One  of  the  world's  discovor(M's  and  creative  leaders  has  closed  his 
career.  The  world  is  greatly  enriched  by  what  his  genius  accom- 
plished.    The  world  is  griiteful  that  he  lived  and  for  what  he  did." 
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HAROLD   BENTLEY   ANDERSON 

Harold  Bentley  Anderson  was  born  in  1878.  He  received  his 
technical  training  at  the  Case  School  of  Applied  Science.  While 
in  college  he  constructed  a  motorcycle  and  also  a  sewing  machine 
driven  by  a  small  gasoline  engine,  and  by  the  time  he  left  the  School 
he  had  built  an  automobile.  In  1901,  he  secured  patents  on  two 
automobile  inventions. 

He  entered  the  employ  of  the  American  Bicycle  Company  in 
Toledo  in  1901,  where  he  brought  out  a  system  of  double  acting 
brakes  and  also  the  steering  gear  used  on  the  copy  of  the  **Lifu'' 
truck,  made  in  Toledo. 

In  1902,  he  became  associated  with  The  Winton  Company  as 
personal  engineer  for  Mr.  Winton  and  in  1904,  he  was  made  chief 
engineer  of  this  company,  which  position  he  held  at  the  time  of  his 
death. 

Mr.  Anderson  became  a  member  of  the  Society  in  1903,  and  was 
also  a  member  of  the  Society  of  Automobile  Engineers,  American 
Institute  of  Metals,  American  Society  for  Testing  Materials,  Inter- 
national Association  for  Testing  Materials,  Cleveland  Engineering 
Society,  Beta  Theta  Pi,  Theta  Nu  Epsilon,  Cleveland  Yacht  Club, 
Cleveland  Automobile  Club  and  The  Aeronautical  Society.  He 
was  also  an  oflBcer  of  the  aero  squadron  of  the  First  Aviation  Corps, 
New  York  City.    He  died  on  July  13,  1915. 

JACOB    ROBINSON   ANDREWS 

Jacob  Robinson  Andrews  was  born  on  September  6,  1861,  at 
Bridgewater,  Mass.,  and  was  educated  at  Bridgewater  High  School 
and  Bridgewater  Academy.  In  1879,  he  obtained  employment  as 
apprentice  in  the  machine  shop  of  the  Hyde  Foundry  at  Bath,  Me. 
He  was  rapidly  advanced  to  the  position  of  foreman,  and  a  few 
years  later  was  made  vice-president  and  general  manager  of  the 
Hyde  Windlass  Company.     When  the  latter  firm  separated  from 
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the  United  States  Shipbuilding  Company  in  1905,  he  became  its 
president. 

Mr.  Andrews  worked  untiringly  to  advance  the  interests  of 
American  shipping,  and  was  one  of  the  best  known  figures  in  ship- 
ping circles.  He  was  a  member  of  the  Society  of  Naval  Architects 
and  Marine  Engineers,  the  Engineers'  Club  of  New  York  and  a 
member  of  the  Society  since  1906.  He  died  in  New  York  City  on 
March  25,  1915. 

WALTER  SEAVER  BALL 

Walter  Seaver  Ball,  a  member  of  the  Society  since  1900,  was 
born  March  17,  1867,  at  Upton,  Mass.  He  was  educated  in  the 
Upton  schools  and  graduated  from  Worcester  Polytechnic  Institute 
with  the  degree  of  S.  B.  in  1889.  He  was  associated  for  a  short 
time  with  the  Deane  Steam  Pump  Company  at  Holyoke,  and  in 
1894  he  became  connected  with  the  McKay  Metallic  Fastening 
Association  as  assistant  to  the  superintendent.  He  then  became 
assistant  superintendent  with  the  United  Shoe  Machinery  Company, 
and  later  moved  with  this  company  from  Winchester  to  Beverly. 
For  twenty-three  years  Mr.  Ball  held  a  position  of  great  responsi- 
bility with  the  allied  companies  making  this  great  industry.  He 
died  on  September  11, 1915,  at  the  Beverly  Hospital,  Beverly,  Mass. 

JOHN   BIRKINBINE 

John  Birkinbine,  whose  death  occurred  in  Cynwyd,  Pa.,  on  May 
14,  1915,  was  born  in  Reading,  Pa.,  on  November  16,  1844.  His 
education  was  received  at  public  schools  and  the  Friends  High 
School  in  Philadelphia,  the  Hill  School  at  Ppttstown,  Pa.,  and  the 
Polytechnic  College  of  Pennsylvania.  His  studies  were  interrupted 
by  military  service  in  1863-1864  on  scout  duty  with  the  Union  Army 
under  two  enlistments.  Later,  he  devoted  two  years  to  practical 
work  in  a  machine  shop  and  subsequently  he  was  associated  with 
the  late  P.  L.  Weimer  under  the  firm  name  of  Weimer  and  Birkin- 
bine, which  operated  the  Weimer  Machine  Works  at  Lebanon,  Fa. 

Much  of  his  work  was  in  mining,  metallurgy  and  blast  furnace 
construction.  As  manager  for  the  South  Mountain  Mining  &  Iron 
Company,  he  carried  on  experiments  with  various  fuels  for  iron  ore 
smelting  while  maintaining  the  furnace  in  constant  operation.  The 
carefully  recorded  results  obtained  were  widely  published  and  are 
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referred  to  in  metallurgical  text  books  as  the  most  complete  tests 
made. 

From  his  Philadelphia  office,  he  was  sent  to  nearly  every  state 
and  to  Canada  and  Mexico  for  examinations,  reports,  constructions 
of  or  improvements  to  iron  ore  mines,  blast  furnaces,  iron  works, 
water  supplies,  hydraulic  developments,  irrigation  projects,  etc., 
and  his  engineering  knowledge  was  requisitioned  by  several  Euro- 
pean corporations. 

Mr..  Birkinbine  was  probably  the  first  to  suggest  an  iron  in- 
dustry at  the  head  of  the  Great  Lakes,  using  coke  made  from 
Pennsylvania  coal,  and  his  report  was  an  important  factor  in  estab- 
lishing the  iron  industry  at  the  head  of  Lake  Superior.  The  blast 
furnace  at  West  Duluth,  Minn.,  too,  was  built  under  his  supervision. 
He  was  engaged  by  the  State  of  Texas  to  investigate  the  practica- 
bility of  iron  manufacture  in  that  State.    As  an  engineer,  he  co- 
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operated  with  E.  S.  Cook  of  Pottstown,  Pa.,  who  did  much  to 
advance  the  iron  industry.  He  was  for  some  years  consulting 
engineer  for  the  Philadelphia  and  Reading  Coal  and  Iron  Company, 
and  held  a  similar  position  with  Thomas  A.  Edison  during  the 
latter  *s  early  experiments  on  magnetic  concentration  of  iron  ore, 
and  with  Witherbee,  Sherman  and  Company  in  beneficiation  tests ; 
also  for  the  Colorado  Fuel  and  Iron  Company  for  the  enlargement 
and  improvement  of  their  works  and  the  construction  of  an  aug- 
mented water  supply  system. 

He  also  acted  as  an  expert  for  financial  interests  and  for  a  num- 
ber of  the  greatest  corporations  and  several  large  railroads  in  this 
country.  He  was  chief  engineer,  vice-president  and  chairman  of 
the  Committee  of  Awards  of  the  National  Export  Exposition  and 
served  on  Juries  of  Awards  at  the  Centennial,  World's  Columbian, 
Pan  American  and  Cotton  States  General  and  other  expositions. 

He  was  chairman  of  the  Water  Supply  Commission  of  Pennsyl- 
vania from  the  time  of  its  inception  in  1905  and  was  active  in 
forming  the  Pennsylvania  Forestry  Association.  He  was  also  active 
in  the  formation  of  and  served  as  secretary  to  the  United  States 
Association  of  Charcoal  Iron  Workers,  and  for  nine  years  edited  its 
journal.  For  many  years,  he  was  special  agent  for  the  United 
States  Geological  Survey,  preparing  the  reports  on  iron  ores  for  the 
11th  and  12th  Censuses  and  that  on  manganese  ores  for  the  12th 
Census.  He  was  appointed  by  the  Secretary  of  the  Interior  as 
expert  metallurgical  engineer  for  the  Bureau  of  Mines. 
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During  his  career,  Mr.  Birkinbine  maintained  his  specialty  in 
hydraulic  engineering,  acting  as  engineer  on  water  supplies  for 
various  muncipalities.  In  1888,  he  prepared  a  comprehensive  report 
on  the  development  of  the  great  water  power  of  the  St.  Louis  River 
in  Minnesota. 

For  ten  years,  he  served  €is  president  of  The  Franklin  Institute 
in  Philadelphia.  He  was  also  a  member  of  the  Engineers'  Club  of 
New  York,  the  American  Society  for  Testing  Materials,  the  Engi- 
neers' Club  of  Philadelphia,  of  which  he  was  president  in  1893,  the 
Manufacturers  Club  of  Philadelphia,  the  Pennsylvania  Foundry- 
men's  Association,  the  George  C.  Meade  Post  1,  G.  A.  R.  of  Phila- 
delphia, an  honorary  member  of  the  Canadian  Mining  Institute  and 
a  member  of  the  Institute  of  Mining  Engineers,  of  which  he  served 
as  manager,  vice-president  and  president.  He  was  elected  to  mem- 
bership in  the  Society  in  1888. 

AUSTIN  LORD  BOWMAN 

Austin  Lord  Bowman  was  bom  in  Manchester,  N.  H.,  in  1861. 
He  studied  engineering  at  Yale  University,  and  was  graduated  with 
the  degree  of  B.  A.  in  1883.  For  four  years  he  specialized  in  con- 
struction and  bridge  work  for  western  railroads,  and  in  1887,  he 
came  East  and  took  up  similar  work  with  the  Norfolk  &  Western 
Railroad.  From  1890-1895  he  was  engineer  and  superintendent  of 
construction  for  the  American  Bridge  &  Iron  Company,  Roanoke, 
Va.  In  1897,  he  established  himself  in  New  York  City  as  a  con- 
sulting engineer  on  heavy  railroad  work.  For  six  years,  beginning 
1901,  he  was  consulting  bridge  engineer  for  the  Central  Railroad 
of  New  Jersey,  reconstructing  most  of  the  important  bridges  on 
that  road.  In  December  1907  he  became  consulting  engineer  of  the 
Department  of  Bridges  of  New  York  City,  and  was  made  chief  engi- 
neer of  the  Department  in  1914,  a  position  which  he  retained  until 
his  death. 

Mr.  Bowman  was  a  member  of  the  American  Society  for  Test- 
ing Materials,  American  Railway  Engineering  and  Maintenance  of 
Way  Association,  and  the  New  York  Railroad  Club.  He  was  a 
member  of  the  American  Society  of  Civil  Engineers  and  a  director 
from  1905-1907.  He  was  elected  to  membership  in  the  Society  in 
1899.    He  died  on  June  3,  1915. 
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LUCIEN    MAXWELL  BRIGHAM 

Lucien  Maxwell  Brigham  was  bom  in  Brooklyn,  N.  T.,  on  June 
6,  1874,  and  received  his  education  in  the  schools  of  that  city.  His 
entire  business  career  was  spent  in  the  service  of  the  firm  of  Max- 
well, Manning  and  Moore,  with  which  he  first  became  connected  in 
1894.  He  acted  in  the  later  years  of  his  life  in  the  capacity  of 
sales  manager  of  the  brass  goods  department,  and  during  the  last 
five  years  he  was  a  member  of  the  board  of  business  associates  in 
the  carrying  on  of  his  department. 

Mr.  Brigham  was  a  member  of  the  Engineers'  Club,  the  Railroad 
Club,  and  several  social  clubs.  He  became  a  member  of  this  Society 
in  1906.  He  died  at  his  home  in  Orange,  N.  J.,  on  December  11, 
1915. 

HOI^TEIN   DE   HAVEN   BRIGHT 

Holstein  De  Haven  Bright  was  born  in  Philadelphia,  Pa.,  on 
June  30,  1880.  He  was  educated  at  the  William  Penn  Charter 
School  in  Philadelphia  and  then  entered  The  Baldwin  Locomotive 
Works  as  an  apprentice.  He  rose  rapidly  and  in  a  few  years  was 
placed  in  charge  of  the  upkeep  of  the  works.  He  was  then  trans- 
ferred to  be  assistant  secretary  of  the  Standard  Steel  Works  Com- 
pany, a  subsidiary  of  The  Baldwin  Locomotive  Works.  He  also 
organized  the  sales  department  of  the  subsidiary  company. 

In  1912,  he  resigned  to  accept  the  presidency  of  the  Southwark 
Foundry  and  Machine  Co.,  Philadelphia,  which  position  he  held 
until  1914,  when  he  retired  because  of  ill  health.  He  died  in  Phila- 
delphia, Pa.,  on  November  2,  1915. 

Mr.  Bright  was  a  member  of  the  Union  League  and  Meridian 
Clubs  in  Philadelphia  and  the  Merion  Cricket  Club.  He  became  a 
member  of  this  Society  in  1905. 

WHjLIAM    ALEXANDER   CHERRY,    JR. 

William  Alexander  Cherry,  Jr.,  elected  to  membership  in  the 
Society  in  1912,  was  born  in  Denver,  Colorado,  in  October,  1888, 
and  was  graduated  from  Columbia  University  in  1911.  During  the 
summer  of  1909  he  served  a  machine  shop  apprenticeship  with  the 
Acme  Machine  Company  of  New  York  and  a  power  plant  appren- 
ticeship with  the  New  Rochelle  Light  and  Power  Company  of  New 
Rochelle  during  the  sumiper  of  1910.  After  his  graduation  from 
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Columbia  he  became  associated  with  Viele,  Blackwell  and  Buck, 
consulting  engineers  of  New  York,  and  worked  on  several  designs 
of  hydraulic  power  stations  and  gas  producers.  He  was  also  em- 
ployed in  the  laboratory  in  testing  out  various  materials  to  be  used 
in  the  manufacture  of  producer  gas. 

At  the  time  of  his  death,  Mr.  Cherry  was  connected  with  the 
Florida  Abstract  and  Title  Insurance  Company  of  Jacksonville, 
Florida  in  whose  employ  he  had  been  for  two  years.  He  died  in 
Atlanta,  Ga.,  on  March  6,  1915. 

JOHN  HENBY   CLABK 

John  Henry  Clark  was  bom  in  Cornwall,  England,  on  April  7, 
1859.  He  served  an  apprenticeship  as  a  machinist  in  the  shops  of 
Cooke,  Bymes  and  Company  at  Charlestown,  Mass.,  and  also  with 
the  Whittier  Machine  Company  in  Boston,  Mass.,  afterwards  be- 
coming superintendent  of  the  works  of  the  latter  company.  He 
was  also  associated  with  Hon.  Oliver  Ames,  formerly  governor  of 
Massachusetts,  in  the  development  of  an  oil  engine. 

In  1890,  Mr.  Clark  took  a  position  with  the  Thomson-Houston 
Motor  Company,  an  aflSliation  with  the  Thomson-Houston  Electric 
•Company  for  exploiting  the  electric  elevator  business.  This  com- 
pany afterwards  became  merged  in  the  General  Electric  Company, 
organized  in  1892.  When  its  power  and  mining  department  was 
formed,  Mr.  Clark  became  connected  with  it,  and  continued  in  that 
department  until  his  death.  He  was  transferred  from  Boston  to 
Schenectady  in  1895. 

Mr.  Clark  became  a  member  of  the  Society  in  1906  and  was  also 
a  member  of  the  Boston  Engineers'  Club  and  the  Engineers'  Club 
of  New  York.     He  died  at  Schenectady,  N.  Y.,  January  3,  1915. 

RAYMOND    EARL    CRANSTON 

Raymond  Earl  Cranston  was  born  in  Providence,  R.  I.,  on 
November  25,  1883.  He  was  educated  in  the  Providence  schools, 
spent  one  year  in  Brown  University,  and  graduated  with  honor  in 
1906  from  Massachusetts  Institute  of  Technology,  with  the  degree 
of  B.  S.  He  then  entered  the  employ  of  the  Manufacturers'  Mutual 
Fire  Insurance  Company  of  Boston,  and  was  later  sent  to  the 
Providence  office  and  became  associated  with  John  R.  Freeman  in 
his  private  engineering  work.    In  1912  he  went  to  California  with 
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Mr.  Freeman  as  assistant  on  the  Hetch-Hetchy  water  supply  for 
San  Francisco.  Soon  after  he  became  assistant  engineer  for  the 
company. 

Mr.  Cranston  was  a  member  of  the  Providence  Society  of 
Mechanical  Engineers  and  was  elected  to  membership  in  this  Society 
in  1907.    He  died  at  his  home  in  Providence,  R.  I.,  on  June  25, 1915. 

GEOBOE  HABWOOD   GUSHING 

George  Harwood  Gushing,  superintendent  of  the  North  and 
South  plants  of  the  H.  B.  Smith  Gompany  of  Westfield,  Mass.,  was 
bom  in  Worcester,  Mass.,  on  October  13,  1860.  He  graduated  from 
the  Worcester  Polytechnic  Institute  in  1884.  For  a  number  of 
years  he  was  assistant  superintendent  of  the  H.  B.  Smith  plants, 
was  superintendent  of  a  pump  plant  at  Seneca  FaUs,  N.  Y.,  for 
thirteen  years,  and  was  in  charge  of  a  foundry  at  Montreal,  Ganada, 
for  two  years.  In  1906  he  returned  to  the  H.  B.  Smith  Gompany 
at  Westfield. 

Mr.  Gushing  became  a  member  of  the  Society  in  1891.  He  died 
at  his  home  in  Westfield,  Mass.,  on  December  30,  1915. 

WnJ[JAM   H.   DOANE 

William  H.  Doane  was  born  near  Norwich,  Gonn.,  on  February 
3,  1832.  He  received  his  early  education  at  Woodstock  Academy 
in  Gonnecticut,  and  later  went  to  Gincinnati,  where  he  took  an  active 
part  in  business  and  religious  affairs.  He  was  president  of  J.  A. 
Fay  &  Go.,  wood  machinery  makers,  for  many  years,  and  when 
the  firm  was  consolidated  with  the  Egan  Gompany  he  relinquished 
his  connection  with  the  enterprise.  At  the  Paris  Exposition  in 
1889,  Dr.  Doane  was  one  of  the  three  Americans  to  receive  an 
award  of  honor.  His  exhibit  of  woodworking  machinery  was  one 
of  the  features  of  the  display  in  the  French  capitol. 

His  chief  interest  was  music,  and  he  was  granted  the  degree  of 
Doctor  of  Music  and  wrote  many  compositions.  His  great  interest 
in  harmony  caused  him  to  take  an  extensive  trip  to  many  lands  and 
in  his  world  journey  he  collected  marvelous  groups  of  instruments. 
The  collection  aroused  considerable  interest  among  music  lovers  and 
Dr.  Doane  presented  it  to  the  Gincinnati  Art  Museum,  where  it  is 
preserved. 

He  was  elected  to  membership  in  the  Society  in  1885.    He  was 
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President  Emeritus  of  the  American  Baptist  Publishing  Company 
of  Philadelphia,  Trustee  of  Denison  University,  Granville,  Ohio, 
and  was  affiliated  with  a  number  of  religious  societies. 

He  died  at  the  home  of  his  daughter  in  South  Orange,  N.  J.,  on 
December  23,  1915. 

JAMES   MAPES   DODGE 

James  Mapes  Dodge,  Past-President  of  the  Society,  died  in 
Philadelphia,  Pa.,  December  4,  1915.  He  was  bom  at  Waverly, 
N.  J.,  June  30,  1850.  He  was  educated  at  Cornell  University  and 
at  Rutgers,  and  had  mechanical  training  in  the  shops  of  the  Morgan 
Iron  Works,  New  York  City,  and  those  of  John  Roach,  the  ship- 
builder, at  Chester,  Pa.,  where  he  advanced  to  positions  of  foreman 
and  superintendent  of  erection. 

Shortly  after  the  Centennial  Exposition  at  Philadelphia,  in  1876, 
he  left  the  shipyard  and  later  went  to  Chicago  and  joined  with 
William  D.  Ewart,  the  inventor  of  the  Ewart  link  belting,  and  his 
associates  in  the  development  of  the  chain  business.  At  that  time 
the  application  of  chains  to  power  transmission  was  exceedingly 
limited  and  their  use  in  elevating  and  conveying  machinery  was 
practically  unknown.  Mr.  Dodge  was  alive  to  the  opportunity 
and  new  types  of  chain,  new  methods  of  manufacture  and  new 
conveying  and  elevating  appliances  were  brought  out  in  rapid 
succession.  After  this  period  of  development  Mr.  Dodge  entered 
into  partnership  at  Philadelphia  with  Edward  H.  Burr,  to  repre- 
sent the  Ewart  Manufacturing  Company  of  Indianapolis,  and  out 
of  this  partnership  grew  in  1888  the  Link-Belt  Engineering  Com- 
pany in  which  Mr.  Dodge  carried  out  his  idea  of  development  along 
strictly  engineering  lines,  with  a  highly-specialized  engineering 
staff.  Among  other  developments  was  the  Dodge  system  of  storage 
for  anthracite  coal,  by  which  the  coal  is  stored  in  large  conical  piles 
and  handled  entirely  by  machinery,  both  in  and  out  of  storage. 
The  Dodge  Coal  Storage  Company  was  formed,  and  in  1892  Mr. 
Dodge  was  made  president  of  this  company,  and  of  the  Link-Belt 
Engineering  Company.  In  1906,  when  these  and  allied  companies 
were  merged  and  known  as  the  Link-Belt  Company,  he  was  elected 
Chairman  of  the  Board  of  Directors. 

For  many  years  Mr.  Dodge  was  a  close  friend  of  Frederick  ^V. 
Taylor  and  was  the  first  to  adopt  in  its  entirety,  at  the  Philadelphia 
plant  of  the  Link-Belt  Company,  the  Taylor  system  of  scientific 
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management.  He  made  .many  contributions  to  the  literature  of 
scientific  management  and  in  these  as  well  as  in  his  spoken  words 
and  in  the  practical  application  of  the  system  in  his  own  plants, 
he  held  to  the  necessity  for  the  mutual  advancement  of  employe 
and  employer.  He  showed  always  the  greater  concern  for  the  wel- 
fare, happiness  and  success  of  the  employe.  His  relations  with 
his  employes  were  both  cordial  and  intimate,  and  his  influence  was 
to  inspire  self  help,  initiative  and  ambition,  as  well  as  to  aid  them 
when  needed  in  every  possible  way. 

Mr.  Dodge  was  deeply  interested  in  civic  affairs  and  was  presi- 
dent of  the  Public  Service  Committee  of  One  Hundred  and  a  mem- 
ber of  the  Committee  of  Seventy  in  Philadelphia,  and  in  other 
ways  was  closely  identified  with  the  best  interests  of  the  city. 

He  became  a  member  of  The  American  Society  of  Mechanical 
Engineers  in  1884  and  served  the  Society  in  many  ways  thereafter. 
He  was  Manager  from  1891  to  1894 ;  Vice-President,  1900  to  1902, 
and  President  in  1903.  He  had  been  Chairman  of  the  Public  Rela- 
tions Committee  and  of  the  Sub-Committee  on  Administration  and 
in  1908  was  Chairman  of  the  Nominating  Committee.  His  interest 
and  belief  in  young  men  were  shown  by  his  presidential  address 
before  the  Society  on  Money  Value  of  Technical  Training.  At  the 
meeting  in  Germany,  one  of  the  two  papers  presented  by  this 
Society  was  by  Mr.  Dodge  on  Industrial  Management.  Two  other 
papers  by  him  contributed  to  other  meetings  were :  The  History  of 
the  Introduction  of  a  System  of  Shop  Management,  and  New 
Method  of  Stocking  and  Reloading  Coal. 

AUGUSTUS   JAY  DU   BOIS 

Augustus  Jay  DuBois,  a  member  of  the  Society  since  1881,  was 
born  April  25,  1849.  He  was  graduated  from  the  Sheffield  Scien- 
tific School  in  1869,  and  was  awarded  the  degree  of  Civil  Engineer 
in  1870  and  the  degree  of  Doctor  of  Philosophy  in  1873.  Later  he 
studied  mechanics  for  two  years  at  the  Mining  Academy  in  Frei- 
burg, Saxony,  and  from  1875  to  1877  he  was  professor  of  civil 
engineering  and  mechanical  engineering  at  Lehigh  University.  In 
1877  Professor  DuBois  was  appointed  professor  of  mechanical  engi- 
neering in  the  Sheffield  Scientific  School  and  in  1884  was  trans- 
ferred to  the  professorship  of  civil  engineering  which  position  he 
occupied  until  his  death. 
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Professor  DuBois  was  the  author  of  some  of  the  best-known 
treatises  on  mechanics  and  stresses  in  the  English  language.  His 
book  on  Graphic  Statics,  published  in  1876,  was  largely  instru- 
mental in  introducing  to  American  engineers  the  graphic  method 
of  determining  stresses  in  framed  structures  now  so  widely  used. 
This  was  followed  by  his  translations  of  Rontgen's  Thermo-dynam- 
ics,  Weyrauch  's  The  Calculation  of  the  Strength  and  Dimensions  of 
Iron  and  Steel  Construction,  and  Hydraulics  and  Hydraulic  Motors 
and  Heat,  Steam  and  the  Steam  Engine  from  Rontgen  's  Mechanics. 
In  1883,  his  elaborate  and  original  book  on  Strains  in  Framed 
Structures  took  its  place  as  one  of  the  most  important  contributions 
to  engineering  literature,  being  perhaps  the  first  comprehensiye 
treatment  of  the  subject.  A  series  of  books  on  mechanics  culmi- 
nated in  his  Mechanics  of  Engineering  published  in  1901. 

Professor  DuBois  was  a  member  of  the  American  Society  of 
Civil  Engineers,  the  American  Institute  of  Mining  Engineers^  the 
Connecticut  Society  of  Civil  Engineers  and  the  Society  for  the 
Promotion  of  Engineering  Education..  He  died  on  October  19, 
1915. 

RAFAEL  ESTRADA 

Rafael  Estrada  was  bom  in  Havana,  Cuba,  on  October  19,  1840. 
He  received  his  early  education  in  Cuba  and  later  went  to  Lowell, 
Mass.,  where  he  was  given  private  instruction.  During  1855  and 
1856  he  served  an  apprenticeship  in  the  machine  shop  of  William 
Sellers  &  Company,  of  Philadelphia,  and  then  resumed  his  studies 
in  Cuba.  In  1860  he  entered  the  Southwark  Foundry  &  Machine 
Company  as  an  apprentice  and  rapidly  rose  to  the-  position  of 
erecting  engineer,  having  charge  of  the  erection  and  starting  of 
sugar  mills  on  several  of  the  large  plantations  in  Cuba  and  the 
Facala  Refinery  in  Peru,  S.  A.  In  1870  he  became  manager  of  the 
Grocers  Sugar  House  in  Philadelphia,  and  remained  there  until 
the  house  was  closed  in  1891.  In  1892  he  took  charge  of  the  sugar 
business  of  Bea  Bellido  &  Company  in  Cuba,  for  whom  he  designed, 
completed  and  managed  a  molasses  sugar  house.  Prom  1897  to  1904 
he  owned  and  operated  zinc  and  lead  mines  in  Joplin,  Mo.,  but  in 
1904  he  resumed  his  activities  in  the  Cuban  sugar  industry.  Dur- 
ing this  time  he  was  active  in  the  reconstruction  and  management 
of  sugar  mills  on  many  large  plantations  and  was  retained  as  con- 
sulting engineer  on  several  others. 
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Mr.  Estrada  became  a  member  of  this  Society  in  1904.  He  died 
at  his  home  in  Cuba  on  December  26,  1915. 

HERBERT    NICHOLAS  FENNER 

Herbert  Nicholas  Fenner  was  born  in  Providence,  R.  I.  on 
March  13,  1843.  He  obtained  his  early  education  in  that  city,  and 
after  a  few  years  experience  in  business  he  succeeded  his  father  in 
the  New  England  Butt  Company.  He  served  as  treasurer  of  that 
company  for  many  years  and  at  the  time  of  his  death  was  presi- 
dent. He  was  also  a  director  in  the  Industrial  Trust  Company  and 
the  Joslin  Manufacturing  Company. 

Mr.  Fenner  took  a  great  interest  in  public  affairs,  and  was 
prominent  in  club  life.  He  was  a  director  of  the  Puritan  Life  In- 
surance Company.    He  became  a  member  of  the  Society  in  1891. 

He  died  in  Providence,  R.  I.,  on  January  5,  1915. 

WILLIAM   H.    OERRISH 

William  H.  Gerrish  was  born  in  Lowell,  Mass.,  in  1865,  and  was 
educated  at  the  Lowell  High  School  and  the  Massachusetts  Institute 
of  Technology.  He  served  his  apprenticeship  at  the  Lancaster  Slate 
Company,  Lancaster,  Mass.,  from  1888-1890.  For  several  years  he 
held  a  position  in  the  drawing  room  of  the  Massachusetts  Cotton 
Mills,  Lawrence,  Mass.,  and  at  the  Fulton  Bag  Mills,  Atlanta,  Ga. 

During  the  Spanish- American  War  he  was  associated  with  the 
Ordnance  Department  of  the  War  Office,  Washington,  D.  C. 

In  1899,  he  became  superintendent  of  the  Barber  Flax  Spinning 
Company,  Paterson,  N.  J.,  from  which  he  went  to  the  Dolphin  Jute 
Mills,  Paterson,  N.  J.  Four  years  later,  he  came  to  New  York  as 
superintendent  of  the  Commercial  Twine  Company.  In  1910,  he 
was  appointed  smoke  inspector  for  the  State  of  Massachusetts,  which 
office  he  retained  to  the  date  of  his  death. 

He  was  elected  to  membership  in  the  Society  in  1901.  He  was 
a  member  of  the  Order  of  Masons  And  the  Royal  Arcanum.  He 
died  on  July  15,  1915,  in  Maiden,  Mass. 

JOHN    CHARLES  WILLL\M    GRETH 

• 

John  Charles  William  Greth  was  bom  in  Buffalo,  N.  Y.,  in  1874. 
He  attended  the  public  schools  of  that  city  and  was  graduated  from 
the  Buffalo  Central  High  School  in  1893.     In  the  same  year  he 
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entered  Cornell  University  and  was  graduated  in  1897  with  the  de- 
gree of  Mechanical  Engineer.  After  graduation,  he  began  his 
engineering  work  by  installing  and  operating  for  a  few  months  a 
power  plant  at  a  summer  resort  on  Lake  Erie.  Prom  1898  until 
1902  he  installed  pumping  machinery,  designed  special  machinery, 
operated  a  power  plant  and  installed  and  operated  refrigerating 
and  ice  making  plants. 

In  1902,  he  entered  the  service  of  Wm.  B.  Scaife  &  Sons  Co., 
Pittsburgh,  Pa.,  as  manager  of  the  water  softening  and  purification 
department,  and  from  that  year  until  his  death  his  time  was  devoted 
to  the  development  of  apparatus  and  methods  for  the  softening 
and  purification  of  water  for  all  purposes. 

Mr.  Greth  took  out  sixteen  patents  on  improvements  in  water 
purifying  apparatus,  several  of  which  embodied  radical  features. 
He  occupied  a  leading  position  in  the  field  of  water  purification, 
and  his  forceful  presentation  contributed  very  materiall5r  to  the 
advancement  of  the  science  and  application  of  water  purification 
for  industrial  use. 

He  was  the  author  of  a  number  of  articles  on  water  purification 
published  in  the  engineering  press,  and  he  read  several  papers  on 
the  same  subject  before  various  engineering  societies. 

He  was  a  member  of  the  American  Society  of  Civil  Engineers, 
the  American  Institute  of  Chemical  Engineers,  Engineers  Society 
i>f  Western  Pennsylvania,  and  of  the  American  Chemical  Society. 

He  was  elected  a  member  of  the  Society  in  1907.  He  died  at 
Gibsonia,  Pa.,  on  August  7,  1915,  after  a  short  illness. 

JAMES    TAGGART    HALSEY 

James  Taggart  Halsey  was  born  in  Philadelphia,  Pa!,  in  1854, 
and  was  educated  at  the  Episcopal  Academy  in  that  city.  He  was 
apprenticed  in  the  Pennsylvania  Railroad  shops  at  Altoona,  follow- 
ing which  the  railroad  placed  him  in  charge  of  its  signals,  and  he 
made  a  number  of  basic  inventions  of  types  of  this  railroad  auxil- 
iary. He  resigned  from  service  with  the  Company  to  take  up  a 
position  with  the  Talbot  Works,  Richmond,  Va.,  in  which  he  con- 
tinued for  seven  years.  He  later  specialized  in  portable  machine 
tools,  maintaining  a  shop  in  Philadelphia.  He  was  the  inventor  of 
the  Halsey  motor  truck  for  trolley  roads ;  this  was  a  pioneer  inven- 
tion in  this  field,  and  one  in  which  several  prominent  engineers  dis- 
played interest. 
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Mr.  Halsey  was  elected  to  membership  in  the  Society  in  1885. 
He  died  in  Philadelphia,  Pa.,  on  April  27,  1915. 

JOHN   BROWN   HSRRBSHOFF 

John  Brown  Herreshoflf  was  born  in  Bristol,  R.  I.,  in  1841.  An 
attack  of  infantile  glaucoma  destroyed  his  sight,  but  did  not  pre- 
vent him  from  obtaining  an  education  in  the  schools  of  his  native 
town.  His  bent  for  mechanism  revealed  itself  at  an  early  age,  and 
the  handicap  of  total  blindness  seemed  to  serve  as  a  spur  to  his 
tireless  energy.  He  built  and  rebuilt  miniature  craft,  which  laid 
the  foundation  of  the  skill  and  knowledge  which  he  later  turned  to 
good  account. 

At  the  age  of  twenty,  he  began  the  construction  of  larger  craft, 
and  in  1863  he  embarked  on  naval  construction  as  a  business,  which 
he  carried  on  for  more  than  fifty  years. 

In  1872,  he  entered  into  partnership  with  his  brother,  and  to- 
gether they  designed  and  constructed  for  the  U.  S.  (Jovemment  the 
first  torpedo  boat.  The  Lightning.  In  1879,  he  and  his  brother 
incorporated  the  Herreshoflf 'Manufacturing  Company,  of  which  he 
was  president  and  treasurer  from  its  formation  to  the  time  of  his 
death.  In  1892,  the  Herreshoflf  Manufacturing  Company  took  up 
the  designing  and  construction  of  yachts,  with  special  reference  to 
racing  craft  for  the  New  York  Yacht  Club,  and  built  the  Vigilant, 
Defender,  Columbia,  Reliance  and  Resolute,  which  testify  to  what 
height  of  perfection  his  firm  has  carried  the  science  of  naval  design- 
ing and  construction. 

Mr.  Herreshoflf  was  a  member  of  the  Institute  of  Naval  Archi- 
tects of  London  and  a  member  of  the  Society  since  1884.  He  died 
on  July  20,  1915. 

EBENEZER   HHjL 

Ebenezer  Hill,  elected  a  member  of  the  Society  in  1892,  was  bom 
in  South  Norwalk,  Conn.,  on  October  5,  1849.  He  graduated  from 
Wesleyan  University  with  the  degree  of  B.A.  in  1870,  and  with 
the  degree  of  M.A.  in  1891.  Prom  1870  to  1880  he  participated  in 
the  design,  construction  and  installation  of  steam  pumping  ma- 
chinery and  steam  engines  of  various  types.  In  1880,  he  became 
the  responsible  executive  head  of  the  Norwalk  Iron  Works  Com- 
pany, and  shaped  the  business  to  the  manufacture  of  air  compres- 
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sors  and  allied  machines.    He  held  this  position  up  to  the  time  of 
his  death,  which  occurred  on  February  26,  1915. 

JOSEPH  AUSTIN   HOLMES 

Joseph  Austin  Holmes  was  born  at  Laurens,  S.  C,  in  1859.  He 
was  educated  at  Cornell  University,  from  which  he  was  graduated 
Bachelor  of  Science  in  1881.  He  became  professor  of  geology  and 
natural  history  at  the  University  of  North  Carolina  in  the  same 
year,  and  continued  as  such  until  1891.  He  was  state  geologist 
from  1891  to  1903.  In  1904  he  was  appointed  by  President  Roose- 
velt as  chief  of  the  U.  S.  Geological  Survey  Laboratories  for  the 
testing  of  fuels  and  structural  materials,  rendering  noteworthy 
services.  President  Taft  appointed  him  in  1910  head  of  the  newly- 
created  U.  S.  Bureau  of  Mines,  and  under  his  management  great 
progress  was  made  in  perfecting  methods  of  saving  life  in  mines. 
The  chief  work  of  the  Bureau  under  his  direction  has  been  the 
investigation  of  the  cause  of  coal  mine  explosions,  and  one  of  his 
most  important  discoveries  was  that  the  dust  from  bituminous  coal 
was  more  dangerous  to  miners  than  firedamp. 

He  received  the  degree  of  Doctor  of  Science  from  the  University 
of  Pittsburgh,  and  also  of  Doctor  of  Letters  from  the  University 
of  North  Carolina,  both  being  conferred  upon  him  in  recognition  of 
effort  in  the  mining  industry. 

He  was  a  member  of  the  American  Institute  of  Mining  Engi- 
neers, American  Society  for  Testing  Materials,  the  National  Con- 
servation Commission,  and  other  organizations.  He  was  elected  to 
membership  in  this  Society  in  1908.     He  died  on  July  13,  1915. 

BENJAMIN    FRANKLIN  ISHEBWOOD 

Benjamin  Franklin  Isherwood  was  bom  in  New  York  City  on 
October  6,  1822.  He  was  educated  at  Albany  Academy  and  after- 
ward served  under  David  Matthews,  master  mechanic  of  the  Utica 
and  Schenectady  Railroad.  He  was  promoted  to  the  civil  engineer's 
office  and,  on  the  completion  of  the  road,  he  went  to  work  on  the 
Croton  aqueduct.  After  this  was  completed,  he  worked  on  the 
construction  of  the  Erie  Railroad  under  Charles  B.  Stuart,  division 
engineer,  who  later  became  engineer  in  chief  in  the  navy,  and  it 
was  through  his  influence  that  Mr.  Isherwood  entered  the  navy  in 
1844.     Later  he  was  assigned  by  the  U.  S.  Treasury  Department  to 
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work  on  the  construction  of  lighthouses,  and  was  sent  to  France  to 
superintend  the  construction  of  lighthouse  lenses  there  from  his 
own  designs.  At  the  outbreak  of  the  war  with  Mexico,  he  served 
on  board  the  Princeton,  the  first  American  screw  steam  vessel  built 
by  Ericsson  for  the  government  as  an  experiment.  He  was  pro- 
moted to  be  chief  engineer  of  the  Spitfire,  and  he  took  part  in  every 
action  in  which  the  American  fleet  was  engaged  during  the  war. 

EQs  experiments  in  the  expansion  of  steam  on  board  the  U.  S.  S. 
Michigan  in  1859  almost  revolutionized  the  methods  of  using  steam. 
He  designed  the  engine  of  the  U.  S.  cruiser  Wampanoag,  which  was 
built  in  1868  and  was  the  fastest  steamship  in  the  world  at  that 
time,  having  a  speed  of  17%  knots. 

Mr.  Isherwood  was  chief  engineer  in  the  navy  from  1861  to  1869, 
covering  the  entire  period  of  the  Civil  War,  when  more  than  six 
hundred  steam  vessels  and  three  thousand  engineers  were  in  the 
service. 

During  the  years  1870  and  1871,  he  was  stationed  at  the  Mare 
Island  Navy  Yard,  California.  His  experiments  there  with  screw 
propellers  are  regarded  as  among  the  greatest  contributions  to  engi- 
neering. He  was  retired  as  chief  engineer  with  the  rank  of  rear 
admiral  on  June  6,  1884.  He  was  the  author  of  many  engineering 
works,  some  of  which  have  been  used  widely  as  text  books  in  tech- 
nical schools. 

Mr.  Isherwood  was  elected  an  honorary  member  of  the  Society 
in  1894.    He  died  at  his  home  in  New  York  City  on  June  19,  1915. 

JOHN   LOTD 

John  Loyd  was  bom  in  Newton,  Mass.,  on  May  1,  1837.  He 
received  his  education  in  the  public  schools,  and  learned  the  ma^ 
chinist  and  engineering  trades. 

At  the  outbreak  of  the  Civil  War  he  entered  the  United  States 
Navy.  He  was  commissioned  as  acting  third  assistant  engineer  and 
was  later  promoted  to  first  assistant  engineer.  On  May  7,  1867, 
he  was  ordered  to  the  Portsmouth  Navy  Yard  as  assistant  engineer, 
and  was  granted  an  honorable  discharge  December  27  of  the  same 
year. 

Shortly  afterward  he  started  into  business  in  New  York  City 
in  the  manufacture  of  machinery,  knives  and  dies  under  the  firm 
of  M^Loughlin,  Grover  and  Loyd.     On  the  death  of  his  partners 


1512  NECBOLOOY 

he  continued  the  business  under  the  name  of  the  John  Loyd  Com- 
pany. 

Mr.  Loyd  joined  the  Society  in  1899  and  was  also  a  member  of 
the  Military  Order  of  the  Loyal  Legion,  the  Navy  League,  the 
Society  of  Naval  Architects  and  Marine  Engineers,  the  American 
Society  of  Naval  Engineers  and  the  Metropolitan  Museum  of  Art. 
He  died  at  his  home  in  Brooklyn,  N.  Y.,  on  October  5,  1915. 

GUSTAVUS   TYLER   LUCKETT 

Gustavus  Tyler  Luckett  was  bom  at  Owensboro,  Ky.,  on  Feb- 
ruary 26,  1870.  He  received  his  early  education  in  the  schools  of 
Owensboro  and  at  Trinity  College,  near  Louisville,  Ky.  From  1888 
to  1896,  he  held  the  positions  of  machinist  and  pattern  maker,  and 
molder  superintendent,  with  the  Novelty  Foundry  and  Machine 
Company  at  Owensboro,  Ky.  From  1898  to  1900  he  was  assistant 
superintendent  in  charge  of  construction  for  the  New  York  Edison 
Company.  He  then  served  the  Best  Manufacturing  Company  as 
its  New  York  representative.  From  1901  to  the  time  of  his  death, 
he  was  with  the  M.  W.  Kellogg  Company.  He  had  active  charge 
of  designing  steam  and  hydraulic  piping,  machines  for  the  manu- 
facture of  Van  Stone  joints  and  improvements,  welding  flanges, 
forge  welding  shells,  piping,  piping  outlets  and  construction  and 
erection  of  piping  systems.  Mr.  Luckett  died  at  his  home  in  New 
York  City  on  July  16,  1915. 

DWIGHT   E.    LYMAN 

Dwight  E.  Lyman  was  bom  in  Marshall,  Oneida  County,  N.  Y., 
on  October  12,  1845.  He  was  educated  in  the  Deansville  schools, 
and  served  an  apprenticeship  at  the  Willowvale  Machine  Works  of 
Utica.  Later  he  was  employed  for  four  years  as  superintendent 
and  draftsman  by  Keeney  Brothers  of  Manchester,  Conn.  At  the 
age  of  twenty,  he  removed  to  Hartford,  and  soon  entered  the  employ 
of  Asa  S.  Cook,  serving  as  superintendent  and  mechanical  engineer 
from  1875  to  1882.  After  this  he  held  for  one  year  a  similar  posi- 
tion with  the  Syracuse  Screw  Company,  returning  in  1883  to  the 
^\sa  S.  Cook  Company  as  superintendent,  which  position  he  held 
at  the  time  of  his  death. 

Mr.  Lyman  was  elected  a  member  of  the  Society  in  1901.  He 
died  at  his  home  in  Hartford,  Conn.,  on  July  8,  1915.  , 
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ROBERT   MC  ARTHUR 

Robert  McArthur,  for  twenty-three  years  head  of  the  Pepperell 
Manufacturing  Company  of  Biddeford,  Me.,  died  on  December  23, 
1914. 

Mr.  McArthur  was  bom  in  Ashton,  England,  May  18,  1838  and 
came  to  America  in  1842.  He  began  his  mill  career  in  1853  with 
the  Globe  Manufacturing  Company  of  Woonsocket,  R.  I.  and  it 
was  here  that  he  learned  the  rudiments  of  the  cotton  mill  business. 
He  remained  with  this  company  for  three  years,  and  from  1856  to 
1870  was  employed  in  different  capacities  in  various  mills  of 
southern  New  England. 

In  1870  he  was  appointed  superintendent  of  the  Millville  Manu- 
facturing Company's  mill  at  Millville,  N.  J.  In  1873  he  accepted 
the  position  of  agent  for  the  Manchaug  Mills  at  Sutton,  Mass., 
where  he  remained  for  ten  years.  He  then  became  agent  of  the 
Grosvenordale  Mills  at  Grosvenordale  and  North  Grosvenordale, 
Conn.,  which  position  he  held  for  three  years.  In  1887  he  became 
agent  for  both  the  Pepperell  and  Laconia  corporations  of  Biddeford, 
Me.,  continuing  in  this  capacity  after  the  consolidation  of  the  two 
companies;  he  resigned  this  position  in  1910. 

Mr.  McArthur  was  president  of  the  New  England  Textile  Club 
for  many  years.  He  was  a  Mason,  a  member  of  Sheridan  Post 
G.  A.  R.,  and  was  connected,  during  the  Civil  War,  with  the  engi- 
neering corps  of  the  army.  He  was  elected  to  membership  in  the 
Society  in  1894. 

JAMES   MC  BRIDE 

James  McBride,  a  member  of  the  Society  since  1886,  was  born 
on  April  27,  1836.  He  learned  the  trade  of  pattern  maker,  and 
from  1858  to  1865,  he  was  employed  by  the  Duquesne  Engine  Works 
at  Pittsburgh  at  pattern  making  and  the  erection  of  machinery  on 
steamboats.  During  this  period  he  assisted  in  the  erection  of  the 
machinery  on  thirty-seven  boats.  At  this  time  he  obtained  a  license 
for  engineer  of  the  Second  Class  on  the  western  rivers. 

In  the  four  years  that  followed,  he  established  in  Pittsburgh  a 
pattern  shop  of  his  own  in  which  he  made  patterns  and  mechanical 
drawings  and  designed  machinery.  He  discontinued  this,  however, 
to  take  a  position  as  draftsman  for  the  Root  Steam  Engine  Company 
of  New  York,  but  later  returned  to  the  Duquesne  Engine  Works  as 
draftsman  and  designer.     In  1876,  he  entered  the  employ  of  the 
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New  York  Dye  Wood  Extract  and  Chemical  Company  of  Brooklyn, 
as  chief  engineer.  Three  years  later,  he  became  superintendent  of 
the  Stamford  Manufacturing  Company  in  Stamford,  Conn. 

Mr.  McBride  died  at  his  home  in  Stamford,  Conn.,  on  April  14, 
1915. 

JAMES  FINNEY   MCELROY 

James  Finney  McElroy  was  born  in  Greenfield,  Ohio,  on  Novem- 
ber 25,  1852.  He  attended  the  Salem  Academy  at  South  Salem, 
Ohio,  in  1869  and  the  Bloomingburg  Academy  at  Bloomingburg, 
Ohio,  from  1870  to  1872.  He  was  graduated  from  Dartmouth  Col- 
lege in  1876  with  the  degree  of  A.B.  and  received  the  degree  of  AM, 
from  the  college  in  1879. 

Prom  1876  to  1880,  he  was  principal  teacher  of  the  Indiana  Insti- 
tute for  the  Blind  at  Indianapolis  and  from  1880-1887  he  was 
superintendent  of  the  Michigan  Institution  for  the  Blind,  at  Lans- 
ing, Mich.  For  the  latter  institution,  he  designed  and  constructed 
the  heating  and  power  plant. 

In  1887,  he  organized  at  Buffalo,  the  McElroy  Car  Heating 
Company,  which  operated  under  its  own  patents.  In  1889,  this 
concern  was  combined  with  the  Sewell  Car  Heating  Company,  form- 
ing the  Consolidated  Car  Heating  Company  in  Albany,  of  which 
Mr.  McElroy  was  consulting  engineer  and  acting  president  to  the 
time  of  his  death.  Mr.  McElroy  became  a  member  of  the  Society 
in  1900.     He  died  on  February  10,  1915. 

WHjLIAM    MCINTOSH 

WiUiam  Mcintosh  was  bom  August  20,  1849,  and  received  a 
common  school  education.  From  1867  to  1870  he  served  an  appren- 
ticeship with  the  Chicago,  Milwaukee  and  St.  Paul  Railway.  He 
was  employed  by  the  Chicago  and  North  Western  Railway  for  27 
years,  in  the  capacities  of  foreman  at  Waseca,  Minn.,  and  Huron, 
S.  Dak.,  and  of  master  mechanic  at  Winona,  Minn.  He  left  this 
company  to  become  superintendent  of  motive  power  with  the  Central 
Railroad  of  New  Jersey.  When  in  1909  he  resigned  on  account  of 
ill-health,  he  had  given  forty  years  of  active  railroad  service.  He 
died  on  March  16,  1915. 

Mr.  Mcintosh  joined  the  Society  in  1902  and  was  also  a  member 
of  the  New  York  Railroad  Club,  the  Canadian  Society  and  the 
Engineers'  Club. 
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ROBERT   A.   MCKEE 

Robert  A.  McEee  was  bom  on  September  12,  1873,  in  Towanda, 
Pa.  He  graduated  from  Lehigh  University  with  the  degree  of 
M.  E.,  in  1S95.  For  a  short  time  after  graduation,  he  was  employed 
by  the  Brooks  Locomotive  Works  of  Dunkirk,  N.  Y.,  as  draftsman 
and  designer.  He  then  entered  Cornell  University  in  the  course  in 
marine  engineering,  receiving  the  degree  of  M.  M.  E.  in  1897.  Re- 
turning to  the  Brooks  Locomotive  Works,  he  worked  in  the  capacity 
of  designer  and  in  1899  became  connected  with  the  Baldwin  Loco- 
motive Works,  remaining  there  until  1900,  when  he  took  a  position 
with  the  Holly  Manufacturing  Company  of  Lockport,  N.  Y.  Here 
he  commenced  as  a  tracer  and  was  rapidly  advanced  to  the  posi- 
tion of  leading  designer.  After  fifteen  months  he  left  this  position 
to  enter  the  employ  of  the  Westinghouse  Machine  Company  at  East 
Pittsburgh,  Pa. 

In  1904  he  was  engaged  by  the  Allis-Chalmers  Company  to  take 
charge  of  the  development  and  construction  of  steam  turbines,  and 
it  was  due  to  his  efforts  more  than  those  of  any  other  individual 
that  the  steam  turbine  developed  along  lines  which  have  proved  to 
be  based  on  correct  fundamentals. 

His  advice  on  steam  problems  was  sought  by  leading  engineers, 
and  his  reputation  as  a  steam  turbine  engineer  extended  to  foreign 
countries.  Mr.  McEee  was  elected  to  membership  in  the  Society 
in  1908  and  was  also  a  member  of  the  American  Institute  of  Elec- 
trical Engineers.    He  died  in  New  York  City  on  September  5, 1915. 

ARTHUR  S.    MANN 

Arthur  S.  Mann  was  born  in  West  Medway,  Mass.,  on  September 
4,  1867.  He  received  his  early  education  in  the  schools  of  Medway, 
and  graduated  from  the  Massachusetts  Institute  of  Technology 
with  the  degree  of  S.B.  in  1888.  The  first  two  years  out  of  college 
he  spent  with  the  George  F.  Blake  Manufacturing  Company.  Fol- 
lowing this  he  was  with  the  West  End  Street  Railway  Company  in 
Boston,  Mass.  From  1892  to  1894,  he  served  the  E.  P.  AUis 
Company  of  Milwaukee  as  mechanical  engineer.  In  1894,  he  started 
a  machine  shop  with  F.  E.  Lammert  in  Chicago,  building  special 
machinery  and  conducting  a  general  engine  repair  trade.  He  was 
vice-president  of  this  company  up  to  the  time  of  his  death,  although 
he  had  taken  no  active  part  in  the  business  since  1897. 
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In  1897,  he  became  engineer  of  construction  of  the  Ninety-sixth 
Street  power  plant  and  operating  chief  engineer  of  the  varions 
plants  for  the  Metropolitan  Street  Railway  Company  of  New  York 
City.  In  1901,  he  accepted  a  position  with  the  Sydney  Street 
Railway  Company  in  Australia  as  construction  engineer  of  power 
plants.  In  1903,  he  became  associated  with  the  General  Electric 
Company  in  Schenectady,  N.  Y.,  where  he  was  engineer  in  charge  of 
construction  of  their  power  plants  and  of  the  steam,  air  and  water 
distribution  of  their  entire  works.  Also,  he  was  in  charge  of  the 
installation  of  the  new  powdered  coal  system  and  had  charge  of  the 
design  of  their  new  furnaces  and  boilers. 

Mr.  Mann  became  a  member  of  the  Society  in  1900.  He  died 
on  October  3,  1915. 

FREDBIK  V.  MATTON 

Fredrik  V.  Matton  was  bom  in  Stockholm,  Sweden,  on  June  6, 
1856.  He  received  his  technical  training  at  Stats  College,  and 
served  his  apprenticeship  as  a  machinist  in  his  native  country.  He 
came  to  this  country  early  in  1882,  first  securing  employment  at 
Altoona  and  later  at  the  Harrison  Sugar  Refinery  at  Philadelphia. 
At  the  latter  plant  he  had  charge  of  the  repairs  and  construction 
of  general  machinery. 

In  June,  1885,  Mr.  Matton  became  employed  at  the  Camden  Iron 
Works  in  Camden,  N.  J.,  as  chief  engineer,  which  position  he  held 
until  his  last  illness. 

Mr.  Matton  became  a  member  of  the  Society  in  1892.  He  died 
at  Atlantic  City,  N.  J.,  on  December  3,  1915. 

WALTER   K.    MITCHELL 

Walter  K.  Mitchell  was  born  October  13,  1866,  in  Glasgow, 
Scotland,  and  came  to  this  country  at  an  early  age.  He  was  edu- 
cated in  the  schools  of  Pittsburgh,  and  served  an  apprenticeship 
as  machinist  with  the  Jones  &  Laughlin  Steel  Company.  From 
1889  to  1899  he  was  employed  as  sales  engineer  by  Best  Fox  &  Com- 
pany of  Pittsburgh,  piping  engineers  and  contractors,  going  to  Phil- 
adelphia as  their  eastern  representative  in  1893.  In  1899  he  entered 
into  the  partnership  of  W.  K.  Mitchell  &  Company,  specializing  in 
high  pressure  piping  and  its  accessories.  When  this  partnership 
was  changed  to  a  corporation  in  March  1909,  Mr.  Mitchell  was 
elected  president  and  treasurer.     He  continued  actively  in  these 
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offices  up  to  the  day  of  his  death,  which  occurred  on  November  6, 
1915, 

He  was  elected  to  membership  in  the  Society  in  1913. 

EDWARD  THOMAS   MORRIS 

Edward  Thomas  Morris  was  born  in  Lutterworth,  England,  in 
1863.  He  was  educated  in  public  and  private  schools  in  England, 
after  which  he  served  his  apprenticeship  at  Ruston  &  Proctor,  engi- 
neers and  boiler  makers,  Lincoln,  England,  from  1880  to  1884. 
Prom  1884  to  1885,  he  was  under  instruction  at  the  firm  of  J.  &  J. 
Thompson,  marine  engineers  and  boiler  makers,  Glasgow,  Scotland. 

Prom  1887  to  1888,  he  was  outside  erector  of  machinery  for  the 
Union  Iron  Works.  Prom  that  date  until  1899  he  was  superintend- 
ent of  the  marine  engineers  department  of  the  Union  Iron  Works, 
having  charge  of  the  installation  of  boilers  and  machinery  on  the 
U.  S.  S.  Charleston,  San  Prancisco,  Monterey,  Olympia  and  Oregon. 
Prom  1899  to  1900,  he  was  assistant  to  the  marine  superintendent 
of  the  Pacific  Mail  Steamship  Company,  and  from  1900  to  1902, 
general  superintendent  of  the  Pulton  Engineering  and  Shipbuilding 
Works. 

During  the  years  1902  to  1905,  he  was  superintending  engineer 
of  the  Oceanic  Steamship  Company,  and  in  1906  he  became  super- 
intendent of  construction  with  the  Tracy  Engineering  Company. 
Prom  1908  to  1911,  he  was  engineer  of  construction  for  the  Asso- 
ciated Pipe  Line  Company.  In  1911,  he  was  appointed  manager 
X)f  the  Pipe  Line  Department  of  the  Associated  Oil  Company,  in 
which  position  he  was  in  charge  of  the  construction  and  operation 
of  pipe  lines  and  pumping  stations  of  both  companies. 

Mr.  Morris  was  a  member  of  the  Society  since  1912.  He  died  in 
Oakland,  Cal.,  on  May  14,  1915. 

HENBT   G.   MORRIS 

Henry  G.  Morris  was  born  in  Philadelphia,  Pa.,  May  25,  1839 
and  graduated  from  Haverford  College.  He  engaged  in  active  man- 
ufacturing business  in  early  life,  and  when  still  a  very  young  man 
was  a  member  of  the  celebrated  firm  of  Morris,  Tasker  &  Co.,  who 
were  the  first  manufacturers  of  wrought  iron  pipes  and  boiler  flues 
in  this  country.  A  few  years  later  he  became  the  sole  owner  of  the 
Southwark  Poundry,  where  some  of  the  largest  blowing  engines, 
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pumps  and  other  heavy  machinery  were  constructed,  and  at  that 
time  he  was  justly  regarded  as  one  of  Philadelphia's  greatest  cap- 
tains of  industry. 

Mr.  Morris  was  one  of  the  first  directors  of  the  Pennsylvania 
Steel  Company,  and  was  one  of  the  few  men  in  this  country,  like 
Alexander  Lyman  Holley,  to  recognize  the  importance  and  value 
of  the  Bessemer  process.  He  was  a  leader  in  the  design  and  manu- 
facture of  the  most  diversified  kinds  of  machinery  used  on  sugar 
plantations  and  in  refineries,  and  in  gas  plants  and  waterworks, 
and  he  was  among  the  first  in  this  country  to  recognize  the  value 
of  compound  engines  in  marine  engineering. 

He  early  became  interested  in  electrical  engineering,  and  will 
undoubtedly  be  best  remembered  in  connection  with  Mr.  Salom  in 
the  invention  and  development  of  the  electric  vehicle  for  which, 
twenty  years  ago,  they  received  the  gold  medal  of  the  **  Times- 
Herald"  Motorcycle  contest  in  Chicago,  1895  (the  birth  of  the 
automobile),  and  the  John  Scott  Legacy  Medal  of  The  Franklin 
Institute,  Philadelphia.  He  took  out  numerous  patents  in  connec- 
tion with  this  vehicle  and  for  storage  batteries. 

He  was  a  member  of  many  national  societies  and  associations, 
including  this  Society  which  he  joined  in  1882  and  of  which  he  was 
a  Vice-President  from  1887  to  1889;  the  Engineers'  Club  of  Phil- 
adelphia, of  which  he  was  a  past-president ;  the  American  Institute 
of  Mining  Engineers,  the  American  Society  of  Civil  Engineers,  The 
Franklin  Institute  of  Philadelphia,  and  the  Union  League  of  Phila- 
delphia, of  which  he  was  the  oldest  living  member  in  point  of  time^ 
with  a  single  exception,  having  been  elected  a  member  in  1863.  Mr. 
Morris  died  on  January  19,  1915. 

TELLE   HENRY    MULLER 

Teile  Henry  Miiller,  who  became  a  member  of  the  Society  in 
1888,  was  born  January  18,  1841,  at  Grossensiel-Oldenburg,  Ger- 
many, and  was  educated  at  the  Polytechnic  School  of  Hanover, 
completing  the  course  in  mechanical  engineering  in  1862.  He  then 
entered  the  service  of  the  North  German  Lloyd  Steamship  Line  as 
ship  engineer.  In  1865  he  came  to  New  York  and  was  engaged  first 
as  machinist  and  later  as  draftsman  by  the  Root  Steam  Engine 
Company.  He  left  this  firm  in  1866  to  accept  a  position  as  super- 
intendent engineer  with  the  Convex  Weaving  Company,  designing 


NECROLOGY  1519 

and  building  their  mill  and  machinery.  He  then  took  the  position 
of  superintendent  with  the  Eagle  Pencil  Company,  to  redesign  their 
machinery  and  revise  the  processes  of  manufacturing  pens,  pencils 
and  other  articles. 

In  1877  he  entered  the  employment  of  S.  S.  Hepworth  &  Com- 
pany, sugar  engineers,  as  superintendent.  He  designed  the  Cali- 
fornia Sugar  Refinery  in  San  Francisco  for  Claus  Spreckels  and 
the  Belchers  Refinery  in  St.  Louis,  and  built  a  large  part  of  the 
machinery  for  these  factories.  Later  he  designed  and  built  the 
Spreckels  Refinery  in  Philadelphia,  the  National  Sugar  Refinery 
in  Yonkers,  and  designed  and  partly  built  the  Camden  Sugar  Re- 
finery. In  1900  he  was  engaged  by  the  Federal  Sugar  Refining 
Company  as  constructing  engineer  and  built  their  works  in  Yonkers 
in  1914.  Mr.  Miiller  continued  in  this  position  until  the  time  of  his 
death,  which  occurred  on  September  21,  1915. 

EDGAR  H.    MUMFORD 

Edgar  H.  Mumford  was  born  at  Groton,  Mass.,  on  September  20, 
1862.  He  was  graduated  from  Massachusetts  Institute  of  Tech- 
nology in  1886  in  Mechanical  Engineering. 

In  1886,  he  entered  the  service  of  the  Union  Pacific  Railroad  at 
Omaha,  Neb.,  in  the  motive  power  department,  and  left  there  after 
promotion  to  master  mechanic  of  the  Leavenworth  Division,  to 
become  superintendent  of  the  Russell  Wheel  &  Foundry  Company, 
Detroit,  in  1889.  After  three  years  in  this  position,  he  became  asso- 
ciated with  Henry  R.  Worthington,  Inc.,  Brooklyn,  N.  Y.,  and  was 
shortly  afterward  placed  in  charge  of  the  new  foundry  built  by 
this  company  at  Elizabeth,  N.  J.  He  left  this  position  to  become 
manager  of  the  New  York  office  of  Bement,  Miles  &  Company  of 
Philadelphia,  where  he  remained  until  1895,  when  he  started  in 
business  for  himself. 

With  Harris  Tabor  and  Angus  Sinclair,  he  purchased  the  busi- 
ness of  the  Tabor  Manufacturing  Company  from  Manning,  Max- 
well and  Moore,  and  remained  with  it  as  secretary  and  treasurer 
for  ten  years.  In  1900,  the  Company's  plant  was  moved  to  Phila- 
delphia, and  in  1905  he  resigned  from  the  firm  to  form  the  E.  H. 
Mumford  Company,  builders  of  molding  machines,  of  which  he 
was  president  and  treasurer.  In  1909,  he  became  vice-president 
and  general  manager  of  the  Mumford  Molding  Machine  Company, 
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where  he  remained  until  shortly  before  his  death,  at  which  time  he 
was  arranging  to  again  enter  the  molding  machine  bosinesB  under 
his  own  name. 

Mr.  Mumford  was  for  twenty  years  an  inventor  and  builder  of 
molding  machines  known  as  '/Mumford"  machines,  and  was  a 
recognized  authority  on  machine  molding. 

He  was  elected  to  membership  in  the  Society  in  1887  and  was 
also  a  member  of  the  Engineers'  Club,  the  Machinery  Club,  Tech- 
nology Club,  and  the  Art  Club  of  Philadelphia.  He  died  at  his 
home  in  Plainfield,  N.  J.,  on  April  18,  1915. 

FRANK  RUSSELL  PACKHAH 

Frank  Russell  Packham  was  born  at  Hadley,  Mich.,  on  May  11, 
1855.  He  received  his  early  education  in  Canada,  and  his  first 
business  training  with  his  father  who  was  a  miller.  He  also  served 
an  apprenticeship  in  a  sewing  machine  factory,  and  learned  the 
machine  and  pattern  making  trades. 

When  he  was  18  years  old,  his  parents  moved  to  Springfield, 
Ohio,  where  'he  was  employed  as  a  machinist  for  the  Wardell- 
Mitchell  Company,  now  a  part  of  the  International  Harvester 
Company.  In  1878,  he  became  superintendent  and  experimenter 
for  the  Baker  Drill  Company  in  Mechanicsburg,  Ohio,  and  manager 
and  designer  of  turner's  tools  for  the  Packham  Crimper  Company 
until  1886.  In  1887,  he  returned  to  Springfield  and  identified  him- 
self with  the  Superior  Drill  Company  devoting  his  time  to  designing 
and  pattern  making.  Upon  the  formation  of  the  American  Seed- 
ing Machine  Company,  he  was  made  a  director  and  manager  of  the 
experimental  department.  This  latter  position  he  held  until  the 
time  of  his  death. 

As  an  inventor,  he  contributed  as  many  as  150  improvements 
on  various  agricultural  implements,  most  of  which  are  now  manu- 
factured by  the  American  Seeding  Machine  Company.  Probably 
his  most  important  work  was  the  invention  and  development  of  the 
*' single  disc"  drill. 

In  1900,  Mr.  Packham  was  appointed  as  a  representative  of  the 
United  States  Government  to  tour  the  world  in  the  interests  of  the 
Foreign  and  Domestic  Bureau  of  Commerce.  In  1909,  he  was 
appointed  mechanical  guide  to  the  Honorable  Commercial  Com- 
mission of  Japan  in  its  visit  to  this  country. 
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Mr.  Packham  became  a  member  of  the  Society  in  1913.  He  died 
at  Springfield,  Ohio,  on  January  1,  1915. 

JOHN   PABKEB 

John  Parker  was  born  in  Mansfield,  England,  on  March  28, 1864, 
and  came  to  this  country  in  1887.  For  four  years,  he  was  employed 
in  the  drafting  department  of  the  Corliss  Steam  Engine  Company 
in  Providence,  R.  I.,  and  in  1891,  he  accepted  a  position  with  the 
Brown  and  Sharpe  Manufacturing  Company.  In  1893,  he  took 
active  charge  of  their  miller  designing,  and  in  addition  to  this  posi- 
tion also  held  that  of  assistant  chief  draftsman,  from  ld95  to  1902. 
In  the  latter  capacity  he  developed  executive  ability  in  putting 
work  through  correctly  and  efficiently,  and  many  patents  were 
granted  to  him  chiefly  in  connection  with  his  work  on  millers.  He 
was  in  charge  of  the  miller  designing  for  this  company  up  to  the 
time  of  his  death,  which  occurred  on  July  23,  1915.  He  became  a 
member  of  the  Society  in  1909. 

FRED    STARK  PEARSON 

Fred  Stark  Pearson,  who  lost  his  life  on  May  7,  1915,  in  the 
Lusitania  disaster,  was  bom  July  3,  1861,  in  Lowell,  Mass.  He 
graduated  from  Tufts  College  in  1885  with  the  degree  of  E.E.  and 
received  the  degree  of  M.E.  in  1886. 

In  the  early  part  of  his  career,  after  leaving  college,  he  held  the 
positions  of  chemist  for  the  Boston  Butter  Company,  superintendent 
of  the  Blue  Ridge  Gold  Mining  Company  in  Virginia,  mining  ex- 
pert surveying  copper  mines  in  Texas  and  gold  deposits  in  Brazil, 
manager  of  the  Somerville  Electric  Light  Company,  consulting 
engineer  for  the  Wobum  Electric  Light  Company,  and  for  the 
Chandler  Electric  Light  Company  in  Halifax,  consulting  engineer 
for  the  American  Aluminum  Company  and  chief  engineer  in  the 
steam  and  electric  departments  of  the  West  End  Street  Railway 
Company  in  Boston. 

His  later  enterprises,  results  of  his  organization,  may  be  classed 
as  electric  light  and  power  companies,  electric  tramway  companies, 
telephone  companies,  gss  companies,  steam  railroads,  irrigation  and 
land  companies,  lumber  manufacturing  companies  and  mining  and 
chemical  companies.  These  companies  were  centered  principally 
around  the  following  cities:  Mexico  City,  Mexico;  Rio  de  Janeiro 
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and  Sao  Paulo,  Brazil ;  Barcelona,  Spain ;  Toronto,  Winnipeg  and 
Niagara  Falls,  Canada;  and  El  Paao  and  Juarez  in  Texas  and 
Northwestern  Mexico. 

In  steam  railroads,  he  was  principally  interested  in  the  Mexico 
and  Northwestern  Railroad  from  Chihuahua  to  El  Paso  in  the 
center  of  several  million  acres  of  timber  and  mining  land  which 
his  companies  own,  and  the  Denver  &  Salt  Lake  Railroad,  or 
Moflfatt  System.  The  details  of  his  numerous  projects,  however, 
were  handled  by  his  New  York  staflf,  a  corporation  called  the 
Pearson  Engineering  Corporation,  Ltd.,  in  conjunction  with  the 
local  staffs  in  each  of  the  cities  where  his  public  utilities  were 
located. 

Dr.  Pearson  was  a  member  of  a  large  number  of  technical  socie- 
ties, including  the  American  Society  of  Civil  Engineers,  the  Ameri- 
can Institute  of  Electrical  Engineers,  the  American  Society  of  Naval 
Engineers,  the  Institution  of  Electrical  Engineers  (England) ;  the 
American  Institute  of  Mining  Engineers,  the  American  Electro 
Chemical  Society,  the  New  York  Railroad  Club  and  the  American 
Forestry  Association.  He  was  elected  to  membership  in  this  Society 
in  1899. 

JAMES  EDWIN   QUIGLET 

James  Edwin  Quigley,  whose  death  occurred  in  Pittsburgh,  Pa., 
on  April  11,  1915,  was  born  in  Center  County,  Pa.,  February  9, 
1873.  After  graduating  from  Pennsylvania  State  College,  he  was 
associated  for  several  years  with  the  Buffalo  Forge  Company  of 
Buffalo,  N.  Y.,  and  then  entered  the  employ  of  the  B.  P.  Sturtevant 
Company,  Philadelphia,  Pa.  In  1899  he  was  appointed  district 
manager  for  the  B.  F.  Sturtevant  Company,  with  headquarters  in 
Pittsburgh.  He  resigned  this  position  in  1902  to  become  manager 
of  the  insulation  department  of  the  Armstrong  Cork  Company, 
Pittsburgh,  Pa.,  of  which  he  had  charge  since  its  formation. 

Mr.  Quigley  was  a  member  of  the  Board  of  Directors  of  the 
Armstrong  Cork  Company  and  the  Armstrong  Cork  and  Insulation 
Company.  He  was  a  member  of  the  Duquesne  Club,  the  Universitj' 
Club  and  the  Edgewood  Country  Club  of  Pittsburgh,  the  Machinery 
Club  of  New  York,  the  Phi  Kappi  Sigma  fraternity  and  the  Ross 
Mountain  Park  Association.  He  was  also  a  member  of  the  American 
Society  of  Refrigerating  Engineers.  He  joined  this  Society  in 
1900. 
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THOMAS  L.   BANKIN 

Thomas  L.  Rankin  was  born  at  Ripley,  Ohio,  on  June  16,  1839. 
He  received  his  education  at  Iberia  College  at  Iberia,  Ohio,  -from 
which  he  graduated  in  1855.  In  1869,  he  began  to  build  isolated 
refrigerating  cars  in  the  West  with  Barney  and  Smith  of  Dayton, 
Ohio.  In  1873,  he  built  fifty  of  the  refrigerator  cars  at  the  Wasson 
Works  in  Springfield,  Mass.  Previous  to  this  date,  he  had  laid  iron 
floors  for  refrigerating  breweries  and  packing  houses.  From  1873 
to  1877,  he  was  superintendent  of  the  Arctic  Ice  Machine  Company, 
with  many  plants  in  Texas,  Arkansas  and  Louisiana.  During  this 
time  and  through  1891  he  continued  the  construction  of  ice  machines 
at  the  Phoenix  Works,  Houston,  Tex.,  at  thp  Atlas  Works,  Indian- 
apolis and  the  Reading  Iron  Works,  Reading,  Pa.  He  later  had 
charge  of  the  ice  machine  department  of  the  Pennsylvania  Iron 
Works  Company  of  Philadelphia,  Pa. 

Mr.  Rankin  became  a  member  of  the  Society  in  1892.  He  died 
at  his  home  in  Sacketts  Harbor,  N.  Y.,  on  November  12,  1915. 

OEORGE  T.    REISS 

George  T.  Reiss  was  born  in  Cincinnati,  Ohio,  on  December  6, 
1849.  He  was  educated  in  the  common  schools  and  received  private 
instruction  in  drawing,  designing  and  mechanics. 

In  1877,  he  became  draftsman  at  the  old  Cope  and  Maxwell 
shops  in  Cincinnati,  but  in  1878  he  was  appointed  master  machinist 
in  charge  of  the  engineering  department  of  the  Niles  Tool  Works, 
which  was  moved  from  Cincinnati  to  Hamilton,  Ohio,  in  1871.  He 
was  chief  mechanical  engineer  of  the  concern,  later  becoming 
superintendent  of  the  drafting  department  and  subsequently  being 
elected  to  the  board  of  directors,  of  which  he  was  also  secretary. 
He  became  vice-president  of  the  directorate,  which  position  he  held 
until  the  time  of  his  death.  Mr.  Reiss  died  at  his  home  in  Hamilton 
on  May  5,  1915.     He  was  elected  a  member  of  the  Society  in  1890. 

PAUL   G.   ROESTI 

Paul  G.  Roesti  was  born  in  Berne,  Switzerland,  in  April,  1878 
and  received  his  early  education  in  the  public  schools  of  his  native 
city.  After  graduating-  in  mechanical  engineering  from  the  tech- 
nical school  at  Berne,  Switzerland,  in  1896,  he  was  employed  for 
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two  years  in  the  engineering  offices  of  Frickart  in  Munich,  Bavaria, 
and  one  year  with  Sulzer  Bros,  in  Winterthur,  Switzerland,  work- 
ing on  Corliss  and  poppet  valve  steam  engines. 

In  1899  he  entered  the  Swiss  Technical  High  School  at  Zurich, 
Switzerland,  from  which  he  graduated  in  1903.  He  then  came  to 
this  country  and  was  employed  by  the  Buffalo  Forge  Company  as 
a  designer  of  steam  engines,  centrifugal  pumps  and  blowers.  In 
1904  he  took  a  position  with  the  Beckstrom  Smith  Steam-Turbine 
Company  and  the  Filer  and  Stowell  Company  as  mechanical  engi- 
neer and  designer  of  steam  turbines  and  steam  engines,  remaining 
with  them  until  1907  when  he  became  a  designing  engineer  with 
the  A.  0.  Smith  Company,  Milwaukee,  Wis.,  manufacturers  of 
automobiles.    He  was  l&ter  made  chief  engineer  of  this  company. 

In  1911  he  returned  to  Switzerland  to  accept  a  position  with 
Sulzer  Bros,  as  chief  designer  in  the  high-speed  Diesel  engine  de- 
partment, and  he  there  designed  and  standardized  several  new 
types  of  engines.  He  gave  up  this  position  in  1915  on  account  of 
poor  health.    He  died  in  California  on  December  23,  1915. 

Mr.  Koesti  was  a  member  of  the  German  Engineers'  Society, 
and  the  Swias  Engineers'  and  Architects'  Society.  He  became  a 
member  of  this  Society  in  1914. 

WILLIAM    F.    SARGENT 

William  P.  Sargent  was  born  in  New  Haven,  Conn.,  on  June  27, 
1882.  He  received  his  education  in  the  public  schools  of  New 
Haven  and  in  the  Boardman  Training  School,  from  which  he  grad- 
uated in  1901.  From  September,  1901,  until  May,  1902,  he  was  in 
the  employ  of  the  Winchester  Repeating  Arms  Co.,  where  his  work 
consisted  of  mechanical  drawing,  surveying  for  new  buildings  and 
roads,  laying  out  machines  in  factory  additions  and  general  machine 
design.  In  June,  1902,  he  accepted  a  position  with  the  Bigelow 
Company,  with  which  company  he  was  connected  until  the  time  of 
his  death.  For  five  years  he  was  chief  draftsman,  and  later  was 
made  sales  engineer  and  estimator.  Mr.  Sargent  became  a  member 
of  this  Society  in  1914.  He  died  at  his  home  in  New  Haven,  Conn., 
on  December  7,  1915. 

FRANCIS   WINTHROP   SCARBOROUGH 

Francis  Winthrop  Scarborough  was  bom  in  Cincinnati,  Ohio, 
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on  September  6,  1865.  He  received  his  preparatory  education  in 
the  public  schools  of  Cincinnati  and  ^aduated  from  the  Rensselaer 
Polytechnic  Institute  in  1888.  Soon  after  this,  he  entered  the 
service  of  the  Chesapeake  and  Ohio  Railway  Company  as  engineer, 
from  which  service  he  resigned  in  1908.  While  with  the  railway 
he  became  engineer  of  bridges  and  signals,  and  at  the  time  he  re- 
signed was  chief  engineer  of  maintenance  of  way  and  structures. 
Immediately  after  his  resignation  he  became  actively  engaged  in 
the  operation  of  coal  mines  in  the  New  River  region  of  the  Chesa- 
peake and  Ohio  Railway  Company.  Here  he  held  the  position 
of.  general  superintendent  in  charge  of  the  operation  and  develop- 
ment of  eight  coal  companies  controlling  30,000  acres  of  coal  land 
and  shipping  at  that  time  over  one  million  tons  annually. 

He  was  a  member  of  the  American  Society  of  Civil  Engineers, 
the  American  Institute  of  Mining  Engineers,  the  American  Society 
for  Testing  Materials,  and  the  American  Railway  Association.  He 
became  a  member  of  this  Society  in  1905. 

Mr.  Scarborough  died  in  New  York  City  on  December  24,  1915. 

JOHN   M.    SHERRERD 

John  M.  Sherrerd  was  born  at  Scranton,  Pa.,  on  February  26, 
1859.  He  graduated  from  Lafayette  College  in  1878  with  high 
honors,  and  he  took  a  course  at  the  Columbia  School  of  Mines  dur- 
ing the  two  years  following.  He  then  became  chemist  for  Ario 
Pardee  at  Secaucus,  N.  J.,  continuing  for  two  years,  when  he  be- 
came connected  with  the  Troy  Steel  and  Iron  Company  where  he 
remained  thirteen  years.  He  was  engaged  first  as  chief  chemist, 
then  metallurgist,  and  later  he  ran  the  blast  furnace. 

In  1895,  he  became  connected  with  the  Taylor  Iron  and  Steel 
Company  as  general  sales  agent.  At  the  time  of  his  decease,  he 
held  the  position  of  assistant  to  the  president  of  the  Kennedy 
Stroh  Corporation  of  Pittsburgh,  Pa. 

He  was  a  member  of  the  following  societies:  the  American 
Society  of  Civil  Engineers,  the  American  Institute  of  Mining  Engi- 
neers, the  American  Society  for  Testing  Materials,  the  Lake  Superior 
Mining  Institute,  the  National  Geographical  Society  and  the  Engi- 
neers' Club  of  New  York.  He  became  a  member  of  this  Society 
in  1905.    He  died  at  his  home  in  Easton,  Pa.,  on  April  16,  1915. 
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GEORGE  RIPLEY  STETSON 

George  Ripley  Stetson  was  born  in  Brooklyn,  Conn.,  in  1837. 
His  early  education  was  received  in  Brooklyn,  Conn.,  and  in 
Florence,  Mass.,  and  his  subsequent  education  he  gained  entirely 
through  his  own  efforts  and  without  attendance  at  school. 

In  1855,  he  entered  a  machine  shop  in  Northampton  as  an 
apprentice.  After  completing  his  apprenticeship,  he  engaged  in 
the  manufacture  of  Britannia  ware.  In  1864,  he  entered  the  employ 
of  0.  P.  Winchester,  manufacturer  of  rifles  and  ammunition,  where 
he  remained  eight  years.  In  1877,  he  became  superintendent  of 
the  Morse  Twist  Drill  and  Machine  Company,  New  Bedford,  Mass., 
and  while  in  the  service  of  this  company  and  the  O.  F.  Winchester 
Company  he  patented  a  number  of  devices  which  proved  of  value, 
receiving  thirty-six  patents  for  his  inventions.  In  1890,  he  became 
president  and  general  manager  of  the  New  Bedford  Gas  &  Edison 
Light  Company. 

He  was  a  member  of  the  Sutton  Commandery,  K.  P.,  and  a 
charter  member  and  past  patron  of  the  New  Bedford  Chapter,  No. 
49^  0.  E.  E.  He  was  an  active  member  of  the  National  Electric  Light 
Association  and  the  Association  of  Edison  Illuminating  Companies, 
frequently  representing  these  organizations  as  a  delegate. 

He  was  a  charter  member  of  the  Society.  He  died  on  July  26, 
1915. 

B.  PAUL  STOUT 

R.  Paul  Stout  was  born  at  Bethlehem,  Pa.,  in  1869.  He  was 
educated  at  a  private  school  at  Audenried,  at  the  Hill  School  of 
Pottstown,  and  later  at  Lehigh  University,  from  which  he  was  grad- 
uated in  1891  with  the  degree  of  M.  E.  During  vacation  periods, 
he  served  ajs  a  machinist  in  the  shops  of  the  Jeansville  Iron  Works. 

His  first  position  after  graduation  was  that  of  mechanical  engi- 
neer with  the  Lehigh  &  Wilkes-Barre  Coal  Company  at  Audenried. 
He  entered  the  employ  of  the  Bethlehem  Steel  Company  as  assistant 
superintendent  of  the  armor  plate  department  in  1894,  when  the 
armor  for  the  United  States  battleships  Brooklyn,  Oregon,  New 
York  and  Iowa,  and  the  Russian  ships  Petropovlovsk,  Admiral 
Siniavan,  Admiral  Oushakoff  and  Rostislav,  and  also  the  first  large 
armor  plate  vault  for  the  Philadelphia  Savings  Fund  Society,  was 
being  manufactured  by  the  company.  During  this  time,  too,  face- 
hardened  armor  was  first  manufactured  in  this  country  and  the  best 
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Harveyized  armor  in  the  world  up  to  that  period  was  developed  at 
the  Bethlehem  plant. 

In  August,  1897,  on  the  formation  of  the  Bethlehem  Company's 
ordnance  department,  Mr.  Stout  was  transferred  to  that  department, 
and  two  years  later  he  assumed  charge  of  the  development  of  the 
first  piece  of  ordnance  mechanism  of  its  own  design  which  the  com- 
pany sold.  Under  engineer-of-ordnance  Lieutenant  Meigs,  he  had 
charge  of  all  the  experimental  and  development  work  in  this  depart- 
ment until  September,  1910,  when  he  himself  was  appointed  engi- 
neer of  ordnance,  which  position  he  held  up  to  the  time  of  his 
death. 

Within  his  period  of  service  as  engineer  of  ordnance,  the  Beth- 
lehem Steel  Company  secured  the  largest  naval  ordnance  order 
placed  in  this  country,  in  the  complete  ordnance  equipment  and 
armor  for  the  Argentine  battleships  Moreno  and  Rivadavia,  and  it 
was  in  the  last  two  or  three  years  that  the  company  attained  its 
present  position  in  the  manufacture  of  all  kinds  of  ordnance  and 
munitions. 

Mr.  Stout  was  elected  to  membership  in  the  Society  in  1906. 
He  was  also  a  member  of  The  Franklin  Institute.  He  was  killed 
on  August  25,  1915,  as  the  result  of  the  accidental  detonation  of  a 
high  explosive  shell. 

FREDERICK  WINSLOW  TAYLOR 

Frederick  Winslow  Taylor,  Past-President  of  the  Society,  was 
born  in  Germantown,  Pa.,  in  1856.  His  primary  education  was 
received  in  this  country  and  in  France  and  Gtermany.  He  was 
being  prepared  for  Harvard  at  Phillips  Exeter  Academy  but  his 
eyesight  became  impaired  and  he  began  an  apprenticeship  with 
William  Sellers  and  Company.  He  finished  his  apprenticeship  in 
1878,  having  served  four  years  as  a  patternmaker  and  machinist. 
He  then  entered  the  machine  shop  of  the  Midvale  Steel  Company, 
and  was  promoted  to  shop  clerk,  and  later  given  charge  of  the  tool- 
room, advanced  to  gang  boss,  assistant  foreman  and  then  foreman 
of  the  machine  shop.  Next  he  became  master  mechanic  in  charge 
of  repairs  and  maintenance  of  the  work,  and  in  1884,  chief  engineer. 

While  at  Midvale,  he  secured,  by  evening  study,  the  degree  of 
M.  E.  from  Stevens  Institute  of  Technology.  Later  he  received 
the  degree  of  Sc.  D.  from  the  University  of  Pennsylvania. 
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He  remained  with  the  Midvale  Steel  Company  nntil  1890,  mak- 
ing many  improvements  in  machinery  and  methods.  He  designed 
the  great  steam  hammer  of  the  Midvale  Steel  Company,  the  largest 
successful  hammer  ever  built  in  the  United  States.  In  1890  he 
became  manager  of  The  Manufacturing  Investment  Company,  oper- 
ating large  paper  mills  in  Maine,  where  he  remained  until  his  three- 
year  contract  expired. 

He  then  began,  as  consulting  engineer,  to  introduce  his  princi- 
ples of  organization  and  management  into  various  establishments 
about  the  country.  During  this  period  and  in  connection  with  this 
work  he  made  many  valuable  improvements  and  inventions,  lir. 
Taylor's  success  in  producing  increased  shop  efKciencies  at  other 
plants  led  the  Bethlehem  Steel  Company  to  retain  him  to  increase 
their  machine  shop  capacity. 

Experiments  made  in  this  connection  in  conjunction  with  Mr. 
Maunsel  White  led  to  the  discovery  of  the  Taylor- White  process  of 
heat  treatment  of  tool  steel,  which  increased  the  cutting  capacity 
200  to  300  per  cent.  This  process  and  the  tools  treated  by  it  are 
now  used  in  ahnost  every  machine  shop  in  this  country  and  abroad. 

It  was  during  his  connection  with  the  Bethlehem  Steel  Company 
that  Mr.  Taylor's  ideas  regarding  management  took  concrete  form, 
and  it  is  probable  that  during  that  time  he  first  recognized  the 
great  possibilities  of  the  broader  application  of  the  principles  ac- 
cording to  which  he  had  been  working,  and  realized  the  results  that 
would  be  attained  if  these  principles  should  become  generally 
adopted  throughout  our  industries.  Having  grasped  the  tremendous 
importance  of  this  subject,  Mr.  Taylor  decided,  on  leaving  the  Beth- 
lehem Steel  Company,  to  devote  the  remainder  of  his  life  to  ex- 
pounding these  principles,  which  he  now  saw  would  create  a  new 
era  in  the  industrial  world. 

He  believed  that  he  could  do  this  to  best  advantage  if  he  should 
make  no  charge  for  his  work;  and,  having  acquired  a  competency, 
he  gave  his  services  during  the  last  fourteen  years  free  to  anybody 
who  was  sincerely  desirous  of  carrying  out  his  methods. 

He  served  as  Vice-President  of  the  Society  in  1904  and  1905, 
and  President  in  1906,  when  he  delivered,  as  his  presidential  ad- 
dress, his  exhaustive  monograph,  **0n  the  Art  of  Cutting  MetaLs/' 
a  treatise  of  250  pages. 

His  written  contributions  were  many ;  one  of  the  earliest  to  come 
before  the  Society  was  his  ** Notes  on  Belting,'*  presented  in  1893. 
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This  paper  contained  the  results  of  a  long  series  of  practical  tests, 
and  settled  many  contentions  regarding  the  nse  and  care  of  belts. 

In  1895,  he  presented  his  paper  on  "A  Piece-Rate  System,"  in 
which  he  expounded  the  principles  on  which  his  system  of  manage- 
ment was  subsequently  based. 

In  1903,  he  presented  his  signal  paper  on  *  *  Shop  Management, ' ' 
and  in  1911,  * '  The  Principles  of  Scientific  Management. ' ' 

He  was  joint  author  with  Sanford  E.  Thompson  of  two  w^rks 
on  c6ncrete:  **A  Treatise  on  Concrete,  Plain  and  Reinforced,"  and 
** Concrete  Costs." 

He  died  in  Philadelphia,  Pa.,  on  March  21,  1915. 

As  a  tribute  to  Dr.  Taylor's  memory,  the  business  of  the  Annual 
Meeting  of  the  Society,  December  1915,  was  suspended  for  one 
hour  and  memorial  exercises  held.  An  account  of  these  was  pub- 
lished in  The  Journal,  January  1916,  and  the  memorial  appears 
elsewhere  in  this  volume. 

JAMES  p.   TOLMAN 

James  P.  Tohnan  was  born  in  Boston,  Mass.,  on  November  7, 
1847.  He  received  his  early  education  in  the  public  schools  of 
Boston  and  entered  the  Massachusetts  Institute  of  Technology,  re- 
ceiving the  degree  of  Mining  Engineer  in  1868,  which  was  the  first 
class  to  be  graduated  from  the  Institute. 

In  1870,  he  became  superintendent  of  the  Silver  Lake  Cordage 
Company  of  Newtonville,  Mass.  In  1884  he  organized  J.  P.  Tol- 
man  &  Company,  manufacturers  of  braided  cord.  In  1888,  the 
Samson  Cordage  Company  in  Shirley,  Mass.,  was  organized  as 
successors  of  J.  P.  Tolman  &  Company  and  Mr.  Tolman  became 
president  of  the  company,  which  position  he  held  up  to  the  time  of 
his  death.  This  company  is  one  of  the  largest  in  the  world  manu- 
facturing braided  cord. 

Mr.  Tolman  became  a  member  of  the  Society  in  1894.  He  died 
at  his  home  in  West  Newton,  Mass.,  on  July  28,  1915. 

HERBERT   GRAY   TORRET 

Herbert  Gray  Torrey  was  born  in  New  York  City  in  1839.  He 
was  educated  in  the  College  of  the  City  of  New  York,  from  which  he 
was  graduated  in  1860.  He  became  the  assistant  of  his  father,  John 
Torrey,  who  was  the  first  chief  assayer  in  the  U.  S.  iVssay  Office 
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in  New  York  City,  and  Yte  succeeded  his  father  at  the  latter 's  death 
in  1873.  He  served  as  chief  assayer  until  1910,  when  he  went  into 
private  practice,  becoming  president  of  H.  G.  Torrey  &  Company, 
assayers  and  metallurgists ;  he  retired  in  1912. 

Mr.  Torrey  was  also  a  consulting  chemist,  a  specialist  on  alloyB, 
a  government  expert  in  textile  fabrics  and  an  examiner  of  mines. 
He  maintained  a  private  metal  shop  at  Stirling,  N.  J.,  manufactur- 
ing magnolia  metal.  He  invented  Torrey  metal,  an  anti-friction 
alloy. 

He  was  a  member  of  the  Society  of  the  Cincinnati,  the  American 
Institute  of  Mining  Engineers  and  The  Franklin  Institute.  He 
became  a  life  member  of  this  Society  in  1890.  He  died  at  his  home 
at  Stirling,  N.  J.,  on  August  29,  1915. 

WILBEB   H.    TBAVEB 

Wilber  H.  Traver  was  bom  at  Mattawan,  Mich.,  on  May  3,  1863. 
He  received  a  common  school  education,  and  as  the  mechsmical  pro- 
fession and  especially  railroad  work  appealed  to  him  very  strongly, 
he  served  an  apprenticeship  with  the  Michigan  Central  Railroad 
as  a  machinist  from  1880  to  1883.  In  1889,  he  became  master  me- 
chanic for  the  Atchison,  Topeka  and  Santa  Fe  Railroad  and,  fol- 
lowing this,  he  held  the  same  position  with  the  Kansas  City,  Pitts- 
burg and  Gulf  Railroad.  In  1895,  he  took  a  position  with  the  Rand 
Drill  Company  in  the  sales  department  and  later  became  manager 
of  the  Chicago  ofiSce  of  this  company. 

In  1906,  Mr.  Traver  took  a  position  with  the  Pneumatic  Tool 
Company  as  manager  of  the  mining  department,  where  he  remained 
until  his  death,  which  occurred  at  Houghton,  Mich.,  on  April  15, 
1915. 

He  became  a  member  of  the  Society  in  1904. 

CHARLES   WARD 

Charles  Ward  was  born  in  Leamington,  England,  on  March  5, 
1841  and  came  to  America  in  1871.  He  had  been  trained  as  a  gas 
engineer  in  England  and  almost  his  first  work  in  America  was  in 
Charleston,  W.  Va.,  where  he  installed  the  first  gas  works.  He  later 
became  superintendent  and  general  manager  of  the  gas  company. 

Mr.  Ward  came  into  prominence  when  the  late  Admiral  Melville 
invited  the  makers  of  water  tube  boilers  to  compete  for  supplying 
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the  boilers  of  the  coast  defense  vessel  Monterey.  Mr.  Ward's  boiler 
was  tested  in  1890  and  proved  so  noteworthy  for  the  length  of  the 
test  under  severe  conditions  and  attained  such  excellent  efficiency 
that  four  boilers  of  this  type  were  installed  on  the  Monterey.  He 
thus  has  the  credit  of  the  first  installation  of  water  tube  boilers  on 
a  large  war  vessel.  Even  before  this,  smaller  water  tube  boilers  of 
a  diflPerent  design  manufactured  by  Mr.  Ward  had  been  used  in 
steam  launches  of  the  United  States  Navy,  and  they  have  given 
such  satisfaction  that  the  Navy  Department  has  continued  their 
purchase  and  use. 

Mr.  Ward  was  also  a  pioneer  in  the  use  of  screw  propellers  on 
western  river  steamboats  in  the  effort  to  reduce  waste  and  increase 
efficiency  over  the  time-honored  stern  wheel  boats,  which  are  almost 
exclusively  in  use.  Some  years  ago,  he  repeated  the  famous  test 
made  in  England  during  the  first  half  of  the  last  century  of  a  tug- 
of-war  between  a  screw-propelled  boat  and  a  stern  wheel  boat  of 
the  same  power.  In  the  later  case  as  in  the  earlier  one,  the  screw 
propeller  showed  the  better  results. 

Mr.  Ward  was  elected  to  membership  in  the  Society  in  1892. 
He  died  in  Charleston,  W.  Va.,  on  January  17,  1915. 

JOHN   E.  WARREN 

John  E.  Warren  was  bom  in  Grafton,  Mass.,  on  October  7,  1840. 
When  he  was  still  an  infant  his  parents  traveled  West  as  pioneers 
and  settled  on  a  farm  in  Wisconsin.  The  short-term  country  schools 
of  the  day  supplied  all  there  were  of  his  opportunities  for  schooling, 
except  that  he  supplemented  them  afterward  for  a  time  by  teach- 
ing, and  then  by  entering  Ripen  Academy  shortly  before  the  Civil 
War.  At  the  outbreak  of  the  war,  he  promptly  enlisted  in  the 
Union  Artillery,  and  served  with  it  through  to  the  end. 

He  entered  the  employ  of  S.  D.  Warren  &  Company,  makers  of 
book  paper,  and  it  was  to  this  company  at  its  plant  at  Cumberland 
Mills,  Me.,  that  Mr.  Warren  devoted  his  business  and  professional 
service  to  the  close  of  his  life.  He  began  as  a  mechanic,  worked 
upward  through  various  capacities,  until  in  1883  he  was  appointed 
agent  of  the  mills,  thus  becoming  the  head  and  leader  of  its  organiza- 
tion, the  position  which  he  retained  for  32  years,  up  to  his  death. 

Mr.  Warren  had  been  a  member  of  the  Society  since  1886.  He 
died  on  August  13,  1915. 
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WILLIAM    WATSON 

William  Watson  was  bom  in  Nantucket,  Mass.,  on  January  19, 
1834,  and  died  at  his  home  in  Boston,  Mass.,  September  30,  1915. 
He  graduated  from  Harvard  in  1857,  taking  the  Boyden  prize  for 
mathematics.  The  same  year  he  became  an  instructor  at  Harvard 
in  differential  and  integral  calculus.  Later  he  took  a  course  of 
special  study  at  the  Ecole  Nationale  des  Fonts  et  Chauss^  in  Paris. 
On  returning  to  this  country  he  became  university  lecturer  at 
Harvard.  While  in  Europe,  from  1860  to  1863,  Professor  Watson 
collected  information  on  technical  education  which  was  made  the 
basis  of  a  plan  of  organization  in  1864  of  the  Massachusetts  Insti- 
tute of  Technology,  where  from  1865  until  1873  he  was  professor 
of  mechanical  engineering  and  descriptive  geometry. 

Professor  Watson  was  United  States  Commissioner  in  1873  to 
the  Vienna  Exposition,  and  he  served  as  a  member  of  the  Interna- 
tional Jury  of  the  Paris  Exposition  in  1878.  He  had  been  honorary 
president  of  the  Paris  Congress  of  Architects  and  vice-president  of 
the  engineering  section  of  the  French  Association  for  the  Advance- 
ment of  Science,  serving  several  terms,  and  vice-president  of  the 
International  Congress  of  Construction  in  1889. 

He  was  a  member  of  the  French  National  Academy  at  Cher- 
bourg, Societe  des  Ingenieurs  Civils  de  France  and  the  American 
Society  of  Civil  Engineers.  He  was  a  fellow  of  the  American 
Academy  of  Arts  and  Sciences,  member  of  the  American  Association 
for  the  Advancement  of  Science,  the  Colonial  Society  of  Massa- 
chusetts and  the  Mathematical  Club.  He  was  elected  a  member  of 
this  Society  in  1886. 

He  was  the  author  of  many  notable  works  on  technical  education 
and  science,  engineering,  architecture  and  other  subjects. 

THOMAS   DYSON   WEST 

Thomas  Dyson  West  was  born  in  Manchester,  England,  in  1851, 
and  was  the  son  of  a  niece  of  Dr.  Michael  Faraday.  He  was  brought 
to  America  in  childhood.  At  the  age  of  twelve,  he  began  the  prac- 
tical study  of  engineering  at  the  Portland  Locomotive  Works,  Port- 
land, Me.  In  1887,  he  organized  the  Thomas  D.  West  Foundry 
Company,  now  known  as  the  Valley  Mold  &  Iron  Company,  of 
Sharpsville,  Pa.,  and  ten  years  later  he  founded  the  West  Steel 
Casting  Company.    He  was  vice-president  and  general  manager  of 
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the  former  until  1909,  and  was  chairman  of  the  board  of  directors 
of  the  latter  until  the  time  of  his  death. 

Mr.  West  was  the  author  of  many  books  and  papers  on  practical 
foundry  work,  publications  which  were  basic  in  foundry  literature 
and  included  ** American  Foundry  Practice,*'  ** Moulders'  Text 
Book,"  etc.  He  established  and  used  Americsm  Foundrymen's 
Standardized  Drillings,  which  was  taken  over  by  the  U.  S.  Bureau 
of  Standardization  in  1905.  He  was  also  the  pioneer  of  the  Safety 
First  movement,  and  he  organized  the  American  Anti-Accident 
Society. 

He  was  a  member  of  the  American  Society  for  Testing  Materials 
and  was  president  of  the  American  Foundrymen's  Association  in 
1905-1906.  He  was  elected  to  membership  in  this  Society  in  1884, 
and  he  died  in  Cleveland,  Ohio,  on  June  18,  1915,  from  injuries 
received  in  an  accident. 

STEPHEN   BETTS  WHITING 

Stephen  Betts  Whiting  was  bom  at  Reading-Ridge,  Conn.,  on 
January  22,  1834.  After  attending  the  public  schools  of  his  native 
town  and  of  New  Haven,  Conn.,  he  finished  his  schooling  with  a 
year  at  the  New  Haven  Collegiate  and  Commercial  Institute.  When 
fifteen  years  of  age,  he  was  apprenticed  to  the  machinist  trade  and, 
before  he  was  sixteen,  he  designed  and  constructed  a  miniature 
steam  engine. 

At  seventeen,  he  designed  and  built  an  air-pump.  At  this  time, 
also,  he  went  to  work  as  a  full-fledged  journeyman. 

In  1855,  he  was  sent  to  Urbana,  Ohio,  to  take  charge  of  the 
shops  of  the  Urbana  Machine  Company,  and  in  1857  he  went  to 
Alton,  111.,  as  superintendent  of  the  Illinois  Iron  Works.  In  1860, 
he  returned  East  and  took  charge  of  the  Eaighn's  Point  Iron  Works 
at  Camden,  N.  J.  At  this  time  he  entered  into  partnership  with 
his  old  friend  and  schoolmate,  Charles  G.  Wilcox,  bought  the 
Kaighn's  Point  Iron  Works  and  operated  it  under  the  firm  name 
of  Wilcox  &  Whiting. 

This  firm  built  the  U.  S.  Monitor  Eoka,  which  was  one  of  the 
light-draft  monitors  designed  by  John  Ericsson.  Some  of  the  prin- 
cipal dimensions  of  this  vessel  were :  Overall  length,  225  ft. ;  beam, 
45  ft. ;  draft,  6^^  ft. ;  diameter  of  turret,  20  ft. ;  height  of  turret, 
9  ft.    The  motive  power  consisted  of  two  22  by  30-in.  single-cylinder 
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engines  direct  connected  to  two  propeller  shafts,  each  of  which  was 
fitted  with  a  9-ft.  propeller.  The  armament  consisted  of  one  11-in. 
gxm  and  one  150-lb.  rifle.  The  firm  also  bnilt  and  erected  the 
superstructure  of  the  Chestnut  Street  Bridge  over  the  Schuylkill 
River  in  Philadelphia. 

Early  in  1865  the  Eaighn's  Point  Iron  Works  were  sold  and  on 
July  1,  1865,  Mr.  Whiting  went  to  Pottsville,  Pa.,  as  superintendent 
of  the  Colliery  Iron  Works.  In  this  position  his  inventive  faculty 
often  came  into  useful  play  in  connection  with  the  design  and  manu- 
facture of  machinery  for  the  coal  regions.  He  designed  the  so-called 
Whiting  system  of  rope  driving,  hauling  and  hoisting  machinery 
which  was  first  installed  at  the  Lehigh  &  Wilkes-Barre  planes  at 
Solomon's  Gap,  Wilkes-Barre,  Pa.  At  later  dates  this  system  was 
adopted  for  the  Mahoney  planes  of  the  Philadelphia  &  Reading  Coal 
&  Iron  Company,  for  the  Brooklyn  Bridge,  for  the  Red  Jacket  or 
Whiting  shaft  of  the  Calumet  &  Hecla  Mining  Company,  and  for  a 
number  of  the  diamond  mines  of  South  Africa. 

On  September  1, 1878,  he  entered  the  employ  of  the  Philadelphia 
&  Reading  Coal  &  Iron  Company  as  mechanical  engineer.  On  April 
1,  1880,  he  was  promoted  to  chief  engineer,  and  on  March  1,  1883, 
to  general  manager,  continuing  as  such  for  five  years. 

On  May  1,  1888,  he  entered  the  employ  of  the  Calumet  &  Hecla 
Mining  Company  as  general  manager,  which  position  he  held  until 
April  30,  1901,  when  he  retired  from  active  life.  While  with  this 
company  he  recommended  and  supervised  the  sinking  of  the  Red 
Jacket  or  Whiting  shaft,  a  vertical,  six-compartment  shaft  which 
intersects  the  lode  at  a  depth  of  about  3300  ft.  and  reaches  the  level 
of  the  lode  at  the  property  line  at  a  depth  of  5000  ft.  The  cross- 
section  of  the  shaft  measures  15^/^  by  25  ft. 

Mr.  Whiting  was  a  charter  member  of  this  Society  and  was 
Manager  from  April  1880  to  November  1882  and  Vice-President 
from  1882  to  1883.  He  was  also  a  member  of  the  American  Society 
of  Naval  Engineers,  the  American  Institute  of  Mining  Engineers, 
the  Institution  of  Mechanical  Engineers  (England)  and  the  North 
of  England  Institute  of  Mining  and  Mechanical  Engineers. 

He  died  at  his  residence  in  Cambridge,  Mass.,  on  December  23, 
1915. 

BAXTER  D.    WHITNEY 

Baxter  D.  Whitney  was  bom  in  Winchendon,  Mass.,  in  1817. 
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His  early  education  was  received  in  Winchendon,  Hancock,  N.  H., 
and  Fitchburg,  Mass.,  but  his  business  life  started  in  his  father's 
woolen  mill  when  he  was  very  young.  When  he  was  ten  years  old, 
he  constructed  a  saw  mill,  run  by  water,  which,  while  merely  a  boy's 
effort,  was  prophetic  of  the  line  which  his  activities  later  followed. 
When  he  was  thirteen  years  old,  he  went  to  Worcester  to  help  build 
some  looms  for  his  father. 

At  sixteen  years  of  age,  he  constructed  an  18-in.  by  6-ft.  engine 
lathe,  designing  and  making  the  patterns  and  machining  the  cast- 
ings. It  had  a  large  wormwheel  feed  and  a  V-bed  which  he  milled 
with  a  special  fixture  comprising  wooden  beams  laid  in  the  floor. 

In  1836,  he  began  the  construction  of  machinery  for  making 
tubs  and  pails,  and  had  twenty-eight  men  working  for  him.  The 
next  year,  he  built  sixteen  looms  for  cashmere  and  later  he  built 
two  or  three  steam  jigs.  In  1845,  he  built  for  himself  a  foundry 
and  machine  shop  and  the  next  year  the  first  Whitney  wood-planing 
machine,  which  took  six  weeks  to  construct,  was  built.  This  is  still 
in  existence  and  is  claimed  to  be  the  first  cylinder  planer  ever  made 
which  was  a  practical  success.  In  1857,  he  built  a  scraping  machine 
and  also  a  shaper  and  the  famous  Whitney  gage  lathe.  During  the 
Civil  War,  he  was  busy  making  gun-stock  machinery.  He  received 
awards  for  his  machines  at  exhibitions  in  Paris  (1867),  Vienna 
(1873)  and  Philadelphia,  (1876). 

Mr.  Whitney  became  a  member  of  the  Society  in  1886.  He  died 
at  his  home  in  Winchendon,  Mass.,  on  October  17, 1915. 

HENBT   WICK 

Henry  Wick  was  bom  in  Youngstown,  Ohio,  on  May  13,  1846. 
He  received  his  early  education  in  the  schools  of  Youngstown  and 
later  spent  two  years  at  the  preparatory  school  of  Western  Reserve 
College  at  Hudson,  Ohio.  He  returned  to  Youngstown,  and  after 
a  very  short  time  spent  in  his  father's  bank,  he  became  manager 
of  the  Packard  Coal  Company,  then  opening  a  mine  about  two 
miles  west  of  Youngstown. 

In  1877  he  became  treasurer  and  active  manager  of  the  Youngs- 
town Rolling  Mill  Company.  He  later  took  the  lead  in  purchasing 
the  rolling  mill  at  Warren  on  the  failure  of  the  pipe  works  there 
and  became  the  head  of  the  company  which  undertook  its  operation. 
Up  to  this  time,  Youngstown  had  had  no  steel  plant  but  in  the 
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summer  of  1892,  a  determined  effort  was  made  by  the  leading  manu- 
facturers to  establish  one  there.  As  a  result  of  this,  the  Ohio  Steel 
Company  was  formed  and  he  was  chosen  as  its  head.  In  1899,  the 
Ohio  Steel  Company  with  several  plants  in  other  places  joined  in 
forming  the  National  Steel  Company  of  which  he  became  the  first 
vice-president,  with  headquarters  in  Chicago,  111.  A  year  later  the 
offices  were  moved  to  New  York  City  and  early  in  1901,  Mr.  Wick 
was  elected  president.  He  resigned  this  position  shortly  afterwards, 
however,  and  returned  to  Youngstown  to  take  up  some  enterprises 
in  which  he  was  particularly  interested. 

Mr.  "Wick  became  a  member  of  this  Society  in  1893.  He  died  at 
his  home  in  Youngstown,  Ohio,  after  a  short  illness  on  December  22, 
1915. 

ALFRED    WILLIAMSON 

Alfred  Williamson  was  born  in  New  York  City  on  July  12,  1880. 
His  early  education  was  received  in  the  public  schools  of  New  York 
City,  after  which  he  took  a  course  in  mechanical  engineering  at 
Columbia  University,  graduating  in  1902.  He  then  entered  the 
service  of  the  New  York  Central  and  Hudson  River  Railroad  Com- 
pany as  a  special  apprentice  in  their  West  Albany  shops.  In  1904, 
he  was  employed  in  the  turbine  construction  department  of  the 
General  Electric  Company  in  Schenectady,  N.  Y.,  but  in  1905  he 
returned  to  Columbia  and  took  up  post-graduate  work.  In  the 
latter  part  of  that  year,  he  was  employed  on  the  work  of  the  Metro- 
politan Street  Railway  Company,  and  in  the  following  year  he 
entered  the  employ  of  the  Department  of  Water  Supply  of  New 
York  as  a  mechanical  engineer.  He  was  in  charge  of  the  pumping 
stations  of  Manhattan  and  the  Bronx  from  1910  to  the  time  of  his 
death. 

Mr.  Williamson  became  a  member  of  the  Society  in  1902.  He 
(lied  at  his  home  in  Bronxville,  N.  Y.,  on  December  26,  1915. 

HORACE   WYMAN 

Horace  Wyman,  whose  death  occurred  ou  May  8,  1915,  at  his 
country  home  in  Princeton,  was  born  in  Woburn,  Mass.,  on  Novem- 
ber 27,  1827.  He  was  educated  in  the  academies  at  Woburn  and 
Francestown,  N.  H.,  and  began  his  business  career  in  1846,  when 
he  became  a  machinist  in  the  works  of  the  Amoskeag  Manufacturing 
Company  at  Manchester,  N.  H.     He  was  later  employed  by  tlie 
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Lowell  Machine  Company  and  by  the  Hinckley  Locomotive  Works 
at  Boston,  and  served  as  draftsman  with  the  Holyoke  Water  Power 
Company.. 

About  1860  Mr.  Wyman  became  associated  with  George  Cromp- 
ton  of  Worcester.  He  was  made  superintendent  and  manager  of 
the  Crompton  Loom  Works,  holding  that  position  until  the  consoli- 
dation of  the  business  under  its  present  name  of  Crompton  & 
Enowles  Loom  Works,  when  he  was  made  vice-president  and  con- 
sulting mechanical  engineer  of  the  company,  retaining  that  position 
until  his  death. 

All  through  his  many  years  of  service  with  the  Crompton  and 
the  Crompton  &  Enowles  Loom  Works  he  applied  himself  to  inven- 
tions of  looms  and  textile  machinery,  until  he  had  practically  per- 
fected looms  as  they  are  now  used.  His  inventions  made  it  possible 
for  woolen,  gingham  and  silk  fabrics  to  be  woven  in  more  than  one 
color  and  in  larger  pieces  than  before.  Through  the  processes 
developed  by  him,  rugs  and  carpets  can  now  be  manufactured  in 
large  sizes.  Textile  mills  all  over  the  country  are  using  every  day 
machines  invented  by  Mr.  Wyman,  and  he  is  regarded  as  having 
done  more  for  the  loom  industry  than  any  other  man  in  Worcester 
and  possibly  in  the  country.  His  inventions  were  the  largest  single 
factor  in  the  success  of  the  Crompton  &  Enowles  Loom  Works. 

He  was  a  member  of  the  Society  since  1892  and  was  also  a 
member  of  the  Worcester  County  Mechanics'  Association  and  the 
Worcester  Society  of  Antiquity. 

JOHN  PHILIP   ZIPF 

John  Philip  Zipf,  was  born  at  West  Point,  Cal.,  on  March  19, 
1888.  He  attended  the  California  School  of  Mechanical  Arts 
and  the  University  of  California,  from  which  he  graduated  in  May 
1912.  After  graduation,  he  worked  with  B.  F.  Chevalier,  a  con- 
sulting engineer,  in  testing  boilers  for  numerous  gas  and  power 
plants  in  and  about  San  Francisco.  In  December,  1912,  he  accepted 
a  position  with  the  Ramie  Fibre  Company  of  San  Francisco  as 
draftsman,  and  after  the  failure  of  this  company,  he  accepted  a 
position  with  the  Sutter  Basin  Company  of  Sacramento  as  drafts- 
man of  plans  for  electric  pumping  machinery  for  their  reclamation 
project.  Having  completed  their  work  in  May  1914,  he  entered  the 
office  of  the  California  State  Engineer  at  Sacramento,  Cal. 

Mr.  Zipf  died  at  his  home  in  San  Francisco,  Cal.,  on  May  24, 
1915.    He  was  elected  to  membership  in  the  Society  in  1913. 
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ALFONSO  H.  CARPENTER 

Alfonso  H.  Carpenter  was  bom  at  Ludlow,  Vt.,  on  October  22, 
1850.  He  received  his  education  in  the  ordinary  home  schools  and 
at  the  age  of  14  went  to  work  for  Helon  M.  Carpenter  of  Grafton, 
Vt,,  as  a  blacksmith,  remaining  there  until  he  was  twenty.  The 
rest  of  his  life  was  spent  in  the  machinery  manufacturing  and 
foundry  business  as  commercial  traveler  and  manager.  At  the  time 
of  his  death  he  was  vice-president  of  the  Acme  Machinery  Company 
of  Cleveland,  Ohio,  which  position  he  had  held  for  many  years. 

Mr.  Carpenter  was  elected  to  membership  in  the  Society  in  1895. 
He  died  December  24,  1915. 
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